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PEEFACE. 


The  last  edition  has  been  required  so  speedily  that  I  am 
personally  a  little  worried  in  not  being  well  prepared  for 
a  new  issue. 

However,  there  are  many  valuable  additions  and  a  few 
deletions  in  the  present  edition. 

There  are  so  many  workers  at  volumetric  processes  now 
that  it  is  simply  impossible  to  verify  all  suggested  methods, 
and  I  have  to  acknowledge  very  willingly  that  the  short 
abstracts  occurring  in  the  Chemical  Society's  Journal,  the 
Journal  of  the  Society  of  Chemical  Industry,  the  Analyst  and 
Chemical  News,  have  supplied  me  with  a  large  amount  of 
information,  and  some  of  which  I  have  quoted  almost 
verbatim.  This  abstract  work  is  so  well  done  in  many 
cases  that  all  the  essential  matter  is  contained. 

My  desire  has  always  been  to  keep  a  Handbook  as  a 
portable  and  convenient  reference  book. 

In  the  present  edition  the.  actual  number  of  pages  is  less 
than  the  last,  but  the  size  of  page  has  been  slightly  enlarged, 
and,  therefore,  the  matter  is  considerably  more  than 
formerly. 


VI  PEEPACB. 

I  have  to  acknowledge  the  help  of  some  contributors, 
namely,  Dr.  B.  Knecht,  for  the  examination  of  modern 
organic  dyes  and  the  history  of  a  new  material  as  a  re- 
agent for  special  work,  and  to  the  Chief  Inspector  under 
the  Alkali  Works  Eegulation  Acts,  and  his  Assistant  Chemist, 
for  the  summary  of  their  work  upon  ammoniacal  liquors. 

I  have  also  to  thank  Mr.  W.  H.  Sodeau,  B.  Sc,  for  the 
description  of  his  gas  apparatus;  and,  not  the  least,  Mr. 
A.  B.  Johnson,  P.I.C,  for  helping  me  with  the  enlarge- 
ment and  improvement  in  the  new  index.  His  most  useful 
Laboratory  Companion  has  always  been  a  comfort  and 
help  to  me  in  the  usual  work  of  a  laboratory. 


BEANCIS    SUTTON. 


NOEWICH, 

.Tnne,  1904. 
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Names  of  Elementary  Substances  occurring  in  Volumetric 
Methods,  with  their  Symbols  and  Atomic  Weights. 


Intemationsil 

Atomic  "Weight 

Name. 

Symbol. 

Atomic  Weight 

adopted  in 

Al 

1902.    0=16. 

this  Edition. 

Aluminium 

27-1 

271 

Antimony                            "  - 

Sb 

120-2 

120-0 

Arsenic 

As 

75-0 

75-0 

Barium 

Ba 

137-4 

136-8 

Bisiauth 

Bi 

208-5 

208  0 

Bromine  - 

Br 

79-96 

80-0 

Cadmium 

Cd 

112-4 

111-6 

Calcium 

Ca 

40-1 

40-0 

Carbon 

C 

12-0 

12-0 

Cerium 

Ce 

1400 

140-0 

Chlorine 

CI 

35-45 

35-45 

Chromium 

Cr 

52-1 

52-1 

Cobalt 

Co 

59  0 

59-0 

Copper 

Cu 

63-6 

63-0 

Gold 

Au 

197-2 

196-5 

Hydrogen 

H 

1  -008 

1-0 

Iodine 

I 

136-85 

127-0 

Iron 

Fe 

55-9 

56-0 

Lead 

Pb 

206-9 

206-9 

Magnesium 

Mg 

24-36 

24-36 

Manganese 

Mn 

•       55-0 

55-0 

Mercury 

Hg 

200-0 

200-0 

Molybdenum 

Mo 

96-0 

960 

Nickel 

Ni 

58-7 

59-0 

Nitrogen 

N- 

14-04 

14-0 

Oxygen 

0 

16-0 

16-0 

Phosphorus 

P 

31-0 

31-0 

Platinum  - 

Pt 

194-3 

194-8 

Potassium 

K 

391.5 

390 

Silver 

Ag 

107-93 

107-93 

Sodium 

Na 

23-05 

23-0 

Strontium 

Sr 

87-6 

87-6 

Sulphur 

s 

32-06 

32-0 

Tin 

Sn 

119-0 

118-0 

Tungsten 

W 

184-0 

184-0 

Uranium 

Ur 

238-5 

240-0 

Yanadiuni 

Va 

51-2 

51-2 

Zinc 

Zn 

65-4 

65-0 

Abbreviations  and  Explanations. 

Ttie  formulee  are  oonstnioted  on  the  basis  H=l.  0  =  16. 
H2O  =  18. 

The  normal  temperature  for  the  preparation  and  use  of  standard 
solutions  is  16°  C,  or  about  60'  Fahr. 

c.c.  denotes  cubic  centimeter. 

gm.       „       gram=15'43235  grains. 

grn.      „       grain. 

dm.       „       decem.=:;10  fluid  grains  at  16°  C. 

1  liters  1000  c.c.  at  16°  C. 

1  c.c.=:l  gm.  distilled  water  at  16°  C. 

1  dm.=10  grn.         „ 

Distilled  water  is  to  be  used  in  all  the  processes,  unless  otherwise 
expressed. 

Normal  Solutions  are  those  which  contain  one  gram  atom  of 
reagent  (taken  as  monobasic),  or  an  equivalent  in  some  active 
constitutent  {e.g.,  oxygen)  in  the  liter  (see  page  26). 

Decinormal  Solutions  are  one-tenth  of  that  strength==^/io- 

Centinormal,  one  hundredth =''/ioo- 

Empirical  Standard  Solutions  are  those  which  contain  no 
exact  atomic  proportion  of  reagent,  but  are  constructed  generally  so 
that  1  c.c.=0'01  gm.  (one  centigram)  of  the  substance  sought. 

A  Titrated  Solution  (from  the  French  word  titre,  title  or  power) 
denotes  a  solution  whose  strength  or  chemical  power  has  been 
accurately  found  by  experiment. 

When  a  chemical  substance  or  solution  is  directed  to  be  titrated, 
the  meaning  is,  that  it  is  to  be  quantitatively  tested  for  the  amount 
of  pure  substance  it  contains  by  the  help  of  standard  or  titrated 
solutions.  The  term  is  used  in  jpreference  to  ted&l  or  .  analyzed, 
because  these  expressions  may  relate  equally  to  qualitative  and 
quantitative  examinations,  whereas  titrations  can  only  apply  to 
quantitative  examination. 

J.  G.  S.  denotes  Journal  of  the  Chemical  Society  (Transactions 
only). 

J.  S.  G.  I.    „         Journal  of  the  Society  of  Chemical  Industry. 

Z.  a.  G.  „         Zeitschrift  fiir  Analytische  Chemie. 

G.  N.  „         Chemical  News. 

Berichte         „         Berichte  der  Deutschen  Chemischen  Gesellshaft. 

J.  Anu  G.  S.  „         Journal  of  the  American  Chemical  Society. 

Other  book  references  are  givpn  in  full. 


EEEATA. 

83.  Pirst  note  for  HNj,  read  NH3. 

142.  Second  line  from  top,  for  16-966,  read  16-988. 

220.  No.  7,  for  §  73.3,  read  §  74;8. 

342.  Thirteenth  line  from  bottom,  for  tannin,  read  tannic. 

478.  Lines  11  and  12,  for  A-B,  read  (A-B). 

499.  Ninth  line  from  bottom,  for  01  =  35-37,  read  35-45. 

The  logs,  for  CI  and  Na  CI  should  be  S-54962  and  S-76678. 

501.  Ditto  for  Ag  and  Ag  N03,  2-0329  and  2-23040. 

ADDENDUM. 

Page  495.     The  figures  in  Table  No.  7  apply  only  to  50  c.c.  of  Standard 
Calcium  Solution  of  14°  hardness  (see  p.  423). 


VOLUMETEIC    ANALYSIS 

OP 

LIQUIDS  AND  SOLIDS. 

PART  I. 

GENERAL    PRINCIPLES. 

§  1.  Quantitative  analysis  by  weight,  or  gravimetric  analysis, 
consists  in  separating  out  the  constituents  of  any  compound,  either 
in  a  pure  state  or  in  the  form  of  some  new  substance  of  known 
composition,  and  accurately  Aveighing  the  products.  Such  operations 
are  frequently  very  complicated,  and  occupy  a  long  time,  besides 
requiring  in  many  cases  elaborate  apparatus,  and  the  exercise  of  much 
care  and  experimental  knowledge.  Volumetric  processes  on  the  other 
hand,  are,  as  a  rule,  quickly  performed ;  in  most  cases  are  susceptible 
of  extreme  accuracy,  and  need  much  simpler  apparatus.  The  leading 
pirinciple  of  the  method  consists  in  submitting  the  substance  to  be 
estimated  to  certain  characteristic  reactions,  employing  for  such 
reactions  solutions  of  known  strength,  and  from  the  volume  of 
solution  necessary  for  the  production  of  such  reaction,  determining 
the  weight  of  the  substance  to  be  estimated  by  aid  of  the  known 
laws  of  chemical  equivalence. 

A'olumetric  analysis,  or  quantitative  chemical  analysis  by  measure, 
ill  the  case  of  liquids  and  solids,  consequently  depends  upon  the 
following  conditions  for  its  successful  practice  : — ■ 

1.  A  solution  of  the  reagent,  the  chemical  power  of  which  is 
accurately  known,  called  the  "standard  solution." 

2.  A  graduated  vessel  from  which  portions  of  it  may  be 
accurately  delivered,  called  the  "  burette." 

3.  The  decomposition  produced  by  the  standard  solution  with 
any  given  substance  must  either  in  itself  or  by  an  indicator  be  such, 
that  its  termination  is  unmistal^able  to  the  eye,  and  thereby  the 
quantity  of  the  substance  with  which  it  has  combined  accurately 
calculated. 

Suppose,  for  instance,  that  it  is  desirable  to  know  the  quantity  of 
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pure  silver  contained  in  a  shilling.  The  coin  is  first  dissolved  in 
nitric  acid,  by  which  means  a  bluish  solution,  containing  silver, 
copper,  and  probably  other  metals,  is  obtained.  It  is  a  known  fact 
that  chlorine  combines  with  silver  in  the  presence  of  other  metals 
to  form  silver  chloride,  which  is  insoluble  in  nitric  acid.  The  pro- 
portions in  which  the  combination  takes  place  are  35-45  of  chlorine 
to  every  107-93  of  silver ;  consequently,  if  a  standard  solution  of 
pure  sodium  chloride  is  prepared  by  dissolving  in  water  such  a  weight 
of  the  salt  as  will  be  equivalent  to  35-45  grains  of  chlorine  (  =  58-37 
grains  NaCl)  and  diluting  to  the  measure  of  1000  grains  ;  every 
single  grain  measure  of  this  solution  will  combine  with  0-10793  grain 
of  pure  silver  to  form  silver  chloride,  which  is  i^recipitated  to  the 
bottom  of  the  vessel  in  which  the  mixture  is  made.  In  the  process 
of  adding  the  salt  solution  to  the  silver,  drop  by  drop,  a  point  is  at 
last  reached  when  the  precipitate  ceases  to  form.  Here  the  process 
must  stop.  On  looking  carefully  at  the  graduated  vessel  from 
which  the  standard  solution  has  been  used,  the  operator  sees  at 
once  the  number  of  grain  measures  which  has  been  necessary  to 
produce  the  complete  decomposition.  For  example,  suppose  the 
quantity  used  was  520  grain  measures  ;  all  that  is  necessary  to  be 
done  is  to  multiply  520  by  the  coefficient  for  each  grain  measure, 
viz.  0-10793,  which  shows  the  amomit  of  pure  silver  present  to  be 
56-123  grains. 

This  method  of  determining  the  quantity  of  silver  in  any  given 
solution  occiTpies  scarcely  a  quarter  of  an  hour,  whereas  the  estimation 
by  weighing  could'  not  be  done  in  half  a  day,  and  even  then  not  so 
accurately  as  by  the  volumetric  method.  It  must  be  understood 
that  there  are  certain  necessary  jsrecautions  in  conducting  the  above 
process  which  have  not  been  described ;  tliose  will  be  found  in  their 
proper  place  ;  ■  bvit  from  this  example  it  will  at  once  be  seen  that  the 
saving  of  time  and  trouble,  as  comjjared  with  the  older  methods  of 
analysis,  is  immense ;  besides  which,  in  the  majority  of  instances 
in  which  it  can  be  applied,  it  is  equally  accurate,  and  in  many  cases 
much  more  so. 

The  only  conditions  on  which  the  volumetric  system  of  analysis 
are  to  be  carried  on  successfully  are,  that  great  care  is  taken  with 
respect  to  the  graduation  of  the  measuring  instruments,  and  their 
agreement  with  each  other,  the  strength  and  purity  of  the  standard 
solutions,  and  the  absence  of  other  matters  which  would  interfere 
with  the  accurate  estimation  of  the  particular  substance  sought. 

The  fundamental  distinction  between  gravimetric  and  volumetric 
analysis  is,  that  in  the  former  method,  the  substance  to  be 
estimated  must  be  completely  isolated  in  the  purest  possible  state 
or  combination,  necessitating  in  many  instances  very  patient  and 
discriminating  labour ;  whereas,  in  volumetric  processes,  such  com- 
plete separation  is  very  seldom  required,  the  processes  being  so 
contrived  as  to  admit  of  the  presence  of  half  a  dozen  or  more 
other  substances  which  have  no  effect  upon  the  particular  chemical 
reaction  required. 

The  process  just  described  for  instance,  the  estimation  of  silver 
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in  eoin,  is  a  case  in  point.  The  alloy  consists  of  silver  and  copper, 
with  small  proportions  of  lead,  antimony,  tin,  gold,  etc.  None  of 
these  things  affect  the  amonnt  of  salt  solution  'wliioh  is  chemically 
required  to  precipitate  the  silver,  "vvhereas,  if  the  metal  had  to  be 
•determined  by  weight  it  would  be  necessary  to  first  filter  the  nitric 
.acid  solution  to  free  it  from  insoluble  tin,  gold,  etc.  ;  then  precipitate 
with  a  slight  excess  of  sodium  chloride ;  then  to  bring  the  precipitate 
upon  a  filter,  and  wash. repeatedly  witli  pure  water  until  every  trace 
of  copper,  salt,  etc.,  is  removed.  The  pure  silver  chloride  is  then 
carefully  dried,  ignited  separately  from  the  filter,  and  weighed ;  the 
filter  burnt,  residue  as  reduced  metallic  silver  and  filter  ash  allowed 
for,  and  thus  finally  the  amount  of  silver  is  found  by  the  balance  with 
.ordinary  weights. 

On  the  other  hand  the  volumetric  process  has  been  purely  chemical, 
the  burette  or  measuring  instrument  has  taken  the  place  of  the 
balance,  and  theoretical  or  atomic  weights  have  supplanted  ordinary 
weights. 

The  end  of  the  operation  in  this  method  of  analysis  is  in  all  cases 
made  apparent  to  the  eye.  In  alkalimetry  it  is  the  change  of  colour 
produced  in  litmus,  turmeric,  or  other  sensitive  colouring  matter. 
The  formation  of  a  permanent  precipitate,  as  in  the  estimation  of 
cyanogen.  A  precipitate  ceasing  to  form,  as  in  chlorine  and  silver 
determination.  The  appearance  of  a  distinct  colour,  as  in  iron 
analysis  by,  permanganate  solution,  and  so  on. 

I  have  adopted  the  classification  of  methods  used  by  Mohr  and 
others,  namely  : 

1.  Where  the  determination  of  the  substance  is  effected  by 
saturation  with  another  substance  of  opposite  properties — generally 
understood  to  inclnfle  acids  and  alkalies,  or  alkaline  earths. 

2.  Where  the  determination  of  a  substance  is  effected  by  a  reducing 
or  oxidizing  agent  of  known  power,  including  most  metals,  with  their 
oxides  and  salbs ;  the  principal  oxidizing  agents  being  potassium 
permanganate,  or  bichromate,  and  iodine ;  and  the  corresponding 
reducing  agents,  ferrous  and  stannous  compounds,  and  sodium  thio- 
sulphate. 

3.  Where  the  determination  of  a  substance  is  effected  by  pre- 
cipitating it  in  some  insoluble  and  definite  combination,  an  example 
of  which  occurs  in  the  estimation  of  silver  described  above. 

This  classification  does  not  rigidly  include  all  the  volumetric 
processes  that  may  be  used,  but  it  divides  them  into  convenient 
sections  for  describing  the  peculiarity  of  the  reagents  used,  and 
their  preparation.  If  strictly  followed  out,  it  would  in  some  cases 
necessitate  the  registration  of  the  body  to  be  estimated  under  two  or 
three  heads.  Copper,  for  instance,  can  be  determined  residually  by 
permanganate ;  it  can  also  be  determined  by  precipitation  with  sodium 
sulphide.  The  estimation  of  the  same  metal  by  potassium  cyanide, 
on  the  other  hand,  would  not  come  under  any  of  the  heads. 

It  will  be  found,  therefore,  that  liberties  have  been  taken  with  the 
arrangement ;  and  for  convenient  reference  all  analytical  processes 
applicable  to  a  given  body  are  included  under  its  name. 

B  2 
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It  may  be  a  matter  of  surprise  to  some  that  several  distinct  volu- 
metric methods  for  one  and  the  same  substance  are  given  ;  but  a  little 
consideration  will  show  that  in  many  instances  greater  convenience, 
and  also  accuracy,  may  be  gained  in  this  way.  The  operator  may  not 
have  one  particular  reagent  at  command,  or  he  may  have  to  deal  with 
such  a  mixture  of  substance  as  to  preclude  the  use  of  some  one 
method ;  whereas  another  may  be  quite  free  from  such  objection. 
The  choice  in  such  cases  of  course  requires  judgment,  and  it  is  of  the 
greatest  importance  that  the  operator  shall  be  acquainted  with  the 
qualitative  composition  of  the  matters  with  which  he  is  dealing,  and 
that  he  should  ask  himself  at  every  step  why  such  and  such  a  thing 
is  done. 

It  will  be  apparent  from  the  foregoing  description  of  the  volumetric  . 
system,  that  it  may  be  successfully  used  in  many  instances  by.  those 
who  have  never  been  thoroughly  trained  as  analytical  chemists  ;  but 
we  can  never  look  for  the  scientific  de'\'elopment  of  the  system  in  such 
hands  as  these. 

In  the  preparation  of  this  work  an  endeavour  has  been  made  to 
describe  all  the  operations  and  chemical  reactions  as  simply  as 
possible,  purposely  avoiding  abstruse  mathematical  expressions,  which, 
though  they  may  be  more  consonant  with  the  modern  study  of 
chemical  science,  are  hardly  adapted  to  the  technical  operator. 
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THE   INSTRUJIENTS   AND   APPARATUS. 

THE    BALANCE. 

§  2.  Strictly  speaking,  it  is  necessary  to  have  two  balances  in 
order  to  carry  out  the  volumetric  system  completely ;  one  to  carry 
about  a  kilogram  in  each  pan,  and  turn  when  loaded  with  about  five 
milligrams.  This  instrument  is  used  for  graduating  flasks,  or  for 
testing  them,  and  for  weighing  large  amounts  of  pure  reagents  for 
standard  solutions.  The  second  balance  should  be  light  and  delicate, 
and  to  carry  about  fifty  grams,  and  turn  easily  and  quickly  when 
loaded  with  one  or  two-tenths  of  a  milligram.  This  instrument  serves 
for  weighing  small  quantities  of  substances  to  be  tested,  many  of 
which  are. hygroscopic,  and  need  to  be  weighed  quickly  and  with  great 
accuracy ;  it  also  serves  for  testing  the  accuracy  of  pipettes  and 
burettes. 

For  all  technical  jjurposes,  however,  a  moderate-sized  balance  of 
medium  delicacy  is  quite  sufficient,  especially  if  rather  large  quantities 
of  substances  are  weighed  and  brought  into  solution — then  further 
subdivided  by  means  of  measuring  flasks  and  pijDefctes. 

The  operator  also  requires,  besides  the  balance  and  graduated 
instruments  a  few  beakers,  porcelain  basins,  flasks,  funnels,  stirring 
rods,  etc.,  as  in  gravimetric  analysis ;  above  all  he  must  be  practically 
familiar  with  proper  methods  of  filtration,  washing  of  precipitates,  and 
the  application  of  heat. 

VOLUMETRIC    ANALYSIS    WITHOUT    WEIGHTS. 

§  3.  This  is  more  a  matter  of  curiosity  than  of  value ;  but, 
nevertheless,  one  can  imagine  circumstances  in  which  it  might  be 
useful.  In  carrying  it  out,  it  is  necessary  only  to  have  (1)  a  correct 
balance,  (2)  a  pure  specimen  of  substance  to  use  as  a  weight,  (3)  an 
accurate  burette  filled  with  the  appropriate  solution.  It  is  not 
necessary  that  -the  strength  of  this  should  be  known ;  but  the  state 
of  concentration  should  be  such  as  to  permit  the  necessary  reaction  to 
occur  under  the  most  favourable  circumstances. 

If  a  perfectly  pure  specimen  of  substance,  say  calcium  carbonate,  be 
j)ut  into  one  scale  of  the  balance,  and  be  counterpoised  with  an  impure 
specimen  of  the  same  substance,  and  both  titrated  with  the  same  acid, 
and  the  number  of  c.c.  used  for  the  pure  substance  be  called  100,  the 
number  of  c.c.  used  for  the  impure  substance  will  correspond  to  the 
percentage  of  pure  calcium  carbonate  in  the  specimen  examined. 

The  application  of  the  jMocess  is,  of  course,  limited  to  the  use  of 
such  substances  as  are  to  be  had  pure,  and  whose  weight  is  not 
variable  by  exposure ;  but  where  even  a  pure  substance  of  one  kind 
cannot  be  had  as  a  weight,  one  of  another  kind  may  be  used  as 
a  substitute,  and  the  required  result  obtained  by  calculation.  For 
instance,  it  is  required  to  ascertain  the  purity  of  a  specimen  of  sodium 
carbonate,  and  only   pure  calcium  carbonate  is  at  hand  to  use  as 
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a  weight ;  equal  weights  of  the  two  are  taken,  and  the  imjpure 
specimen  titrated  with  acid.  To  arrive  at  the  required  answer,  it  is. 
necessary  to  find  a  coefficient  or  factor  by  which  to  convert  the- 
nuniher  of  c.c.  required  by  tlie  sodium  carbonate,  weighed  on  tlie 
calcium,  into  tliat  which  should  be  required  if  weighed  on  the  sodium 
basis.  A  consideration  of  the  relative  molecular  weights  of  the  twO' 
bodies  will  give  the  factor  thus — 

Calcium  carbonate   100 
Sodium  carbonate   106  ~' 

If,  therefore,  the  c.c.  used  are  multiplied  by  this  number,  the  per- 
centage of  pure  sodium  carbonate  will  be  obtained.  The  method  may 
be  extended  to  a  number  of  substances,  on  tliis  principle,  with  the 
exercise  of  a  little  ingenuity. 

L.  de  Koningh  has  communicated  to  me  a  similar  method  devised 
by  himself  and  Peacock,  in  which  the  same  end  is  attained  without 
the  aid  of  a  pure  substance  as  standard,  thus :  Say  a  specimeii  of 
impure  common  salt  is  to  be  examined,  a  moderate  portion  is  put  on 
the  balance  and  counterpoised  with  silver  nitrate ;  the  latter  is  then 
dissolved  up  to  100  c.c.  and  placed  in  a  burette.  The  salt  is  dissolved 
in  water,  a  few  drops  of  chromate  added  and  titrated  with  the  silver 
solution,  of  which  10  c.c.  is  required ;  the  salt  is  therefore  equal  to- 
10  per  cent,  of  its  weight  of  sih'er  nitrate,  then — 

17-93  :  58  45  :  :  10  =  3-42  %  NaCl 

Or,  in  the  case  of  an  impure  soda  ash,  an  equal  weight  of  oxalic  acid 
is  taken  and  made  up  to<  100  c.c.  ;  the  soda  requires,  say,  50  c.c.  for 
saturation,  or  50  per  cent.,  then — 

126  :  106  :  :  50  =  42%Xa2CO3 

It  may  happen  that,  in  some  cases,  more  than  one  portion  of  the 
reagent  is  required  to  decompose  the  substance  titrated,,  and  to  provide 
against  this  two  or  more  lots  should  be  weighed  in  the  first  instance. 

VOLTTMETKIC    ANALYSIS    WITHOUT    BURETTES    OB 
OTHER    GRADUATED    INSTRUMENTS. 

§  4.  This  operation  consists  in  weighing  the  standard  solutions  on 
the  balance  instead  of  measuring  them.  The  influence  of  variation  in 
temperature  is,  of  course,  here  of  no  consequence.  The  chief  requisite' 
is  a  delicate  flask,  fltted  with  a  tube  and  blowing  ball,  as  in  the  burette- 
fig.  7,  or  an  instrument  known  as  Schuster's  alkalimeter  may  be 
used.  A  special  burette  has  been  devised  for  this  purpose  by 
Casamajor  (0:  N.  xxxv.  98).  The  method  is  capable  of  very 
accurate  results,  if  care  be  taken  in  preparing  tlie  standard  solutions 
and  avoiding  any  lbs&  in  pouring  the  liquid  from-  the  vessel  in  which 
it  is  weighed.  It  occupies  much  more  time  than  the  usual  processes 
of  volumetric  analysis,  but  at  great  extremes  of  temperature  it  is  far 
more  accurate. 
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THE    BURETTE. 

§  5.  This  instrumenb  ia.  used  for  the  delivery  of  an  ..accurately 
measured  quantity  of  any  particidar  standard  solution.  It  invariably 
consists  of  a  long  glass  tube  of  even  bore,  throughout  the  length  of 


.-j=— '"J^ 


.  i 


I 


Fig.  1. 


which  are  engraved,  by  means  of  hydrofluoric  acid,  certain  divisions 
corresponding  to  a  known  volume  of  fluid. 

It  may  be  obtained  in  a  great  many  forms,  under  the  names  of  their 
respective  inventors,  such  as  Mohr,  Gay  Lussac,  Binks,  etc.,  but  as 
some  of  these  possess  a  decided  superiority  over  others,  it  is  not 
quite  a  matter  of  indifference  which  is  used,  and  therefore  a  slight 
description  of  them  may  not  be  out  of  place  here.  The  burette,  with 
india-rubber  tube  and  clip,  contrived  by  Mohr,  is  shown  in  figs.  1 
and  2,  and  with  stop-cock  in  fig.  3.     This  latter  form  of  instrument 
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is  now  made  and  sold  at  such  a  moderate  price  that  it  has  largely- 
displaced  the  original  form  designed  by  Mohr. 

A  further  improvement  in  modern  graduated  instruments  api^lied 
to  burettes,  thermometers,  etc.,  is  a  strip  of  milk  glass  in  the  tribe, 
behind  the  graduation  marks  and  figures,  which  are  filled  with  black 
varnish  to  render  them  conspicuous. 


J 
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Pig  4. 


The  advantages  possessed  by  Molir's  burette  are,  that  its  fixed 
upright  position  enables  the  operator  at  once  to  read  off  the  volume  of 
solution  used  for  any  analysis. .  The  quantity  of  fluid  to  be  delivered 
can  be  regulated  to  the  greatest  nicety ;  and  the  instrument  not  being 
held  in  the  hand,  there  is  no  chance  of  increasing  the  bulk  of  the 
fluid  by  the  heat  of  the  body,  and  thus  leading  to  incorrect  measure- 
ment, as  is  the  case  with  Binks'  or  Gay  Lussac's  burette.  The 
principal  disadvantage,  however,  of  these  two  latter  forms  is,  that 
a  correct  reading  can  only  be  obtained  by  placing  them  in  an  upright 
position,  and  allowing  the  fluid  to  find  its  perfect  level.  The  preference 
should,  therefore,  unhesitatingly  be  given  to  Mohr's  burette.  The 
tap  burette  may  be  used  not  only  for  solutions  affected  by  the  rubber 
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tube,  but  for  all  otlier  solutions,  and  may  also  be  arranged  so  as  to 
deliver  the  liquid  in  drops,  leaving  both  the  hands  of  the  operator 
disengaged.  A  new  arrangement  is  shown  in  Fig.  4,  the  tap  being 
placed  obliquely  through  the  spit,  so  as  to  avoid  its  dropping  out  of 
place ;  the  floats  shown  are  very  small  thermometers.  Owing  to  the 
action  of  caustic  alkalies  upon  glass,  tap  burettes  do  not  answer  well 
for  strong  solutions  of  potash  or  soda,  unless  emptied  and  washed 
immediately  after  use.     A  very  good  modification  of  this  burette,  as 
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usually  made,  is  to  have  the  top  funnel-shaped,  which  not  only  admits 
of  easier  filling,  but  the  burette  may  be  slung  in  a  stand  by  the 
funnel  without  other  support,  so  as  to  be  tilted  from  the  vertical 
when  titrating  hot  solutions.  When  not  in  use  the  dust  may  be  kept 
out  by  a  greased  glass  jDlate.  Two  convenient  forms  of  stand  for 
Mohr's  burettes  are  shown  in  figs.  5  and  6  ;  in  the  former,  the  arms 
carrying  the'  burettes  revolve. 

Special  care  should  always  .be  taken  with  Mohr's  form  of  burette 
to  fill  the  delivery  point  of  the  instrument  and  the  intervening  rubber 
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tube  with  the  liquid,  before  commencing  a  titration.  This  is  easily 
done  by  filling  the  burette  well  above  the  0  mark,  then  rapidly 
opening  the  clip  wide  to  expel  the  air  bubbles — when  this  is  done  the 
excess  of  liquid  may  be  quietly  ruu  out  to  the  mark.  In  the  tap 
burette  the  air  space  is  smaller  than  with  the  rubber  tube,  but  the 
same  method  should  be  invariably  adopted. 

We  are  iQdebted  to  M  ohr  for  another  form  of  instrument  to  avoid 
the  contact  of  permanganate  and  india-rubber,  viz.,  the  foot  burette, 
with  elastic  ball,  shown  in  fig.  7. 

The  flow  of  liquid  from  the  exit  tube  can  be  regulated  to  a  great 
nicety  by  pressure  upon  the  ball,  which  shoiild  be  large,  and  have  two 
openings, — one  cemented  to  the  tube  with  marine  glue,  and  the  other 
at  the  side,  over  which  the  thumb  is  placed  when  pressed,  and  on  the 
removal  of  which  it.  refills  itself  with  air. 

Gay  Lus sac's  burette  sup- 
ported in  a  wooden  foot,  may  be 
used  instead  of  the  above  form, 
by  inserting  a  good  fitting  cork 
into  the  open  end,  through  which 
a  small  tvibe  bent  at  right  angles 
is  passed.  If  the  burette  is 
held  in  the  right  hand,  slightly 
inclined  towards  the  beaker  or 
flask  into  which  the  fluid  is  to  be 
measured,  and  the  mouth  applied 
to  the  tube,  any  portion  of  the 
solution  may  be  emptied  out  by 
the  pressure  of  the  breath,  and 
the  disadvantage  of  holding 
the  instrument  in  a  horizontal 
position,  to  the  great  danger  of 
spilling  the  contents,  is  avoided; 
at  the  same  time  the  beaker  or 
flask  can  be  held  in  the  left 
hand  and  shaken  so  as  to  mix 
the  fluids,  and  by  this  means 
the  end  of  the  operation  be 
more  accuratelv  determined  (see 
fig.  8).      ■ 

There  is  an  arrangement  of 
Mohr's  burette  which  is  ex- 
tremely serviceable,  when  a  series  of  titrations  of  the  same  character 
have  to  be  made,  such  as  in  alkali  works,  assay  offices,  etc.  It  consists 
in  having  a  "T  piece  of  glass  tube  inserted  between  the  lower  end  of 
the  burette  and  the  spring  clip,  communicating  with  a  reservoir  of 
the  standard  solution,  placed  above  so  that  the  burette  may  be  filled 
by  a  syphon,  as  often  as  emptied,  and  in  so  gradual  a  manner  that  no 
air  bubbles  occur,  as  in  the  case  of  filling  it  with  a  funnel,  or  pouring 
in  liquid  from  a  bottle  ;  beside  which,  this  plan  prevents  evaporation 
or  dust  in  the  standard  solution  either  in  the  burette  or  reservoir. 
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Figs.  9  and  1 1  show  this  arrangement  in  detail.  Connections  of 
this  kind  may  now  be  had  with  glass  stop-cocks,  either  of  the  simple 
form  or  the  patent  two-way  cock,  made  by  Greiner  ^nd  Friedrichs, 
and  supplied  by  most  apparatus  dealers  (iig.  10). 


I      1 
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Fig.  10. 


It  sometimes  happens  that  a  solution  requires  titration  at  a  hot  or 
even  boiling  temperature,  such  as  the  estimation  of  sugar  by  copper 
solution :  here  the  ordinary  arrangement  of  Mohr's  burette  will  not 
be  available,  since  the  steam  rising  from  the  liquid  heats  the  burette 
and  alters  the  volume  of  fluid.  This  may  be  avoided  either  by  using 
a  special  burette,  in  which  the  lower  end  is  extended  at  a  right  angle 
with  a  stop-cock,  or  by  attaching  to  an  ordinary  burette  a  much  longer 
piece  of  india-rubber  tube,  so  that  the  burette  stands  at  the  side  of 
the  capsule  or  beaker  being  heated,  and  the  elastic  tube  is  brought 
over  its  edge ;  the  isinch-cock  is  fixed  midway ;  nO'  heat  can  then 
reach  the  body  of  fluid  in  the  burette,  since  there  can  be  no  conduction 
past  the  pinch-cock,  or  a  burette  with  funnel  neck  described  on  page 
10  may  be  ueed. 
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Gay  Lussac's  burette  is  shown  in  figs.  8  and  12.  By  using  it  in 
the  following  manner,  its  natural  disadvantages  may  be  overcome  to 
a  gTeat  extent.  Having  fixed  the  burette  into  the  foot  securely,  and 
filled  it,  take  it  i»p  by  the  foot,  and  resting  the  upper  end  upon  the 
edge  of  the  beaker  containing  the  solution  to  be  titrated,  drop  the 
test  fluid  from  the  burette,  meanwhile  stirring  the  contents  of   the 
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beaker  with  a  glass  rod ;  by  a  slight  elevation  or  depression,  the  flow 
of  test  liquid  is  regulated  until  the  end  of  the  operation  is  secured, 
thus  avoiding  the  annoyances  which  arise  from  alternately  placing  the 
instrument  in  an  upright  and  horizontal  position. 

Binks'  burette  is  well  known,  and  need  not  be  described;  it  is  the 
least^recommendable  of  all  forms,  except  for  very  rough  estimations. 
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It  is  convenient  to  liave  burettes  graduated  to  contain  from  30  to 
50  c.c.  in  y^c  c.c.  and  100  or  110  c.c.  in  i  or  -I-  c.c. 

The  pinch-cock  generally  used  in  Mohr's  burette  is  shown  in  fig.  1. 
These  are  made  of  brass  and^  are  now  generally  nickel-plated  to 
prevent  corrosion ;  another  form  is  made  of  one  piece  of  steel  wire, 
as  devised  by  Hart ;  the  wire  is  softened  by  heating  and  coiled  round, 
as  shown  in  fig.  13.  When  the  proper  shape  has  been  attained,  the 
clip  is  hardened  and  tempered  so  as  to  convert  it  into  a  spring. 

Another  pinch-cock  is  shown  in  fig.  13.  It  may  be  made  of  hard 
wood,  horn,  or  preferably,  of  flat  glass  rod.  The  levers  should  be 
long.  A  small  piece  of  cork,  of  the  same  tliickness  as  the  elastic 
tube  of  the  burette  when  pressed  close,  should  be  fastened  at  the 
angles  of  the  levers  as  shown  in  the  engravinsr. 


The  use  of  any  kind  of,  pinch-cock  may  be  avoided,  and  a  very 
delicate  action  obtained,  by  simply  inserting  a  not  too  tightly  fitting- 
piece  of  solid  glass  rod  into  the  elastic  tube,  between  the  end  of  the 
burette  and  the  spit ;  a  firm  squeeze  being  given  by  the  finger  and 
thumb  to  the  elastic  tube  surrounding  the  rod,  a  small  canal  is  opened, 
and  thus  the  liquid  escapes,  and  of  coiu'se  -can  be  controlled  by  the 
operator  at  will  (see  fig.  14). 


THE     PIPETTE. 

§  6.  The  pipettes  used  in  volumetric  work  are  of  two  kinds, 
viz.,  those  which  deliver  one  certain  quantity  only,  and  those  whicli 
are  graduated  on  the  stem,  so  as  to  deliver  various  quantities  at  the 
discretion  of  the  analyst.  In  the  former  kind,  or  whole  pipette,  the 
graduation  should  be  that  in  which  the  fluid  runs  out  by  its  own 
weight,  but  the  last  few  drops  empty  themselves  slowly ;  if,  however, 
the  lower  end  of  the  pipette  be  touched  against  the  moistened  edge  of 
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the  beaker  or  the  sirface  of  the  auid  into  which  it  is  emptied,  the 
flow  is  hastened  considerably,  and  in  graduating  the  pipette,  it  is 
preferable  to  adopt  this  plan. 

In  both  the  whole  and  graduated  pipettes,  the  upper  end  is  narrowed 
to  about  I  inch,  so  that  the  pressure  of  the  finger  is  sufficient  to  axrest 
the  flow  at  any  point. 


I5OCC 
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Fig.  16. 


Pipettes  are  invariably  filled  by  slicking  the  upper  end  with  the 
mouth,  unless  the  liquid  is  volatile  or  highly  poisonous,  in  which  case 
it  is  best  to  use  some  other  kind  of  measurement.  Beginners  in- 
variably find  a  difiiculty  in  quickly  filling  the  pipette  above  the  mark, 
and  stopping  the  fluid  at  the  exact  point.  Practice  with  pure  water 
is  the  only  method  of  overcomiQg  this. 

Fig.  15  shows  two  Avhole  pipettes,  one  of  small  and  the  other  of 
large  capacity,  and  also  a  graduated  pipette  of  medium  size.     It  must 
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be  borne  in  mind  that  the  pipette  graduated  throughout  the  stem  is 
not  a  reliable  instrument  for  accurate  titration  owing  to  the  difficulty 
of  stopping  the  flow  of  Uquid  at  any  given  point,  and  reading  off  the 
exact  measurement.  Its  chief  use  is  in  the  approximate  estimation 
of  the  strength  of  any  standard  solution  in  the  coiirse  of  preparation. 
Eig.  16  shows  a  very  useful  form  of  pipette  for  measuring  strong 
acids  or  alkalies,  etc.,  the  bulb  preventing  the  entrance  of  any  liquid 
into  the  mouth. 

THE    MEASURIlfG    FLASKS. 

§  7.  These  indispensable  instruments  are  made  of  various  capacities ; 
they  serve  to  mix  up  standard  solutions  to  a  given  volume,  and  also 
for  the  subdivision  of  the  substance  to  be  tested  by  means  of  the 
pipettes.  They  should  be  as  narrow  in  the  neck  as  is  compatible 
with  pouring  in  and  out,  and  the  graduation  line  should  fall  just 
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below  the  middle  of  the  neck,  so  to  allow  room  for  shaking  up  the 
fluid.  Convenient  sizes  are  100,  200,  250,  300,  500,  and  1000  c.c, 
all  graduated  to  contain  the  respective  quantities.  -If  required  to 
deliver  these  volumes  they  must  have  a  second  higher  mark  in  the 
neck,  obtained  by  weighing  into  the  wetted  and  drained  flasks  the 
respective  number  of  grams  of  distilled  water  at  16°  C.  A  liter  flask 
is  shown  in  fig.  17. 

W.  B.  Giles  has  described  a  modified  flask  (C.  N.  Ixix.  99)  shown 
in  fig.  18.  It  is  handy  in  making  up  standard  solutions  where  the 
reagent  cannot  be  weighed  in  an  absolutely  pure  state,  for  instance, 
sulphuric    acid,    ammonium    thiocyanate,    or    uranic    salts.       Such 
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a  quantity,  however,  is  taken  as  Avill  give  a  solution  about  a  ninth 
or  tenth  too  strong,  and  the  measure  is  made  up  to  1100  c.c.     The  real 

strength  is .  then  taken  by  two 
titrations  on  25  or  30  c.c.  with 
a  known  standard,  so  that  its 
exact  working  strength  is  known; 
the  remainder  of  the  100  c.c.  is 
then  removed  down  to  the  1000 
c.c.  mark,  and  a  slight  calculation 
will  show  how  much  water  has 
to  be  added  to  the  1000  c.c.  to 
make  a  correct  solution.  If  only 
a  liter  is  made  up,  an  unknown 
volume  is  left  in  the  flask,  and  it, 
must  be  transferred  to  a  measuring 
cylinder,  where,  owing  to  the 
large  diameter  of  the  vessel,  the 
graduation  can  never  be  so  accu- 
rate as  in  the  narrow  neck  of  the 
flask.  Should  the  solution  prove- 
■  to  be  only  about  a  tenth  too 
strong,  the  necessary  dilution  may 
be  made  in  the  flask  itself;  but 
if  stronger  than  this,  the  flask 
must  be  emptied  into  the  store 
bottle  and  rinsed  out  with  the 
measured  quantity  of  water  re- 
quired, which  is  then  dramed 
into  the  store  bottle,  and  the 
whole  carefully  mixed. 

In  addition  to  the  measuring 
flasks  it  is  necessary  to  have 
graduated  vessels  of  cylmdrical 
form  for  the  purpose  of  preparing 
standard  solutions,  etc. 

Fig.  19  shows  a  stoppered 
cylinder  for  this  purpose, 
generally  called  a  test  mixer. 
Wide-mouthed  open  cylinders, 
with  spouts,  are  also  used  of 
various  sizes  and  graduated 
like  fig.  19. 
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§  8.     The  surface  of  liquids 
contained  in  narrow  tubes  is 
always  curved,  in  consequence  of  the  capillary  attraction  exerted  by 
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the  sides  of  the  tuhe,  and  consequently  there  is  a  difficulty  in  obtain- 
ing a  distinct  level  in  the  fluid  to  be  measured.  If,  however,  the 
lowest  pouit  of  the  curve  is  made  to  coincide  with  the  graduation 
mark,  a  correct  proportional  reading  is  always  obtained,  hence  this 
method  of  reading  is  the  most  satisfactory  (see  fig.  20). 

The  eye  may  be  assisted  materially  in  reading  the  divisions  on 
a  graduated  tube  by  using  a  piece  of  white  paper  or  opal  glass  held 
at  an  angle  of  30  or  40°  from  the  burette  and  near  the  surface  of  the 
liquid,  or  a  small  card,  the  lower  half  of  which  is 
I  blackened,  the  upper  remaining  white.  If  the  line  of 
division  between  the  black  and  white  be  held  about  an 
eighth  of  an  inch  below  the  surface  of  the  liquid,  and  the 
eye  brought  on  a  level  with  it,  the  meniscus  then  can  be 
seen  by  transmitted  light,  bounded  below  by  a  sharply 
defined  black  line.  A  card  of  this  kind,  sliding  up  and 
down  a  svipport,  is  of  great  use  in  verifying  the  graduation 
of  the  burettes  or  pipettes  with  a  cathetometer.  Another 
good  method  is  to  use  a  piece  of  mirror,  upon  which  are 
gummed  two  strips  of  black  paper,  half  an  inch  apart ; 
apply  it  in  contact  with  the  burette  so  that  the  eye  can 
be  reflected  in  the  open  space.  The  ojierator  may  consult 
with  advantage  the  directions  for  calibration  on  the 
following  page,  and  details  of  graduating  and  A-erifying 
measuring  instruments  for  the  analysis  of  gases  as  de- 
scribed in  Part  7.  In  taking  the  readings  of  burettes, 
pipettes,  and  flasks,  the  graduation  mark  should  coincide  as  nearly  as 
possible  with  the  level  of  the  operator's  eye. 

Erdmami's  Float. — This  useful  little  instrument  to 
accompany  Mohr's  burette,  gives  the  most  accurate  reading 
that  can  be  obtained;  one  of  its  forms  is  shown  in  fig.  21, 
another,  containing  a  thermometer,  is  shown  in  fig.  4.  The 
latest  form  is  shown  in  fig.  22,  where  the  ring-mark  is  made 
within  the  bulb,  as  indeed  it  is  best  to  be  in  all  cases.  A  special 
form  for  use  with  dark-coloured  solutions  like  iodine,  psr- 
manganate,  etc.,  is  to  have  two  bulbs  with  the  ring-mark  in 
the  upper  bulb,  and  the  instrument  is  so  weighted  that  the 
V  upper  bulb  stands  out  of  the  liquid,  and  of  course 
Pig.  22.  jnay  then  be  read  off  as  easily  as  if  the  liquid 
were  transparent.  The  instrument  consists  essentially  of 
an  elongated  glass  tube,  rather  smaller  in  diameter  than 
the  burette  itself,  and  weighted  at  the  lower  end  with 
a  globule  of  mercury.  The  actual  height  of  the  liquid 
in  the  burette  is  not  regarded,  because  if  the  operator 
begins  with  the  line  on  the  float,  opposite  the  0  graduation 
mark  on  the  burette,  the  same  proportional  division  is  always 
maintained. 

It  is  essential  that  the  float  should  move  up  and  down  in 
the  burette  without  wavering,  and  the  line  upon  it  should 
always  be  parallel  to  the  graduations  of  the  burette. 

c 
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Filter  for  ascertaining  the  end-reaction  in  certain  pro- 
cesses.— ^Tliis  is  shown  in  iig.  23,  aud  tlie  instrument  is  known  as 
Beale's  filter.  It  serves  well  for  taking  a  few  drops  of  clear  solution 
from  any  liquid  in  which  a  precipitate  will  not  settle  readily.  To  use 
it,  a  piece  of  filter  paper  is  tied  over  the  lower  end,,  and  over  that 
a  piece  of  fine  muslin  to  keep  the  paper  from  being  broken.  When 
dipped  into  a  muddy  mixture,  the  clear  fluid  rises  and  may  be  poured 
out  of  the  little  spout  for  testing.  If  the  process  in  hand  is  not 
completed,  the  contents  are  washed  back  to  the  bulk,  and  the  operation 
repeated  as  often  as  may  be  required. 


THE    CALIBRATIOIf    OF    GRADUATED    APPARATUS. 

§  9.  It  is  obvious  that  in  the  practice  of  volumetric  analysis,  the 
absolute  correctness  of  the  graduations  of  the  vessels  used  to  a  given 
standard  is  not  necessary,  so  long  as  they  agree  with  one  another.  In 
the  present  day  there  are  inany  makers  of  instruments,  some  using  the 
liter  of  1000  grams  of  distilled  water  at  4"  C,  others  at  15-5°  C.,.  and 
and  again  at  17'5°  C.  Under  these  circumstances  it  is  conceivable 
that  operators  may  purchase,  from  time  to  time,  a  mixture  of  instru- 
ments of  a  heterogeneous  character.  The  German  Imperial  Standard 
Commission  have  now  made  it  legal  only  to  use  for  official  purposes 
the  liter  and  its  divisions,  containing  1000  grams  of  pure  water  at 
4°  C.  (p.  23).  These  instruments  for  use  in  that  country  are  all 
stamped  in  the  same  way  as  commercial  measures  are  stamped  by  law 
in  this  country.  If,  then,  instruments  are  sent  abroad,  they  avlU  not 
.agree  with  the  bulk  of  those  hitherto  used.  On  this  account,  as  well 
as  for  general  accuracy,  it  is  necessary  to  calibrate  or  measure  the 
divisions  upon  the  various  instruments  by  actual  experiment,  carried 
on  in  a  room  kept  at  the  temperature  of  16°  C. 

Flasks. — The  shortest  way  to  get  at  the  true  contents  of  a  liter 
flask,  or  to  correct  it  for  a  given  temperature  by  making  a  fresh  mark, 
is  to  weigh  the  contents  by  substitution,  which  is  done  as  follows : — 

The  flask  is  cleaned  and  dried,  by  first  rinsing  "wdth  alcohol,  then 
ether,  and  the  latter  blown  out  with  a  bellows  or  driven  off  by  warming, 
when  cool  it  is  placed  on  a  sufiiciently  large  and  sensitive  balance, 
together  with  a  kilogram  weight,  side  by  side — a  shallow  metal  tray 
is  placed  on  the  other  pan,  and  sufficient  shot  added  to  exactly  balance 
the  flask  and  weight ;  both  the  latter  are  then  removed,  leaving  the 
shot  on  the  other  pan.  The  flask  is  then  placed  level,  and  distilled 
water  at  16°  C.  poured  in  up  to  the  mark  ;  the  moisture  in  the  neck 
is  removed  after  a  few  minutes  by  filter  paper  and  the  flask  placed  on 
the  empty  pan,  if  the  two  pans  are  in  equilibrium  the  mark  is  correct, 
if  not,  water  must  be  added  or  removed,  with  a  small  pipette,  and  the 
mark  altered.     Smaller  flasks  are  calibrated  in  the  same  way. 

To  calibrate  a  flask  for  delivering,  an  exact  liter  or  less,  some  water 
is  poured  kito  the  empty  flask,  which  is  drained  for  half  a  minute,, 
and  weighed  with  its  stopper ;  it  is  then  filled  to  the  neck  with  puce 


§  '9.  INSTRUMENTS.  19 

water,  and  closed  by  the  glass  or  rubber  stopper,  to  prevent  evaporation, 
and  water  added  or  removed,  as  before.  A  nick  is  then  made  with 
a  diamond,  or  sharp  file,  opposite  the  lowest  part  of  the  meniscus, 
which  may  be  extended  to  a  proper  mark  after  the  flask  is  emptied. 
Such  a  flask,  when  correctly  marked,  will  deliver  the  volume  required 
at  the  given  temperature,  after  the  contents  have  been  poured  out  and 
drained  for  half  a  minute. 

Burettes. — ^After  firmly  fixing  in  its  stand,  filling  with  pure  water 
at  16°  C,  and  getting  rid  of  the  air  bubbles  in  the  tap  or  spit,  the 
exact  level  at  the  0  mark  is  made  preferably  with  an  Erdmann  float ; 
successive  quantities  of  5  or  10  c.c.  are  then  run  into  a  small  dry 
tared  beaker  and  rapidly  weighed.  If  great  accuracy  is  required 
a  closed  vessel  ought  to  be  employed,  but  this  necessitates  the  drying 
after  each  weighing ;  a  very  small  beaker  can  be  easily  wiped  dry, 
and  rapid  weighings  made  without  any  sensible  loss  of  accuracy.  If 
the  weighings  have  shown  reasonable  accuracy,  say  within  a  milligram 
or  so  for  each  c.c,  it  will  be  sufficiently  correct ;  if  otherwise,  a  table 
must  be  constructed,  showing  the  correct  contents  at  any  given  point. 

An  excellent  method  of  calibrating  tap  burettes  is  described  by 
Carnegie  (C.  iV.  Ixiv.  42),  which  saves  the  labour  involved  in  the 
separate  weighings  just  described,  but  does  not  give  the  weight 
contents.  A  small  column  of  CSj,  saturated  with  water,  and  tinted 
with  iodine,  is  used  to  measure  the  spaces  between  the  graduation 
marks  of  the  instrument.  The  burette  is  connected  by  rubber  tube 
with  a  reservoir  of  water  like  that  used  for  mercury  in  gas  apparatus, 
and  by  the  pressure  of  the  water  in  this  reservoir  5  c.c.  or  so  of  the 
CSj  may  be  moved  from  the  bottom  upwards,  throughout  the  whole 
length  of  the  instrument,  so  as  to  compare  portions  of  the  scale 
throughout.  It  is  essential  that  the  measurement  takes  place  from 
the  bottom,  which  is  done  by  allowing  water  to  flow  in  up  to  the 
lower  mark  of  the  burette,  then  gently  running  in  the  portion  of  CSj 
from  a  long  fine  pipette  ;  when  settled,  and  the  meniscus  observed, 
a  cautious  opening  of  the  tap  will  allow  of  the  movement  of  the 
column,  through  the  various  divisions,  up  to  the  top. 

Pipettes. — With  the  instrument  made  to  deliver  one  quantity  only 
it  is  generally  sufficient  to  fill  it  by  suction  above  the  mark,  then 
gently  release  the  pressure  of  the  finger,  until  the  exact  mark  is 
reached.  The  contents  are  then  run  into  a  dry  tared  beaker,  drained 
for  half  a  minute  in  contact  with  the  sides  of  the  beaker,  and  the 
beaker  quickly  weighed.  If  not  fairly  correct,  trials  must  be  made  by 
placing  a  thin  strip  of  gummed  paper  on  the  stem,  and  marking  the 
height  of  each  trial  until  the  correct  weight  is  foimd,  when  a  permanent 
mark  may  be  made. 

Graduated  pipettes  are  best  calibrated  by  filling  them  above  the 
mark,  fixing  them  in  a  stand  like  a  burette,  closing  the  top  with 
a  stout  piece  of  rubber  tube,  clamped  with  a  strong  clip,  then,  after 
adjusting  the  level,  drawing  off  in  quantities  of  5  c.c.  or  so,  and 
weighing  in  the  same  way  as  directed  for  burettes. 

0  2 


20 


VOLUMETEIC   ANALYSIS. 


§9. 


Cylinders. — The  only  method  of  cahbrating  these  vessels  is  to 
measure  into  them  reiDeatedly  various  volumes  of  water,  from  delivery 
pipettes  of  proved  accuracy,  taking  precautions  as  to  level,  meniscus, 
and  the  proper  drainage  of  the  pipette  after  each  delivery.* 

Preservation  of  Solutions. — There  are  test  solutions  which,  in 
consequence  of  their  proneness  to  decomposition,  cannot  be  kept  at 


Kg.  24. 


Pis.  25. 


any  particular  strength  for  a  length  of  time  ;  consequently  they  must 
be  titrated  on  every  occasion  before  being  used.  Stannous  chloride 
and  sulphurous  acids  are  examples  of  such  solutions.  Special  ^'essels 
have  been  devised  for  keeping  solutions  liable  to  alter  in  strength  by 
access  of  air,  as  shown  in  figs.  24  and  25. 

Mg.  24  is  especially  applicable  to. caustic  alkaline  solutions,  the 
tube  passing  through  the  caoutchouc  stopper  being  filled  with  dry 
soda-lime,  resting  on  cotton  wool. 

Fig.  25,  designed  by  Mohr,  is  a  considerable  improA-ement  upon 
this,  since  it  allows  of  the  burette  being  filled  with  the  solution  from 

*  An  excellent  method  of  calibration  for  volumetric  instruments  ie  ffiveu  bv  Movsp  anfl 
Blalock  (4m«r.  CTiCTO.  Journ.  xTi.  479).  ^    >="  "y  ^^oise  antt 
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the  store  bottle  quietly,  and  without  any  access  of  air  whatever.  The 
A-essel  can  be  used  for  caustic  alkalies,  baryta,  stannous  chloride,  per- 
manganate, and  sulphurous  acids,  or  any  other  liquid  liable  to  undergo 
change  by  absorbing  oxygen.  Rubber  corks  should  be  used  for  these 
bottles  ;  and  a  thin  layer  of  white  mineral  oil  is  poured  on  the  top  of 
the  solution,  where,  owing  to  its  low  specific  gravity,  it  always  floats, 
placing  an  impermeable  division  between  the  air  and  the  solution  ; 
and  as  this  oil  is  not  affected  by  these  solutions  in  their  diluted  state, 
this  form  is  of  great  advantage.  Fig.  25  caii  be  improved  by  having 
a  two-holed  rubber  stopper: — one  hole  is  used  for  a  tapped  funnel, 
through  which  the  bottle  is  filled,  the  other  hole  contains  a  small 
tapped  tube,  which  is  opened  when  drawing  the  solution  out  or  in 
filling  the  bottle.  Solutions  not  affected  chemically  by  contact  with 
air  should  be  kept  in  bottles,  the  corks  or  stoppers  of  which  are  per- 
fectly closed,  and  tied  over  with  india-rubber 
or  bladder  to  prevent  evajDoration,  and  should 
further  be  always  shaken  before  use,  when 
tliey  are  not  quite  full.  The  influence  of 
bright  light  upon  some  solutions  is  very 
detrimental  to  their  chemical  stability  ;  hence 
it  is  advisable  to  preserve  some  solutions  not 
in  immediate  use  in  the  dark,  and  at  a  tem- 
23eratur6  not  exceeding  15  or  16°  C. 

The  apparatus  devised  by  J.  C.  Chorley, 
and  shown  in  fig.  26,  will  be  found  useful  for 
preserving  and  delivering  known  volumes  of 
such  solutions  as  alcoholic  potash,  which  are 
liable  to  alteration  by  exposure  to  air.  The 
wash  bottle  inserted  in  the  cprk  of  the  large 
store  bottle  contains  a  solution  of  caustic  soda, 
and  serves  to  wash  all  air  entering  the  large 
bottle.  By  means  of  the  three-way  stop-cock 
at  the  bottom  of  the  apparatus  the  solution  is . 
allowed  to  fill  the  pipette  and  overflow  into 
its  upper  chamber,  the  excess  being  caught 
in  the  small  side  bulb  and  reservoir ;  this 
solution  serves  to  wash  -all  air  entering  the 
pipette  when  the  stop-cock  is  turned  to  deliver 

the  solution,  which  is  run  oflf  to  a  mark  just  above  the  tap.  Wlicn 
full,  the  side  reservoir  may  be  emptied  by  withdrawing  the  small 
ground  stopper. 
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OW    THE     SYSTEM     OF     WEIGHTS    AND     MEASURES 
TO    BE    ADOPTED     IN    VOLTJMETRIC    ANALYSIS. 

§  10.  It  is  much  to  be  regretted  that  the  decimal  system  of 
weights  and  measures  used  on  the  Continent  is  not  universally 
adopted,  for  scientific  and  general  purposes,  throughout  the  civilized 
world.  Its  great  advantage  is  its  uniformity  throughout.  The  unit 
of  weight  is  the  gram  (  =  15-43235  grains)  and  a  gram  of  distilled 
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water  at  4°  C,  or  39°  Falir.,  measures  exactly  a  cubic  centimeter. 
The  kilogram  contains  1000  gramSj  tlie  liter  1000  cubic  centimeters. 

It  may  not  be  out  of  place  here  to  give  a  short  description  of  the 
origin  of  the  French  decimal  system,  now  used  exclusively  for  scientific 
purposes  in  that  country,  and  also  in  Prussia,  Austria,  Holland,  Sweden, 
Denmark,  Belgium,  and  Spain. 

The  commission  appointed  in  France  for  the  purpose  of  instituting 
a  decimal  system  of  weights  and  measures,  founded  their  standard  on 
the  length  of  the  meridian  arc  between  the  pole  and  equator,  the 
ten-millionth  part  of  which  was  called  the  metre  (  =  39'3710  English 
inches),  although  the  accuracy  of  this  measurement  has  been  disputed. 
It  would  have  been  preferable,  as  since  proposed,  that  the  length  of 
a  pendulum  vibrating  exactly  86,400  times  in  twenty-four  hours,  or 
one  second  for  each  vibration,  equivalent  to  39 '137 2  English  inches 
should  have  been  taken  as  the  standard  metre,  in  which  case  it  woiild 
have  been  much  easier  to  verify  the  standard  in  case  it  should  be 
damaged  or  destroyed.  However,  the  actual  metre  in  use  is  equal  to 
39-371  inches,  and  from  this  standard  its  multiples  and  subdivisions 
all  proceed  decimally  ;  its  one-tenth  part  being  the  dedmktre,  one- 
hundredth  the  centimetre,  and  one-thousandth  the  millimetre. 

In  accordance  with  this,  a  cube  of  distilled  water  at  its  greatest 
density,  viz.,  4°  C,  or  39°  Fahr.,  whose  side  measures  one  decimeter, 
has  the  weight  of  one  kilogram,  or  1000  grams,  and  occupies  the 
volume  of  one  liter,  or  1000  cubic  centimeters.* 

This  simple  relationship  between  liquids  and  solids  is  of  great  value 
in  a  system  of  volumetric  analysis,  and  even  for  ordinary  analysis  by 
weight ;  for  technical  purposes  it  is  equally  as  applicable  as  the  grain 
system,  the  results  being  invariably  tabulated  in  percentages. 

With  these  brief  explanations,  therefore,  I  have  only  to  state  that 
the  French  decimal  system  will  be  mainly  used  throughout  this 
treatise  ;  but  at  the  same  time,  those  who  may  desire  to  adhere  to 
the  ordinary  grain  weights,  can  do  so  without  interfering  with  the 
accuracy  of  the  processes  described. 

As  has  been  before  stated,  the  cubic  centimeter  contains  one  gram 
of  distilled  water  at  its  greatest  density,  viz.,  4°  C,  or  39°  Fahr. ; 
but  as  this  is  a  degree  of  temperature  at  which  it  is  impossible  to  work 
for  more  than  a  month  or  two  in  the  year,  it  is  better  to  take  the 
temperature  of  16°  C,  or  about  60°  Fahr.,  as  the  standard;  because 
in  winter  most  laboratories  or  rooms  have  furnaces  or  other  means  of 
warmth,  and  in  summer  the  same  localities  ought  not,  under  ordinary 
circumstances,  to  have  a  much  higher  degree  of  heat  than  16°  C.  In 
order,  therefore,  that  the  graduation  of  instruments  on  the  metrical 
system,  may  be  as  uniform  as  possible  with  our  own  fluid  measures, 
the  cubic  centimeter  should  contain  one  gram  of  distilled  water  at 
16°  C.  The  true  c.c.  {i.e.  =  1  gm.  at  4°  C,  or  39°  Fahr.)  contains 
only  0-999  gm.  (strictly  0-998981)  at  that  temperature ;  but  for  con- 

*  The  standard  liter  is  now  defined  to  he  the  volume  of  a  kilogram  of  pure  water  at 
4"  C.  It  was  originally  intended  to  he  a  cubic  decimeter,  but  is  actual^  somewhat  greater. 
Hence  parts  of  a  liter,  i.e.,  deciliter,  centiliter,  and  milliliter  ore  not  exactly  equivalent  to 
100, 10,  or  1  cubic  centimeter,  though  for  all  practical  purposes  they  may  be  taken  to  be  so. 
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venience  of  working,  and  for  uniformity  with  our  own  standards  of 
volume,  it  is  better  to  make  the  c.c.  contain  one  gram  at  16°  0. 
The  real  difference  is  one-thousandth  part.  The  operator,  therefore, 
supposing  ho  desires  to  graduate  his  own  measuring  flasks,  must  weigh 
into  them  250,  500,  or  1000  grams  of  distilled  water  at  16°  C,  or 
60°  Fahr. 

Fresenius  and  others  have  advocated  the  use  of  the  strict  liter  "by 
the  graduation  of  instruments,  so  that  they  shall  contain  999  gm.  at 
16°  C.  Mohr,  on  the  contrary,  uses  a  lOOO  gm.,  at  the  temperature 
of  17'5°,  the  real  difference  being  TS  c.c.  in  the  liter,  or  about  one 
eight-hundredth  part. 

It  will  be  seen  above  that  I  have  advodated  a  middle  course  on  two 
grounds  :  (1)  That  in  testing  instruments  it  is  much  easier  to  verify 
them  by  means  of  round  numbers,  such  as  5  or  10  gm.  (2)  That  ' 
there  are  many  thousands  of  instruments  already  in  use  varying, 
between  the  two  extremes ;  and  as  these  cannot  well  be  annihilatedj 
the  adoption  of  a  mean  will  give  a  less  probable  amount  of  error 
between  the  resjiective  instruments ;  and,  moreover,  the  difference 
between  the  liter  at  4°  and  16°  being  one-thousandth  part,  it  is  easy 
to  correct  the  measurement  for  the  exact  liter. 

It  matters  not  which  plan  is  followed,  if  all  the  instruments  in 
a  particular  set  coincide  with  each  other ;  but  it  would  be  manifestly 
wrong  to  use  one  of  Mohr's  burettes  with  one  of  Fresenius' 
measuring  flasks.  Operators  can,  however,  without  much  difficulty 
Te-mark  their  measuring  flasks  to  agree  with  their  smaller  gTaduated 
instruments,  if  they  are  found  to  differ  to  any  material  extent. 

Variations  of  Temperature. — In  the  preparation  of  standard 
•solutions,  one  thing  must  especially  be  borne  in  mind  ;  namely,  that 
•saline  substances  on  being  dissolved  in  water  have  a  considerable  effect 
upon  the  volume  of  the  resulting  liquid.  The  same  is  also  the  case 
in  mixing  solutions  of  various  salts  or  acids  with  each  other  (see 
Gerlach,  "  Specifische  Gewichte  der  Salzlosungen ; "  also  Gerlach, 
'"  Sp.  Gewichte  von  wasserigen  Losungen,"  Z.  a  C.  viii.  245). 

In  the  case  of  strong  solutions,  the  condensation  in  volume  is  as 
a  rule  considerable  :  and,  therefore,  in  preparing  such  solutions  for 
volumetric  analysis,  or  in  diluting  such  solutions  to  a  given  volume 
for  the  purpose  of  removing  aliquot  portions  subsequently  for  examina- 
tion, sufficient  time  must  be  given  for  liquids  to  assimie  their  constant 
volume  at  the  standard  temperature.  If  the  strength  ai  a  standard 
solution  is  known  for  one  temperature,  the  strength  corresponding  to 
another  temperature  can  only  be  calculated  if  the  rate  of  expansion  by 
heat  of  the  liquid  is  known.  The  variation  cannot  be  estimated  by 
the  known  rule  of  expansion  in  distilled  water;  for  Gerlach  has 
shown  that  even  weak  solutions  of  acids  and  salts  expand  far  more 
than  water  for  certain  increments  of  temperature.  The  rate  of 
expansion  for  pure  water  is  known,  and  may  be  used  for  the  purpose 
of  verifying  the  graduation  of  instruments,  where  extreme  accuracy  is 
required.     The  foUowing  short  table  furnishes  the  data  for  correction. 

The  weight  of  1000  c.c.  of  water  at  t°  C,  when .  determined  by 
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means, of  brass  weights  in  air  of  t°  C,  and  at  760  m.m.  pressure  is 
equal  io  1000  -  x  gm. 

Slight  variations  of  atmospheric  pressure  may  be  entirely  disregarded. 
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X  is  the  quantity  to  be  subtracted  from  1000  to  obtain  the  weight 
of  1000  c.c.  of  water  at  the  temperature  t°.  Thus  at  20°  2-74  must 
be  deducted  from  1000  =  997-26. 

Bearing  the  foregoing  remarks  in  mind,  therefore,  the  safest  plan 
in  the  operations  of  volumetric  analysis,  so  far  as  measurement  is 
concerned,  is  to  use  solutions  as  dilute  as  possible.  Absolute  accuracy 
in  estimating  the  strength  of  standard  solutions  can  only  be  secured 
by  weight,  the  ratio  of  the  weight  of  the  solution  to  the  weight  of 
active  substance  in  it  being  independent  of  temperature. 

Casamajor  (C.  N.  xxxv.  160)  has  made  use  of  the  data  given  by 
Matt li lessen  in  his  researches  on  the  expansion  of  glass,  water,  and 
mercury,  to  construct  a  table  of  corrections  to  be  used  in  case  of  using 
any  weak  standard  solution  at  a  different  temperature  to  that  at  which 
it  was  originally  standardized. 

The  expansion  of  water  is  different  at  different  temperatures ;  the 
expansion  of  glass  is  known  to  be  constant  for  all  temperatures  up  to 
100°  C.  The  correction  of  volume,  therefore,  in  glass  burettes,  must 
be  the  known  expansion  of  each  c.c.  of  water  for  every  1°  C,  less  the 
known  expansion  of  glass  for  the  same  temperature. 

It  is  not  necessary  here  to  reproduce  the  entire  paper  of  Casamajor,. 
but  the  results  are  shortly  given  in  the  following  table. 

The  normal  temperature '  is  15°  C;  and  the  figures  given  are  the 
relative  contractions  below,  and  expansions  above,  15°  C. 

Deg.  C.  I  Deg.  C. 

7- -000612  24  + -001686 

8- -000590  25  + -001919 

9 --000550  I  26  + -002159 

10- -000492  j  27+ -002405 

11 --000420  !  28  + -002657 

12- -000334  I  29  + -002913 

13- -000236  I  30+ -003179 

14- -000124  31  + -003453 

15  Normal  ]  32  + -003739 

16  + -000147  >                      33  + -004035 

17  + -000305  84+ -004342 

18  + -000473  35  + -004660 

19  + -000652  36  + -004987 

20  +  -000841  :                      37  + -005323 

21  +  -00K)39  38  +  -005667 

22  + -001246  I         39  + -006040 

23  +  -001462  1         40  +  -006382 
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By  means  of  these  mimbers  it  is  easy  to  calculate  the  vohime  of 
liquid  at  15°  C.  corresponding  to  any  volume  observed  at  any  tempera- 
ture. If  35  c.c.  of  solution  has  been  used  at  37°  C,  the  table  shows 
that  1  c.c.  of  water  in  passing  from  15°  to  37°  is  increased  to  1-005323 
c.c;  therefore,  by  dividing  35  c.c.  by  1-005323  is  obtained  the 
quotient  34-819  c.c,  which  represents  the  volume  at  15°  corresponding 
to  35  c.c.  at  37° ;  or  the  operation  can  be  simplified  by  obtaining  the 
factor,  thus  :  -. 

17  =  0-994705 


1-005323 


A  table  can  thus  be  easily  constructed  which  would  show  the  factor 
for  each  degree  of  temperature. 

These  corrections  are  useless  for  concentrated  solutions,  such  as 
normal  alkalies  or  acids  ;  with  great  variations  of  temperature  these 
solutions  should  be  used  by  weight. 

Instruments  graduated  on  the  Grain  System. — Burettes, 
pipettes,  and  flasks  may  also  be  graduated  in  grains,  in  which  case  it 
is  best  to  take  10,000  grains  as  the  standard  of  measurement.  In 
order  to  lessen  the  number  of  figures  used  in  the  grain  system,  so  far 
as  liquid  measures  are  concerned,  I  propose  that  ten  fluid  grains  bo 
called  a  decern,  or  for  shortness  dm.  ;  this  term  corresponds  to  the 
cubic  centimeter,  bearing  the  same  proportion  to  the  10,000  grain 
measure  as  the  cubic  centimeter  does  to  the  liter,  namely,  the  one- 
thousandth  part.  The  use  of  a  term  like  this  will  serve  to  prevent 
the  number  of  figures,  which  are  unavoidably  introduced  by  the  use 
of  a  small  unit  like  the  grain. 

Its  utility  is  principally  apparent  in  the  analysis  for  percentages, 
particulars  of  which  will  be  found  hereafter. 

The  1000  grain  burette  or  pipette  will  therefore  contain  100  decerns, 
the  10,000  gr.  measure  1000  dm.,  and  so  on. 

The  capacities  of  the  various  instruments  graduated  on  the  grain 
system  may  be  as  follows  : — 

Flasks  :  10,000,  5000,  2500,  and  1000  grs.  =  1000,  500,  250,  and 
100  dm.  Burettes  :  300  grs.  in  1-gr.  divisions,  for  very  delicate 
purposes  =  30  dm.  in  y\j ;  600  grains  ,in  2-gr.  divisions,  or  i  dm.  ; 
1100  grs.  in  5-gr.  divisions,  or  J  dm.  ;  1100  grs.  in  10-gr.  divisions,  or 
1  dm.  The  burettes  are  graduated  above  the  500  or  1000  grs.  in  order 
to  allow  of  analysis  for  percentages  by  the  residual  method.  Whole 
pipettes  to  deliver  10,  20,  50,  100,  200,  500,  and  1000  grs.,  graduated 
ditto,  100  grs.  in  y\j-  dm.  ;  500  grs.  in  J  dm.  ;  1000  grs.  in  1  dm. 

Those  who  may  desire  to  use  the  decimal  systems  constructed  on 
the  gallon  measure  =  70,000  grains,  will  bear  in  mind  that  the 
"septem"  of  Griffin,  or  the  "  decimillem  "  of  Acland  are  each 
equal  to  7  grs.  ;  and  therefore  bear  the  same  relation  to  the  pound  = 
7000  grs.,  as  the  cubic  centimeter  does  to  the  liter,  or  the  decem  to 
the  10,000  grs.  An  entirely  diff'erent  set  of  tables  for  calculations, 
etc,  is  required  for  these  systems ;  but  the  analyst  may  readily 
construct  them  when  once  the  principles  contained  in  this  treatise 
are  understood. 
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VOLUMETRIC  ANALYSIS  BASED  ON  THE  SYSTEM 
OF  CHEMICAL  EQUIVALENCE  AND  THE  PRE- 
PARATION OP  NORMAL  TITRATING  SOLUTIONS. 

§  11.  When  analysis  by  measure  first  came  into  use,  the  test 
solutions  were  generally  prepared  so  that  each  substance  to  be  tested 
had  its  own  special  reagent ;  and  the  strength  of  the  standard  solution 
was  so  calculated  as  to  give  the  result  in  percentages.  Consequently, 
in  alkalimetry,  a  distinct  standard  acid  was  used  for  soda,  another  for 
potash,  a  third  for  ammonia,  and  so  on,'  necessitating  a  great  variety 
of  standard  solutions. 

Griffin  and  Tre  appear  to  have  been  the  first  to  suggest  the  use 
of  standard  test  solutions  based  on  the  atomic  system ;  and  following 
in  their  steps  Mohr  has  worked  out  and  verified  many  methods  of 
anal.ysis,  which  are  of  great  value  to  all  who  concern  themselves  with 
scientific  and  especially  technical  chemistry.  Not  only  has  Mohr 
done  this,  but  in  addition  to  it,  he  has  enriched  his  processes  with  so 
many  original  investigations,  and  improved  the  necessary  apparatus  to 
such  an  extent,  that  he  may  with  justice  be  called  the  father  of  the 
volumetric  system. 

Normal  Solutions. — It  is  of  great  importance  that  no  miscon- 
ception should  exist  as  to  what  is  meant  by  a  normal  solution ;  but 
it  does  unfortunately  occur,  as  may  be  seen  by  reference  to  the  chemical 
journals,  also  to  Muir's  translations  of  Fleischer's  book  (see 
Allen,  C.  N.  xl.  239,  also  Analyst^  xiii.  181). 

Normal  solutions  as  originally  devised  are  prepared  so  that  one  liter 
at  16°  C.  shaU  contain  the  hydrogen  eqitivalent  of  the  active  reagent 
weighed  in  grams  (H  =  l).  Seminormal,  quintinormal,  decinormal, 
and  centinormal  solutions  are  also  required,  and  may  be  shortly 
designated  as  ^/g  ^/g  ^/jq  and  -^/loo  solutions.* 

*  It  is  much  to  be  regretted  that  the  word  "  normal,"  originally  baaed  on  the  equivalent 
system,  should  now  be  appropriated  by  those  wbo  advocate  the  use  of  solutions  based  on 
molecular  weights,  because  it  not  only  leads  to  confusion  between  the  two  systems,  but  to 
utter  confusion  between  the  advocates  of  the  change  themselves.  In  Fleischer'  s  Germaji 
edition  of  his  Maaaanolyse  ttie  molecular  system  is  a-lvocated,  but,  as  the  old  atomic 
weights  are  used,  the  solutions  are  really,  in  the  main,  o?  the  same  strength  as  those  based 
on  the  equivalent  system.  Pattinson  Muir,  however,  in  his  translation,  has  thought 
proper  to  use  modern  atomic  weights,  and  the  curious  result  is  that  one  is  directed  to 
prepare  a  normal  solution  of  caustic  potash,  with  39'1  grams  K  to  the  liter,  while  a  normal 
potassium  carbonate  is  to  contain  138*2  grams  K2CO3,  or  78*2  grams  K,  in  the  same  volume 
of  solutions.  Again,  IJIuter,  in  his  Manual  0/  Analytical  Chemistri/,  defines  a  normal 
solution  as  having  one  molecular  weight  of  the  reagent  ia  grams  per  liter;  then  follows 
tlie  ?1  iring  incDnsistency,  among  others,  oi  directing  that  a  decinormal  solution  of  iodine 
should  contain  127  grams  of  I  per  liter,  whereas,  if  it  was  strictly  made  according  to  the 
original  definition,  it  should  contain  25' J,  grams  in  the  liter.  Menschutkin's  Analytical 
CheirviBtry,  translated  by  Locke,  recently  published  by  Macmi  Ian  &  Co.,  iinfortunately 
adopts  the  molecular  system. 

If  the  unit  H  be  adopted  as  the  basis  or  standard,  everything  is  simplified,  and  actual 
normal  solutions  may  be  made  and  used ;  but,  on  the  molecular  s .  s ,  em,  this  is,  in  many 
<;ases,  not  only  unadvisable  but  impossible,  besides  leading  to  ridiculous  inconsistencies. 
As  Allen  points  out  in  the  reference  above,  it  is,  to  say  the  least  of  it,  highly  inconvenient 
that  the  nQmenclatare  of  a  standard  solution  should  be  capable  of  two  interpretations. 
I  have  given  the  term  systematic  to  this  handbook,  and  I  maintain  that  tlie  equivalent 
system  used  is  the  only  systematic  and  consistent  one;  it  was  adopted  originally  by  Mohr^ 
followed  by  Tresenius,  and  continued  by  Classen  in  the  new  edition  of  Mohr's 
Titrirmethode.  Allen  himself  has  unhesitatingly  preferred  to  use  it  in  his  Orgame 
Analysis,  and  these,  together  with  this  treatise,  being  aJl  text-books  having  a  wld£ 
circulation,  ought  to  pettle  definitely  the  meaning  of  the  term  Ticrmal  as  applied  to 
systematic  standard  solutions.  Anyhow,  it  is  to  be  hoped  that  those  who  coinmunica;te 
processes  to  the  chemical  journals,  or  abstracters  of  foreign  articles  for  publication,  will 
take  care  to  distinguish  between  the  conflicting  systems. 
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In  tlie  case  of  univalent  substances,  such  as  silver,  iodine,  liydro- 
cliloric  acid,  sodium,  etc.,  tlie  equivalent  and  the  atomic  (or  in  the 
case  of  salts,  molecular)  weights  are  identical ;  thus,  a  normal  solution 
of  hydrochloric  acid  must  contain  36 -45  grams  of  the  acid  in  a  liter 
of  fluid,  and  sodium  hydrate  40  grams.  In  the  case  of  hivalent 
substances,  such  as  lead,  calcium,  oxahc  acid,  sulphurous  acid, 
carbonates,  etc.,  the  equivalent  is  one  half  of  the  atomic  (or  in  the 
case  of  salts,  molecular)  weight ;  thus  a  normal  solution  of  oxalic 
acid  would  be  made  by  dissolving  63  grams  of  the  crystalUzed  acid  in 
distilled  water,  and  diluting  the  liquid  to  the  measure  of  one  liter. 

Further,  in  the  case  of  trivalent  substances,  such  as  phosphoric  acid, 
a  normal  solution  of  sodium  phosphate  would  be  made  by  weighing 
■2-|-5.=  119'3  grams  of  the  salt,  dissolving  in  distilled  water,  and 
diluting  to  the  measure  of  one  liter. 

One  important  point,  however,  must  not  be  forgotten,  namely,  that 
in  preparing  solutions  for  volumetric  analysis  the  value  of  a  reagent 
as  expressed  by  its  equivalent  hydrogen-weight  must  not  always  be 
regarded,  but  rather  its  particular  reaction  in  any  given  analysis ;  for 
instance,  tin  is  a  quadrivalent  metal,  hut  when  using  stannous  chloride 
as  a  reducing  agent  in  the  analysis  of  iron,  the  half,  and  not  the 
fourth,  of  its  molecular  weight  is  required,  as  is  shown  by  the 
equation  Fe^  Clg  +  Sn  Cl.^  =  2  Fe  Cl^  +  Sn  Cl^. 

In  the  same  manner  with  a  solution  of  potassium  permanganate 
jNIn  KO^  when  used  as  an  oxidizing  agent,  it  is  the  available  oxygen 
which  has  to  be  taken  into  account,  and  hence  in  constructing  a  normal 
solution  one-fifth  of  its  molecular  weight  ^1^=  31-6  grams  must  be 
contained  in  the  liter. 

Other  instances  of  a  like  kind  occur,  the  details  of  which  will  be 
given  in  the  proper  place. 

A  further  illustration  may  be  given  in  order  to  show  the  method  of 
calculating  the  results  of  this  kind  of  analysis. 

Each  c.c.  of  ^/lo  silver  solution  will  contain  j^j^^o  °f  ^^^  atomic 
weight  of  silver  =  0-010766  gm.,  and  will  exactly  precipitate  yo^oo 
of  the  atomic  weight  of  chlorine  =  0-003537  gm.  from  any  solution 
of  a  chloride. 

In  the  case  of  normal  oxalic  acid  each  c.c.  will  contain  -ojjTrs  of 
the  molecular  weight  of  the  acid  =  0-063  gm.,  and  will  neutralize 
.^^^  of  the  molecular  weight  of  sodium  monocarbonate  =  0-053  gm., 
or  will^  combine  with  g^Vtr  °^  ^^^®  atomic  weight  of  a  dyad  metal  such 
as  lead  =  0-1032  gm.,  or  will  exactly  saturate  -j-^^^-^  of  the  molecular 
weight  of  sodium  hydrate  =  0-040  gm.,  and  so  on. 

"Where  the  1000  grain  measure  is  used  as  the  standard  in  place 
of  the  liter,  63  grains  of  oxalic  acid  would  be  used  for  the  normal 
solution ;  but  as  1000  grains  is  too  small  a  quantity  to  make,  it  is 
better  to  weigh  630  grains,  and  make  up  the  solution  to  10,000  grain 
measure  =  1000  dm.  The  solution  would  then  have  exactly  the  same 
strength  as  if  prepared  on  the  liter  system,  as  it  is  proportionately  the 
same  in  chemical  power;  and  either  solution  may  be  used  indis- 
criminately for  instruments  graduated  on  either  scale,  bearing  in 
mind  that  the  substance  to  be  tested  with  a  c.c.  burette  must  be 
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weighed  on  tlie  gram  system,  and  vice  versa,  unless  it  be  desired 
to  calculate  one  system  of  weights  into  the  other. 

The  great  convenience  of  this  equivalent  system  is,  that  the 
numbers  used  as  coefficients  for  calculation  in  any  analysis  are 
familiar,  and  the  solutions  agree  with  each  other,  volume  for  volume. 
We  have  hitherto,  however,  looked  only  at  one  side  of  its  advantages. 
For  technical  purposes  the  plan  allows  the  use  of  all  solutions  of 
systematic  strength,  and  simply  varies  the  amoimt  of  substance  tested 
according  to  its  equivalent  weight. 

Thus,  the  normal  solutions  say,  are — 

Crystallized  oxalic  acid  =63  gm.  per  liter 

Sulphuric  acid  =49  gm.  „ 

Hydrochloric  acid  =36.45  gm.  „ 

Nitric  acid  =63  gm.  „ 

Anhydrous  sodium  carbonate      =53  gm.  „ 

Sodium  hydroxide  =40  gm.  „ 

Ammonia  =17  gm.  ,, 

100  c.c.  of  any  one  of  these  normal  acids  should  exactly  neutralize 
100  c.c.  of  any  of  the  normal  alkalies,  or  the  corresponding  amount 
of  pure  substance  which  the  100  c.c.  contain.  In  commerce  we 
continually  meet  with  substances  used  in  manufactures  which  are 
not  pure,  and  it  is  necessary  to  know  how  much  pure  substance  they 
contain. 

Take,  for  instance,  refined  soda  ash  (sodium  carbonate).  If  it  were 
absolutely  pure,  -S'S  gm.  of  it  should  require  exactly  100  c.c.  of  any 
normal  acid  to  saturate  it.  If  we  therefore  weigh  that  quantity, 
dissolve  it  in  water,  and  deliver  into  the  mixture  the  normal  acid 
from  a  burette,  the  number  of  c.c.  required  to  saturate  it  will  show 
the  percentage  of  pure  sodium  carbonate  in  the  sample,  Su23pose 
90  c.c.  are  required  =  90  °/^. 

Again — a  manufacturer  buys  common  oil  of  vitriol,  and  requires  to 
know  the  exact  percentage  of  pure  hydrated  acid  in  it ;  4'9  grams  are 
weighed,  diluted  with  water,  and  normal  alkali  delivered  in  from 
a  burette  till  saturated  ;  the  number  of  c.c.  used  will  be  the  percentage 
of  real  acid.     Suppose  58 '5  c.c.  are  required  =  58 '.S  °/^. 

On  the  grain  system,  in  the  same  way,  53  grains  of  the  sample  of 
soda  ash  would  require  90  dm.  of  normal  acid,  also  equal  to  90  °/^. 

Or,  suppose  the  analyst  desires  to  know  the  equivalent  percentage 
of  sodimn  oxide,  free  and  combined,  contained  in  the  above .  sample 
of  soda  ash,  without  calculating  it  from  the  carbonate  found  as  above, 
3'1  gm.  is  treated  as  before,  and  the  number  of  c.c.  required  is  the 
percentage  of  sodium  oxide.  In  the  same  sample  52'6  c.c.  would  be 
required  =  52 '6  per  cent,  of  sodium  oxide,  or  90  per  cent,  of  sodium 
carbonate. 

Method  for  percentage  of  Purity  in  Commercial  Sub- 
stances.— The  rules,  therefore,  for  obtaining  the  percentage  of  pure 
substances  in  any  commercial  article,  such  as  alkalies,  acids,  and 
various  salts,  by  means  of  systematic  normal  solutions  such  as  have 
been  described  are  these — 
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1.  With  normal  solutions  Jg-  or  -^  (according  to  its  atomicity)  of 
the  molecular  weight  in  grams  of  the  substance  to  be  analyzed  is  to 
be  weighed  for  titration,  and  the  number  of  c.c.  required  to  produce 
tlie  desired  reaction  is  the  percentage  of  the  substance  whose  atomic 
weight  has  been  used. 

With  decinormal  solutions  y^-g-  or  -j^  of  the  molecular  weight  in 
grams  is  taken,  and  the  number  of  c.c.  required  will,  in  like  manner, 
give  the  percentage. 

Where  the  grain  system  is  used  it  will  be  necessary,  in  the  case 
of  titrating  with  a  normal  solution,  to  weigh  the  whole  or  half  the 
molecular  weight  of  the  substance  in  grains,  and  the  luimber  of 
decerns  required  will  be  the  percentage. 

With  decinormal  solutions,  -^-^  or  ^V  of  the  molecular  weiglit  in 
grains  is  taken,  and  the  number  of  decems  will  be  the  percentage. 

It  now  only  remains  to  say,  with  respect  to  the  system  of  weights 
and  measures  to  be  used,  that  the  analyst  is  at  liberty  to  choose  his 
own  plan.  Both  systems  are  susceptible  of  equal  accuracy,  and  he 
must  study  his  own  convenience  as  to  which  lie  will  adopt.  The 
normal  solutions  jsre^Dared  on  the  gram  system  are  equally  applicable 
for  that  of  the  grain,  and  vice  versa,  so  that  there  is  no  necessity  for 
having  distinct  solutions  for  each  system. 

Factors,  or  CoeflS.cients,  for  the  Calculation  of  Analyses. — 

It  frequently  occurs  that  from  the  nature  of  the  substance,  or  from 
its  being  in  solution,  this  percentage  method  cannot  be  conveniently 
followed.  For  instance,  suppose  the  operator  has  a  solution  contain- 
ing an  unknown  quantity  of  caustic  potash,  the  strength  of  which  he 
desires  to  know ;  a  weighed  or  measured  quantity  of  it  is  brought 
under  the  acid  burette  and  exactly  saturated,  32  c.c.  being  required. 
The  calculation  is  as  follows  : — 

The  molecular  weight  of  potassium  hydroxide  being  56  :  100  c.c. 
of  normal  acid  will  saturate  5 '6  gm. ;   therefore,  as  100  c.c.  are  to 

5-6x32 
5-6  gm.,  so  are  32  c.c.  to  x,  — T-rif) —  =  1'792  gm.  KHO. 

The  simplest  way,  therefore,  to  proceed,  is  to  multiply  the  niunber 
of  c.c.  of  test  solution  required  in  any  analysis,  by  the  ywtjo  (°i'  tttto 
if  bivalent)  of  the  molecular  weight  of  the  substance  sought  Avhich 
gives  at  once  the  amount  of  substance  present. 

An  example  may  be  given — 1  gm.  of  marble  or  limestone  is  taken 
for  the  estimation  of  pure  calcium  carbonate,  and  exactly  saturated 
with  standard  nitric  or  hydrochloric  a^id — (sulphuric  or  oxalic  acid 
are,  of  course,  not  admissible)  17'5  c.c.  are  required,  therefore  17'5  x 
0-050  (the  -^^^  of  the  molecular  weight  of  CaCOg)  gives  0-875  gm., 
and  as  1  gm.  of  substance  only  was  taken  =  87-5  "/o  of  calcium  carbonate. 

OM"    THE    DIRECT    AND    INDIRECT    PROCESSES    OE 
ANALYSIS    AND    THEIR    TERMINATION. 

§  12.  The  direct  method  includes  all  those  analyses  wliere  the 
substance  under  examination  is  decomposed  by  simple  contact  Avith 
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a  known  quantity  or  equivalent  proportion  of  some  other  body  capable 
of  combining  with  it,  and  where  the  end  of  the  decomposition  is 
manifest  in  the  solution  itself. 

It  also  properly  includes  those  analyses  in  which  the  substance, 
reacts  upon  another  body  to  the  expulsion  of  a  representative  equiva- 
lent of  the  latter,  which  is  then  estimated  as  a  substitute  for  the 
thing  required. 

Examples  of  this  method  are  readily  found  in  the  process  for  the 
determination  of  iron  by  permanganate,  where  the  beautiful  rose 
colour  of  the  permanganate  asserts  itself  as  the  end  of  the  reaction. 

The  testing  of  acids  and  alkalies  comes,  also,  under  this  class,  the 
great  sensitiveness  of  litmus,  or  other  indicators,  allowing  the  most 
trifling  excess  of  acid  or  alkali  to  alter  their  colour. 

The  indirect  method  is  exemplified  in  the  analysis  of  manganese 
ores,  and  also  other  peroxides  and  oxygen  acids,  by  boiling  with 
hydroshloric  acid.  The  chlorine  evolved  is  estimated  as  the  equiva- 
lent of  the  quantity  of  oxygen  which  has  displaced  it.  We  are 
indebted  to  Bunsen  for  a  most  accurate  and  valuable  series  of 
processes  based  on  this  principle. 

The  residual  method  is  such  that  the  substance  to  be  analyzed  is  not 
estimated  itself,  but  the  excess  of  some  other  body  added  for  the 
purpose  of  combining  with  it  or  of  decomposing  it ;  and  the  quantity 
or  strength  of  the  body  added  being  known,  and  the  conditions  under 
which  it  enters  into  combination  being  also  known,  by  deducting  the 
remainder  or  excess  (which  exists  free)  from  the  original  quantity,  it 
gives  at  once  the  proportional  quantity  of  the  substance  sought. 

An  example  will  make  the  piinciple  obvious  : — Suppose  tliat  a 
sample  of  native  calcium  or  barium  carbonate  is  to  be  titrated.  It  is 
not  possible  to  estimate  it  with  standard  nitric  or  hydrochloric  acid  in 
the  exact  quantity  it  requires  for  solution.  There  must  be  an  excess 
of  acid  and  heat  applied  also  to  get  it  dissolved  ;  if,  therefore,  a  known 
excessive  quantity  of  standard  acid  be  first  added  and  solution  obtained, 
and  the  Uquid  then  titrated  backward  with  standard  alkah  and  an 
indicator,  the  quantity  of  free  acid  can  be  exactly  determined,  and 
consequently  that  which  is  combined  also. 

In  some  analyses  it  is  necessary  to  add  a  substance  which  shall  be 
an  indicator  of  the  end  of  the  process ;  such,  for  instance,  is  litmus 
or  the  azo  colours  in  alkalimetry,  potassium  cliromate  in  silver  and 
chlorine,  and  starch  in  iodine  estimations. 

There  are  other  processes,  the  end  of  which  can  only  be  determined 
by  an  indicator  separate  from  the  solution ;  such  is  the  case  in  the 
estimation  of  iron  by  potassium  bichromate,  where  a  drop  of  the  liquid 
is  brought  into  contact  with  another  drop  of  solution  of  red  potassium 
prussiate  on  a  white  slab  or  plate  ;  when  a  blue  colour  ceases  to  form 
by  contact  of  the  two  liquids,  the  end  of  the  process  is  reached. 
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PART  II. 

ALKALIMETRY. 

§  13.  Gay  Lussao  based  liis  system  of  allialiiuetry  upon  a 
standard  solution  of  sodium  carbonate,  with,  a  corresponding  solution 
of  sulphuric  acid.  It  possesses  the  recommendation,  that  a  pure 
standard  solutiop  of  sodium  carbonate  can  be  more  readily  obtained 
tlian  any  other  form  of  alkali.  Mohr  introduced  the  use  of  caustic 
alkali  instead  of  a  carbonate,  thie  strength  of  which  is  established  by 
a  standard  solution  of  oxalic  or  sulphuric  acid.  The  advantage  in  the 
latter  system  is,  that  in  titrating  acids  with  a  caustic  alkali,  tlie  well- 
known  interference  produced  in  litmus  by  carbonic  acid  is  avoided  ; 
this  difficulty  is  now  overcome  wherever  it  is  desired  by  the  new 
indicators  to  be  described. 


INDICATORS    USED    Ilf    ALKALIMETRY. 

§  14.  1.  Litmus  Solution. — It  has 
been  the  custom  since  the  introduction  of 
the  azo  and  other  modern  indicators,  to 
regard  litmus  as  old  fashioned  and  of  very 
doubtful  sensitiveness.  This  is  a  mistake, 
for  if  properly  prepared,  it  is,  in  the. 
absence  of  carbonic  acid,  one  of  the  most 
sensitive  of  the  indicators  used  for  alkalies. 
The  litmus  of  commerce  diflfers  consider- 
ably in  purity  and  colour,  but  a  careful 
examination  wiU  at  once  detect  a  good 
specimen  by  the  absence  of  a  greyish 
muddy  colour,  due  to  inert  matters,  both 
of  vegetable  and  muieral  nature.  The 
sensitive  colouring  matter  in  litmus  is 
azolitmin,  and  by  purifying  ordinary 
litmus,  as  described  below,  some  inter- 
fering bodies  are  removed,  so  that  the 
indicator  is  far  more  sensitive. 

A  simple  solution  may  be  made  by 
treating  the  cubes  with  repeated  small 
quantities  of  hot  water ;  mixing  all  the  extracts,  and  allowing  the 
liquid  to  stand  in  a  covered  beaker  for  a  day  or  night.  The  clear 
blue  liquid  is  then  poured  off  and  placed  in  the  stock  bottle,  together 
with  two  or  three  drops-  of  chloroform ;  this  latter  agent  prevents  the 
development  of  bacteria,  and  if  the  bottle  is  simply  covered  with 
■  a  piece  of  paper,  through  which  the  pipette  is  passed,  the  solution  will 
keep  for  a  long  period.  If  the  colour  is  a  deep  blue  it  must  be 
modified  by  a  few  drops  of  weak  acid,  until  it  is  a  faint  purple.  In 
course  of  time  it  may  lose  its  colour,  but  this  may  be  restored  by 
simple  exposure  in  a  basin.  Another  method  of  preparing  an  extract 
of  litmus  in  a  concentrated  form  for  dilution  whenever  required  is  as 
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follows  :  extract  all  soluble  matters  from  the  solid  litmus  b}-  repeated 
quantities  of  hot  water ;  evaporate  the  mixed  extracts  to  a  moderate 
bulk,  and  add  acetic  acid  in  slight  excess  to  decompose  carbonates  ; 
evaporate  to  a  thick  extract,  transfer  this  to  a  beaker,  and  add  a  large 
proportion  of  hot  85  per  cent,  alcohol  or  methylated  spirit ;  by  this 
treatment  the  blue  colour  is  precipitated,  and  the  alkaline  acetates, 
together  with  soflie  red  colouring  matter,  remain  dissolved ;  the  fluid 
with  precipitate  is  thrown  on  a  filter,  washed  with  hot  spirit,  and  the 
2)urified  extract  finally  evaporated  to  a  paste,  which  is  placed  in  a  wide- 
mouthed  bottle  ;  this  extract  will  keep  for  years  unchanged. 

Another  method  gives  good  results.  The  crushed  litmus  is  extracted 
with  warm  distilled  water,  as  before  described,  and  the  several  extracts 
mixed,  then  allowed  to  stand  in  a  beaker  till  quite  clear — tliis  clear 
extract  is  jioured  off,  freely  acidified  with  hydrochloric  acid,  and  put 
into  a  dialyser,  which  is  surrounded  by  running  water  and  kept  so  for 
about  a  week.  The  colouring  matter  of  litmus  being  a  colloid,  all  the 
calcium  and  other  salts  are  removed,  and  a  pure  colour  soluble  in  hot 
distilled  water  remains,  which  may  be  preserved  in  the  manner 
previously  described,  or  evaporated  to  a  soft  extract. 

Free  carbonic  acid  interferes  considerably  with  the  production  of 
the  blue  colour,  and  its  interference  in  titrating  acid  solutions  with 
alkaline  carbonates  can  only  be  got  rid  of  by  boiling  the  liquid  during 
the  operation,  in  order  to  displace  the  gas.  If  this  is  not  done,  it  is 
easy  to  overstep  the  exact  point  of  neutrality  in  endeavouring  to 
produce  the  blue  colour.  The  same  difficidty  is  also  found  in  obtaining 
the  pink-red  when  acids  are  used  for  titrating  alkaline  carbonates, 
hence  the  value  of  the  caustic  alkaline  solutions  free  from  carbonic 
acid  when  this  indicator  is  used. 

It  sometimes  occurs  that  titration  by  litmus  is  required  at  night. 
Ordinary  gas  or  lamp  light  is  not  adapted  for  showing  the  reaction  in 
a  satisfactory  manner ;  but  a  very  sharp  line  of  demarcation  between 
red  and  blue  may  be  found  by  using  a  monochromatic  light.  With 
the  yellow  sodium  flame  the  red  colour  appears  perfectly  colourless, 
while  the  blue  or  violet  appears  like  a  mixture  of  black  ink  and  water. 
The  transition  is  very  sudden,  and  even  sharper  than  the  change  by 
•daylight. 

The  operation  should  be  conducted  in  a  perfectly  dark  room  ;  and 
the  flame  may  be  best  obtained  by  heating  a  piece  of  platinum  coil 
sprinkled  with  salt,  or  a  piece  of  pumice  saturated  with  a  concentrated 
solution  of  salt,  in  the  Bunsen  flame. 

2.  Litmus  Paper. — Is  made  by  dipping  strips  of  calendered 
unsized  paper  in  the  solution  and  drying  them ;  the  solution  used 
being  rendered  blue,  red,  or  violet  as  may  be  required. 

3.  Cochineal  Solution. — This  indicator  possesses  the  advantage 
over  litmus,  that  it  is  iiot  so  much  modified  in  colour  by  the  presence 
of  carbonic  acid,  and  may  be  used  by  gas-light.  It  may  also  be  used 
with  the  best  efi'ect  with  solutions  of  the  alkaline  earths,  such  as  lime 
and  baryta  water  ;  the  colour  with  pure  alkalies  and  earths  is  especially 
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sharp  and  brilliant.  Tlie  solution  is  made  by  digesting  1  part  of 
cruslied  cochineal  with  10  parts  of  25  per-cent.  alcohol.  Its  natural 
colour  is  yeUowish-red,  whicli  is  turned  to  violet  by  alkalies  ;  mineral 
acids  restore  the  original  colour ;  it  is  not  so  easily  affected  by  weak 
organic  acids  as  litmus,  and  therefore  for  these  acids  the  latter  is 
preferable.  It  cannot  be  used  in  the  presence  of  even  traces  of  iron 
or  alumina  compounds  or  acetates,  which  fact  limits  its  use.  Carminic 
acid  is  the  true  sensitive  element  in  cochineal,  and  is  sometimes 
preferable  to  cochineal  in  very  delicate  operations. 

4.  Turmeric  Paper. — Pettenkof  er,  in  his  estimation  of  carbonic 
acid  by  baryta  water,  prefers  turmeric  paper  as  an  indicator.  For  this 
purpose  it  is  best  prepared  by  digesting  pieces  of  the  root,  ■  first  in 
repeated  small  quantities  of  water  to  remove  a  portion  of  objectionable 
colouring  matter,  then  in  alcohol,  and  dipping  strips  of  calendered 
imsized  paper  into  the  alcoholic  solution,  drying  and  preserving  them 
in  the  dark. 

Thomson  in  continuance  of  his  valuable  experiments  on  various 
indicators,  found  that  turmeric  paper  is  of  very  little  use  for  ammonia, 
or  the  alkaline  carbonates,  or  sulphides  or  sulphites,  but  he  prepared 
a  special  paper  of  a  light  red-brown  colour,  by  dipping  it  into  the 
alcohol  tincture  of  turmeric  rendered  slightly  alkaline  by  caustic  soda. 
If  this  pajier  is  wetted  with  water  the  colour  is  intensiiied  to  a  dark 
red-brown ;  when  partly  immersed  in  a  very  dilute  solution  of  an 
acid,  the  wetted  portion  becomes  bright  yellow,  while  immediately 
above  this  a  moistened  dark  red-brown  band  is  formed,  and  the  Upper 
dry  portion  retains  its  original  colour.  This  appearance  only  occurs  in 
the  titration  of  a  comparatively  large  proportion  of  an  acid,  when  the 
latter  is  nearly  all  neutralized,  and  thus  serves  to  indicate  the  near 
approach  to  the  end-reaction.  When  neutral  or  alkaline,  the  colour  of 
the  immersed  portion  of  paper  is  simply  intensiiied  as  already  described. 
This  intensification  is  quite  as  decided  as  a  change  of  tint.  This  red- 
brown  paper  is  equally  as  sensitive  as  phenolphthalein  for  the  titration 
of  citric,  acetic,  tartaric,  oxalic  and  other  organic  acids  by  standard 
soda  or  potash,  and  may  be  used  for  highly  coloured  solutions.  It 
is  also  available,  like  phenolphthalein,  for  the  estimation  of  small 
quantities  of  acid  in  strong  alcohol. 

Indicators  derived  from  the  Azo  Colours,  etc. 

A  great  stride  has  been  taken  in  the  application  of  these  modern 
indicators,  and  the  thanks  of  all  chemists  are  due  to  R.  T.  Thomson 
for  his  valuable  researches  on  them,  read  before  the  Chemical  Section 
of  the  Philosophical  Society  of  Glasgow,  and  published  in  their 
Transactions  ;  also  reprinted  (C.  N,  xlvii.  123,  185  ;  xlix.  32,  119  ; 
J.  S.  C.  I.  vi.  195).  The  experiments  recorded  in  these  papers  are 
carefully  carried  out,  and  the  truthfulness  of  their  results  has  been 
verified  by  Lunge  and  other  practical  men  as  well  as  by  myself. 

Space  will  only  permit  here  of  a  record  of  the  results,  fuller  details  . 
being  given  in  the  publications  to  which  reference  has  been  made. 
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5'.  MjefeyL  Orange,. or  dinietiiylainklo-azo  beBzenev-sulplionate  is 
pTepared  by  the  action  of  diazotized  sulpHanilio  acid:  upon  dime- 
tkylaniline,  the  comiiieieial  product  Being  eitbeu  an  ammonium  or 
sodium  salt  of  the  sulphonie  acid  thus  produced.  If  carefully  prepared 
from  the  purest  materials  it  possesses  a  bright  oramge-red  colour, 
perfectly  soluble-  in  water ;  but  the  commercial  product  is  often  of 
a  duU  colour,  due  to  slight  impurities  in  tlifi  substances  from  -which  it 
is  produced,  and  not  completely  soluble  in  "water.  These  impurities 
may  generally  be  removed  by  reorystaUization  from  hot  alcoholic 
solution.  Complaints  have  been  made  by  some  operators  that  the 
ebmSiercial  article  is-  sometimes  unrehabie  as  an  indicator  ;  it-  may  be 
so,  but  although  I  have  examined  many  specimens,  I  have  not  yet 
found  any  in  which  the  impurities,  senmbly  affected  its  delicate  action 
-when  used  in  the  proper  manner.  The  common  error  is  the  use  of  too 
much  of  it ;  again,  there  is  the  personal  error  of  observation,  some 
eyes-  being  much  more  sensitive  to  the  change  of.  tint  than  others. 
The  great  value  of  this  indicator  is  that,  unlike  litmus  and  some 
other  agents,  it  is  comparatively  unaffected  by  oarbonie  acid,  sul- 
phuretted hydrogen,  hydrocyanic,  silicic,  boric,  arsenious,  oleic,  stearic, 
palmitic,  and  carbolic  acids,, etc.  It  must  not  be  used  for  the  organic 
acids,  such  as  oxalic,  acetic,  citric,  tartaric,  etc.,  since  the  end-reaction 
is  indefinite ;  nor  can  it  be  used  in  the  presence  of  nitrous  acid  or 
nitrites,  -which  decompose  it.*  It.  may  safely  be  used  for  the  estimation 
of  free  mineral  acids  in  alum,  ferrous  sulphate  or  chloride,,  zinc 
sulphate,  cupric  sulphate  or  chloride.  The  acid:  radical  (and  con- 
sequently its  equivalent  metal)  in  cupric  sulphate  and  similar  salts 
may  be  estimated  -with  accuracy  by  precipitating  the  solution  -with 
sulphuretted  hydrogen,  filtering,  and  titrating  the  filtrate  at  once  -with 
normal  alkali  and  methyl  orange. 

Methyl  orange  is  especially  useful  for  the  accurate  standardizing  of 
any  of  the  mineral  acids'  by  means  of  pure  sodium  carbonate  in  the 
cold,  the  liberated  carbonic  acid  having  practically  no  effect,  as  is  the 
case  -with  many  indicators.  Its  effect  is  also  excellent  with  ammonia 
or  its  salts.  A  convenient  strength  for  the  indicator  is  1  gram  of  the 
powder  in  a  liter  of  distiUed  watei ;  a  single  drop  of  the  liquid  is 
sufficient  for  100  c.c.  Or  more  of  any  colourless  solution — the  colour 
being  faint  yellow  if  alkaline,  and  pink  if  acid  ;  if  too  much  is  used 
the  end-reaction  is  slower  and  much  less  definite.  AU  titrations  with 
methyl  orange  should  be  carried  on  at  ordinary  temperatures  if  the 
utmost  accuracy  is  desired,  and  the  hquid  titrated  should  not  be  too 
dilute.  Ethyl  orange  is  similar  to  the  methyl  orange,  but  i«  not  quite 
so  sensitive,- 

6.  Phenaeetolin.^-This  indicator  is- slightly  soluble  in  water  but 
readily  in  50  per-eent.  alcohol,  and  a  convenient  strength  is  2  gm.  per 
liter.  The  solution  is  greenish  brown,  which  gives  a'  scarcely  per- 
ceptible yellow  with  caustic  soda  or  potash,  when  a  few  drops  are  used 

*  Some  qperatorfe  hitTe-ireed  methyl  oHM^e  in  the  titration  of  alkaJoids,  but  in  aseiiesof 
vei^  careful  exxierimeuts,  carried  out-  by  L.  F.,  Kebler,  it  was  found  in  some  cases  very 
defee>ive-(Jom.  AmiChem,  Sm.j  Oot.j  189S-): 
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with  the  ordinary  volumes  of  liquid.  With  ammonia  and  the  normal 
alkaline  carbonates  it  gives  a  dark  pink,  with  bicarbonate  a  much  more 
intense  pink,  and  with  mineral  acids  a  golden  yellow.  This  indicator 
may  be  used  to  estimate  the  amount  of  caustic  potasb.  or  soda^  in  the 
presence  of  their  normal  carbonates  if  the  proportion  of  the  former  is 
not  very  small,  or  of  caustic  lime  in  the  presence  of  carbonate,  but  no- 
ammonia  must  be  present. 

Practice  however  is  required  with  solutions  of  known  composition 
so  as  to  acquire  knowledge  of  the  exact  shades  of  colour. 

7.  Phenolphtlialeiii. — This  indicator  is  of  a  resinous  nature,  but 
quite  soluble  in  50  per-oent.  alcohol.  A  convenient  strength  is  5  gm> 
per  liter. 

A  few  drops  of  the  indicator  show  no  colour  in  the  ordinary  volumes- 
as  neutral  or  acid  liquids ;  the  faintest  excess  of  caustic  alkalies,  on 
the  other  hand  gives  a  sudden  change  to  purple-red. 

This  indicator  is  useless  for  the  titration  of  free  ammonia,  or  its- 
compounds,  or  for  the  fixed  alkalies  when  salts  of  ammonia  are  present,, 
except  with  alcoholic  solutions,  in  which  case  caustic  soda  or  potash 
displace  the  ammonia  in  equivalent  quantities  at  ordinary  tempera- 
tures, and  the  indicator  forms  no  compound  with  the  ammonia. 

It  may,  however,  be  u:sed  like  phenacetolin  for  estimating  the 
proportions  of  hydrate  and  carbonate  of  soda  or  potash  in  the  same 
sample  where  the  proportion  of  hydrate  is  not  too  small.  Unlike 
methyl  orange,  this  indicator  is  especially  useful  in  titrating  all 
varieties  of  organic  acids ;    viz.,  oxalic,  acetic,  citric,  tartaric,  etc. 

One  great  advantage  possessed  by  phenolphthalein  is,  that  it  may 
be  used  in  alcoholic  solutions,  or  mixtures  of  alcohol  and  ether,*  and 
therefore  many  organic  acids  insoluble  in  water  may  be  accurately 
titrated  by  its  help;  in  addition  to  this  it  maybe  used  to  estimate 
the  acid  combined  with  many  organic  bases,  such  as  morphia,  quiniar 
brucia,  etc.,  the  base  having  no  effect  on  the  indicator. 

Mixture  of  Phenolphtlialein  and  Metihyl  Orange. — This  is 
a  neutrality  indicator  made  by  dissolving  5  gm.  of  the  first  and  Tgm_ 
of  the  latter  in  a  liter  of  50  per-cent.  alcohol.  The  neutral  point  is- 
shown  by  a  lemon-yellow  colour.  The  slightest  excess  of  either  acid 
or  alkali  shows  in  turn  pink  and  bright  red. 

8.  Eosolie  Acid,  Corallin,  or  Aurine  is  soluble  in  60  per-cent. 
alcohol,  and  a  convenient  strength  is  2  gm.  per  liter.  Its  colour  is 
pale  yellow,  unaffected  by  acids,  but  turning  to  violet-red  with  alkalies. 
It  possesses  the  advantage  over  litmus  and  the  -other  indicators,  that 
it  can  be  relied  upon  for  the  neutralization  of  sulphurous  acid  with 
ammonia  to  normal  sulphite  (Thomson).  Its  delicacy  is  sensibly 
affected  by  salts  of  ammonia  and  by  carbonic  acid.  It  is  excellent  for 
aJi  the  mineral,  but  useless  for  the  organic  acids,  excepting  oxalic. 

*  H.  W.  and  C.  D  r  a  p  e  r  (C.  IT.  Iv.  14S)  Imve  slio-«m  that  tMs  indicator  is  rapidly  decomposed 
*y  atmosphenc  carlDonio  acid,  -which  is  more  leadily  absorhed  by  aioohdl  than  by  water. 
Eortenaitely  this  is  less  the  0-1  Be  with  hot  sohitions  than  with  cold;  titration  of  this  kind 
should  tlierefore  be  quickly  done,  and  -with  not  too  small  a  quantity  of  the  indicator. 

D    2 


36  VOLDMETKIC  ANALYSIS.  §  14. 

.9.  Ijacmoid. — Tliis  indicator  is  a  product  of  resorcin,  and  is 
therefore  somewhat  aUied  to  litmus  j  nevertheless,  it  differs  from  it 
in  many  respects,  and  has  a  pronounced  and  yaluable  character  of  its 
own,  especially  when  used  in  the  form  of  paper.  Lacmoid  is  soluble 
in  dilute  alcohol,  and  the  indicator  is  made  by  dissolving  3  gm.  to 
the  liter.* 

10.  Lacmoid  Paper. — This  is  prepared  by  dipping  slips  of 
calendered  unsized  jsaper  into  the  blue  or  red  solution,  and  drying 
them. 

Thomson  states  that,  in  nearly  every  particular,  lacmoid  paper, 
either  blue  or  red,  is  an  excellent  substitute  for  methyl  orange,  and 
may  be  employed  in  titrating  coloured  solutions  where  the  latter  would 
be  useless.  Solution  of  lacmoid,  on  the  other  hand,  is  not  so  valuable 
■as  the  paper,  inasmuch  as  it  is  more  easily  affected  by  weak  acids, such 
as  carbonic,  boric,  etc. 

There  are  a  large  number  of  other  indicators,  either  in  solution  or 
as  test  papers,  and  where  necessary  these  will  be  mentioned, 

11.  Extra  Sensitive  Indicators. — Mylius  and  Forster 
{BericMe,  xxiv.  1482  ;  also  C.  N.  Ixiv.  228,  et  seq.)  describe  a  series 
of  experiments  on  the  estimation  of  minute  traces  of  alkali  and  the 
recognition  of  the  neutrality  of  water  by  means  of  an  ethereal  solution 
of  iodeosin  or  erythrosin.  This  body  is  a  derivative  of  fluorescin,  and 
occurs  plentifully  in  commerce  as  a  dye  for  fabrics  and  paper.  The 
commercial  material  is  purified  by  solution  in  aqueous  ether,  and  the 
-filtered  solution  is  shaken  with  dilute  caustic  soda  which  removes  the 
colour  ;  the  latter  is  then  precipitated  with  stronger  alkali.  The  salt 
is  then  filtered  off,  washed  with  spirit  and  finally  recrystallized  from 
hot  alcohol.  The  indicator  used  by  the  operators  was  made  by 
dissolving  1  decigram  of  the  dry  ppwder  in  a  liter  of  aqueous  pure 
ether.  The  ether  of  commerce  is  purified  and  rendered  neutral  by 
washing  with  weak  alkali,  afterwards  with  pure  water,  and  keeping 
the  ether  over  pure  water.  The  indicator  so  prepared  is  quite  useless 
for  the  ordinary  titration  of  acids  and  alkalies  ;  its  chief  use  is  for  the 
detection  and  measurement  of  very  minute  proportions  of  alkali  such 
■as  would  occur  in  water  kept  in  glass  vessels  or  the  solubility  of 
calcium  or  other  earthy  carbonates  in  water  free  from  carbonic  acid,  or 
in  the  use  of  millinormal  solutions  of  alkalies  and  acids,  also  the 
neutrality  of  so-caUed  pure  salts  or  water.  The  method  of  ■.usin"  the 
indicator  is  that  of  shaking  up  say  20  c.c.  of  the  indicator  with  100 
c.c.  of  the  Hquid  to  be  examined,  when,  if  alkali  is  present,  a  rose 
colour  will  be  communicated  to  the  layer  of  ether  which  rises  to  the 
top.  The  indicator  may  be  used  in  conjimction  with  millinormal 
standard  solutions,  or  colorimetrically,  like  the  weU-known  jSTessler 
test.  Further  details  of  its  use  are  described  in  the  contributions 
mentioned.     Another  similar  indicator  is  mentioned  by  Ruhemann 

•  This  solution  is  rendered  mucli  more  effective  as  an  indicator  if  Porster's  suffsestion 
is  adopted,  namely,  the  addition  of  about  5  gm.  of  naphthol  green  to  a  liter  of  the  solution 
—the  effect  is  to  produce  a  .more  decided  .hlne  colour  with  alkalies  than  is  given  hv 
lacmoid  alone,  s      "     j 
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(/.  C.  8.  Trans.  Ixi.  285),  the  imide  of.  dioinnamylplienylazimide. 
This  material  gives  a  Yiolefc  rose  colour  with  the  most  minute  traces 
of  alkali,  such,  for  instance,  as  would  occur  from  merely  heating 
alcohol  in  a  test  tube, — the  faint  trace  of  alkali  thus  derived  from  the 
glass  being  sufficient  to  cause  a  rapid  develojiment  of  colour. 

SHORT  SUMMARY  OF  THOMSON'S  RESULTS  WITH 
INDICATORS  AND  PURE  SALTS  OF  THE  ALKALIES 
AND  ALKALINK  EARTHS. 

The  whole  of  the  base  or  acid  in  the  following  list  of  substances 
may  be  estimated  with  delicacy  and  precision  imless  otherwise 
mentioned. 

Litmus  Cold. — Hydrates  of  soda,  potash,  ammonia,  lime,  baryta, 
etc.  ;  arsenites  of  soda  and  potash,  and  silicates  of  the  same  bases ; 
nitric,  sulphuric,  hydrochloric,  and  oxalic  acids. 

Litmus  Boiling. — The  neutral  and  acid  carbonates  of  potash,  soda, 
lime,  baryta,  and  magnesia,  the  sulphides  of  sodium,  and  potassium, 
and  silicates  of  the  same  bases. 

Methyl  Orange  Cold. — The  hydrates,  carbonates,  bicarbonates, 
sulphides,  arsenites,  silicates,  and  borates  of  soda,  potash,  ammonia, 
lime,  magnesia,  baryta,  etc.  ;  all  the  mineral  acids,  sulphites,  half  the 
base  in  the  alkaline  and  earthy  alkaline  phosphates  and  arseniates;. 

Rosolic  Acid  Cold. — The  whole  of  the  base  or  acid  may  be 
estimated  in  the  hydrates  of  potash,  soda,  ammonia,  and  arsenites, 
of  the  same ;    the  mineral  and  oxalic  acids. 

Rosolic  Acid  Boiling. — The  alkaline  and  earthy  hydrates  and 
carbonates,  bicarbonates,  sulphides,  arsenites,  and  silicates. 

Phenacetolin  Cold. — The  hydrates,  arsenites,  and  silicates  of  the 
alkalies  ;  the  mineral  acids. 

Phenacetolin  Boiling.— The  alkaline  and  earthy  hydrates,  car- 
bonates, bicarbonates,  sulphides,  arsenites,  and  silicates. 

Phenolphthalein  Cold.— The  alkaline  hydrates,  except  ammonia ; 
the  mineral  acids,  oxalic,  citric,  tartaric,  acetic,  and  other  organic  acids. 

Phenolphthalein  Boiling.— The  alkaline  and  earthy  hydrates, 
carbonates,  bicarbonates,  and  sulphides,  always  excepting  ammonia 
and  its  salts. 

Lacmoid  Cold.— The  alkaline  and  earthy  hydrates,  arsenites  and 
borates,  and  the  mineral  acids.     Many  salts  of  the  metals  which  are 
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more  or  less  acid  to  litmus  are  neutral  to  lacmoid,  sncli  as  the  sttlptates 
and  cUoiides  of  iron,  copper,  and  zinc ;  therefore  this  indicator  serTes 
for  estimating  free  acids  in  such  solutions. 

Lacmoid  Boiling. — The  hydrates,  carbonates,  and  bicarbonates  of 
potash,  soda,  and  alkaline  earths. 

Lacmoid  Paper. — ^Th«  alkaline  and  earthy  hydrates,  carbonates, 
bicarbonates,  sulphides,  arsenites,  silicates,  and  borates ;  th-e  mineral 
acids  ;  half  of  the  base  in  sulphites,  phosphates,  arseniates. 

This  indicator  reacts  alkaline  with  the  chromates  of  potash  or  soda, 
but  neutral  with  the  bicarbonates,  so  that  a  mixture  of  the  two,  or  of 
bichromates  with  free  chromic  acid,  may  be  titrated  by  its  aid,  which 
could  also  be  done  with  methyl  orange  were  it  not  for  the  colour  of 
the  solutions. 

The  following  substances  can  be  determined  by  standard  alcoholic 
potash,  with  phenolphthalein  as  indicator.  One  c.c.  normal  caustic 
potash  (1  c.c.  =  -056  gm.  KHO)  is  equal  to — (Hehner  and  Allen) 

■088  gm.  butyric  acid.  -1007  gm.  tributyrin. 

■282    „    oleic  acid.  ^2947    „    triolein. 

•256    ,,    palmitic  acid.  '2687    „    tripalmitin. 

■284    ,,    stearic  acid.  ^2967    ,,    tristearin. 

•410    ,,    cerotic  acid.  -6760    „    myricia. 

•329    „    resin  acids  (ordinary  colophony,  chiefly  sylvic  acid). 

General  Characteristics  of  the  Foregoing  Indicators. 

It  is  interesting  to  notice  the  diff'erent  degrees  of  sensitiveness 
shown  by  indicators  used  in  testing  acids  and  alkalies.  This  is  well 
illustrated  by  Thomson's  experiments,  where  he  used  solutions  of 
the  indicator  containing  a  known  weight  of  the  solid  material,  and  so 
adjusted  as  to  give,  as  near  as  could  be  judged,,  the  same  intensity  of 
colour  in  the  reaction. 

It  was  found  that  lacmoid,  rosolic  acid,  phenacetolin,  and  phenolph- 
tlialein  were  capable  of  showing  the  change  of  colour  with  one-fifth  of 
the  quantity  of  acid  or  alkali  which  was  required  in  the  case  of  methyl 
orange  or  litmus  ;  that  is  to  say,  in  100  c.c.  of  liquid,  where  the  latter 
took  0^5  c.c,  the  same  effect  with  the  former  was  gained  by  O'l  c.c. 

Another  imiportant  distinction  is  shown  in  their  respective  behaviour 
■with  mineral  and  organic  acids. 

It  is  true  the  whole  of  them  are  alike  serviceable  for  the  mineral 
acids  and  fixed  alkalies ;  but  they  differ  considerably  in  the  case  of 
the  organic  acids  and  ammonia.  Methyl  orange  and  lacmoid  appear 
to  be  most  sensitive  to  alkalies,  while  phenolphthalein  is  most  sensi- 
tive to  acids ;  the  others  ai^pear.  to  occupy  a  position  between  these 
extremes,  each  showing,  however,  special  peculiarities.  The  distinction, 
however,  is  so  marked,  that,  as  Thomson  says,  it  is  possible  to  have 
a  liquid  which  may  be  acid  to  phenolphthalein  and  alkaline  to  lacmoid. 

The  presence  of  certain  neutral  salts  has,  too,  a  definite  effect  on  the 
sensitiveness  of  certain  indicators.     Sulphates,  nitrates,  chlorides,  etc.. 
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letard  the  aetioii  of  methyl  orange  shghtly,  while  in  ,the  case  of 
phenacetolin  and  pheuolphthalein  they  have  no  effect.  On  the  other 
hand,  neutral  salts  of  ammonia  have  such  a  disturbing,  ijofluence  on  tiie 
latter  as  to  render  it  useless,  unless  vfith  special  precautions. 

Nitrous  acid  alters  the  composition  of  methyl  ora,nge ,;  so  also  do 
nitrites-wlienexisting  in  any  quantity.  Forbes  Carpenter  has  noted 
this  effect  in  testing  the  exit  gases  of  vitriol  chambers  (/.  *S'.  G.  I. 
V.  287). 

Sulphites  of  the  fixed  alkalies  and  alkaline  earths  are  practically 
neutral  to  phenolphthalein,  but  alkaline  to  litmus,  methyl  orange,  and 
phenacetolin. 

Sulphides,  again,  can  be  accurately  titrated  with 'methyl  orange  in 
the  cold,  and  on  boiling  off  the  HgS  a  tolerably  accuijate  result  can  be 
obtained  with  litmus  and  phenacetolin,  but  with  phenolphthalein  the 
neutral  point  occurs  wheu  half  the  alkali  is  saturated.  The  phosphates 
•of  the  alkalies,  arseniates,  and  arsenites,  also  vary  in  their  effects  on 
the  various  indicators. 

Thomson  classifies  the  xisual  neutrality  indicators  into  three.groups. 
The  methyl  orange  group,  comprising  that  substance,  together  with 
lacmoid,  dimethylamidobenzene,  cochineal  and  Congo  red ;  the  phen- 
olphthalein group,  consisting  of  itself  and  turmeric ;  the  Jitmus 
group,  inffiluding  litmus,  rosolic  acid,  and  phenacetolin.  The ,  methyl 
orange  group  are  most  susceptible  to  alkalies,  the'phenolphthaiein  to 
acids,  and  the  litmus  somewhat  between  the  two.  This  classification 
has  nothing  to  do  with  delicacy  of  reaction,  but  with  the  special 
behaviour  of  the  indicator  under  the  same  circumstances  ;  for  instance, 
saliva,  which  is  generally  neutral  to  litmus  paper,  is  always  .strongly 
alkaline  .to  lacmoid  or  Congo  red,  and  acid  to  turmeric  paper.  Fresh 
milk  reacts  very  much  in  the  same  way.  Xo  Absolutely  hard  .and  fast 
line  can  however  be  drawn. 

Thomson  gives  the  following  table  as  an  epitome  of  the  results 
obtained  with  indicators,  ..and  on  which  several  processes  have  been 
based.  The  figures  refer  to  the  number  of  atoms  of  hydrogen  displaced 
by  the  monatomic  metals,  sodium  or  potassium,  in  the  form  of 
hydrates.  "V\Tiere  a  blank  is  left  it  is  meant  that  the  end-reaction 
is  obscure.  The  figures  apply  -also  to  ammonia,  .except  where 
jjhenolphthalein  is  concerned,  and  when  boiling  solutions  are  used. 
Caicium  and  barium  hydrates  also  give  similar  results,  except  where 
insoluble  compounds  are  produced.  Lacmoid  paper  acts  in  every 
-Tespect  like  methyl  orange, .  except ,  that  it  is  not  affected  by  nitrous 
acid  or  its  compounds.  Turmeric  paper  behaves  exactly  like  phen- 
olphthalein with  the  mineral  acids  and  also  with  thiosulphuric  and 
organic  acids. 

A.  H.  Allen  clearly  points  out  that  the  acid  which  enters  into,  the 
■composition  of  an  indicator  must  be  weaker  than  the  aoid  which  it  is 
■required  to  estimate  by  its  means.  The  acid  of  which  methyl  orange 
is  a  aaltas  a  tolerably  strong  one,  since,  it  is  only  completely  displaced 
by  the  mineral  acids ;  the  organic  acids  are  not  strong  enough  to 
overpower  it  completely,  hence  the  uncertainty  of  the  end-reaction. 
-The  still  weaker  acids,  such  as  carbonic,: hydrocyanic,  boric,  oleic,  etc., 
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do  not  decompose  the  indicator  at  all,  hence  their  salts  may  be  titrated 
by  it,  just  as  if  the  bases  only  were  present.  On  the  other  hand 
the  acid  of  phenolphthalein  is  extremely  weak,  hence  its  salts  are 


Acids. 

Methyl  Orange. 

Phenolplitlialein. 

litmus. 

^ame. 

Formula.. 

Cold. 

Cold.    .BofliEg. 

Cold. 

Boiling. 

Sulphuric     .     . 

H2SO4 

2 

2              2 

2 

2 

Hydrochloric 

HCl 

1             ' 

1 

1 

1 

1 

Nitric 

HNO3 

1 

1 

1 

1 

1 

Thiosulphuric    . 

H2S2O3 

2 

2 

2 

2 

2 

Carbonic  . 

H-iCOs 

0 

1  dilute 

0 

■ — 

0 

Sulphurous 

H2SO3 

1 

2 

■ — 

— 

— ■ 

Hydrosulphurio 

H2S 

0 

1  dilute 

0 

— 

0 

Phosphoric   .     . 

H3PO4 

1 

2 

• — 

— 

— 

Arsenic    . 

HsAsOj 

1 

2 

— 

— 

— 

Arsenious 

H3ASO3 

0 

— 

— 

0 

0 

Nitrous    . 

HNO2 

indicator  destroycti 

1 

— 

1 

— 

Silicic  . 

H4Si04 

0 

— 

— 

0 

0 

Boric  . 

H3BO3 

0 

— 

— 

— 

— 

Chromic 

HjCrOj 

1 

2 

2 

— 

— 

Oxalic . 

H2C2O4 

— 

2 

2 

2 

2 

Acetic . 

HC2H3O2 

— 

1 

— 

1  nearly 

— 

Butyric 

HC4H,02 

— 

1 

— 

1  nearly 

— 

Succinic 

H2C4H4O4 

— 

2 

— 

2  nearly 

— 

Tia«tic  . 

HCsHsOa 

— 

1 

— 

1 

— 

Tartaric 

S.2GiH.fiQ 

— 

2 

— 

2 

—     ■ 

Citric 

HsCeHsO, 

— 

3 

— 

— 

easily  decomposed  by  the  organic  and  carbonic  acids.  A  combination 
of  the  two  indicators  is  frequently  of  service ;  say,  for.  instance,  in 
a  mixture  of  normal  and  acid  sodium  carbonate,  if  first  titrated  with 
phenolphthalein  and  standard  mineral  acid,  the  rose  colour  disappears 
exactly  at  the  point  when  the  normal  carbonate  is  saturated,  the 
bicarbonate  can  then  be  found  by  continuing  the  operation  with 
methyl  orange.  The  study  of  these  new  indicators  is  still  somewhat 
imperfect,  and  requires  further  elucidation  ;  more  especially  if  we  take 
into  consideration  some  new  aspects  of  the  question  mentioned  in 
a  paper  by  E.  T.  Thomson  (/.  S.  C.  I.  xii.  432).  The  experiments 
there  recorded  and  which  are  too  voluminous  to  joroduce  here,  are  of 
a  very  interesting  character  and  point  to  the  supposition  that  molecular 
condition,  viscosity  of  the  liquid  or  some  such  influence  was  at  work, 
so  as  to  modify  very  considerably  the  action  of  the  indicator.  The 
irregularities  occurring  in  the  cases  mentioned  are  no  doubt  exceptional, 
and  need  not  disturb  the  faith  hitherto  reposed  in  well-known  and 
much-used  methods  of  titration. 

The  particular  indicator  whose  erratic  action  was  under  discussion 
was  phenolphthalein  and  it  was  demonstrated,  that  in  using  this 
indicator  in  the  titration  of  boric  acid  with  soda,  no  satisfactory  end- 
reaction  could  be  got  in  a  merely  aqueous  solution,  but  that  by  the 
addition  of  not  less  than  30  per  cent,  of  glycerin  to  the  mixture, 
a  perfectly  correct  determination  could  be  made.  Other  substances 
such   as   starch,  glucose,  and   cane   sugar   had  a  similar  effect,   but 
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not  to  the  same  extent  as  glycerin.  Mannitol  acts  just  as  well. 
(See  §  22.) 

The  result  of  these  investigations  is  to  give  a  fairly  satisfactory 
method  of  estimating  volumetrically  the  boric  acid  existing  in  its 
natural  compounds  and  ■\'arious  kinds  of  food. 

An  excellent  classification  of  the  more  modern  indicators  as  well  as 
those  previously  described  is  given  by  F.  Glaser  {Z.  A.  C,  1899, 
273-8),  and  the  sum  of  his  remarks  on  them  is  given  in  /.  O.  S.  /., 
1899,  Abst.  708. 

Geotjp  I.  (sensitive  to  alkalies). 

Tropaeolin  00. 

Methyl  and  Ethylorauge,  Dimethylamido-azobenzene. 

Congo  Eed,  Benzopurpurin,  lodo-eosin,  Cochineal. 

Laomoid. 

Gkoup  II. 

Pluoresoein,  Phenacetolin. 

Alizarin,  Orseille,  Haimatoxylin,  Gallein. 

Litmus. 

^-Nitrophenol;  Guaiacum  tincture. 

Eosolic  Acid. 

Geoup  III.  (sensitive  to  acids). 

Troijaeoliu  000. 

Phenolphthalein,  Turmeric,  Curcumin  "W.  Plavefcin. 

a-Naphtholbenzein. 

Poirrier's  Blue  C4B. 

The  above  indicators  are  all  either  of  acid  or  saline  nature,  and  the  classification 
is  based  upon  the  strength  of  the  acid  radicle  contained  in  each.  Members  of 
Group  I.  are  of  strong  acid  nature,  consequently  they  react  readily  with  bases 
forming  stable  salts ;  they  are  not  sensitive  to  weak  acids.  The  acid  character  of 
the  indicators  in  Group  III.  is  only  weakly  marked,  consequently  they  are  but 
slightly  sensitive  to  bases ;  their  salts  are  unstable  and  easily  decomposed  by 
acids.  Members  of  Group  II.  are  intermediate  in  character  between  those  of 
Groups  I.  and  III.  The  table  is  so  drawn  up  that  the  sensitiveness  of  the 
successive  indicators  to  alkalies  decreases  as  the  sensitiveness  to  acids  increases. 

The  knowledge  of  the  position  of  an  indicator  is  of  importance  when  bodies  are 
titrated  whose  basic  or  acid  character  is  not  well  marked,  e.g.,  the  salts  of  the 
mineral  acids  with  alumina,  carbonates,  silicates,  etc.  Further,  the  table  enables 
us  to  determine  to  some  extent  the  nature  and  strength  of  an  acid  or  base  b}^ 
titrating  it  "with  the  help  of  different  indicators,  e.g.,  if  one  acid  can  be  readilj' 
titrated  mth  the  help  of  either  laomoid  or  litmus,  and  another  only  with  the 
latter,  then  the  two  acids  must  be  of  different  strengths. 

"When  titrating  formic  acid,  laomoid  is  a  fairly  good  indicator,  but  litmus  is 
better ;  with  acetic  acid  a  member  of  Group  III.  must  be  used.  Here  we  have 
a  confirmation  of  the  fact  that  among  homologous  organic  acids  with  the  same 
number  of  carboxyl  groups,  the  acid  character  diminishes  with  increasing- 
molecular  weight. 

In  titrating  alkalies  the  rule  holds  good  that  an  indicator  only  shows  the  end 
of  a  reaction  sharply  when  the  product  of  the  change  is  neutral.  The  change  of 
colour  is  only  sharp  when  strong  fixed  bases  are  used ;  ammonium  salts  being 
readily  hydrolysed  by  the  water  present.  When  very  dilute  solutions  of  the 
fixed  bases  are  used,  the  colour  change  is  often  not  sharp ;  this  is  due  more  to 
the  hydrolytic  action  of  the  water  on  the  indicator  than  on  the  salt  formed. 

Hydrolytic  changes  in  presence  of  indicators  of  Group  III.  are  frequentl}- 
ascribed  to  the  influence  of  CO2  in  the  air.     The  author  shows  experimentall}- 
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that  the  &ding  of  the  colour  ni  a  weak  alkaline  solution  containing  phenolpli- 
tiialein  is  due  more  to  the  hydrolytio  action  of  the  water  present  than  to 
.atmospheric  CO;.* 

PREPARATION    OT    THE    NORMAL    ACID    AND 
ALKALINE    SOLUTIONS. 

§  r5.  It  is  quite  possible  to  carry  out  the  titration  of  acids  and 
:  alkalies -with  only  one  standard  liquid  of  each  kind  ;  hut  it  frequently 
happens  that  standard  acids  or  alkalies  are  required  in  other  processes 
•of  titration  hesides  mere -saturation,  and  it  is  therefore  advisable  to 
have  a  variety. 

Above  all  things  it  is  absolutely  necessary  to  have,  at  least,  one 
^standard  acid  and  alkali  prepared  with  the  most  scrupulous  accuracy 
to  use  as  foundations  for  all  others. 

It  is  preferable  to  use  sulphuric  acid  for  the  normal  acid  solution, 
inasmuch  as  there  is  no  difficulty  in  getting  the  purest  acid  in  com- 
merce. The  normal  acid  made  with  it  is  totally  unaffected  by  boiling, 
even  when  of  full  strength,  which  cannot  be  said  of  either  nitric  or 
hydrochloric  acid.  Hydrochloric  acid  is  however  generally  preferred 
by  alkali  makers,  owing  to  its  giving  soluble  compounds  with  lime  and 
-similar  bases.     Nitric  and  oxalic  acids  are  also  sometimes  convenient. 

Sodium  carbonate,  on  tlie  other  hand,  is  to  be  preferred  for .  the 
■standard  alkali,  because  it  may  readily  be  prepared  in  a  pure  state,  or 
may  be  easily  made  from  pure  sodium  bicarbonate  as  described  further 
■on.f  Differences  of  opinion  exist  among  chemists  as  to  the  best 
■substances  to  he  used  as  standards  in  preparing  the  various  solutions 
used  in  alkalimetry  arid  acidimetry.  My  experience  satisfies  me,  that 
•although  many  of  these  modifications  may  serve  very  well  as  controls, 
there  is  no  more  Tellable  standard  than  puie  sodium  carbonate. 

The  chief  difficulty  with  sodium  carbonate  is,  that  with  litmus  as 
indicator,  the  titration  must  be  carried  on  at  a  boiling  heat  in  order  to 
•get  rid  of  CO2,  which  hinders  the  pure  blue  colour  of  the  indicator, 
notwithstandmg  the  alkali  may  be  in  great  excess.  This  difficulty  is 
now  set  aside  by  the  use  of  methyl  orange.  In  case  the  operator  has 
not  this  indicator  at  hand,  litmus  or  phenolphthaleiu  give  perfectly 
accurate  results,  if  the  saturation  is  first  conducted  by  rapidly  boiling 
the  liquid  for  a  minute  after  each  addition  of  acid  until  the  point  is 
reached  when  one  drop ,  of  acid  in  excess  gives  a  change  of  colour, 
which  is  not  altered  by  further  boiling.  This  is  used  as  a  preliminary 
test,  but  as  titrations  are  usually  conducted  at  ordinary  temperatures,. 
the  final  adjustment  shpiild  be  made  by  adding  in  the  second  ■  trial 
a  moderate  excess  of  the  acid,  then  boiling  to  get  thoroughly  rid  of 
Cdj,  rapidly  cooling  the  liquid,  and  titrating  back  with  an  accurate 
standard  alkali.  A  slight  calculation  will  then  give  the  figures  for 
adjustment.     If  great  accuracy  is  required  this  boiling  nmst  not  take 

*  A  •very-oomprehensive  list  -of  indicator  solutions  and  papers  is  compiled  by  A.  I.  C  o  hoi' 
Ph.  G.,  and  published  by  T.  Wiley  and  Sons,  New  .York. 

t  Th6  author  always  uses  the  powdered  salt  manufactured  liy  Howards  and  Sons,  Stratford, 
Iiondon,  which'gives-a  perfectly  clear  solution  in  water,  and  shows  no  tiuce  of  chlorides, 
■  sulphates,  or  any  otherimpnrity. 
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place  in  glass  flasks,  but  in  vessels  of.  poicelain,  platiimm,  or  silver,  as 
even  Jena  glass  is  affected  by  boiling  alkaline  solutions. 

As  has  been  previously  said,  tliese  two.  standards  of  acid  and  alkali 
must  be  prepared  witli  the  utmost  care,  sinCS  vt'pon  their  correct 
preparation  and  preservation  depends  the  verificaition  of  other  standard 
solutions. 

The  best  method  of  preparing  sodium  carbonate  for  standardizing 
sulphuric  or  hydrochloric  acid  is  to  half  fill  a  platinum  basin  with 
pure  sodium  bicarbonate  in  powder  (NaHCOa).  Place  it  in  an  air 
bath  already  heated  to  about  200°  C,  and  raise  the  temperature  to- 
270  -  80°  but  not  more  than  300°  C.  Let  it  remain  at  this  tempera- 
ture half  an  hour,  then  cool  it  in  an  exsiccator,  and  before  it  is  quite 
cold  transfer  it  to  a  warm,  dry,  stoppered  tube  or  bottle,  out  of  which 
it  may  be  weighed  rapidly  when  wanted.  The  carbonate  so  produced 
will  be  free  from  lumps  and  easily  soluble  in  cold  distilled  water.  To 
standardize  the  diluted'  acid  about  2  or  3  grams  of  carbonate  should 
be  quickly  weighed,  dissolved  in  about  80  or  100  c.c  of  water,  2  drops 
of  methyl  orange  solution  added,  and  the  operation  completed  by 
running  the  acid  of  unknown  strength  from  a  burette  divided  into 
J„^  c.c.  into  the  soda  solution  in  small  quantities  until  exact  saturation 
occurs. 

A  second  trial  should  now  be  made,  but  preferably  with  a  different 
weight  of  the  salt.     The  saturation  is  carried  out  jDrecisely  as  at  first. 
The  data  for  ascertaining  the  exact  strength  of  the  acid  solution  by , 
calculation  are  now  in  hand, 

A  strictly  normal  acid  should  at  16°  C.  exactly  saturate  sodium 
carbonate  in  the  proportion  of  100  c.c.  to  5'3  gm. 

Suppose  that  2"46  gm.  carbonate  required  41 '5  c.c.  of  the  acid  in 
the  first  experiment,  then 

2-46  :  5-3  :  .:  41-5  :  .r=89-4  c.c. 

Again  :  2'153  gm.  carbonate  required  3-6'32  c.c.  of  acid,  then 

2-153  :  5-3  :  :  36-32  :  a;  =  89-4  c.c. 

The  acid  may  now  be  adjusted  by  measuring-  890  c.c.  into  the 
graduated  liter  cylinder,  adding  4  c.c.  from  the  burette,  or  with 
a  small  pipette,  and  filling  to  the  liter  mark  with  distilled  vrater. 

Finally,  the  strength  of  the  acid  so  prepared  must  be  proved  by 
taking  a  fresh  quantity  of  sodium  carbonate,  or  by  titration  with 
a  strictly  normal  sodium  carbonate  solution  previously  made,  and 
using  not  less  than  50  c.c.  for  the  titration,  so  as  to  avoid  as  much  as 
possible  the  personal  errors  of  measurement  in  small  quantities.  If 
the  measuring  instruments  all  agree,  and  the  operations  are  all  con- 
ducted with  due  care,  a  drop  or  two  in  excess  of  either  acid  or  alkali 
in  50  c.c.  should  sufiice  to  reverse  the  colour  of  the  indicator. 

TfaB  adoption  of  sodium  carbonate  as  a  standard  for  preparing 
normal  acid  solutions  is  strongly  recommended  in  Lunge's  Eeport  to 
the  International  Congress  of  Applied  Chemistry  (Zeits.  f.  angew. 
Chem.,  1903.,  xxiv,  560  also  Analyst,  xxviii.  307^1.  From  the  acid  so 
standardized  a  corresponding  normal  caustic  alkali  may  be  made,  and 
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from  that   a   normal   oxalic  acid,  and  from  that  a  decinornial  per- 
manganate. 

1.     Ifbrmal    Sodium   Carbonate. 

53  gm.  ISTajCOg  per  liter. 

This  solution  is  made  by  dissolving  crystals  of  pure  sodium  car- 
bonate, then  ascertaining  its  strength  by  a  correct  normal  acid  at  16°, 
and  adjusting  its  volume  so  that  it  corresponds,  exactly  with  the 
normal  acid:  Absolutely  pure  anhydrous  sodium  carbonate  is  difficult 
to  find  in  commerce,  and  even  if  otherwise  pure,  is  generally  con- 
taminated with  insoluble  dust  contracted  in  the  process  of  drying. 

2.     Normal   Potassium   Carbonate. 

69  gm.  K3CO3  per  liter. 

This  solution  is  sometimes,  though  rarely,  preferable  to  the  soda 
salt,  and  is  of  service  for  the  estimation  of  combined  acids  in  certain 
cases,  where,  by  boiling  the  compound  with  this  agent,  an  interchange 
of  acid  and  base  occurs. 

It  cannot  be  prepared  by  direct  weighing  of  the  potassium  carbonate, 
and  is  therefore  best  established  by  titrating  a  solution  of  unknown 
strength  with  strictly  normal  acid. 

3.     lirorm.al   Sulphuj?ic  Acid. 

49  gm.  HgSO^  per  liter.. 

About  30  c.c.  of  pure  sulphuric  acid  of  sp.  gr.  1  -840,  or  thereabouts, 
are  mixed  with  three  or  four  times  the  volume  of  distilled  water  and 
allowed  to  cool,  then  put  into  the  graduated  cylinder  and  diluted  up 
to  about  a  liter  at  the  proper  temperature.  The  solution  may  now  be 
titrated  with  sodium  carbonate,  as  previously  described,  and  accurately 
adjusted. 

In  the  foregoing  directions  for  the  preparation  of  standard  acid  and 
alkali  it  is  evident  that  with  the  exception  of  control  by  the  rather 
doubtful  precipitation  of 'the  sulphuric  acid  by  barium,  the  responsi- 
bility for  an  accurate  acid  solution  is  thrown  upon  the  sodium 
carbonate,  and  though  my  experience  has  been  that  with  proper  care 
this  is  quite  reliable,  it  is  plam  that  any  other  means  of  getting  at  the 
accurate  strength  of  the  sulphuric  acid  will  be  acceptable.  This  is 
now,  owing  to  the  elaborate  and  careful  experiments  of  Pickering  on 
the  specific  gravities  of  various  solutions  of  sulphuric  acid,  rendered 
quite  possible  (J.  G.  S.  Trans.,  1890,  64-184). 

It  is  true  that  the  conditions  under  which  the  working  strength  of 
the  acid  is  obtained  are  very  stringent,  and  need  the  utmost  care  in 
performance,  but  of  the  extreme  accuracy  of  the  result  there  is  no 
shadow  of  doubt. 

We  are  indebted  to  A.  Marshall,  who  has  made  use  of  Pickering's 
figures  to  calculate  a  formula  and  tables,  which  may  be  used  for  making 
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up  standard  solutions  of  svilphuric  acid  with  great  accuracy  and  ease. 
Pickering's  percentages  are  based  upon  the  freezing  points  of  con- 
centrated sulphuric  acid,  and  they  are  accurate  within  O'Ol  per  cent. 
As  practically  no  volumetric  raethod  can  be  relied  upon  within  less 
than  O'l  per  cent,  this  leaves  an"ample  margin.  Consideration  of  the 
figures  shows  that  the  strength  of  the  acid  can  "be  determined  with  the 
necessary  accuracy  'with  least  difficulty  when  the  acid  contains  from 
60  to  85  per  cent,  of  H2SO4.  Between  these  liniits  an  error  of  O'OOl 
in  the  specific  gravity  or  of  1°  C.  in  the  temperature  will  introduce  an 
error  of  about  0-14  per  cent,  in  the  amount  of  acid,  whereas  outside 
the  above  limits  the  error  introduced  may  be  many  times  as  great. 

Method  of  Peoceduke  :  Highly  pure  sulphuric  acid  should  be  taken  and 
diluted  with  water  (preferably  by  adding  the  acid  to  the  water).  Cool  the 
mixture  to  a  convenient  temperature  and  then  determine  its  specific  gravity. 
The  temperature  must  be  known  within  0'5°  C.  and  the  specific  gravity  within 
0"0005.  If  a  Sprengel  tube  of  25  o.c.  capacity  be  used,  the  weighings  must  be 
correct  within  O'Ol  gm.  The  percentage  of  II_,S04  in  the  acid  is  then  given  by 
the  formula 

P  =  D  (85-87 +  -05  T--0004  i^) -69-80 

where  P=per  cent,  of  HiS04  in  the  acid 

and  D= density  of  the  acid  at  T°  C.  referred  to  water  at  t°  C. 
The  above  formula  may  be  used  for  any  temperatures  from  0°  to  40°  C.  and 
for  acid  containing  62  to  82  per  cent,  of  H2SO4.    The  percentages  given  by  it 
are  correct  with  ±  -1  per  cent. 

The  weight  of  acid  required  for  the  preparation  of  the  standard  solution  can 
now  be  calculated. 

Let  A  =  grams  of  H2SO4  per  liter  in  the  required  solution 

and  re = number  of  liters  required 

and  W=weight  of  the  acid  which  must  be  weighed  out 

'^^^"^  W  =  „Ax?^0 

Weigh  out  "W  grams  of  the  acid  and  make  it  up  to  »  liters. 

The  percentages  given  by  the  above  empirical  formula  are  quite  accurate 
enough  for  all  ordinary  purposes ;  the  maximum  error  which  could  be  introduced 
by  employing  them  is  about  1  in  1,500.  More  accurate  values  may,  however, 
be  obtained  from  Tables  I.  and  II. ;  if  great  care  be  exercised,  the  error  in  the 
percentage  need  not  then  exceed  1  in  7,000.  The  weights,  on  which  these  tables 
were  based,  were  fully  corrected  for  air  displacement.  The  weights  of  acid  and 
water  contained  by  the  piknometer,  or  Sprengel  tube,  must  therefore  be  similarly 
corrected.  Unless  a  very  high  degree  of  accuracy  be  aimed  at,  this  correction 
may  be  made  by  subtracting  O'OOl  from  the  uncorrected  specific  gravity  found. 

The  table  at  18°  C.  (Table  II.)  is  slightly  more  rehable  than  that  at  15°  C. 
(Table  I.),  as  18°  was  one  of  the  temperatures  at  which  Pickering  actually 
determined  the  densities.* 

'  The  figures  of  tkese  tables  are  only  applicable  to  pure  sulphuric  acid. 
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Tablie  I. 
For  Ascertaining  the  Peroemtage  Strength  of  Sulphnrie  Aeid 
Solutions  from  the  Specific  Gravities  at  15°  C.  (Water  at 
1S°  C.  =  l). 


Specific 
Sravity 

0. 

1.       i      .2. 

8. 

4. 

5. 

6. 

7. 

8.     1     9. 

-1-60 

68-72 

68-80 

68-89 

68-97 

69-06 

69-15 

69-23 

69-32 

69-40  '  69-49 

1-61 

69-58 

69-66 

69-75 

69-84 

69-92 

70-01 

70-09 

70-18 

70-26    70-35 

1-63 

70-43 

70-52 

70-60 

70-69 

70-77 

70-86 

70-94 

71-03 

71-11  ,  71-20 

1-63 

71-28 

71-37 

71-45 

71-54 

71-62 

71-71 

71-80 

71-88 

71-97    72-05 

164 

72-13 

72-22 

.72-30 

72-39 

72-47 

72-56 

72-64 , 

72-73 

72-81    72-90 

1-65 

72-98 

73-07 

73-15 

73-24 

73-32 

73-41 

73-49 

73-57 

73-66    73-74 

1-66 

.73-83 

73-91 

74-00 

74^08 

74-17 

74-25 , 

74-34 

74-.42 

74-51    .74-59 

1-67 

74-68 

74-76 

74-85 

74-93 

75-02 

75-10 

7519 

75-27 

75-36    75-44 

1-68 

75-52 

75-61 

75-69 

75-78 

75-86 

75-9S 

76-03 

76-12 

76-21    76-29 

1-69 

76-38 

76-47 

76-55 

76-64 

76-72 

76-81 

76-90 

76-98 

77-07    77-15 

1-10 

77-24 

77-33 

77-41 

77-50 

77-59 

77-67 

77-76 

77-84 

77-93    78-02 

1-71 

78-10 

78-19 

78-28 

78-36 

,78-45 

78-53 

78-62 

78-71 

78-79    78-88 

1-72 

78-97 

79-05 

79-14 

79-22 

79-31 

79-40 

79-48 

79-57 

79-65    79-74 

1-73 

79-83 

79-91 

8000 

80-09 

80-18 

80-27 

80-37 

80-46 

80-55    80-64 

1-74 

80-73 

80-82 

80-91 

81-00 

81-10 

81-19 

81-28 

81-37 

81-46    81-55 

1-75 

81-64 

81-73 

81-83 

81-98 

82-01 

82-11 

82-21 

82-30 

82-40    82-50 

1-76 

82-60 

82-70 

82-79 

82-89 

82-99 

83-09 

8319 

83-28 

83-38    ,83-48 

1-77 

83-58    83-68 

83-77 

83-87 

83-97 

84-07 

84-16 

84-26 

84-36    84-45 

Table  II. 
For  Ascertaining  the  Percentage  S-trength  of  Sulphuric  Acid 
Solutions  from  the  Specific  Gravities  at  18°  C.  (Water  at 
18°  C.  =  l). 


Specific 
Gravity 

0. 

1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 
69-58 

9. 
69-66 

1-60 

68-89 

68-97 

69-06 

69-15 

69-23 

69-32 

69-40 

69-49 

1-61 

69-75 

69-83 

69-92 

70-01 

70-09 ' 

70-18 

70-26 

70-35 

70-43 

70-52 

1-62 

70-61 

70-69 

70-78 

70-86 

70-95 

71-03 

71-12 

71-20 

71-29 

71-37 

1-63 

71-46 

71-55 

71-63 

71-72 

71-80 

71-89 

71-97 

72-06 

72-14 

72-23 

1^64 

72-Sl 

72-40 

72-48 

72-57  ■ 

72-65 

72-74 

72-82 

72-91 

72-99 

73-08 

1-65 

73-16 

73-25 

78-33 

73-42 

73-50 

73-59 

73-67 

73-76 

73-84 

73-93 

1-66 

74-01 

74-10 

74-18 

74-27 

74-35 

74-44 

74-52 

74-61 

74-69 

74-78 

1-67 

74-86 

74-95 

75-03 

7512 

75-20 

75-29 

75-37 

75-46 

75-54 

75-63 

1-68 

75-71 

75-80 

75-88 

75-97 

76-05 

76-14 

76-22 

76-31 

76-40 

76-48 

1-69 

76-57. 

75-65 

76-74 

76-82 

76-91 

76-99 

77-08 

77-17 

77-25 

77-34 

1-70 

77-42 

77-51 

77-59 

77-68 

77-77 

77-8S 

77-94 

78-03 

78-11 

78-20 

1-71 

78-29 

78-37 

78-46 

78-55 

78-63 

78-72 

78-81 

■78-90 

78-98 

79-07 

1-72. 

79-16 

79-24 

79-33 

79-42 

79-Sl, 

79-59 

79:eg 

79-77 

^9-85 

79-94 

1-73 

80-03 

80-12 

80-21 

80-30 

80-39 

80-48 

80-57 

80-66 

80-75 

80-84 

1-74 

80-93 

81-02 

81-12 

81-21 

81-30 

81-40 

81-49 

81-58 

81-67 

81-76 

1-75 

81-86 

81-H5 

82-04 

82-14 

82-24 

82-34 

82-44 

82-53 

S2-63 

82-72 

1-76 

82-82 

82-92 

83-02 

83-13 

83-23 

83-32 

83-42 

83-52 

83-62 

83-72 

1-77 

83-82 

84-92 

84-02 

84-12 

84-22 

84-33 

84-43 

84-54 

84-65 

84-77 

Using  these  tables  I  have  found  that  a  normal  acid  of  great  accuracy 
may  readily  be  prepared,  and  the  strong  solution  may  be  kept  intact 
in  strength  if  placed  in  a  -well-stoppered  bottle  so  as  to  preserve  it 
from  damp  air.  The  fact  that  the  concentrated  acid  is  weighed,  and 
not  measured,  is  an  additional  security,  and  the  -vreighing  may  take 
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place  within'  a  large  range  pf  temperatures  withowt  any  practical- loss, 
of'  accnracy. 

As  a  check  to  the  normal  solution  thus  made  I  have  used:  pure 
sodium  carbonate  prepared  aud  weighed  with  the  utmost  care,,  and 
titrated  by  the  help  of  methyl  orange,  with  the  most  satisfactery 
results. 

4.     Normal    Oxalic  Acid. 

63  gm.  Gfi^-E^,2TIfi,  or  45  gm.  CjO^H^  per  liter. 

This  solution  cannot  very  weU  be  established  by  direct  weigliing,. 
owing  to  uncertain  hydration;  hence  it  must  be  titrated  by  normal- 
alkali  of  known  accuracy,  and  phenolphthalein  as  indicator. 

The  solution  is  apt  to  deposit  some  of  the  acid  at  low  temperatures, 
but  keeps  fairly  well  if  preserved  from  direct  sunlight,  and  will  bear 
heating  without  volatOizing  the  acid.  Very  dilute  solutions  of  oxalic 
acid  are  unstable ;  therefore,  if  a  decinormal  or  centinormal  solution- 
is at  any  time  required,  it  should  be  made  when  wanted. 

5.     Normal   Hydrochloric  Acid. 

36-45  gm.  HCl  per  liter. 

It  has  been  shown  by  Roscoe  and  Dittmar  [J.  C:  S.  xii.  128,,- 
1860)  that  a  solution  of  hydrochloric  acid  containing  20'2  per  cent,  of 
the  gas  when  boiled  at  about  760  m.m.  pressure,  loses  acid  and  water- 
in  the  same  proportion,  and  the  residue  will  therefore  have  the- 
constant  composition  of  20'2  per  cent,  or  a  specific  gravity  of  I'-IO. 
About  181  gm.  of  acid  of  this  gravity,  diluted  to  one  liter,  serves  very 
well  to  form  an  approximate  normal  acid. 

The  actual  strength  may  be  determined  by  precipitation  with  silver 
nitrate,  or  by  titration  with  an  ex:actly  weighed  quantity  of  pure- 
sodivim  carbonate,  or  pure  anhydrous  calcium  carbonate  (Iceland 
Spar),  Hydrochloric  acid  is  useful  on  account  of  its  forming  soluble 
compounds  with  the  alkaline  earths,  but  it  has  the  disadvantage  of 
volatilizing  at  a  boiling  heat.  Dittmar  says  that  this  may  be 
prevented  by  adding  a  few  grams  of  sodium  sulphate.  In  many 
cases  this  would  be  inadmissible,  for  the  same  reason  that  sulphuric- 
acid  cannot  be  used.  The  hydrochloric  acid  from  which  standard- 
solutions  are  made  must  be  free  from  chlorine  gas  or  metallic  chlorides,- 
and  should  leave  no  residue  when  evaporated  in  a  platinum  vessel. 

G.  T.  Moody  (/.  C.  S.  Trans.  1898;  658)  describes  a  method  of 
preparing  an  accurate  standard  acid  which  consists  in  passing  gaseous- 
HCl  into  water,  and  weighing  the  amount  absorbed.     This  requires 
a  rather  delicate  arrangement  of  apparatus,  but  is  undoubtedly  capable 
of  g*eat  accuracy  when  properly  carried  out. 

6.     Normal   Nitric   Acid. 

63  gm.  HlTOj  per  liter.. 

A  rigidly  exact  normal  acid  should  be  established-  by  sodium  or- 
calcium  carbonate,  as  in  the  case  of  normal  hydrochloric  acid. 
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The  nitric  acid  itsed  should  be  colourless,  free  from  chlorine  and 
nitrous  acid,  sp.  gr.  about  1'3.  If  coloured  from  the  presence  of 
nitrous  or  hyponitrous  acids,  it  should  be  mixed  ■with  two  volumes  of 
water,  and  boiled  until  white.  Wlien  cold  it  may  be  diluted  and 
titrated  as  previously  described  for  sulphuric  acid. 


7.     Normal   Alkaline   Hydroxides. 
Caustic  Soda,   or  Potash. 

40  gm.  XaHO  or  56  gm.  KHO  per  liter. 

Pure  caustic  soda  made  from  metallic  sodium  may  now  be  readily 
obtained  in  commerce,  and  hence  it  is  easy  to  prejiare  a  standard 
solution  of  exceeding  purity,  by  simply  dissolving  the  substance  in 
distilled  water  till  of  about  1'05  sp.  gr.,  or  about  50  gm.  to  the  liter, 
roughly  estimating  its  strength  by  normal  acid  and  methyl  orange  or 
litmus,  then  finally  adjusting  the  exact  strength  by  titrating  50  c.c. 
with  normal  acid. 

However  pure  caustic  soda  or  potash  may  otherwise  be,  they  are 
both  in  danger  of  absorbing  carbonic  acid,  and  hence  in  using  litmus 
or  phenolphthalein  the  titration  must  be  conducted  with  boiluig. 
Methyl  orange  permits  the  use  of  these  solutions  at  ordinary  tempera- 
ture notwithstanding  the  presence  of  COg. 

Sodium  and  potassium  hydroxides  may  both  be  obtained  now  in 
commerce  sufficiently  pure  for  all  ordinary  titration  purposes,  and 
iheir  solutions  may  be  freed  from  traces  Of  chlorine,  sulphuric, 
silicic,  and  carbonic  acids,  by  shaking  with  Millon's  base,  trimercur- 
ammonium  (C.  ^V.  xlii.  8).  Carbonic  acid  may  also  be  removed  by 
the  cautious  addition  of  barium  hydrate  in  solution,  shaking  well,  and 
then  after  settling  clear  ascertaining  the  exact  strength  with  correct 
standard  acid. 

In  preparing  these  aJkaline  solutions,  they  should  be  exposed  as 
little  as  possible  to  the  air,  and  when  the  strength  is  finally  settled, 
should  be  preserved  in  a  bottle  similar  to  that  shown  in  fig.  24,  or  in 
full  bottles  having  their  glass  stoppers  slightly  greased  with  vaseline. 


8.    Semi-normal  Ammonia. 

8-5  gm.  NHj  per  liter. 

This  strength  of  standard  ammonia  is  useful  for  saturation  analyses 
in  some  cases ;  it  is  cleanly,  does  not  readily  absorb  carbonic  acid, 
holds  its  strength  well  when  kept  in  a  cool  place  and  well  stoppered, 
but  is  liable  to  develop  flocculent  growths ;  it  may,  however,  be 
prepared  in  a  few  minutes,  by  simply  diluting  strong  liquid  ammonia 
with  fresh ,  distilled  water.  An  approximate  solution  may  be  made 
with  about  28  c.c.  of  -880  NH,  to  the  liter. 

A  normal  solution  cannot  be  used  with  safety,  owing  to  evaporation 
of  the  gas  at  ordinary  temperatures. 
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9.     Decinormal   Barium   Hydroxide. 

Tliis  solution  is  best  made  from  the  crystallized  hydroxide  approxi- 
mately of  ^/lo  strength.  This  is  done  by  shaking  up  in  a  stoppered 
bottle  powdered  crystals  of  barium  hydroxide  with  distilled  water,  and 
allowing  it  to  stand  a  day  or  two  until  quite  clear ;  there  should  be  an 
excess  of  the  hydrate,  in  which  case  the  clear  solution,  when  poured 
off  into  a  stock  bottle  fitted  with  a  tube  to  prevent  the  entrance  of 
COg  (see  fig.  24)  will  be  nearly  twice  the  required  strength.  It  is 
better  to  dilute  stiU  further  (after  taking  its  approximate  strength 
with  ^/lo  HCl  and  phenolphthalein)  with  freshly  boiled  and  cooled 
distilled  water ;  the  actual  working  strength  may  be  checked  by 
evaporatmg  20  or  25  c.c.  to  dryness  with  a  slight  excess  of  sulphuric 
acid,  then  igniting  over  a  Bunsen  flame  and  weighing  the  BaSO_j. 
The  corresponding  acid  may  be  either  ■''^/lo  oxalic,  nitric,  or  hydro- 
chloric, and  the  proper  indicator  is  phenolphthalein.  Oxalic  acid  is 
recommended  by  Pettenkofer  for  carbonic  acid  estimation,  because 
it  has  no  effect  upon  the  barium  carbonate  suspended  in  weak 
solutions ;  but  there  is  the  serious  drawback  in  oxalic  acid,  that  in 
dilute  solution  it  is  liable  to  lose  its  strength ;  therefore,  if  ^/lo  oxalic 
acid  is  iised  it  should  be  freshly  prepared  from  a  normal  solution. 

The  baryta  solution  is  subject  to  constant  change  by  absorption 
of  carbonic  acid,  but  this  may  be  prevented  to  a  great  extent  by 
preserving  it  in  the  bottle  shown  in  fig.  24.  A  thin  layer  of  light 
petroleum  oil  on  the  surface  of  the  liquid  jjreserves  the  baryta  at  one 
strength  for  a  long  period  in  the  bottle  shown  in  fig.  25. 

The  reaction  between  baryta  and  yellow  turmeric  pajoer  is  very 
delicate,  so  that  the  merest  trace  of  baryta  in  excess  gives  a  decided 
brown  tinge  to,  the  edge  of  the  spot  made  by  a  glass  rod  on  the 
turmeric  ipaper.  If  the  substance  to  be  titrated  is  not  too  highly 
coloured,  p>henolphthalein  should  invariably  be  used. 

10.     Iformal  Ammonium-Copper  Solution  for 

Acetic  Acid  and  free  Acids  and  Bases  in  Earthy  and 

Metallic  Solutions. 

This  acidimetric  solution  is  prepared  by  dissolving  pure  copper 
sulphate  in  warm  water,  and  adding  to  the  clear  solution  liquid 
ammonia,  imtil  the  bluish-green  precipitate  which  first  appears  is 
nearly  dissolved ;  the  solution  is  then  filtered  into  the  graduated 
cylinder,  and  titrated  by  allowing  it  to  flow  from  a  pipette  graduated 
in  i  or  Yi7  c.c.  into  10  or  20  c.c.  of  normal  sulphuric  or  nitric  acid 
(not  oxalic).  While  the  acid  remains  in  excess,  the  bluish-green 
precipitate  which  occurs  as  the  drop  falls  into  the  acid  rapidly 
disappears ;  but  so  soon  as  the  exact  point  of  saturation  occurs,  the 
jDreviously  clear  solution  is  rendered  turbid  by  the  precipitate 
remaining  insoluble  in  the  neutral  liquid. 

The  process  is  especially  serviceable  for  the  estimation  of  the  free 
acid  existing  in  certain  metallic  solutions,  i.e.,  mother-liquors,  etc., 
where  the  neutral  compounds  of  such  metals  have  an  acid  reaction  on 
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litmus — suck  as.  the'  dxides  of  j  zinc,  copper;  aicd  magnesia,  and  the 
protoxides  of  iron,  manganese,  cobalt,  and  nickel ;  it  is  also  applicable 
to  acetic  and  the  mineral  acids. 

If  oupric  nitrate  be  used  for  preparing  the"  solxttion  instead''  of- 
sulphate;  the  presence  of  barinm,  or  strontium,  or  metals  precipitable 
by  siilphuric  acid  is  of  no  consequence..  The  solutionis  standardized' 
by  normal  nitric  or-  sulphuric  acid;,  and'  as  it  slightly  alters  by 
keeping,  a  coefficient  must  be  found  from  time  to  time  by  titra-ting- 
with  normal  acid,  by  which  to  calculate  the  results  systematically. 
Oxides  or  carbonates,  of' magnesia,  zinc,  or"  other- admissible  metals,  are 
dissolved  in  exx?.ess  of  normal  nitric  acid,  and 'titrated  residually  with 
the  copjier  solution. 

Example  :  l.gm.  of  pure  zinc  oxide  was  dissolveddin, 27  o.o.  of  normal  acid,, 
and  2:S  o.c.  of  normal,  copper  solution. reqjiired  to  produce  the : precipitate =2,4'7' 
c.c.  of  acid ;  this  multiplied  by.O'OlOS;  the  ooeffi'oient  for  zinc  oxide,  =  1  gm. 

ESTIMATION  OF  THE  CORRECT  STRENGTH  OI^ 
STANDARD  SOLUTIONS  NOT  STRICTLY  NOR- 
MAL   OR    SYSTEMATIC. 

§  16.'  In  discussing  the  preparation  of '  the  foregoing  standard' 
solutions,  it  has  been  assum:ed  that  they  shall  be  strictly  and 
absolutely  correct ;  that-  is  to  say,  if  the  same  measure  be  flUed' 
first  with  any  alkaline  solution,  then  with  an  acid  solution,  and  the- 
two  mixed "  together,  a  perfectly  neutral  solutit)n  shall  result;  so  that 
a  drop  or  two  either  way  will  upset  the  equilibrium. 

Wherer  it  is  possible  to  weigh  directly  a  pure  diy  substance,  this- 
approximation  may  be  very  closely  reached.  Sodium  carbonate,  for: 
instance,  admits  of:  being  thus  accurately  weighed.  On  the  other' 
hand,  the  caustic  alkalies  cannot  be  so  weighed,,  nor  can  the  liquid' 
acids.  An  approximate  quantity,  therefore,  of  these  substances  must 
be  taken,  and  the  exact  power  of  the  solution  found  by  experiment.     - 

In  titrating,  such  solutions  it  is  exceedingly  difficult  to  maie  them 
so  exact  in  strength,,  tliat  the -precise- quantity,  to  a  drop-or-.two,  shall 
neutralize  each  other.  In.  technical  matters  a  near  approximation  may 
be  sufficient,  but  in  scientific  investigations  it  is  of  the  greatest 
importance'  that,  the  utmost  accuracy;  should  be' obtained ;  it  is- 
therefore-  advisable  to  ascertain,  the  actual,  difference,  and;  to  mark 
it  upon  the  vessels:  in-  which,  the  solutions  are  kept,  so  that.  a.  slight, 
calculation  will  give  the  exact.result.. 

Suppose,,  for- instance,  that  a. standard  sulphuric-  acid  is  propared,, 
which  .does  notrigidly  agree,  with  the  normal  sodium  carbonate  (not 
at-aU  aniuncommon  oocurrence,  as  it  is  exceedingly,  difficult  to  hit  thes 
precise,  point)  ;  in  order  to  find  out:  the  exact:  dMereriice'  it  must;  ber 
carefully  titrated  as  in  §  15.  Suppose  the  weight  of  isodium  carbonate' 
to  be  I'9  gm;,  it  is  then  dissolved  and  :titrated  with  the  standard  acid,, 
of  which  36-1  c.c.  are  required  to  reach  the-  exact  neutral  point. 

If  the  aoid  were  rigidly  exact  it  should  srequire  35-'85  c.c.  ;  in  oirder,. 
therefore,  to  find  the  factor  necessary,  to  bring  the'  quantity  O'f  acid; 
used"  in  the  analysis  to  an  equivalent  quantity  of'  normal  strength,  the 
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mimber  of  c.e.  actually  used  must  be  taken  as  the  denominator,  and 
the  iiuiaber  wliich  should  have  been  used,  had  the  acid  been  strictly 
normal,  as  the  numerator,  thus — 

35-85  _„„(-„ 

0'993  is  therefore  the  factor  by  which  it  is  necessary  to  multiply  the 
number  of  c.c.  of  that  particular  acid  used  in  any  analysis  in  order  to 
reduce  it  to  normal  strength,  and  should  be  marked  upon  the  hottle  in 
which  it  is  kept. 

On  the  other  hand,  suppose  that  the  acid  is  too  strong,  and, that 
35'2  c.e.  were  required  instead  of  35-85, 

35-8,5 


35-2 


■  =  1-0184 


1-0184  is  therefore  the  factor  by  which  it  is  necessary  to  multiply  the 
number  of  c.c.  of  that  particular  acid  in  order  to  bring  it  to  the  normal 
strength.  This  plan  is  much  better  than  dodging  about  with  additions 
of  water  or  acid. 

Under  all  circumstances  it  is  safer  to  prove  the  strength  of  any 
standard  solution  by  experiment,  even  though  its  constituent  has  heen 
accurately  weighed  in  the  dry  and  pure  state. 

Further,  let  us  suppose  that  a  solution  of  caustic  soda  is  to  be  made 
from  carbonate  by  means  of  fresh  lime.  After  pouring  off  the  clear 
liquid,  water  is  added  to  the  sediment  to  extract  niore  alkaline 
solution ;  by  this  means  we  may  obtain  two  solutions,  one  of  which  is 
stronger  than  necessary,  and  the  other  weaker.  Instead  of  mixing 
them  in  various  proportions  and  repeatedly  trying  the  strength,  we 
may  find,  by  two  experiments  and  a  calculation,  the  proportions  of 
each  necessary  to  give  a  normal  solution,  thus: —  •     . 

The  exact  actual  strength  of  each  solution  is  first  found,  by  separately 
running  into  10  c.c.  of  normal  acid  as  much  of  each  alkaline  solution 
as  will  exactly  neutralize  it.  We  have,  then,  in  the  case  of  the 
stronger  solution,  a  number  of  c.c.  required  less  than  10.  Let  us  call 
this  number  V. 

In  the  weaker  solution  the  number  of  c.c.  is  greater  than  10, 
represented  by  v.  A  volume  of  the  stronger  solution  =  x  wiU  saturate 
10  c.c.  of  normal  acid  as  often  as  V  is  contained  in  x. 

A  volume  of  the  weaker  solution  =  y  will,  in  like  manner,  saturate 

^  c.c.   of   normal  acid  ;    both   together   saturate  +  — 


V  V 

and  the  volume  of  the  saturated  acid  is  precisely  that  of  the  two 

liquids,  thtis —  i^  ,n 

^       '  10  a;        10  y 


,r     +  — ^=x  +  y. 
V  V 


Whence 


10  V  x  +  lOY  y=Y  V  x  +  Y  V  y 
vx(10-Y)=^Yy{v-lO}. 
And  lastly,  a;  _  V  (^  +  10) 

y       »  (10  -  V) 
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An  example  will  render  .tliis  clear.  A  solution  of  caustic  soda  was 
taken,  of  "which  5'8  c.c.  were  required  to  saturate  10  c.c.  of  normal 
acid;  of  another  solution,  12-7  c.c.  were  required.  The  volumes  of 
each  necessary  to  form  a  normal  solution  were  found  as  follows  : — ■ 

5-8  (12-7- 10)  =  15-66 
12-7  (10   -5-8)  =  53-34 

Therefore,  if  the  solutions  are  mixed  in  the  proportion  of  15-66  c.c. 
of  the  stronger  with  53-34  c.c.  of  the  weaker,  a  correct  solution  ought 
to  result.  The  same  principle  of  adjustment  is,  of  course,  applicable 
to  standard  solutions  of  every  class. 

Again  :  suppose  that  a  standard  solution  of  sulphuric  acid  has  heen 
made,  approximating  as  nearly  as  possible  to  the  normal  strength,  and 
its  exact  value  found  by  titration  with  sodium  carbonate,  or  a  standard 
hydrochloric  acid  with  silver  nitrate,  and  such  a  solution  has  been 
calculated  to  require  the  coefficient  0'995  to  convert  it  to  normal 
strength, — ^by  the  help  of  this  solution,  though  not  strictly  normal,  we 
may  titrate  an  approximately  normal  alkaline  solution  thus  : — Two 
trials  of  the  acid  and  alkaline  solution  show  that  50  c.c  alkali  =  48-5 
c.c.  acid,  having  a  coefficient  of  0-995  =  48-25  c.c.  normal;  then, 
according  to  the  equation,  a;  50  =  48-25  is  the  required  coefficient  for 
the  alkali. 

i||^  =  0-965. 
50 

Arid  here,  in  the  case  of  the  alkaline  solution  being  sodium  carbonate, 
we  can  bring  it  to  exact  normal  strength  by  a  calculation  based  on  the 
equivalent  weight  of  the  salt,  thus — 

1   :  0-965  :  :  53  :  51-145. 

The  difference  between  the  two  latter  numbers  is  1-855  gm.,  and' this 
weight  of  pure'  sodium  carbonate,  added  to  one  liter  of  the  solution, 
will  bring  it  to  normal  strength. 
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TABLE    FOR    THE    SYSTEMATIC    ANALYSIS    OF 
ALKALIES,   ALKALINE   EARTHS   AND   ACIDS. 


1 

Quantity  to  be 

Subitauce. 

Formula. 

Atomic 
Weight, 

weigbed  so  that  1 
c.c.  Normal  Solu- 
tion =1  per  cent. 

lirormal 
Factor.* 

of  substance. 

Sodium.  Oxide  .... 

Na^O 

62 

3-1  gm.. 

0031 

Sodium  Hydroxide 

NaHO 

40 

4-0  gm. 

0-040 

Sodium  Carbonate    .    . 

Na^COs 

106 

5-3  gm. 

0-053 

Sodium  Bicarbonate .     . 

NaHCOa 

84 

8-4  gm. 

0-084 

Potassium  Oxide  .     .     . 

K2O 

94 

4-7  gm. 

0-047 

Potassium  Hydroxide 

KHO 

56 

5-6  gm. 

0-056 

Potassium  Carbonate     . 

K2CO3 

138 

6-9  gm. 

0-069 

Potassium  Bicarbonate 

KHCO3 

100 

10-0  gm. 

o-ioo 

Ammonia 

NH3 

17 

1-7  gm. 

0-017 

Ammonium  Carbonate 

(NH4)2C03 

96 

4-8  gm. 

0-048 

Lime  (Calcium  Oxide) 

CaO 

56 

2-8  gm. 

0-028 

Calcium  Hydroxide  . 

C0H2O.2 

74 

3-7  gm. 

0-037 

Calcium  Carbonate   . 

CaCOa 

100 

5-0  gm. 

0050 

Barium  Hydroxide    .     . 

BaHjOj 

171 

8-55  gm. 

0-0855 

Do.  (Crystals)   . 

Ba0.2H2(H20)8 

315 

15-75  gm. 

0-1575 

Barium  Carbonate    .     . 

BaCOj 

197 

9-85  gm. 

0-0985 

Strontium  Oxide  . 

SrO 

103-5 

5-175  gm. 

0-05175 

Strontium  Carbonate 

SrCOa 

147-5 

7-375  gm. 

0-07375 

Magnesium  Oxide     . 

MgO 

40 

2-00  gm. 

0-020 

Magnesium  Carbonate 

MgCoa 

84 

4-20  gm. 

0-042 

Nitric  Acid 

HNO3 

63 

6-3  gm.. 

O-063 

Hydrochloric  Acid    .     . 

HCl 

36-37 

3-637  gm. 

0-03637 

Sulphuric  Acid     . 

H2SO4 

98 

4-9  gm. 

0-049 

Oxalic  Acid      .... 

02O4H2(H2O)2 

126 

6-3  gm. 

0-063 

Acetic  Acid 

C2O2H4 

60 

6-0  gm. 

0-060 

Tartaric  Acid   .... 

C40BHe 

150 

7-5  gm. 

0-075 

Citric  Acid  .         ... 

OBO7H8+H2O 

210 

7-0  gm. 

0-070 

Carbonic  Acid  .... 

CO2 

44 

0-022 

*  This  is  th,e  coeflSicient  by  whicli  fhe  number  of  c.c.  of  normal  solution  used  in  any 
analysis  is  to  be  multiplied,  in  order  to  obtain  the  amount  of  pure  substance  present  in  the 
material  examined. 

If  grain  weights  axe  used  Instead  of  grams,  the  decimal  point  must  be  moved  one  place  to 
the  right  to  give  the  necessary  weight  for  examination ;  thus  sodium  carbonate,  instead  of 
5*3  gm.,  would  be  53  grains,  the  normal  factor  in  this  case  would  also  be  altered  to  0"53, 
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THE    TITRATION    OF    ALKALINE    SALTS. 

1.     Total  Alkali  in  Caustic  Soda  or  Potash,  or  their 
Carbonates. 

§  17.  The  necessary  quantity  &f  substance  l>eing,  weighed  or 
measured,  as  "the  case  may  he,  and  mixed  with  distilled  water  to 
a  proper  state  of  dilution  (say  ahout  one  per  cent,  of  solid  material), 
an  appropriate  indicator  is  added,  and  the  solution  is  ready  for  the 
burette.  Normal  acid  is  then  aautiously  added  tiU  the  change  of 
colour  occur.  In  the  case  of  caustic  alkalies  free  from  COg,  the  end- 
reaction  is  very  sharp  with  any  of  the  indicators ;  but  if  COo  is 
present,  the  only  available  indicators  in  the  cold  are  'methyl  orange 
or  lacmoid  paper.  If  the  other  indicators  are  used,  the  COg  must  be 
boiled  oflf  after  each  addition  of  acid. 

In  'examining  carbonates  of  potash  or  soda,  or  mixtures  of  caustic 
and  carbonate,  where  it  is  only  necessary  to  .ascertain  the  total 
alkalinity,  the  same  method  applies. 

In  the  examinations  of  samples  of  commercial  refined  soda  or  potash 
fialts,  it  is  advisable  to  proceed  as  follows  : — 

Powder  and  mix  the  sample  thoroughly,  weigh  10  gm.  m  a  platinum  or 
porcelain  crucible,  and  ignite  gently  over  a  spirit  or  gas  lamp,  and  allow  the 
■crucible  to  cool  under  the  exsiccator.  Weigh  again,  the  loss  of  weight  gives  the 
moisture;  wash' the  contents  of  the  crucible  into  a  beaker,  dissolve  and  filter  if 
necessary,  and  dilute  to  the  exact  measure  of  500  o.c.  with  distilled  water ;  after 
mixing  it  thoroughly  take  out  50  c.c.  =  1  gm.  of  alkali  with  a  pipette,  and  empty 
it  into  a  small  flask,,  bring  the  flask  under  a  burette  containing  normal  acid  and 
graduated  to  i  or  ^^  o.c,  allow  the  acid  to  flow  cautiously  as  before  directed, 
until  the  neutral  pointis  reached :  the  process  may  then  be  repeated,  in  ord^r 
to  be  certain  of  the  oorre'otness  Of  the  analysis. 

Eesidttal  Titeation  :  As  the  presence  of  carbonic  acid  with  litmus  and  the 
■other  indicators,  except  methyl  orange,  always  tends  to  confuse  the  exact  end  of 
the  process,  the  difficulty  is  best  overcome,  in  the  case  of  not  using  methyl 
■orange,  by  allowing  an  excess  of  acid  to  flow  into  the  alkali,  boiling  to  expel  the 
CO^,  cool,  and  then  cautiously  add  normal  caustic  alkali,  drop  by  drop,  until  the 
liquid  suddenly  changes  colour;  by  deducting  the  quantity  of  caustic  alkali 
from  the  quantity  of  acid  originally  used,  the  exact  volume  of  acid-  necessary  to 
■saturate  the  1  gm.  of  alkali  is  ascertained.  '     ' 

This  method  of  re-titration  gives  a  very  sharp  end-reaction,  as  there 
is  no  COg  present  to  interfere  with  the  delicacy  of  the  indicator.  It 
is  a  procedure,  sometimes  necessary  in  other  cases,  owing  to  the  inter- 
ference of  impurities  dissipated  by  boUing,  e.g.  HgS,  which  would 
■otherwise  bleach  the  indicator,  except  in  the  case  of  methyl  orange 
and  lacmoid  paper,  either  of  which  are  indifferent  to  H,S  in  the  cold. 
An  example  will  make  the  plan  clear  : 

Example  :  50  o.c.  of  the  solution  of  alkali  prepared  as  directed,  equal  to  Lgm. 
•of  the  sample,  is  put  into  a  flask,  and  20  c.c. '  of^  normal  acid  added ;  it  is  then 
boiled  and  shaken  till  all  00^  is  expelled,  and  normal  caustic  alkali  added  till 
the  neutral  point  is  reached ;  the  quantity  required  is  3-4  c.c,  which  deducted " 
from  20  co.  of  acid  leaves  16'6  c.c  The  following  calculation,  therefore,  gives 
the  percentage  of  real  alkali,  supposing  it  to  be  soda :— 31  is  the  half  molecular 
weight  of  anhydrous  soda  (NajO)  and  1  c.c.  of  the  acid  is  equal  to  0'031  gm., 
therefore  16'6  o.c.  Is  multiplied  by  0-031,  which  gives  0-5146 ;  and  as  1  gm.  was 
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taien,  the  deoimaL'paiilt  ismoimd  twoijikees  to. the.Tight,. which ^ives51'46  per 
cent,  of  real  alkali ;  if  calculated  as  oirbonate,  the  16'6  would  be  multiplied  by 
0-053,  which  gives  0-8798  gm.  =  87-98  per  cent. 

The  following  meliliods  of  ascertaining  the  proportions  of  mixed 
alfcaline,  hydroxides,  monocarbonates,  and  bicarbonates  must  not  be 
taken  as  absolutely  correot,  but  are  correct  enough  for  technical 
purposes  : — 

2.     Mixed  Caustic  and  Carbonated  Alkaline  Salts. 

The  jq,lkaline  salts  of  commerce  consist  often  of  a  mixture  of-  caustic 
and  carbonated  alkali.  If  it  be  desired  to  ascertain  the  proportion  in 
which  these  mixtures  occur,  the  total  alkaline  poTver  of  a  weighed  or 
measured  quantity  of  substance  (not  exceeding  1  or  2  gm.)  is  ascer- 
tained liy  normal  acid  and  noted  ;  a  like  quantity  is  then  dissolved  in 
about  150  c.c.  of  water  in  a  200  c.c.  flask,  and  exactly  enough  solution 
of  barium  chloride  added  to  remove  all  CO.^  from  the  alkali. 

"Watson  Smith  has  shown  (J.  S.  G.  I.  i.  85)  that  whenever  an 
excess  of  barium  cMoride  is  used  in  this  precipitation  so  as  to  form 
barium  hydrate,  there  is  an  invariable  loss  of  soda  :  exact  precipitation 
is  the  only  -ivay  to  secure  accuracy. 

The  flask  is  now  filled  up  to  the  200  o.c.  mark  with-  distilled  water,  seoiirely 
stoppered,  and  put  aside  to  settle.  When 'the -supernatant  liquid  is  clear,  take 
out  -i&O  c.c.  with  a  pipette,  and  titrate  with  normal  hydrochloric  acid  to  the 
neutral  point.  The  number  of  c.c.  multiplied  by  4  will  be  the  quantity  of  acid 
required  for'  the  caustic  alkali  in  the  original  weight  of  substance,  because  only 
on&-fourth  was  taken  for  analysis.  The  difference  is  cilculated  as  carbonate,  or 
the  precipitated  barium  carbonate  may  be  thrown  upon  a  dry  filter,  washed  well 
and  quickly  with  boiling  water,  and  titrated  with  normal  -acid,  instead  of  the 
original  analysis  for  the  total  alkalinity ;  or  both  plans  may  .be  adopted  as  a  check 
upon  each  other. 

The  principle  of  this  method  is,  that  when  barium  chloride  is  added  to 
a  mixture  of  caustic  and  carbonated  alkali,  the  CO^  of  the  latter  is  precipitated 
as  an  equivalent  of  barium  carbonate,  while  the  equivalent  proportion  of  caustic 
alkali  remains  in  solution  as  barium  hydroxide.  By  multiplying  the  number  of 
e.o.  of  acid  required  to  saturate  this  free  alkali  with  the  f^Vrr  atomic  weight  of 
caustic  potash  or  soda,  aocordiiig  to  the  alkali  present,  the  quantity  of  substance 
originally  present  in  this  state  will  be  ascertained. 

As  barium  hydroxide  solution  absorbs  COj  very  readdy  when 
exposed  to  the  atmosphere,  it  is  preferable  to  allow  the  precipitate  of 
barium  carbonate  to.  settle  in  the  flask  as  -here  described,  rather  than 
to 'filter  the  solution,  especially  also  as  the, filter  obstinately  retains 
some  barium  hydroxide. 

A  very  slight  error,  however,  occurs  in  this  method,  in  consequence 
of  the  volume  of  the  precipitate  being  included  in  the  liquid  in  the 
graduated ,  flask. 

North,  iind  Lee  (/.  S.  0.  I.  xxi.  322)  have 'carried  out  a  number 
of  experiments  on  the  titration  of  soda  ash  containing  hydroxide, 
monocarbonate,  and  bicarlDonate,  and  have  proved  that  good  results 
as  to  the  estimation  of  the  three  constituents  may  be  obtained.  The 
essential  thing  in  the  titration  is  that  the  burette  point  must  be  in  the 
solution. 
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Tlie  following  metliod  is  recommended  for  the  analysis  of  soda 
asli : — 

5  gm.  of  the  sample  is  dissolved  in  distilled  water,  and  made  up  to  230  c.c. 
and  50  c.c,  after  adding  phenolphthalein,  titrated  with  ^/i  acid  with  the  point 
of  the  burette  immersed  in  the  solution ;  then  add  one  or  two  drops  of  methyl 
orange  and  continue  the  titration.  Should  the  amount  of  ^/i  acid  be  greater 
with  phenolphthalein  than  with  methyl  orange,  NaOH  is  shown  to  be  present, 
but  if  greater  with  methyl  orange,  then  bicarbonate  is  present,  and  calculations  for 
carbonate  and  hydrate,  or  carbonate  and  bicarbonate,  are  made  in  the  usual  way. 

The  end  point  of  the  reaction  with  phenolphthalein  may  be  determined  very 
exactly,  when  the  colour  is  scarcely  visible  in  the  dish,  by  pouring  a  small 
quantity  of  the  liquid,  between  each  addition  of  acid,  into  a  test  tube,  and 
comparing  this,  by  looking  through  the  depth  of  the  solution,  with  a  similar 
tube  of  liquid,  in  which  the  colour  is  known  to  bs  absent. 

If  sodium  chloride  is  present  in  the  compound  when  titrated  by  sulphuric  acid 
it  would  be  reckoned  as  Na20,  but  as  soda  ash  seldom  contains  more  than  a  trace 
of  salt,  this  slight  error  is  negligable. 

3.    Estimation  of  Sodium  or  Potassium  Hydroxides 
containing  small  proportions  of  Carbonate. 

This  may  be  accomplished  by  means  of  phenacetolin  (Lunge, 
J.  S.  a  I.  i.  56). 

The  alkaline  solution  is  coloured  a  scarcely  perceptible  yellow  with  a  few 
drops  of  the  indicator.  The  standard  acid  is  then  run  in  until  the  yellow  gives 
place  to  a  pale  rose  tint ;  at  this  point  all  the  caustic  alkali  is  saturated,  and  the 
volume  of  acid  vised  is  noted.  Further  addition  of  acid  now  intensifies  this  red 
colour  until  the  carbonate  is  decomposed,  when  a  clear  golden  yellow  results. 
The  neutralization  of  the  NaHO  or  the  KHO  is  indicated  by  a  rose  tint 
permanent  on  standing;  that  of  Na^CO.,  or  K3CO3  by  the  sudden  passage 
from  red  to  yellow. 

Practice  is  required  with  solutions  of  known  composition  to  accustom 
the  eye  to  the  changes  of  colour.  Phenolphthalein  may  also  be 
employed  for  the  same  purpose  as  follows  : — - 

Add  normal  acid  to  the  cold  alkaline  solution  till  the  red  colour  is  discharged, 
taking  care  to  use  a  very  dilute  solution,  and  keeping  the  point  of  the  burette  in 
the  liquid  so  that  no  CO2  escapes.  The  period  at  which  the  colour  is  discharged 
occurs  when  all  the  hydrate  is  neutralized  and  the  carbonate  converted  into 
bicarbonate;  the  volume  of  acid  is  noted,  and  the  solution  heated  to  boiling, 
with  small  additions  of  acid,  till  the  red  colour  produced  by  the  decomposition  of 
the  bicarbonate  is  finally  destroyed. 

In  both  these  methods  it  is  preferable,  after  the  first  stage,  to  add 
excess  of  acid,  boil  off  the  CO,^,  and  titrate  back  with  normal  alkali. 
The  results  are  quite  as  accurate  as  the  method  of  precipitation  with 
barium. 

4.     Estimation  of  small  quantities  of  Sodium 
or  Potassium  Hydroxides  in  presence  of  Carbonates, 

A  method,  by  Thomson,  consists  in  precipitating  the  carbonates  by 
neutral  solution  of  barium  cliloride  in  the  cold  :  the  barium  carbonate 
being  neutral  to  phenolphthalein,  this  indicator  can  be  used  for  the 
process.     When  the  barium  solution  is  added,  a  double  decomposition 
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occurs,  resiilting  in  an  equivalent  quantity  of  sodiiun  or  potassium 
chloride,  while  the  barium  carbonate  is  precipitated,  and  the  alkaline 
hydrate  remains  in  solution. 

Example  (Thomson)  :  2  gm.  of  pure  sodium  carbonate  were  mixed  in 
solution  with  '02  gm.  of  sodium  hydroxide ;  excess  of  barium  chloride  was  then 
added,  together  with  the  indicator,  and  the  solution  titrated  with  ^/lo  acid,  of 
which  in  three  trials  an  average  of  5  c.c.  was  required ;  therefore,  5  x  '004 
=  '02  gm.  exactly  the  quantity  used. 

In  this  process  the  presence  of  chlorides,  sulphates,  and  sulphites 
does  not  interfere ;  neither  do  phosphates,  as  barium  phosphate  is 
neutral  to  the  indicator.  With  sulphides,  half  of  the  base  wUl  be 
estimated ;  but  if  hydrogen  peroxide  be  added,  and  the  mixture 
allowed  to  rest  for  a  time,  the  sulphides  are  oxidized  to  sulphates, 
which  have  no  effect.  If  silicates  or  aluminates  of  alkali  are  present, 
the  base  will  of  course  be  recorded  as  hydroxide. 

Thomson  further  states  : — 

"  The  foregoing  method  can  also  be  applied  to  the  determination  of 
the  hydrates  of  sodium  or  potassium  in  various  other  compounds, 
which  give  precipitates  with  barium  chloride  neutral  to  phenolph- 
thalein,  such  as  the  normal  sulphites  and  phosphates  of  the  alkali 
metals.  An  illustration  of  the  use  to  which  the  facts  have  been 
stated  in  this  and  former  papers  may  be  put  will  be  found  in  the 
analysis  of  sodium  sulp)hite.  Of  course  sulphate,  thiosulphate,  and 
chloride  are  determined  as  usual,  but  to  estimate  sulphite,  carbonate 
and  hydrate,  or  sodium  bicarbonate  by  methods  ia  ordinary  use  is 
rather  a  tedious  operation.  To  find  the  proportion  of  hydroxide,  all 
that  is  necessary  is  to  precipitate  with  barium  chloride  and  titrate 
with  standard  acid,  as  above  described.  Then,  by  simple  titration  of 
another  portion  of  the  sample  in  the  cold,  using  phenolphthalein  as 
indicator,  the  hydroxide  and  half  of  the  carbonate  can  be  found,  and 
finally,  by  employment  of  methyl  orange  as  indicator,  and  further 
addition  of  acid,  the  other  half  of  the  carbonate  and  half  of  the 
siilphite  can  be  estimated.  By  simple  calculations,  the  respective 
proportions  of  these  three  compounds  can  be  obtained,  a  result  which 
can  be  accomplished  in  a  few  minutes.  It  must  be  borne  in  mind 
that  if  a  large  quantity  of  sodium  carbonate  is  in  the  sample  the 
proportion  of  that  compound  found  will  only  be  an  approximation 
to  the  truth,  as  the  end-reaction  is  only  delicate  with  small  proportions- 
of  sodium  carbonate. 

5.    Estimation  of  Alkalies  in  tlie  presence  of  Sulphites. 

It  is  not  possible  to  estimate  the  alkaline  compounds  in  the  presence 
of  sulphites  by  titration  with  acids,  as  a  certain  quantity  of  acid  is 
taken  up  by  the  sulphite,  SOg  being  evolved.  This  difficulty  may  be 
completely  overcome  by  the  aid  of  hydrogen  peroxide,  which  speedily 
converts  the  sulphites  into  sulphates  (Grant  and  Cohen,  /.  S.  G.  I. 
ix.  19).  These  operators  proved  that  neither  caustic  or  carbonate 
alkali  were  affected  by  H^Og,  nor  had  the  latter  any  prejudicial 
effect  on  methyl  orange  in  the  cold.     The  quantity  of  H2O2  required 
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in  any  ;given  analysis  miast  depend  on.ike  amount  ai  suiphibB-.preseD.'t^ 
for  .infitaaice,  the  caustic  salts  of  coTmnerce  contain  aboiit  ,50;/^  of 
-sulphite,  and  it  suffices  to  take  10  c.c.  of  ordinaiy  10  vol.  H^0^  for 
.-every  O'l  gm.  of  the  salts  in  solution.  In  the  case  of  mixtiu-es 
•containing  less  or  more  sulphite  the  quantity  may  be  varied. 

Method  of  'PBOCBmjEE :  A  measured  volume  Of  the  peroxide  is  rim  into 
a  beaker,  and  three  or  four  drops'  of  methyl  orange  added.  As  the  H2O2  is 
invariahly  faintly  acid,  the  acidity  is  caretuUy  corrected  by  adding  drop  by 
drop  from  a  pipette  ^/loo  caustic  soda.     The  required  quantity  of  salt  to  be 

.analyzed  is  then  added  in  solution,  and  the  mixture  gently  boiled,  during  the 
boiling  the  Tnethyl  orange"  will  be  bleached.  The  liquid  is  then  cooled,  a  drop 
or  two  more  of  methyl  orange  abided,  -and  the  titration  for  the  proportion  of 

.alkali  carried  out  with  normal  acid.     The  results  are  very  satisfactory. 

e.     Estimation  of  Caustic  Soda  or  Potash  by  standard 
Potassium  Bichromate. 

This  23rocess  was  devised  by  Eichter,  or  rather  the  inverse  of  it, 
for  estimating  bichromate  with  caustic  alkali  by  the  aid  of  phenolph- 
thalein.  Exact  results  niay  be  obtained  by  it  in  titrating  soda  or 
potash  as  hydrates,  but  not  ammonia  as  recommended  by  Eichter. 

For  the  process  there  are  required  a  decinormal  solution  of  bichromate 
containing  14'74  gm.  per  liter,  and  ^/lo  soda  or  potash  solution  titrated  agaiiast 
•  sulphuric  acid.  A  comparison  liquid  containing  about'  1  .gm.  of  potassium 
chromate  in  150—200  o.c.  water  is  advisable  for  ascertaining  the  exact  end  of 
the  reaction  ;  50  o.c.  of  the  alkali  being  diluted  with  the  same  volume  of  water, 
is  coloured  with  phenolphthalein,  and  the  bichromate  run  in  from  a  burette  ;  the 
fine  red  tiut  changes  to  reddish  yellow,  which  remains  till  the  neutral  point  is 
nearly  reached,  when  the  yellow  colour  of  the  chromate  is  produced  ;  the  change 
is  not  instantaneous  as  with  mineral  acids,  so  that  a  little  time  must  be  allowed 
for  the  true  colour  to  declare  itself. 

7.     Mixed  Sodium,  and  Potassium.  Hydroxides. 

This  method  depends  upon  the  fact,  that  potassium  bitartrate  is 
..almost  insoluble  in  a  solution  of  sodium  bitartrate. 

-  Add  to  the  solution  containing  the  mixed  salts  a  standard  solution  of  tartaric 
aoid  till  neutral  or  faintly  acid — this  produces  neutral  tartrates  of  the  alkalies — 
now  addthe  same  volume  of  standard  tartaric  acid  as  before — they  are  now  acid 
tartrates,  arid  the  potassium  bitartrate  separates  almost  completely,  filter  off  the 
sodium  bitartrate  and  titrate  the  filtrate  with  normal  caustic  soda;  the  quantity 
required  equals  the  soda  originally  in  the  mixture — the  qilantity  of  tartaric  acid 
required  to  form  bitartrate  with  the  soda  subtracted  from  the  total  quantity 
added  to  the  mixture  of  the  two  alkalies,  gives  the  quantity  required  to  form 
potassium  bitartrate,  and  thus  the  quantity  of  potash  is  found. 
"This  process  is  only  applicable  for  technical  purposes. 

Mixtures  of  potash  and  soda  in  the  form  of  neutral  chlorides  are  estimated  by 
J.  T. "White  as  follows  (C  JV.  Ivii.  214)  :— 20  c.c.  of  the  solution  containing 
-about  0'2  gm.  of  the  mixed  salts  are  placed  into  a  100  c.c.  flask,  and  5  c.c.  of  a  hot 
saturated  solution  of  ammonium  carbonate  added ;  the  mixture  is  cooled,  and 
alcohol  added  in  small  quantities,  with  shaking,  until  the  measure  is  made  up  to 
.100  c.c.  After  three  or  four  hours,  10  c.c.  of  the  clear  liquid  are  removed  with 
-a  pipette,  evaporated  and  ignited,  the  residue  is  moistened  with  a  few  drops-  of 
.ammonium  chloride  solution  and  again  ignited ;  the  sodium  chloride  so  obtained 
is  then  titrated  with  standard  silver  solution,!  c.c.  of  which  represents  O'COl  gm. 
■CI ;  this  is  calculated  to  NaCl  and  the  KCl  found  by  difference. 
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8.    Potassium  Salts  as  Platinic-cKloride. 

In  cases,  where  potassium  exists  in  combination  as  a  neutral,  salt,  sueh 
as  kainit  or  tieserit,  etc.,  or  as  a  constituent  of  minerals,  it  has  to  be 
first  separated  as  double  chloride  of.  potassium  and  platinum.  The 
methoji  usually  adopted  is  that  of  collecting  the  double  salt  upon 
a  taied  filter,  when  the  weight  of  the  dry  double  salt  is  obtained,  the 
weight,  of  potash  is  ascertained  by  calculation. 

It  may,  however,  be  arrived  at  by  volumetric  means  as  follows  : — 

The  potassium  salt  haying  been  converted  into  double  chloride  in  the  usual 
way  is  dried,  collefited,  and  mixed  vsdth  about  double  its  weight  of  pure  sodium 
oxalate,  and  gently  smelted  in  a  platinum  crucible  ;  this  operation  results  in  the 
production  of  metallic  platinum,  chlorides  .of  sodium  and  potassium,,  with  some 
sodium"  carbonate.  The  quantity  of  potassium  salt  present  is,  however,  solely 
measured  by  the  chlorine ;  in  order  to  arrive  at  this,  the  fused  mass  is  lixiviated 
with  water,  filtered,  nearly  neutralized  with  acetic  acid,  and  the  chlorine  estimated 
with  ^/lo  silver  and  chromate,  tte  number  of  o.c.  of  silver  required  is  multiplied 
by  the  factor  0'0D157,  which  gives  at  once  the  weight  of  K3O.  This  factor  is 
used  because  1  molecule  of  double  chloride  contains  3  atoms  chlorine,  hence  the 
quantity  of  *'^/i6  silver  used  is  three  times  as  much  as  in  the  case'of  sodium  or 
potassium  chloride. 

L.  de  Koninck  {Chem.  Zeit.  xix.  301)  has  improved  this  process  materially 
by  the  use  of  formic  acid  as  a  reducing  agent.  The  chloroplatinate  is  filtered 
and  washed  in  the  usual  way,  dissolved  in  boiling  water  and  decomposed  by 
calcium  formate  free  from  CI.  The  liquid  is  heated  until  the  platinum  is  fullj' 
separated  and  the  solution  colourless ;  it  is  neutralized  with  a  small  quantity  of 
pure  calcium  carbonate,  filtered,  washed,  and  the  chlorine  determined  by  titration 
with  ^/lo  silver  solution  and  chromate. 

9.     Direct  Estimation  of  Sodium  by  Potassium 
dihydroxytartrate  and  Permanganate. 

An  interesting  series  of  researches  on  the  oxidation  products  of 
tartaric  acid  have  been  pubhshed  by  H.  J.  Horstman  Fenton,  M.A. 
{J.  C.  S.  Trans.,  1894,  pp.  899—910,  1898,  pp.  71—81,  ibid,  472— 
482,  and  on  the  volumetric  estimation  of  sodium  1898,  pp.  167 — 174). 
The  results  of  these  researches  have  been  to  develop  the  only  method 
of  obtaining  sodium  in  sueh  a  form  of  combination  as  to  admit  of  its 
volumetric  estimation.  The  author  has  kindly  furnished  me  with 
specimens  of  dihydroxytartaric  acid,  and  also  the  potassium  salt  with 
which  to  veri:Pjr  the  results  obtained  by  him,  and  I  am  able  to  state 
that  when  the  method  is  carried  out  with  extreme  care  and  strict 
attention  to  details,  ■  it  is  capable  of  giving  satisfactory  results. 

Dihydroxytartaric  acid,  so  far  as  present  knowledge  is  concerned,  is 
best  prepared  from  dihydroxymaleic  acid,  and  as  both  these  acids  are 
comparatively  unknown,  their  preparation  will  now  be  described. 

Preparation  of  Dihydroxymaleic  Acid. — Tartaric  acid  is  dissolved 
in  the  least  possible  quantity  of  hot  water ;  finely-divided  iron  {f&ram  redactmn)  • 
is  added,  and  the  liquid  boiled  until  all  the  iron  has  disappeared.  The  quantity 
of  iron  must  be  insufficient  to  cause  a  separation  of  ferrous  tartrate  when  the 
action  is  finished ;  about  -^^  part  of  the  weight  of  tartaric-aoid  employed  answers 
well,  but  the  final  result  does  not  appear  to  be  miich  influenced  by  the  proportion 
of  iron  in  solution,  at  amy  rate,  within  considerable  limits.  The  solution,  filtered, 
if  necessary,  through  cotton  wool,  is  carefully  cooled,  surrounded  by  ice,  and: 
hydrogen  peroxide  (20  volume)  added  in  small  quantities  at  a  time,  allowing 
a  few  minutes  to  elapse  between  each  addition.    The  first  portions  of  the  peroxide 
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merely  produce  a  yellowish  colour,  but,  as  the  .action  proceeds,  each  addition 
produces  a  dark  green  or  nearly  black  appearance,  transient  at  first,  but  becoming 
more  and  more  persistent.  When  this  dark  colour  remains  for  two  or  three 
minutes,  it  is  a  rough  guide  that  sufficient  peroxide  has  been  added.  Great  care 
must  be  taken  not  to  add  an  excess  of  the  peroxide,  or  the  whole  of  the  material 
will  be  wasted.  Nordhausen  sulphuric  acid  is  now  added  by  means  of  a  thistle 
funnel,  drawn  out  to  a  fine  point,  in  very  small  quantities  at  a  time,  cooling 
carefully  between  each  addition,  preferably  by  ice  and  salt.  The  quantity  added 
is  a  matter  of  importance,  too  much  or  too  little  giving  an  indifferent  yield  of 
the  substance ;  the  best  proportion  is  found  by  experience  to  be  about  ^Vth  of 
the  total  volume  of  the  liquid  operated  on.  The  mixture,  still  surrounded  by 
ice,  is  put  aside  in  a  cold  place,  and  after  a  few  hours  crystals  begin  to  form ;  the 
first  deposit  is  often  discoloured,  and  the  crystals  small,  but  the  subsequent  crops 
are  beautifully  white  and  pure.  If  the  experiment  is  properly  conducted,  and 
the  liquid  kept  sufficiently  cool,  crystals  continue  to  form  for  several  days,- but 
the  greater  part  is  deposited  within  about  24  hours. 

The  crystals  are  collected  with  the  aid  of  a  pump,  carefully  drained,  and 
washed  repeatedly  with  small  quantities  of  cold  water.  After  again  thoroughl}' 
draining,  they  are  spread  on  filter-paper  and  air-dried.  They  appear  to  imdergo 
no  change  in  the  air,  even  after  several  weeks'  exposure. 

Preparation  of  Dihydroxytartaric  Acid.— Crystallized  dihydrox3'- 
maleic  acid  as  above  described  (C4H40|i,2H20)  is  well  triturated  with  from  4  to 
5  times  its  weight  of  glacial  acetic  acid ;  and  rather  more  than  the  calculated 
quantity  of  bromine,  dissolved  in  a  little  glacial  acetic  acid,  is  added  to  the 
mixture  in  small  portions  at  a  time.  The  first  portions  are  almost  instantly- 
bleached,  but  the  action  afterwards  becomes  more  "sluggish  and  apparently  ceases 
— a  few  drops  of  water  are  then  added,  whereupon  the  colour  of  the  bromine  is 
again  immediately  discharged.  The  addition  of  bromine  is  continued  until  the 
colour  is  quite  permanent  on  standing,  even  when  a  drop  or  two  of  water  is 
added.  This  final  stage  is  reached  when  the  bromine  has  been  added  in  about 
the  calculated  proportion  (1  mol.  acid  to  1  mol.  bromine) ;  fumes  of  hydrogen 
bromide  are  freely  evolved  during  the  operation.  The  dihydroxymaleic  acid  is 
nearly  insoluble  in  cold  glacial  acetic  acid,  but  when  the  oxidation  is  finished 
complete  solution  takes  place.  The  solution  is  allowed  to  stand  for  an  hour  or  two, 
and  then  vigorously  stirred,  when  the  dihydroxytartaric  acid  quickly,  sometimes 
suddenly,  separates  as  a  heavy,  white,  crystalline  powder. 

The  product  is  now  collected  and  drained  with  the  aid  of  the  pvimp,  washed 
once  or  twice  with  small  quantities  of  anhydrous  ether,  and  kept  in  a  vacuum 
desiccator  over  solid  potash  and  sulphuric  acid  to  remove  the  last  traces  of 
bydrobromic  and  acetic  acids,  bromine  and  ether.  The  yield  of  purified  product 
thus  obtained  is  70  per  cent,  or  more  of  the  theoretical.  The  formula  for  this 
acid  is  CjHeOs. 

The  acid  just  described  was  first  studied  in  relation  to  potassium 
jjermanganate  by  Fenton,  and  the  reaction  found  to  be  quite  definite, 
and  bearing  in  mind  the  very  sparingly  soluble  character  of  sodium 
dihydroxytartrate  it  appeared  probable  that  a  simple  volumetric  method 
for  sodium  might  be  devised.  Por  complete  precipitation  it  is  necessary 
that  the  free  acid  shall  be  exactly  neutralized,  and  this  is  most  con- 
veniently effected  by  first  preparing  the  normal  potassium  salt.  The 
employment  of  this  salt  as  precipitant  has  also  the  advantage  that  risk 
is  avoided  of  the  precipitation  of  potassium  with  the  sodium  salt  when 
the  former  metal  is  present  in  the  mixture  analyzed. 

Preparation  of  Potassium  Dihydroxytartrate. — Weigh  equiva- 
lent proportions  of  the  acid  182,  and  dry  potassium  carbonate  138  parts.  Dissolve 
separately  in  the  least  possible  quantity  of  ice  cold  water,  then  mix  in  a  vessel 
surrounded  by  ice  and  stir.  Crystals  soon  separate,  which  may  then  be  collected 
on  a  filter,  and  finally  dried  on  changes  of  filter-paper  in  the  air  or  in  a  desiccator. 
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The  salt  so  obtained  does  not,  however,  keep  in  proper  condition  for  more  than 
a  few  days,  and  therefore  it  is  better  to  prepare  it  specially  when  sodium 
estimations  have  to  be  made.     The  formula  of  the  salt  is  K2(C4H40s)H20. 

Standardizing  the  Permanganate  Solution.— In  this  method  of 
titrating  soda  it  is  preferable  to  standardize  the  permanganate  upon  pure 
sodium  chloride  rather  than  to  depend  on  the  relations  .between  the  acid  and 
permanganate.  The  strength  of  the  latter  solution  is  best  about  ^/s,  i.e.,  6'312 
gm.  of  MnK04  to  the  liter.  Its  strength  as  regards  the  sodium  to  be  estimated 
is  ascertained  by  the  following  procedure,  bearing  in  mind  that  exactly  the 
same  process  in  every  respect  must  be  carried  ovit  in  estimating  sodium  in  any 
given  salt. 

Method  or  Peocedueb  :  About  0"2  gm.  of  pure  sodium  chloride  is  accu- 
Tately  weiglied  and  dissolved  in  a  small  beaker  with  the  least  possible  quantity  of 
water,  then  placed  in  a  basin  and  surrounded  by  ice.  Then  an  exce's,  say  0'8 
gm.  of  the  potassium  salt  is  weighed  and  dissolved  in  another  small  beaker,  with 
not  more  than  25  c.o.  of  ice  cold  water,  placed  in  ice  and  stirred  till  dissolved  ; 
this  occurs  with  some  difficulty,  but  if  the  liquid  is  not  free  from  floating- 
particles  or  deposit,  it  must  be  quickly  filtered  into  the  sodium  solution  still 
standing  in  ice.  The  mixture  is  then  allowed  to  stand  in  ice  for  half  an  hour 
with  occasional  stirring.  The  precipitated  sodium  salt  is  then  collected  by  means 
of  a  small  filter  on  filter  plate  and  quickly  drained  with  the  water  pump,  then 
washed  with  3  or  4  c.o.  of  ice  cold  water  three  or  four  times  in  succession,  and 
rinsing  out  the  precipitating  beaker.  Pinally,  the  precipitate  is  dissolved  through 
the  filter  in  a  large  excess  of  dilute  H2SO4,  rinsing  out  the  precipitating  beaker 
with  dilute  acid  in  the  process,  and  titrated  with  the  permanganate  at  ordinary 
temperature.  The  action  on  the  permanganate  is  at  first  very  slow,  but  when 
once  commenced  grows  in  force  similar  to  the  action  of  oxalic  acid,  and  the  end 
is  quite  distinct.  The  volume  of  permanganate  having  been  noted,  its  working 
strength  in  relation  to  sodium  in  any  available  compound  is  ascertained,  and 
marked  on  the  bottle. 

Example  :  0'21  gm.  of  pure  NaCl  was  treated  strictly  according  to  the 
procedure  just  described,  and  required  48'3  o.c.  of  permanganate,  not  strictly 
^Ib,  but  about  that  strength.  The  same  weight  of  the  same  NaCl  was  then 
taken  with  about  the  same  quantity  of  pure  KCl  in  the  same  manner.  The 
volume  of  perma,nganate  used  was  48'9  c.c.  Taking  into  account  the  large  volume 
of  permanganate  required  for  so  small  a  quantity  of  sodium  the  difference  was 
infinitesimal  as  regards  the  amount  of  sodium  fbund.  Practice  undoubtedly 
renders  the  results  more  secure  if  exactly  the  same  conditions  are  observed,  more 
especially  in  keeping  the  temperature  down  to  as  near  0°  as  possible. 

The  process  seems  comjilicated,  but  when  once  the  cooling  arrange- 
ments are  satisfactorily  made  it  becomes  very  simple,  and  if  there  are 
a  series  of  sodium  estimations  to  be  made  such  as  the  alkaline  chlorides 
in  mineral  water  residues,  etc.,  is  far  more  rapid,  and  probably  more 
exact  than  the  estunation  of  the  potassium  by  platinum,  and  calculating 
the  sodium  by  difference. 

It  must  be  noted  that  the  method  is  not  available,  so  far  as  is 
known,  in  the  presence  of  metals  other  than  sodium,  potassiiuii,  and 
magnesium.  Ammonium  should  be  removed,  and  borax  cannot  accu- 
rately be  examined  for  its  sodium.  The  metals  should  preferably  be 
present  as  chlorides,  sulphates,  or  nitrates  ;  carbonates  and  hydroxides 
of  sodium  must  be  neutralized  exactly  with  one  of  the  mineral  acids. 

10.    Estimation  of  Potassium  by  Sodium  Cobalti-nitrite 
and  Permanganate, 

The  value  of  sodium  cobalti-nitrite  as  a  qualitative  test  for  potassium 
salts  has  been  well  known  as  de  Koningh's  reagent,  but  its  use  as 


62  VOtUMETEie  ANA1.KSIS.  .f  ll^- 

a  qiiantitative  reagent  has  been  recently  investigated  by  E.  H.  Adiife- 
and  T.  B.  Wood,  who  have  described  their  satisfeotory  experiments 
in  the  process  both  gravimetric  and  vokxmetric  (/.  <7.  S.  Ixxvii.  1076). 
The  gravimetric  prooeee  need  not  be  described  here,  but  the  results 
are  satisfactory,  and  the  volumetric  also. 

The  method  is  based  on  the  fact  that  potassium  may  be  combined 
in  an  insokible  form  as  cobalti-nitrite  of  sodium  and  -potassium, 
K2Na£;o(]Sr02)gH20,  and  the  amount  of  KjO  is  found  by  using 
standard  potassium  permanganate  as  an  oxidizing  agent,  1  c.c.  of 
strictly  ^/xo  permanganate  being  equal  to  0'00078.33  gm.  of  KgO. 

My  opinion  is  that  the  value  of  the  permanganate  ,used  in  titration 
as  regairds  Kfi  is  to  titrate  the  precipitate  of  a  known  quantity  of 
pure  KCl  and  not  to  depend  upon  any  theoretical  number. 

The  reagent  used  for  precipitating  the  potash  is  sodium  cobalti- 
nitrite  and  is  prepared  as  follows  : — 220  gm.  of  sodium  nitrite  -are 
dissolved  in  400  c.c.  of  water,  113  gm.  of  cobalt  acetate  are  dissolved 
in  300  C..C.  of  water  and  100  c.c.  of  glacial  acetic  acid  added.  The 
two  solutions  are  mixed  and  gently  warmed,  IfOj  is  evolved  and  the 
solution  becomes  dark-coloured.  The  NO^  is  best  evacuated  from  the 
bottle  by  a  water-pump  and  the  liquid  is  left  ,over-night,  during  which 
a  yellow  precipitate  settles.  The  solution  is  then  filtered  clear  and 
diluted  with  water  to  a  liter. 

The  amount  of  KgO  taken  for  titration  must  not  be  too  large.  The 
proportions  given  by  the  authors  for  high  grade  commercial  potassium 
chloride  or  sulphate  is  to  dissolve  10  gm.  in  a  liter  of  water  and  use 
10  CO.  for  precipitation.  For  commercial  kainite  40  gm.  in  a  liter 
and  10  c.c.  for  precipitation.  In  general  use  the  potash  solution  should 
be  either  concentrated  or  diluted,  so  that  it  contains  from  0'5  to  1  per 
cent,  of  KjO.     This  is  very  important. 

Method  of  Tbocedtjee  :  To  10  c.c.  of  potasli  solution  add  10  c.c.  of  the 
cobalt  reagent  and  .about  1  ex.  of  strong  acetic  acid  ,(about  95  °/J.  The  precipitate 
settles  readily,  but  it  is  best  to  defer  the  filtration  for  a  few  hours  or  overnight. 
It  is  then  filtered  off  on  a  Gooch  asbestos  filter  and  washed  with  solution  of 
-  acetic  acid  of  10  per  cent,  strength  by  volume,  until  the  filtrate  is  colourless, 
finally  washed  once  with  water.  Filtering  through  paper  must  not  be  dona,  as 
it  interferes  with  the  permanganate  titration. 

The  asbestos  and  precipitate  are  blown  and  washed  out  into  a  beaker  and  2  or 
3  CO.  of  10  7q  caustic  soda  solution  added,  then  boiled  for  about  ten  minutes. 
The  asbestos  and  precipitate  of  cobalt  hydrj)xide  are  then  filtered  off  with  repeated 
small  quantities  of  water,  and  the  filtrate  made  up  to  100  c.c.  20  c.c.  are  taken 
for  titration  with  ^/lo  permanganate  by  first  .acidifying  with  dilntj  sulphuric 
acid,  and  running  in  the  permanganate  till  the  colour  is  permanent.  This  will 
not  give  correct  results,  owing  to  the  possible  liberation  of  some  nitrogen  oxides 
by  the  acid,  but  is  used  as  a  guide  as  to  the  probable  amount  of  permanganate 
necessary.  A  second  20  c.c.  is.  then  taken  without  acid  and  the  amount  of 
permanganate  before  used  at  once  added,  then  slowly  acidified  until  the  ctiJour 
disappears;  the  permanganate  is  then  added  drop  by  <irop,. until  the  colour  holds 
for  a  minute,  in  which  case  the  process  may  be  considered  finished. 

It  is  well  to  repeat  in  order  to  obtain  the  best  results. 

My  experience  of  the  method  is  that  with  careful  management  good 
results  may  be  obtained.  One  of  the  difSjCulties  found  by  me  at  first 
was  thatj  owing  to  the  finely  divided  nature  of  the  precipitate  it  is 


^17..  TITRATION   OF   ALKALINE  SALTS.  63- 

fifikult  bo,  getr,  a,  tlioiouglily  clear  filtrate;  when  washed  with  thtt 
dilute  acetic  acid  or  waterj  some  of «  the  precipitate  is  apt.  to  wash 
tiiroiigh  unless  a  very  close  filter  is  used,  but  the  cause  ■  of  thi&  was 
found  to  be  using  a  too  dilute  solution  of  the  potassium  salt. 

As  examples  of  the  accuracy- of  the  method  the  following  analyses- 
are  given  by  the  authors — 

(I)  Kainite:  L  II.  Mean. 

KjO  per  cent 12-22  11-94  12-lS 

By  platinic-chldride  method  : 

K^O  per  cent 11-98  12-07  12-03- 

(II)  ©ommercial  potassium  sulphate  : 

EgO  per  cent 50-05  50'82  50-44 

By  platimc-chloride  method  : 

KgO  per  cent 50-80 

For  soils,  the  authors  have  found  the  following,  method'  to  give  verj^ 
satisfactory  results.  The  soil  is  extracted  by  heating.  10  grams  in 
a  loosely  stoppered  Jena  glass  flask  with  20 — 30  c.c.  of  strong  Eydio- 
chloric  acid  for  48  hours.  The  solution  is  then  freed  from  all  bases- 
which  might  interfere  with  the  method,  by  boiling  with  excess  of 
sodium  carbonate.  The  precipitated  bases  are  filtered  off,,  and  the- 
solution  concentrated,  after  addition  of  acetic  acid,  to  10  c.c.,,  or  to- 
a  volume  which  gives  the  concentration  of  potash  recommended  above. 
Ten  c.c.  of  the  sodium  cobalti-nitrite  reagent  are  now  added,  with  more 
acetic  acid  if  necessary,  and  the  precipitate  allowed  to  settle.  The- 
volumetric  estimation  is  now  carried  out  as  before. 

The  following  results  have  been  obtained  by  various  extractions  of 
the  same  peaty  soil  under  different  conditions.  The  solution  froiiL 
each  extraction  was  divided  into  aliquot  parts,  and  comparative- 
estimations  of  the  potash  made  by  the  cobalti-nitrite  volumetric  and 
by  the  platinic-chloride  gravimetric  methods  : 

KjO  per  cent. 

Peaty  Soil,:  I.         II.       III.       IV.     Mean. 

By    cobalti-nitrite    volumetric)    ^.^g     ^.^^     ^.^g     ^..^g     j.^^ 
method  i 

By   platinic-chloride    grayime-  )    ^.-^-^     ^..gg     Q.gg     q,^^     ^.Qg 
trie  method    ) 

These  results  show  that  the  method  is  reliable,  and  is  espeeiallj' 
useful  where  a  number  of  determinations  have  to  be  made  at"  one- 
time. 

Another  method  which  is  adopted  in,  the  laboratory  of  the  Ecole 
^^ationale  d.es  Mines  under  the  direction  of  A.  Carnot,  and  is  based 
on  the  formation  of.  the  double  thiosulphate  of' bismuth  and  potassium 
and  its  estimation  by  iodine.  Among  the  drawbacks  of  the  method 
are  the  higUy  concentrated  solution  of  the  potash  required,  and  the 
large  amount  of  pure  alcohol  necessary  to  be  used.  The  end-point  is 
also  somewhat  difficult  to  distinguish,  and  again,  care  is  necessary  to 
procure  pure  and  fresh  calcium  thiosulphate. 

The  necessary  reageaats;  are  as  follows  : — 

Bismuth  chloride  solution. — 100  gm;   of   bismuth   subnitrate   are 
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dissolved  by  exactly  the  necessary  amount  of  hydrochloric  acid,  and 
made  up  to  1  liter  with  95  per-cent.  alcohol.  If  any  turbidity  ensues 
— due  to  the  precipitation  of  a  sub-salt — it  should  be  redissolved  by 
a  few  drops  of  hydrochloric  acid. 

Calcium  thiosulphate  solution. — This  should  contain  200  gm.  of  the 
pure  crystallized  salt  per  liter.  The  thiosulphate  must  be  freshly 
prepared,  exhibit  no  tinge  of  yellow,  and  be  properly  crystallized. 

The  calcium  thiosulphate  may  be  prepared  by  decomposing  a  hot 
concentrated  solution  of  pure  calcium  chloride  by  jDure  sodium  thio- 
.suliDhate.  The  liquid  as  it  cools  deposits  a  large  quantity  of  sodium 
chloride,  and  if  it  be  then  further  concentrated  by  evaporation  at 
a  temperature  below  50°  C,  the  remaining  sodium  chloride  will 
separate  completely,  and  on  cooling  the  solution  to  30°  C.  it  will 
yield  pure  crystals  of  calcium  thiosulphate. 

Iodine  solution. — A  standard  solution  containing  26'96  gm.  of  pure 
iodine  dissolved  by  the  aid  of  about  40  gm.  of  pure  potassium  iodide. 

Sodium  thiosulphate  solution. — Standardized  to  correspond  to  the 
iodine  solution — i.e.,  containing  52-64  gm.  of  the  crystallized  salt 
per  liter. 

Method  of  Peocedueb  :  The  potassium  salt  is  dissolved  in  8  c.o.  of  water, 
and  the  solution  (which  may  include  a  trace  of  free  hydrochloric  acid)  should 
not  contain  more  than  0'7  gm  of  KjO.  To  obtain  an  average  sample,  in  the  case 
of  more  or  less  homogeneous  complex  bodies,  it  is  better  to  dissolve  from  20  to 
30  gm.  in  the  proportion  of  1  gm.  of  substance  to  8  c.c.  of  water. 

A  mixture  of  the  reagents  is  then  prepared  by  adding  together  in  the  following 
order  :  20  c.c.  of  the  alcoholic  bismuth  solution,  20  c.c.  of  the  calcium  thiosulphate 
solution,  and  200  c.c.  of  95  per-oent.  alcohol ;  this  should  produce  a  perfectly 
clear  liquid.  When  the  substance  contains  less  than  0'3  gm.  of  K2O,  one-half 
the  foregoing  quantities  of  bismuth  and  thiosulphate  solutions  and  150  c.o.  of 
alcohol  will  be  sufficient. 

The  reagent  is  poured  into  the  potash  solution,  and,  after  vigorous  agitation 
left  at  rest  for  half  an  hour,  by  which  time  the  precipitate  of  double  thiosulphate 
of  bismuth  and  potassium  will  have  fallen.  On  decanting  the  liquid,  the 
precipitate  is  thrown  on  to  a  filter,  and  carefully  washed  with  95  per-cent. 
alcohol.  Quick  filtration  is  desirable,  but  the  aspirator  need  not  be  resorted  to  if 
the  paper  is  good  and  filters  freely. 

The  double  salt  is  dissolved  by  washing  with  cold  water  on  the  filter,  and, 
after  the  addition  of  a  little  fresh  starch  indicator  and  2  or  3  c.c.  of  hj'drochlorio 
acid,  iodine  solution  is  added  from  a  burette  until  a  dark  brownish-green  colora- 
tion (passing  suddenly  from  pale  yellow)  is  produced.  Should  the  end-point 
have  been  overstepped,  the  sodium  thiosulphate  solution  is  used.  Each  c.o.  of 
iodine  solution  corresponds  to  O'Ol  gm.  of  KjO. 

The  method  is  fairly  exact  and  rapid,  but  requires  the  observance 
of  the  following  precautions  : 

The  calcium  thiosulphate  must  be  freshly  prepared ;  the  bismuth 
solution  must  contain  exactly  100  gm.  of  subnitrate  per  liter  ;  95  per- 
cent, alcohol  alone  should  be  used,  as  the  jsrecipitate  is  partly  soluble 
in  weaker  spirit ;  and  the  mixed  solution  must  be  slightly  acid.  It  is 
also  important  that  the  thiosulphate  should  not  be  in  excess  as 
compared  with  the  bismuth,  or  a  portion  of  it  will  be  thrown  down 
by  the  alcohol  and  vitiate  the  result.  If,  however,  all  the  conditions 
be  observed,  a  careful  operator  will  be  able  to  determine  with  ease 
potash  existing  indifferently  as  chloride,  nitrate,  carbonate,  phosphate, 
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•or  even  sulphate,  without  the  necessity  for  the  previous  removal  of 
such  associated  bases  as  soda,  lithia,  ammonia,  lime,  magnesia,  iron  or 
manganese  oxides,  etc. 

TECHNICAL  EXAMINATION  OP  SOME  ALKALINE 
COMPOUNDS  FOUND  IN  COMMERCE  OR  OCCUR- 
RING   IN    COURSE    OF    MANUFACTURE. 

There  is  now  considerable  unanimity  among  English  and  foreign 
manufacturers  of  alkaline  compounds,  as  to  methods  of  analysis  ,to  bo 
adopted  either  for  guidance  in  manufacture  or  commercial  valuation. 
Lnnge  has  contributed  important  papers  on  the  subject  (J.  S.  O.  I. 
i.  12,  16,  55,  92),  also  in  conjunction  with  Hurter  in  the  Alkali 
Makers'  Hand  Book^'  which  contains  valuable  tables  and  processes 
of  analysis.  So  far  as  volumetric  methods  are  concerned,  the  same 
jirocesses  will  be  given  here  with  others. 

11.     Soda  Ash,   Black  Ash,  Mother-liquors,  etc. 

Soda  Ash  or  Refined  Alkali. — 5  ov  10  sni.  are  dissolved  in  about  150 
•c.o.  of  wai-m  distilled  water,  and  any  insoluble  matter  filtered  off  (German 
■chemists  do  not  filter),  and  the  volume  diluted  to  i  or  1  liter. 

The  total  quantity  of  alkali  is  determined  in  50  c.c.  by  normal  sulphuric, 
nitric,  or  hydrochloric  acid,  as  in  §  17.  l.t 

The  quantity  of  caustic  alkali  present  in  any  sample  is  determined  as  in 
§  IV.  2  or  5. 

The  presence  of  sulphide  is  ascertained  by  the  smell  of  sulphuretted  hydrogen 
■when  the  alkali  is  saturated  with  an  acid,  or  by  dipping  paper  steeped  in  sodium 
nitro-prusside  into  the  solution :  if  the  paper  turns  blue  or  violet,  sulphide  is 
present. 

The  quantity  of  sulphide  and  sulphite  may  be  determined  by  saturating 
a  dilute  solution  of  the  alkali  with  a  slight  excess  of  acetic  acid,  adding  starch 
and  titrating  with  ^/lo  iodine  solution  till  the  blue  colour  appears.  The 
.quantity  of  iodine  required  is  thejneasure  of  the  sulphuretted  hydrogen  and 
sulpliurous  acid  present. 

The  proportion  of  sulphide  is  estimated  as  follows  :  13'820  gm.  of  pure  silver 
are  dissolved  in  dilute  nitric  acid,  and  the  solution  together  with  an  excess  of 
liquid  ammonia  made  up  to  a  liter.     Each  c.c.=0'005  gm.  Na^S. 

Method  of  Peocedtjee  :  100  c.o.  of  the  alkali  liquor  is  heated  to  boiling, 
some  ammonia  added,  and  the  silver  solution  dropped  in  from  a  burette  until  no 
further  precipitate  of  AgjS  is  produced.  Towards  the  end,  filtration  will  be 
3iei;essary  in  order  to  ascertain  the  exact  point,  to  which  end  the  Beales  filter  is 
serviceable  (fig.  23).  The  amount  of  Na2S  so  found  is  deducted  from  the  total 
sulphide  and  sulphite  found  by  iodine. 

Sodium  chloride  (common  salt)  may  be  determined  by  carefully  neutralizing 
1  gm.  of  the  alkali  with  nitric  acid,  and  titrating  with  decinormal  silver  solution 
and  chromate.  Each  c.c.  represents  0'005845  gm.  of  common  salt.  Since  the 
quantity  of  acid  necessary  to  neutralize  the  alkali  has  already  been  found,  the 
proper  measure  of  ^/lo  nitric  acid  may  at  once  be  added. 

Sodium  sulphate  is  determined  either  directly  or  indirectly,  as  in  §  V7.  Each 
<5.c.  of  normal  barium  chloride  is  equal  to  0'071  gm.  of  dry  sodium  sulphate. 

Examination   of   Crude    Soda   Lyes    and    Red   Liquors. — 

Xalmann  and  Spiiller  {liingl.  polyi.  J.,  264,  456 — 459)  recommend  a  process 

*  "Whittaker  &  Co.,  London. 

t  This  gives  a  sliglit  .error,  owing  to  traces  of   aluminate  of   soda  and  lime,  which. 
•consume  acid. 
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based  on  the',  insolubility  of  barium  sulphite  and  the  solubility  of  barium  thio- 
sulphate  in  alkaline  solutions.  The  estimation  is  performed  in  the  following 
manner : — 1. — The  total  alkalinity  is  determined  in  a,  measured  volume  of  the 
liquor  under  examination  by  titration  with  normal  acid,  methyl  orange  being- 
used  as  indicator.  The  acid  consumed  equals  sodium  carbonate  +  sodium  sulphide, 
+  sodium,  hydrpxide,  +  one-half  sodium  sulphite  (NajSOg  is  alkaline  and  NaHSOa.-.- 
neutral  to  methyl  orange).  2.-^An  equal  volume  of  the  liquor  is  titrated  with" 
^/lo  solution  of  iodine,  the  volume  consumed  corresponding  with  the  sod.ium 
sulphide  +  the  sodium  sulphite,  +  the  sodium  thiosulphate.  3. — Twice  the  volume 
of  liquor  as  that  used  in  (1)  and  (2)  is  precipitated  with  an  alkaline  zinc  solution, 
and  the  mixture  made  up  to  a  certain  measure,  one-half  of  which  is  filtered,, 
acidified,  and  titrated  with  ^/lo  iodine.  The  iodine  consumed  equals  sodium 
sulphite  +  thiosulphate.  4. — Thre3  or  four  times  the  volume  of  liquor  used  iu' 
(1)  and  (2)  is  treated  with  an  excess  of  a  solution  of  barium  chloride,  the  mixture 
made  up  to  a  known  volume  with  water,  and  filtered,  (a)  One-third  or  one- 
fourth  (as  the  case  may  be)  of  the  filtrate  is  titrated  with  normal  acid  the  amount 
used  corresponding  with  the  sodium  hydroxide -f  the  sodium  sulphite.  (S)  A 
new  third  or  fourth  of  the  filtrate  is  acidified  and  titrated  with  ^/lo  iodine,  the 
iodine  consumed  being  equal  to  sodium  sulphite -K  sodium  thiosulphate.  The 
calculation  is  made  as  follows  : — 

2  — ib    =A  ex.  ^/lo  iodine  corresponding  to  Na^SOj 

2  — 3     =  B  c.c.  ^/lo  iodine  corresponding  to  Na^S 

4J — (2 — 8)     . , ,  =  0  c.c.  ^/lo  iodine  corresponding  to Na^SjOs 

4a — iVB     =  D  c.c.  normal  acid  corresponding  to  NaOH 

I  — (4a -I- j", A)  =E  c.'-'.  normal  acid  corresponding  to NajCOg 

Black  Ash. — Digest  50  gm.  with  warm  water  in  a  half-liter  flask,  fill  up 
to  mark,  and  alio  v  to  settle  clear. 

(1)  Total  Alkali  existing  as  carbonate,  hydrate,  and  sulphide,  is  found  by 
titrating  10  c.c,  =  1  gm.  of  ash  with  standard  acid  and  methyl  orange  in  the  Cold. 

(2)  Caustic  Soda.—  20  c.c.  of  the  liquid  are  put  into  a  100  c.c.  flask  with  10' 
C.c.  of  solution  of  barium  chloride  of  10  per  cent,  strength,  filled  up  with  hot 
water,  well  shaken,  and  corked  after  settling  a  few  minutes.  The  clarified  liquid 
is  filtered,  and  50  c.c.  =  1  gm.  ash,  titrated  with  standard  acid  and  methyl  orange ;  • 
.or  it  may  be  titrated  without  filtration  if  standard  oxalic  acid  and  phenolph- 
thaleiii  are  used,  this  -acid  having  no  effect  on'  the  barium  carbonate.  Each  c.c. 
normal  acid=0'031  Na^O.     This  includes  sulphides. 

(3)  Sodium  Sulphide. — Put  10  c.c.  of  "liquor  into  a  flask,  acidulate  with 
acetic  acid,  dilute  to  about  200  c.c.  and  titrate  with  ^/lo  iodine  and  starch. 
Each  c.c. =0-0039  NaA  or  0-0031  NajO. 

(4)  Sodium  Chloride. — 10  c.c.  are  neutralized  exactly  with  normal  nitric 
acid,  and  boiled  till  all  H2S  is  evaporated.  Any  sulphur  which  may  have  been- 
precipitated  is  filtered  off,  and  the  filtrate  titrated  with  ^/lo  silver  and  chromate. 
Each  Co.  =0-005845  gm.  NaCl. 

(5)  Sodium  Sulphate. — This  is  best  estimated  by  precipitation  as  barium  ' 
sulphate,  and  weighing,  the  quantity  being  small.  If,  however,  volumetric- 
estimation  is  desired,  it  may  be  done  as  in  §  77,  taking  50  c.c.  of  liquor. 

For  otlier  methods  of  examining  the  various  soHd  and  Uquid  alkali 
wastes  used  for  soda  and  sulphur  recovery,  etc.,  the  reader  is  referred 
to  the  Alkali  Makm's'  Hand  Booh  already  mentioned. 

12.     Salt  Cake. 

Is  the  some-what  impure  sodium  sulphate  used  in  alkali  manufacture 
or  left  in  the  retorts  in  preparing  hydrochloric  acid  from  sulphuric  acid 
and  salt,  or  nitric  acid  from  sodium  nitrate.  It  generally  contains  free 
sulphuric  acid  existing  as  sodium  hisulphate,  the  quantity  of  -which 
may  be  ascertained  by  direct'  titration  v^^ith  normal  alkali. 


§>17.  TITKATION   OF  ALKALINE   SALTS.  67 

The  common  salt  present  is  estimated  by  deoinormal  silver  solution  and 
ohromate ;  hiving  first  saturated  the  free  acid  with  pure  sodium  carbonate, 
1  c.c.  silver  solution  is  equal  to  0'005845  gm.  of.  salt. 

Sulphuric  acid,  combined  with  soda,  is  estimated  either >  directly  or  indireotl}' 
as  in  §  VY ;  1  c.c.  of  normal  barium  solution  is  equal  to  0'071  gm.  of  dry  sodium 
sulphate. 

Iron  is  precipitated  from  a  filtered  solution  of  the  salt  cake  with  ammonia  in 
excess,  the  precipitate  of  ferric  o^cide  re-dissolved  in  sulphuric  acid,  reduced  to 
the  ferrous  state  vrith  zinc  and  titrated  with  permanganate. 

13.     Soap. 

Tlie  methods  here  given  are  a  combination  of  those  published  b}- 
A.  R.  Leeds  {O.  N.  xlviii.  166)  and  C.  E.  A.  Wright  (Joum.  Soc. 
Arts,  1885,  1117,  also  J.  S.  C.  1.  iv.  631),  and  others. 

(1)  Moisture  and  Volatile  Matters  — 15  gm.  are  dried  to  a  constant  weight, 
first  at  100°  t  en  at  110°  0. 

(2)  Free  Fats. — Eesidue  of  (1)  is  exhausted  in  a  Soxhlet  tube,  wdth  light 
petroleum  ether,  and  the  extract,  after  evaporation  of  the  ether,  weighed. 

(3)  Fatty  Acids,  Chlorides,  Sulphates,  Glycerine,  etc. — The  residue  from 
(2),  which  has  been  treated  wi  h  ether,  represents  15  gm.  soap;  it  is  weighed, 
and  two-thirds  of  it  are  dissolved  in  water,  and  normal  nitric  acid  added  in  excess 
to  separate  the  fatty  acids.  These  are  collected  on  a  tared  filter,  dried,  and 
weighed.  The  acid  filtrate  is  now  titrated  with  normal  soda  or  potash  (free  from 
chlorides  or  sulphates),  with  phenolphthalein  as  indicator ;  the  difference  between 
the  volumes  of  acid  and  alkali  used  gives  roughly  the  total  alkali.  The  residual 
neutral  liquid  is  divided  into  two  equal  pans,  in  one  of  which  chlorine  is 
estimated  vidth  ^/lo  silver  and  ohromate,  and  in  the  other  sulphuric  acid  by 
normal  barium  chloride.  If  glycerine  is  present,  it  may  be  estimated  by 
Muter's  copper  test  in  the  absence  of  sugar.  Sugar  is,  however,  often  largely 
used  in  transparent  soaps  in  place  of  glycerine ;  when  both  are  present,  the 
separate  estimation  is  difldcult,  but  Wright  suggests  the  inethod  of  Pehling 
for  the  sugar,,  first  inverting  with  acid ;  the  copper  retained  in  solution  by  the 
glycerine  being  estimated  oolorimetrically,  using  for  comparison  a  liquid  con- 
taining both  sugar  and  glycerine  to  known  extents,  treated  side  by  side  with 
the  sample  tested. 

(4)  Free  and  Total  Alkali. — These  are  obtained  by  "Wright's  alcohol  test. 
Two  or  three  grams  of  the  soap  are  boiled  with  95  per-cent.  alcohol,  the  extract 
filtered  off  and  residue  washed  with  alcohol.  The  solution  so  obtained  may  be 
either  positively  alkaline  with  caustic  alkali,  or  negatively  alkaline  from  the 
presence  of  fatty  acids  or  a  diacid  soap,  according  to  the  kind  of  soap  used. 
Phenolphthalein  is  added,  which  shows  at  once  whether  free  alkali  is  present, 
and  in  accordance  with  this  either  standard  alcoholic  acid  or  alkali  is  used  for 
titration.  The  residue  on  the  filter  is  then  dissolved  in  water,  and  titrated  with 
deoinormal  acid ;  the  alkali  so  found  may  include  carbonate,  silicate,  borate,  or 
aluminate  of  soda  or  potash,  and  also  any  soluble  lime.  The  sum  of  the  two 
titrations  will  be  the  total  alkalinity  in  case  both  showed  an  alkaline  reaction  ;  if 
otherwise,  the  alkali  used  to  produce  a  colour  in  the  alcoholic  extract  is  deducted 
from  the  volume  of  acid  used  in  the  water  extract.  This  method  of  taking  the 
alkalinity  of  a  soap  is  very  fairly  exact ;  the  error  ought  never  to  exceed  ±  0'5 
per  cent.  J.  A.  Wilson  (C  N.  lix.  280)  stxtes  that  the  estimation  of  free 
caustic  alkali  in  high  class  soaps,  containing  no  free  glycerides,  by  the  alcoholic 
method  is  correct;  but  not  in  the  case  of  common  commercial  soaps. 

(5)  Combined  Alkali. — Wilson  (C.  N.  Ixiv.  205)  prccesds  as  follows  :^ 
1.  The  alkali,  in  all  •  forins,  is  determined  by  titration  with  standard  acid'  in 
the  usual  manner.  '2.  Another  weighed  quantity  of  the  soap  is  decomposed  in 
a  conical  flask  with  a  slight  excess  of  dilute  H2SO4,  and  the  flask  kept  on  the 
water-bath  till  the  fatty  acids  separate  quite  clear.  The  flask  is  then  placed  -in 
ice-water  to  cool,  and  then  filtered.    The  fatty  acids  are  washed  three  times 
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successively  with  250  c.c.  of  boiling  water  and  allowed  to  cool  each  time  and 
filtered.  The  united  filtrates  are  diluted  to  1  liter,  and  5  )0  c.c.  placed  in  a  clear 
white  beaker  and  tinted  with  methyl  orange  ^/lo  alkali  is  then  dropped  in  till 
the  liquid  acquires  the  usual  colour,  after  which  a  little  phenolphthalein  is  added, 
and  the  addition  of  standard  alkali  continued  till  a  permanent  pink  is  established. 
The  number  of  c.c.  used  in  the  latter  titration  are  due  to  the  soluble  acids,  and 
are  calculated  to  oaprylio  acid.  The  fatty  acids  in  the  flask  and  any  little  on 
the  filter  are  dried  and  weighed,  and  then  dissolved  in  alcohol,  and  titrated 
with  ^/a  alcoholic  alkali.  The  alkali  so  used'  together  loith  that  required  for 
neutralization  of  the  soluble  acids,  and  deducted  from  the  total  alkali,  gives  the 
alkali  existing  in  other  forms  than  as  soap.  Of  course,  if  desired,  the  soap  may 
be  decomposed  with  H2SO4,  and  the  alkali  required  to  neutralize  the  normal 
methyl  orange  noted,  which,  deducted  from  the  total  acid  used,  would  give  the 
acid  equivalent  to  the  alkali  existing  in  all  forms. 

Another  method  is  used  to  estimate  the  free  alkali  in  soap.  Two  standard 
solutions  are  required,  i.e.,  ^/lo  caustic  soda  in  alcohol  and  an  alcoholic  solution 
of  stearic  acid,  both  to  agree  when  titrated  warm  with  phenolphthalein. 

Method  of  Peocedurb:  2  gm.  of  soap  are  weighed  into  a  round-bottomed 
flask,  of  about  300  c.c.  capacity,  and  50  c.c.  alcohol  poured  upon  it.  ^\\a  stearic 
acid  is  now  run  in  from  a  burette  in  amount  judsfed  to  be  sufficient  to  neutralize 
the  free  alkali  in  2  gm.  of  the  soap,  some  phenolphthalein  added,  and  the  flask 
then  closed  with  a  corlc,  through  which  passes  a  glass  tube  about  30  inches  long 
and  of  about  i  inch  internal  diameter,  the  lower  end  filed  to  a  point  to  serve 
as  a  reflux  condenser.  The  flask  and  contents  are  placed  on  a  steam-bath  and 
heated  thirty  minutes,  at  the  expiration  of  which  time  the  solution  should  be 
quite  clear  and  show  no  alkali  with  the  phenolphthalein.  If  the  solution  turns 
red  during  the  bcJiling,  showing  that  an  insufficient  quantity  of  stearic  acid  has 
been  added  at  first,  add  more  of  that  solution  until  the  colour  disappears,  then 
several  c.c.  in  excess,  and  heat  twenty  minutes  further  The  flask  is  now  removed 
from  the  bath  and,  after  a  few  minutes'  cooling,  titrated  with  ^/lo  caustic  soda. 
The  difference  between  the  number  of  0.0.  of  stearic  acid  added  and  the  number 
■of  CO.  of  caustic  soda  used  to  back  titrate  is  equivalent  to  the  total  free  alkali 
■present. 

"While  the  first  flask  is  heating,  weigh  out  in  a  similar  flask  2  gm.  of  soap  and 
add  50  c.c.  alcohol  and  place  on  the  steam-bath.  When  the  first  test  is  finished, 
■calculate  roughly  the  total  alkali,  assuming  the  total  quantity  to  be  carbonate. 
Now  add  to  the  second  flask  an  amount  of  10  per  cent,  barium  chloride  solution 
sufficient  to  precipitate  alkali  found,*  heat  a  few  minutes,  add  phenolphthalein, 
and  titrate  with  ^/lo  stearic  acid.  The  titration  must  take  place  slowly  and 
with  thorough  agitation  of  the  liquid,  for  the  reason  that  the  sodium  or  potassium 
hydroxide  reacts  with  the  barium  chloride  added  and  forms  sodium  chloride  and 
barium  hydroxide.  The  latter  is  not  very  soluble  in  the  alcoholic  liquid,  and 
sufficient  time  and  pains  must  be  taken  to  ensure  its  complete  neutralization  by 
the  stearic  acid.  A  blank  test  should  be  made  on  50  c.c.  of  the  alcohol,  since 
this  frequently  contains  CO^,  and  the  number  of  tenths  c.c.  ^/lo  caustic  soda 
necessary  to  neutralize  the  free  acid  in  this  quantity  of  alcohol  added  to  the 
reading  of  the  stearic  acid  burette  in  the  second  test.  This  corrected  reading 
gives  the  number  of  c.c.  ^/lo  stearic  acid  used  to  neutralize  the  caustic  alkali  in 
2  gm.  of  soap.  The  difference  between  the  total  alkali  found  and  the  caustic 
will,  of  course,  give  the  carbonate. 

Example  :  2  gm.  of  soap  and  15. c.c.  ^/lo  stearic  acid ;  32  c.c.  "^l^a  caustic 
soda,  to  back  titrate.  Consequently,  15 -3-2  =  11-8  c.c.  ^/lo  of  stearic  acid 
equivalent  to  total  free  alkali. 

To  neutralize  the  caustic  in  the  sample  treated  with  barium  chloride  was 
required  4'1  c.c.  of  ^/lo  stearic  acid.  50  c.c.  of  the  alcohol  used  required  0'2 
CO.  of  ^/lo  caustic  soda,  then  4'1  +  02,  therefore  : 

4'3  CO.  ^/lo  stearic  acid  to  neutralize  free  cau'^tic  alkali. 

11-8— 4-3=7'5  cc.  ^/lo  stearic  acid  to  neutralize  carbonated  alkali. 

*  1  0.0.  ■•'/lO  stearic  aoid=0^0122  gm.  BaCls  SHaO  or  0-122  0.0. 10  per  cent,  barium  chloride 
solution. 
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1  o.c.  ^/lo  stearic  aoid=0'004  gm.  of  caustic  soda  or  0'0053  gm.  of  sodium 
carbonate. 

The  above  figures  calculated  to  percentage  would  be  : 

0'86  per  cent,  of  caustic  soda  and  199  per  cent,  of  sodium,  carbonate.  This 
method  is  only  applicable  to  soaps  of  good  quality. 

TITRATION     or     ALKALINE     EARTHS     AND     THEIR 
COMPOUNDS. 

§  18.  Standard  hydrocliloric  or  nitric  acid  must  in  all  cases  be 
used  for  the  titration  of  the  caustic  or  carbonated  alkaline  earths,  as 
these  are  the  only  acids  yielding  soluble  compounds,  except  in  the  case 
of  magnesia.  The  hydroxides,  such  as  caustic  lime,  baryta,  strontia, 
or  magnesia,  may  all  be  estimated  by  any  of  the  indicators,  using  the 
residual  method,  i.e.,  adding  a  known  excess  of  standard  acid,  boiling, 
to  expel  any  trace  of  COj,  and  re-titrating  with  standard  alkali. 

The  carbonates  of  the  same  bases  may  of  course  also  be  estimated  in 
the  same  way,  bearing  in  mind,  that  when  methyl  orange  is  used,  the 
liquid  is  best  cooled  before  re-titration.  All  heating  may  be  avoided 
when  using  methyl  orange  in  titrating  mixtures  of  hydroxides  and 
carbonates,  or  the  latter  only,  unless  it  is  impossible  to  dissolve  the 
substance  in  the  cold.     A  good  excess  of  acid  is  generally  sufficient. 

The  total  amount  of  base  in  mixtures  of  caustic  and  carbonated 
alkaline  earths  is  also  estimated  in  the  same  way. 

(1)  Estimation  of  Mixed  Hydroxides  and  Carbonates.— 

This  may  be  done  either  by  phenacetolin  or  phenolphthalein  as  indi- 
cator. The  former  has  been  recommended  by  Degener  and  Lunge  : 
the  method,  however,  requires  practice  in  order  to  mark  the  exact 
change  of  colour. 

Method  of  Pkoceduee  :  The  liquid  containing  the  compound  in  a  fine  state 
of  division  is  tinted  with  the  indicator  so  as  to  be  of  a  faint  yellow ;  normal  acid 
is  then  cautiously  added  until  a  permanent  pink  occurs  (at  this  stage  all  the 
hydroxide  is  saturated),  more  acid  is  now  cautiously  added  until  the  colour 
becomes  deep  yellow,  the  volume  of  acid  so  used  represents  the  carbonate. 

The  method  is  especially  adapted  to  mixtures  of  calcium  hydroxide  and 
carbonate.  It  is  also  applicable  to  barium,  but  not  to  magnesium,  owing  to 
the  great  insolubility  of  magnesium  hydroxide  in  dilute  acid.  If  phenolph- 
thalein is  used  as  indicator,  the  method  is  as  follows : 

Heat  the  liquid  to  boiling,  and  cautiously  add  normal  acid  until  the  red  colour 
is  just  discharged.  The  carbonates  of  calcium  and  barium,  rendered  dense  by 
boiling,  are  both  quite  neutral  to  the  indicator.  To  obtain  the  whole  of  the  base, 
excess  of  normal  acid  is  used,  and  the  mixture  re-titrated  with  normal  alkali. 

Magnesium  in  solution  as  bicarbonate  may  be  accurately  estimated 
in  the  cold  with  methyl  orange  as  indicator. 

(2)  Estimation  of  Calcium,  Barium,  Magnesium  and  Stron- 
tium in  Neutral  Soluble  Salts.— The  amount  of  base  in  the  chlorides 
and  nitrates  of  the  alkaline  earths  may  be  readily  estimated  as  follows : — 

The  weighed  salt  is  dissolved  in  water,  cautiously  neutralized  if  acid  or  alkaline, 
phenolphthalein  added,  heated  to  boiling,  and  normal  sodium  carbonate  delivered 
in  from  time  to  time  with  boiling  until  the  red  colour  is  permanent. 
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Magnesium  salts  cannot  however  be  estunated  in  this  way,  or  even  mixtures 
of  lime  and  magnesia,  as  magnesium  carbonate  affects  the  indicator  in  a  different 
manner  to  the  other  carbonates. 

(S)  Precipitation  of  the  Alkaline  Earths  from  their  Weutral 
Salts- as  Carbonates. — Soluble  salts  of  calcium,  barium,  and  strontium,  siich 
as  chlorides,  nitrates,  etc.,  are  dissolved  in  water,  and  the  base  precipitated  as 
carbonate,  with  excess  of  ammonium  carbonate  and  some  free  ammonia.  -The 
mixture  Is  heateTto  abouf60°  C.  for  a  few  minutes.  The  precipitated  -catbDiiate 
is  then  to  be  Altered,  well  washed-with  h-ot  water  till  all  soluble  matters,  especially 
ammonia,  are  removed,  and  the  -precipitate  with  filter  titrated  with  normal  acid, 
as  already  described. 

Magnesium  salts  cannot  be  estimated  in  this  way. 

(4)  Calcium   and  Magnesium   Carbonates  in  Waters. — The 

amount  of  calcium  or  calcium  and  magnesium  carbonates  dissolved  in  ordinary 
non-alkaline  waters  may  be  very  readily,  and  with  accuracy,  found  by  taking 
200  or  303  c.o.  of  the  water,  heating  to  near  boiling,  adding  phenacetolin  or 
lacmoid,  and  titrating  cautiously  with  ^/lo  acid.  An  equally  accurate  result 
may  be  obtained  by  methyl  orange  in  the  cold  liquid. 

(5)  Estimation  of  Calcium  and  Magnesium  Sulphates, 
Chlorides,  Nitrates,  and  Carbonates  in  Waters  and  the  degrees 
of  hardness  obtained  without  the  use  of  Clark's  Standard  Soap 
Solution.  A.S  is  generally  _  known,  the  soap-destroying  power  of 
a  water  is  ascertained  in  Clark's  process  by  a  standard  solution  of 
soap  in  weak  alcohol,  titrated  against  a  standard  solution  of  calcium 
chloride.  The  valuation  is  in  so-called  degrees,  each  degree  being 
equal  to  1  grain  of  calcium  carbonate,  or  its  equivalent,  in  the,  imperial 
gallon.  The  process  is  an  old  and  familiar  one,  but  open  to  many 
objections  from  a  scientific  point  of  view.     The  scale  of  degrees  is 

.arbitrary,  and  is  seriously  interfered  with  by  the  presence  of  varying 
proportions  of  magnesium  salts. 

We  are  indebted,  primarily  to  Mohr,  and  subsequently  to  Hehner, 
for  an  ingenious  method  of  determining  both  the  temporary  and 
permanent  hardness  of  a  water  wibhout  the  use  of  .soap  sohition. 

The  standard  solutions  required  are  ■'^/go  sodium  carbonate  and 
■"^/so  sulphuric  acid.  Each  c.c.  of  standard  acid  exactly  neutralizes 
1  m.gm.  of  Ca-COg,  and  each  c.c.  of  the  alkali  precipitates  the  like 
amount  of  CaCOg,  or  its  equivalent  in  magnesium  salts,  in  any  given 
water. 

Method  of  Peoceduee  :  100  c.c.  of  the  water  are  tinted  with  an  indicator 
of  suitable  character,  heated  to  near  boiling,  and  standard  acid  cautiously  added 
until  the  proper  change  of  colour  occurs.  Hehner  recommends  phenacetolin ; 
but  my  own  experiments  give  the  preference  to  lacmoid,  which  is  also  commended 
by  Thomson.  Draper  (C.  N.  li.  206)  points  out  the  value  of  lacmoid  and 
carminic  acid  for  such  a  process,  and  I  fully  endorse  his  opinion  with  respect  to 
both  indicators. 

Another  indicator,  erythrosin,  is  recommended  by  J.  W.  Ellmg  (J.  Am. 
0.  S.  1899,  p.  359).  The  advantage  this  indicator  possesses  is  that  it  is  Hess 
affected  by  CO2,  the  titration  may  be  made  in  the  cold,  and  it  also  gives  more 
accurate  results  with  fairly  turbid  or  coloured  water  than  with  the  indicators 
above  mentioned.  It  is  not,  however,  the  preparation  described  in  §  14.11,  but 
is  -simply  a  sodium  salt  of  erythrosin  in  ordinary  use,  dissolved  in  distilled 
water  in  the  proportion  of  O'l  gm.  per  liter.  The  titration  is  made  in  a  250  c.c. 
stoppered  white  bottle  that  it  may  be  well  shaken  without  loss.     100  c.o.  of  .the 
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"Water  together  with  2'5  c.c.  of  the  indicator,  and  5  o.o.  of  chloroform.  These 
are  well  shaken  and  the  acid  added  in  small  quantities,  and  well  shaken  after 
each  addition.  The  rose  colour  of  the  water  toward  the  end  of  the  titration 
"becomes  less  marked,  and  with  a  very  slight  excess  of  acid  quite  colourless. 
The  chloroform  produces  a  milky  appearance  from  frequent  shaking,  hut  this  is 
no  hindrance  to  the  end-point ;  if  desired,  however,  it  will  settle  in  a  short  time. 
A  piece  of  white  paper  behind  the  bottle  will  •  facilitate  the  detection  of  any 
trace  of  colour  remaining  as  the  titration  approaches  the  end-point. 

If  the  most  accurate  results  are  desired,  any  of  the  indicators  should  he 
■submitted  to  a  blank  experiment  by  taking  a  measured  volume  of  it  with  100 
0.0.  of  distilled  water,  and  find  how  much  of  the  acid  is  required  to  remove  the 
<!olour;  the  quantity  of  acid  so  found  should  then  be  deducted,  from  all  readings 
before  converting  them  into  calcium  carbonate. 

The  number  of  c.c.  of  acid  used  represents  the  number  of  Clark's  degrees 
■of  temporary  hardness  per  100,003.  To  obtain  degrees  per  gallon,  multiply  the 
number  of  c.c.  by  07.  The  permanent  hardness  is  ascertained  by  taking  100 
CO.  of  the  water  and  adding  to  it  a  rather  large  known  excess  of  the  standard 
sodium  carbonate.  The  quantity  must  of  course  be  regulated  by  the  amount  of 
sulphates,  chlorides,  or  nitrates  of  calcium  and  magnesium  present  in  the 
water;  as  a  rule,  a  volume  equal  to  the  water  will  more'than  suffice.  Evaporate 
in  a  platinum  dish  to  dryness  (glass  or  porcelain  will  not  do,  as  they  affect  the 
hardness),  then  extract  the  soluble  portion  with  small  quantities  of  distilled 
water,  through  a  very  small  filter,  and  titrate  the  filtrate  with  the  standard 
acid  for  the  excess  of  sodium  carbonate :  the  difference  represents  the  permanent 
hardness. 

Some  "waters  contain  alkaline  carljonates,  in  "vvhioh.  case  there  is  of 
course  no  permanent  hardness,  because  the  salts  to  "which  this  is  due 
are  decomposed  by  the  alkaline  carbonate.  In  examining  a  water  of 
this  kind,  the  temporary  hardness  "wUl  be  shown  to  be  greater  than  it 
really  is,  owing  to  the  alkaline  carbonate ;  and  the  estimation  for 
permanent  hardness  will  show  more  sodium  carbonate  than  was 
actually  added.  If  the  difference  so  found  is  deducted  from  the 
temporary  hardness,  as  first  noted,  the  remainder  will  be  the  true 
temporary  hardness. 

AMMONIA. 

XH3=17. 

1.    Estimation  of  Combined  Ammonia  by  distillation  with 
Alkalies  or  Alkaline  Earths. 

§  19.  This  method  allows  of  the  expulsion  of  ammonia  from  all 
its  salts.  Caustic  soda,  potash,  or  lime,  may  any  of  them  be  used 
where  no  organic  nitrogenous  compound  exists  in  the  substance ;  but 
should  such  be  the  case,  it  is  preferable  to  use  freshly  ignited 
magnesium  oxide. 

There  are  a  great  variety  of  distilling  vessels  convenient  for  this 
process. 

The  apparatus  shown  in  fig.  28  is  a  useful  one  for  determining 

accurately  all  the  forms  of  ammonia  which  can  be  displaced  by  soda, 

potash,  or  lime,  and  the  gas  so  evolved  collected  in  a  known  volume 

in  excess  of  normal  acid,  the  excess  of  acid  being  afterwards  found 

.hy  residual  titration  with  normal  alkali  or  ^/g  ammonia. 

Modifications  of  this  apparatus  have  been  suggested,  such  as  the 
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introduction  of  a  condenser  between  the  two  flasks  to  cool  th& 
distillate  i  another  is  the  use  of  a  U  tube  containing  some  standard 
acid  in  place  of  c.  I  have  not  found  that  any  of  these  modification^ 
are  required  to  secure  accuracy,  if  the  apparatus  is  tightly  tittea.  ic 
is  necessary  that  a  good-sized  bulb  should  exist  in  the  distiUing  tube, 
iust  above  the  cork  of  the  distiUing  flask,  otherwise  the  spray  from 
the  boiling  liquid  is  occasionaUy  projected  into  the  tube,  and  is  blovm 
over  with  the  condensed  steam.  Another  precaution  is  advisable 
where  dilute  liquids  are  boiled,  and  much  steam  generated,  that  is,  to. 
immerse  the  condenser  flask  in  cold  water. 


Pig   28 

Method  of  Phoceduee  :  The  little  flask,  holding  about  2C0  c.c.  and  place* 
\ipon  the  wire  gauze,  contains  the  ammoniacal  substance.  The  tube  d  is  filled 
with  strong  solution  of  caustic  potash  or  soda.  The  large  flask  holds  about  half 
a  liter,  and  contains  a  measured  quantity  of  normal  acid,  part  being  contained, 
in  the  tube  c,  which  is  filled  with  glass  wool  or  broken  glass,  and  through  which 
the  normal  acid  has  been  poured.  The  stoppers  of  the  flasks  should  be  caoutchouc, 
failing  which,  good  corks  soaked  in  melted  parafl&n  may  be  used.. 

The  substance  to  be  examined  is.  weighed  or  measured,  and  put  into  the- 
distilling  flask  with  a  little  water,  the  apparatus  then  being  made  tight  at  everj^ 
part ;  some  of  the  caustic  alkali  is  allowed  to  flow  in  by  opening  the  clip,  an4 
the  gas  or  spirit  lamp  is  lighted  under  it. 
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The  contents  are  brought  to  gentle  hoiling,  taking  care  that  the  froth,  if  an}^, 
does  not  enter  the  distilling  tube.  It  is  well  to  use  a  movable  gas  burner  or 
common  spirit  lamp  held  under  the  ..flasls;  in  the  hand ;  in  case  there  is  any 
tendency  to  boil  over,  the  heat  can  be  removed  immediately,  and  the  flask  blown 
upon  by  the  breath,  which  reduces  the  pressure  in  a  moment.  In  examining- 
guano  and  other  substances  containing  ammoniacar salts  and  organic  matter  bj' 
this  means,  the  tendency  to  frothing  is  considerable ;  and  unless  the  above- 
precautions  are  taken,  the  accuracy  of  the  results  will  be  interfered  with. 
A  small  piece  of  bee's  wax  or  solid  paraffin  is  very  serviceable  in  allaying 
the  froth. 

The  distilling  tube  has  both  ends  cut  obliquely ;  and  the  lower  end  nearlj^ 
but  not  quite,  rea.ches  to  the  surface  of  the  acid,  to  which  a  little  methyl  orange- 
may  be  added.  The  quantity  of  normal  acid  used  must,  of  course,  be  more  than- 
sufficient  to  combine  with  the  ammonia  produced;  the  excess  is  afterwards 
ascertained  by  titration  with  normal  alkali  or  ^/g  ammonia. 

It  is  advisable  to  continue  the  boiling  for  say  ten  or  fifteen  minutes,  waiting' 
<i  minute  or  two  to  allow 'all  the  ammonia  to  be  absorbed;  then  opening  the  tap 
or  clip,  blow  through  the  pipette  so  as  to  force  all  the  remaining  gas  into  the 
acid  flask.  The  tube  c  must  be  thoroughly  washed  out  into  the  flask  with 
distilled  water,  so  as  to  carry  down  the  acid  with  any  combined  gas  which  may 
have  reached  it.  The  titration  then  proceeds  as  usual.  Each  c.c.  of  ^/i  acid 
neutralized  by  the  ammonia=0"017  gm.  of  NH3. 


Pig.  29. 


Pig.  30. 


A  more  compact  modern  form  of  aj)paratus  is  sliovs^n  in  iig.  29. 

An  ingenious  and  useful  distillation  tube  for  rapid  NH3  estimation 
is  shown  in  fig.  30,  designed  by  Hopkins  {J.  Am.  C.  S.,  1896, 
p.  227).  The  tube  shown  in  the  figure  is  made  from  tubing  about 
7  to  8  m.ni.  internal  diameter.  The  side  openings  A  and  Aj  should  be 
nearly  as  large,  and  the  bulb  about  5  cm.  in  diameter.  The  length 
of  the  tube  below  the  bulb  is  1 2  cm.,  and  that  above  the  bulb  about. 
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the  same.  Tlie  jets  C  aud  Cj  are "  2  m.m.  inside  aiameter.  In  use, 
■the  tube  is  pushed  through  the  eork  of  the  distilling  flask  until  the 
opening  Aj  is  below  the  cork ;'  th(5  vapour  then  passes  through  the 
side  openings,  and  whatever  condenses  in  the  tube  below  the  bend  B 
runs  'back  into  the  fla'fek  through  the  jets  C  and  Cj,  which  always 
remain  filled  with  liquid. 

2.    Indirect  Method. 

In  the  case  of  tolerably  pure  ammouiacal  salts  or  liquids,  free  from 
acid,  or  in  which  the  free  acid  is  previously  estimated,"  a  simple 
indirect  method  can  be  used,  as  follows  : — 

If  the  ammoniaoal  salt  be  boiled  in  an  open  vessel  with  normal  caustic  alkali 
the  ammonia  is  entirely  set  free,  leaving  its  acid  combined  with  the  fixed  alkali. 
If,  therefore,  the  quantity  of  alkaline  solution  is  known,  the  excess  beyond  that, 
necessary  to  supplant  the  ammonia,  may  be  found  by  titration  with  normal  acid. 
The  boiling  of  the  mixture  must  be  continued  till  a  piece  of  red  litmus  paper, 
held  in  the  steam  from  the  flask,  is  no  longer  turned  blue. 

3.     Technical  Analysis  of  Ammoniacal  Gas  Liquor, 

Sulphate  of  Ammonia,  Sal  Ammoniac,  etc.,  arranged  for 

the  use  of  Manufacturers. 

'This  process  depends  upon  the  fact,  that  when  ammoniacal  salts  are 
boiled  with  caustic  soda,  potash,  or  lime,  the  whole  of  the  ammonia  is 
expeUed  in  a  free  state,  and  may  by  a  suitable  apparatus  (flgs.  28  or 
29)  be  estimated  with  extreme  accuracy  (see  §  19.1). 

The  suitable  apparatus  is  shown  in  figs.  28  or  29. 

Technical  Analysis  of  Gas  Liquor. — This  liquid  consists  of 
a  solution  of  carbonates,  sulphates,  hyposulphites,  sulphides,  sulpho- 
cyanides,  and  other  salts  of  ammonia.  The  object  of  the  ammonia 
manufacturer  is  to  get  all  these  out  of  his  liquor  into  the  form  of 
sulphate  or  chloride  as  economically  as  possible.  The  whole  of  the 
ammonia  existing  as  free  or  carbonate  in  the  liquor,  can  be  distilled  off 
at  a  steam  heat ;  the  fixed  salts,  however,  require  to  be  heated  with 
soda,  potash,  or  lime,  (the  latter  is  generally  used  on  a  large  scale  as 
most  economical,  sometimes  with  an  addition  of  caustic  soda  towards 
tlie  end  of  the  distillation),  in  order  to  liberate  the  ammonia  contained 
in  them. 

The  apparatus  here  described  is  the  same  on  a "  small  scale  as  is 
necessary  in  the  actual  manufacture  of  sulphate  of  ammonia  in  quan- 
tities ;  and  its  use  enables  any  manufacturer  to  tell  to  a  fraction  how 
much  sulphate  of  ammonia  he  ought  to  obtain  from  any  given  quantity 
of  gas  liquor.  It  also  enables  him  to  tell  exactly  how  much  ammonia 
can  be  distOled  off  with  heat  alone,  and  how  much  exists  in  a  fixed 
■  condition  requiring,  lime  or  caustic  soda. 

The  measures  used  in  this  process  are  on  the  metrical  system  ;  the 
use  of  these  may,  perhaps,  at  first ,  sight  appear  strange  to  English 
inanufacturers ;  but  as  the  only  object  of  the  process  is  to  obtain  the 
percentage  of  ammonia  in  any  given  substance,  it  is  a  matter  of  no 
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importance  which  system  of  measures  or  weights  is  used,  as  when 
once  the  percentage  is  obtained,  the'tables  will  at  once  show  the  result 
in  English  terms  of  weight  or  measure. 

Method  or  Peoceduee:  10  o.o  measured  hj  a  pipette  is  the  invariable 
quantity  of'liquor  u^ed  for  the  analysis,  whatever  the  strength  of  the  liquor 
may  be.  This  measure  is  transferred,  without  spilling  a  drop,  to  the  distilling 
'fladc — the  fittings  being  previously  removed-^the  tube  d;  fig.  28,  is  then  filled 
by  suction,  with  strong  caustic  soda  solution  from  a  clean  cup  or  other  vessel,  in 
order  to  do  which,  the  clip  or  tap  at  the  tpp  must  be  opened :  the  cork  is  then 
replaced,  and  the  flask  is  then  securely  imbedded  in  perfectly  dry  sand,  in 
a  sand-bath.  20,  30;  40,  or  50  c.c.  of  standard  acid  (according  to  the  estimated 
strength  of  the  liquor)  allowed  to  flow  into  the  receiving  flask,  through  the 
tube  0,  fig.  28,  which  is  filled  with  broken  glass  placed  on  a  layer  of  glass  wool 
or  fibrous  asbestos.  The  broken  glass  should  be  completely  ,  wetted  with  thp 
acid,  so  that  any  vapours  of  ammonia  which  may  escape  the  acid  in  the  flask 
shall  become  absorbed  by  the  acid.  The  quantity  of  standard  acid  to  be  used  is 
regulated  by  tlie  approximately  known  strength  of  the  liquor,  which  of  course 
can  be  told  by  Twaddle's  hydrometer:  thus  for  a  liquor  of  3°  Twaddle= 
6-oz.  liquor,  20  c.c. — 8-oz.,  25  c.c. — 10-oz.,  30  o.o.  of  acid  will  be  sufficient — but 
there  must  always  be  an  excess.  The  required  quantity  can  always  be  approx- 
imately known,  since  every  10  c.c.  of  acid  represents  1  per  cent,  of  ammonia. 
The  standard  acid  having  been  carefully  passed  through  o,  fig.  28,  the  apparatus 
is  fitted  together  by  the  elastic  tube,  and  the  india-rubber  stoppers  securely' 
inserted  in  both  flasks ;  this  being  done,  the  lamp  is  lighted  under  the  sand-bath, 
and  at  the  same  time  the  spring-clip  or  tap  on  d,  fig.  28,  is  opened,  so  as  to  allow 
about  two-thirds  of  the  caustic  soda  to  flow  into  the  distilling  flask ;  the  rest 
will  gradually. empty  itself  during  the  boiling.  The  heat  is  continued  to 
boiling,  and  allowed  to  go  on  till  the  greater  bulk  of  the  liquid  is  boiled  away 
into  the  receiving  flask.  A  quarter  of  an  hour  is  generally  sufficient  for  this 
purpose,  but  if  the  boiling  is  continued  till  the  liquid  just  covers  the  bottom  of 
the  flask,  all  the  ammonia  will  have  gone  over ;  during  the  whole  operation  the 
distilling  tube  must  never  dip  into  the  acid  in  the  receiving  flask.  In  order  to 
^et  rid  of  the  last  traces  of  ammonia  vapour  out  of  the  boiling  flask  the  lamp 
is  removed,  and  the  mouth  being  applied  to  the  tube  over  the  clip  or  tap,  the 
latter  is  opened,  and  a  good  blast  of  air  immediately  blown  through.  The 
apparatus  may  then  be  detached ;  distilled  or  good  boiled  drinking  water  is  then 
poured  repeatedly  through  the  tubes  in  small  quantities,  till  all  traces  of  acid 
are  removed  into  the  receiving  flask.  This  latter  now  contains  all  the  ammonia 
out  of  the  sample  of  liquor,  with  an  excess  of  acid,  and  it  is  neoes.«ary  now  to  find 
■out  the  quantity  of  acid  in  excess.  This  is  done  by  means  of  filling  a  burette 
with  standard  solution  of  caustic  soda,  which  soda  is  of  exactly  the  same 
strength  as  the  standard  acid.  In  order  to  find  how  much  of  the  standard  acid 
has  been  neutralized  by  the  ammonia  in  the  liquor  distilled,  the  burette  filled 
with  standard  soda,  and  one  drop  of  methyl  orange,  or  a  sufficiency  of  any  other 
indicator  (other  than  phenolphthalein)  being  added  to  the  cooled  contents  of  the 
receiving  flask,  the  soda  is  slowly  dropped  into  it  from  the  burette,  with  constant 
shaking,  until  the  indicator  changes  colour.  The  number  of  c.c.  of  soda  so 
used,  deducted  from  the  number  of  c.c.  of  standard  acid  used,  will  show  the 
number  neutralized  by  the  ammonia  in  the  liquor  distilled;  therefore,  if  the 
number  of  c.c.  of  soda  used  to  destroy  the  colour  be  deducted  from  the  number 
■of  CO.  of  standard  acid  originally  used,  it  will  show  the  number  of  c.c.  of 
standard  acid  neutralized  by  the  ammonia,  which  has  been  distilled  out  of  the 
liquor,  and  the  strength  of  the  solutions  is  so  arranged  that  this  is  shown 
without  any  calculation. 

Example  :  Suppose  that  a  liquor  is  to  be  examined  which  marks  5°  Twaddle, 
equal  to  10-oz.  liquor ;  10  o.o.  of  it  are  distilled  into  30  c.c.  of  the  standard  acid, 
and  it  has  afterwards  required  6  c.c.  of  standard  soda  to  neutralize  it ;  this 
leaves  24  c.c.  as  the  volume  of  acid  saturated  by  the  distilled  ammonia,  and  this 
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represents  2'4  per  cent. ;  and  on  referring  to  the  table  it  is  found  that  this 
number  corresponds  to  a  trifle  more  than  11  ounces,  the  actual  figures  being 
2'384  per  cent,  for  11  ounce  strength. 

Tlie  strength  of  the  standard  soda  and  acid  solutions  is  so  arranged, . 
that  when  10  c.c.  of  liquor  are  distilled,  every  10  c.c.  of  acid  solutioa 
represents  1  per  cent,  of  ammonia  in  the  liquor.     In  like  manner  13 
c.c.  of  acid  will  rejDresent  1'3  per  cent,  of  ammonia  corresponding  to 
6-ounce  liquor. 

The  burette  is  divided  into  tenths  of  a  cubic  centimeter,  and  those 
who  are  familiar  with  decimal  calculations  can  work  out  the  results  to 
the  utmost  point  of  accuracy ;  the  calculation  being,  that  every  1  per 
cent,  of  ammonia  requires  4'61  ounces  of  concentrated  oil  of  vitriol 
(sp.  gr.  1'845)  per  gallon,  to  convert  it  into  sulphate  :  thus,  suppose 
that  10  c.c.  of  any  given  liquor  have  been  distilled,  and  the  quantity 
of  acid  required  amounts  to  18'6  c.c,  this  is  1'86  per  cent.,  and  the 
ounce  strength  is  shown  in  ounces  and  decimal  parts  as  follows  : — 

4-61 
1-86 


2766 
3688 
461 


8"5746  ounces  of  oil  of  vitriol. 


Tlie  liquor  is  therefore  a  trifle  over  8i-ounce  strength. 

Spent  Liquors. — It  is  frequently  necessary  to  ascertain  the  per- 
centage of  ammonia  in  spent  liquors,  to  see  if  the  workmen  have 
extracted  all  the  available  ammonia.  In  this  case  the  same  measure, 
10  c.c.  of  the  spent  liquor,  is  taken,  and  the  operation  conducted 
precisely  as  in  the  case  of  a  gas  liquor. 

Example  :  10  c.c.  of  a  spent  liquor  were  distilled,  and  found  to  neutralize 
3  c.c.  of  acid  :  this  represents  three-tenths  of  a  per-cent.  equal  to  1-oz.  and  four- 
tenths  of  an  ounce,  or  nearly  li  oz.  Such  a  liquor  is  too  valuable  to  throw- 
away,  arid  should  be  worked  longer  to  extract  more  ammonia. 

Method  of  Pboceduee  foe  Sulphate  of  Ammonia  ob  Sal  Ammoniac  : 
An  average  sample  of  the  salt  being  drawn,  ten  grams  are  weighed,  transferred 
without  loss  to  a  100  c.c.  flask,  distilled  or  boiled  drinking  water  poured  on  it, 
and  well  stirred  till  dissolved,  and  flnally  water  added  exactly  to  the  marlc.  The 
10  c.c.  measure  is  then  filled  with  the  solution,  and  emptied  into  the  distilling 
flask ;  30  c.c.  of  standard  acid  are  put  into  the  receiving  flask  and  the  distillation 
carried  on  precisely  as  in  the  case  of  the  gas  liquor  The  number  of  c.c.  of 
standard  acid  required  shows  directly  the  percentage  of  ammonia  ;  thus  if  24-6 
CO.  are  used  in  the  case  of  sulphate,  it  contains  24i-6  per  cent,  of  ammonia. 

The  liquors  when  tested  must  be  measured  at  ordinary  tempera- 
tures, say  as  near  to  60°  F.  as  possible.  The  standard  solutions  must 
be  kept  closely  stoppered  and  in  a  cool  place. 

The  following  table  is  given  to  avoid  calculations-  of  course,  it 
will  be  understood  that  the  figures  given  are  on  the  assumption  that 
the  whole  of  the  ammonia  contained  in  the  liquor  is  extracted  in  the 


§19. 


AJIMONIA. 


manufacture  as  closely  as  it  is  in  the  experiment.  With  the  most 
perfect  arrangement  of  plant,  however,  this  does  not  as  a  rule  take 
place ;  but  it  ought  to  be  very  near  the  mark  with  proper  apparatus, 
and  care  on  the  part  of  workmen. 


Weij^ht  of  Sulphuric  Acid  in  pounds 

1 

Approxi- 
mate 
measvire  of 

Staadurd 
Acid  in  c.c. 

Percentage 

of  Ammonia 

NHj. 

Ounce 

strength 

gallon. 

and  decimal  parts  requii 
gallon  of  liquo 

C.  0.  Y.        B.  0.  V. 

ed  for  each 
r. 

Chamber 

Acid 
120°  Tw. 

Yield  of 
Sulphate 
?er  gallon  in 
lbs.  and 
decimal 

and  tenths. 

169°  Tw. 

144°  Tw. 

parts. 
■0841 

2-2 

-2168 

1 

•0625 

■0781 

•0893 

4-3 

•4336 

2 

•1250 

■1562 

•1786 

■1682 

6-5 

•6504 

3 

•1875 

-2343 

•2679 

■2523 

8-7 

■8872 

4 

■2500 

■3124 

•3572 

•3364 

10-1 

1-084J 

5 

•3125 

■3905 

•4465 

■4205 

130 

1-3000 

6 

•3750 

•4686 

■5358 

■5046 

15-2 

1-.5176 

7 

■4375 

•5467 

■6251 

-5887 

.17-3 

1-7344 

8 

•5000 

•6248 

■7144 

-6728 

19-5 

1-9512 

9 

■5625 

•7029 

■8037 

-7569 

21-7 

2-1680 

10 

■6250 

•7810 

-8930 

-8410 

23-8 

2-3840 

11 

■6875 

•8591 

■9823 

-9251 

260 

2-6016 

12 

■7500 

•9372 

1^0716 

1-0092 

28-2 

2-8184 

13 

■8125 

10153 

11609 

1-0933 

30-4 

3-0350 

14 

■8750 

10934 

1^2502 

1-1774 

32-5 

3-2520 

15 

■9375 

1^1715 

13395 

1-2615 

34-7 

3-4688 

16 

10000 

12496 

1-4288 

1-3456 

36-9 

3-6856 

17 

1-0625 

1^3277 

1-5181 

1-4297 

390 

3-9024 

18 

1-1250 

1-4058 

1-6074 

1-5138 

41-2 

4-1192 

19 

1^1875 

1^4839 

16967 

1-5979 

43-3 

4-3360 

20 

1^2500 

]5620 

1^7860 

1-6820 

The  weight  of  sulphuric  acid  being  given  in  decimals  renders  it  very 
easy  to  arrive  at  the  weight  necessary  for  every  thousand  gallons  of 
liquor,  by  simply  moving  the  decimal  point ;  thus  8-oz.  liquor  would 
require  500  lbs.  of  concentrated  oil  of  vitriol,  625  lbs.  of  brown  oil  of 
vitriol,  or  714|  lbs.  chamber  acid  for  every  1000  gallons,  and  should 
yield  in  all  cases  672-8  (say  673)  lbs.  of  sulphate. 


4.    Various  Compounds  existing  in  Ammoniacal  G-as  Liquors. 

The  Chief  Inspector  under  the  Alkali  Works  Regulation  Acts  issues 
annual  reports  which  for  some  years  past  have  contained  the  results  of 
investigations  on  ammoniacal  liquors  from  various  sources  conducted 
in  his  laboratory.  The  Chief  Inspector  and  his  Laboratory  Assistant, 
E.  Linder,  have  drawn  up  a  condensed  record  of  the  analyses  of 
various  compounds  existing  in  gas  liquor,  and  have  allowed  me  to 
-use  them., 

1.  The  free  and  fixed  ammonia  has  already  heen  dealt  -vrith,  as  practically  the 
same  method  of  analysis  as  is  there  described  is  adopted. 

2.  Carbonic  Acirl. — 10  c.c.  of  liquor  are  diluted  to  400  c.c,  10  c.c.  of  am- 
moniacal calcium  chloride  (1  c.c.  =  •C44  grams  CO^)  added,  and  the  -whole  heated 
in  stoppered  bottle  for  11  to  2  hours  in  a  water  bath  at  100°  Q.    Cool  some-what, 
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filter,  wash  by  deoantation  with  boiling  water,  aud  dissolve  the  calcium  carbonate 
in  26  to  50  c.c.  ^/a  HCl  with  added  cold  water  to  prevent  loss  of  acid.  The 
small  amount  of  calcium  carbonate  on  the  filter  paper  is  best  recovered  by 
incineration.     Calculations:   CO2  grams  per  100  c.c. of  liquor  = -OH  x  10  x  c.c. 

CO2  grams. 
^/2  acid.    H.E.  ("Hydrogen  Equivalent   )  = 7^22 

3.  Chloride.— 10  0.0.  of  boiled  liquor,  (for  convenience  250  c.c.  are  boiled,,  to 
exppl  sulphide,  &<:.,  cooled  and  made  up  to  250  c.c.  for  estimation  of  chloride, 
sulphooyanide,  ferrocyanide,  &c.)  are  diluted  to  150  c.c,  20  c.c.  of.  hydrogen 
perij)xide- (10  vols,  free  from  chloride)  added,  and  the  solution  boiled  until  the 
brown  colour  has  almost  entirely  disappeared,  10-15  drops  of  potassium  chromate 
soldtion  are  then  added  to  destroy  the  excess  of  peroxide  and  to  aid  in  removal,  of 
org^inic  matter,  and  the  boiling  continued  for  5  minutes.  Filter,  if  necessary, 
from  traces  of  green  chromium  hydrate,  cool,  neutralise  by  addition  of  a  pinch!  of 
sodium  bicarbonate  and  titrate  witli  ^/lo  AgNOs.  Calculation  :  HCl  grams 
per  '100  c.c.  =  -OOSf  4  X  10  X  c.c.  ^/lo  AgNOs.  , 

4.  Sulphur,  (a)  As  sulphate.  250  c.c.  of  the  liquor  are  concentrated;  to 
about  10  c.c.  on  the  water  bath,  2  c.c.  of  strong  hydrochloric  acid  added,  and  the 
evaporation  continued  to  dryness  to  decompose  thiosulphate  and  render  organic 
matter  less  soluble  in  water.  The  residue  is  extracted  with  water,  and  the  filtered 
solution  made  up  to  250  c.c.  The  Sulphate  is  determined  by  precipitating  100 
c.c.  of  this  solution  with  barium  chloride,  allowing  the  precipitate  one  night  to 
settle.  The  amount  of  oxidation  undergone  by  the  thiosulphate  under  these 
conditions  is  insignificant.  Calculation :  Sulphur,  as  sulphate,  grams  per  100 
cc=0-13'73xBaSO4.  ' 

{i>)  As  sulphocyanide.  To  50  c.c,  of  the  boiled  solution  (see  "chloride" 
abojve)  add  ferric  chloride  in  amount,  slightly  in  excess  of  that  required  to 
complete  the  precipitation  of  the  ferrocyanide*  as  Prussian  blue,  filter  (the 
solution  may  be  warmed  to  promote  separation  of  the  blue  i5i  the  flocculent 
condition  essential  for  rapid  filtration),  cool,  add  sulphurous  acid  in  sufficient 
excess  followed  by  copper  sulphate,  and  set  aside  in  stoppered  flask  for  1  to  2 
hours  in  the  cold  to  deposit  the  cuprous  salt.  Pilter  cold,  wash  thoroughly  with 
hot;  water,  using  a  little  sodium  sulphate  in  the  wash  water  if  the  precipitate 
shows  a  tendency  to  pass  through  the  filter  paper.  The  final  washings  mtist 
remain  colourless  on  addition  of  a  trace  of  ammonium  sulphide.  Wash  the 
cuprous  sulphocyanide,  which  .should  be  white,  back  into  the  flask,  the  last  traces 
being  removed  from  the  paper  by  warming  on  a  clock  glass  with  dilute  nitric 
acid  (1  :  3),  add  1  c.c.  to  2  c.c.  of  strong  nitric  acid  and  boil  the  solution  until' 
green  (in  presence  of  much  organic  matter  evaporation  to  dryness  and  gentle 
ignition  followed  by  further  treatment  with  nitric  acid  is  sometimes  required  to- 
qomplete  the  oxidation  of  the  copper).  Cool  the  oxidized  liquid,  add  slight  excess 
of  sodium  carbonate,  acidify  with  acetic  acid,  add  potassium  iodide,  dilute  and 
titrate  the  liberated  iodine  with  ^/lo  thiosulphate,  using  starch  indicator.  This 
method  is  fully  _discussed  in  Annual  Report,  1902,  pp.  71-74.  Calculation : 
Sulphur,  as  sulphocyanide,  grams  per  100  c.c. =2  x  "0032  x  c.c.  ^/lo  thiosulphate. 

(e)  As  sulphide,  sulphite,  and  thiosulphate.  (i.)  10  c.c.  of  liquor  are  diluted 
to  500  c.c,  acidified  with  hydrochloric  acid  and  titrated  with  ^/lo  iodine.  Starch 
indicator.  The  volume  of  ^/lo  iodine  required  determines  that  of  the  liquor 
taken  for  (ii.).  (ii.)  10  c.c.  of  liquor  or  more  is  added  to  excess  of  ammoniaoal 
zinc  chloride  solution  diluted  to  about  80  c.c.  with  warm  water,  filtered,  and 
t'loroughly  washed  with  warm  water  (about  40-50°  C).  (iii.)  Sulphide.  The 
zinc  sulphide  on  the  filter  is  washed  into  excess  of  ^/lo  iodine  acidified  with 
hydrochloric  acid  (the  last  traces  of  sulphide  being  washed  through  with  cold 
dilute  acid),  after  vigorous  agitation  to  complete  the  solution  of  the  zinc  sulphide, 
water  is  added  and  the  excess  iodine  determined  with  ^jio  thiosulphate.  Sulphur, 
as  sulphide,  grams  per  100  c.c.  =  10  x '0016  x  c.c.  ^/lo  iodine,  (iv.)  Sulphite 
and  thiosulphate.     The  conclusion  is  reached  that  no  exact  estimation  of  sulphite 

•  As  ferrocyanide  Has  only  been  detected  in  gas  liquors  analyzed  here  on  rery  rare 
occasions,  addition  of  ferric  chloride  is  generally  found  to  be  unnecessary,  aud  is  omitted. 
The  appearance  of  Prussian  bhie,  however,  on  adding  ferric  chloride  (slightly  acid)  to  the 
boiled,  hquor  is  regarded  as  the  best  qualitative  test  for  ferrocyanide. 
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and  thiosulpliate  is  possible  ill  ammoniacal  liquors  by  any  method  based  on 
titration  witli  ^lio  iodine,  except  in  quite  exceptional  cases.  A  united  figure 
for  these  two  constituents  can  be  reached  by  difference — subtracting  from  the 
total  sulphur  found  by  bromine  oxidation  the  sum  of  the  sulphur  present  as 
sulphate,  sulphocyanide,  and  sulphide.  The  question  is  discussed  in  Annual 
Eeport,  1902,  pp.  73-Y5,  and  in  1903  Beport,  where  the  identification  of  sulphite 
and  its  approximate  estimation  by  means  of  polysulphide  is  fully  considered. 

(d)  Total  sulphur.  50  c.c.  (100  c.c.  of  weaker  liquors)  of  liquor  are  delivered 
drop  by  drop  from  a  burette  into  a  flask  containing  excess  of  bromine  (free  from 
sulphur)  covered  by  water  strongty  acidulated  with  hydrochloric  acid,  the  oxidized 
solution  is  evaporated  to  dryness  on  the  water  bath,  the  residue  repeatedly  extracted 
with  boiling  water,  filtered,  cooled,  made  up  to  250  c.c.  and  100  c.c.  precipitated 
with  barium  chloride.  Sulphur  grams  per  100  c.c.  =  5  x  -iSTA  x  BaSOj.  In  the 
case  of  some  liquors,  e.g.,  coke  oven  and  blast  furnace  liquors,  oxidation  with 
bromine  is  often  found  to  jdeld  a  heavy  yellow  precipitate  of  brominated  phenols  ;, 
this  may  retain  traces  of  sulphur  in  amount  sufficient  to  affect  the  percentage 
distribution  sulphur  figures  unless  it  is  recovered  by  fusion  with  potassium 
carbonate  and  nitrate,  and  included  in  the  total.  The  correction  of  the  bromine 
oxidation  method  finds  confirmation  on  p.  82. 

(e)  Sulphur  as  polysulphide.  The  conclusion  is  reached  that  the  methods  of 
analysis  elaborated  so  far  afford  no  certain  evidence  of  the  existence  of  poly- 
sulphide in  ammoniacal  liquors ;  indeed,  the  known  reaction  of  this  body  with 
sulphite  to  form  thiosulphate,  and  with  cyanide  to  form  sulphocyanide,  appear  tO' 
exclude  the  possibility  of  its  occurrence  in  ordinary  ammoniacal  liquors. 

Estimation  of  Sulphite  in  Ammoniacal  Liquors. 

The  difficulties  attending  an  exact  estimation  of  sulphite  in  such  liquors  have- 
been  fully  rehearsed  in  former  Reports  {e.g.,  1900,  p.  30).  During  the  present 
year  (1903)  attention  has  been  again  directed  to  this  subject  in  the  hope  of 
elaborating  a  reliable  method  for  detecting  and  estimating  this  important  con- 
stituent.    Three  methods  were  tried  : — 

(1)  Differentiation  of  sulphite  and  thiosulphate  by  oxidation  with  a  current 
of  air.  The  procedure  followed  consisted  in  aspirating  a  rapid  current  of  air- 
through  the  solution  for  several  hours.  By  this  means  it  was  hoped  that  the 
sulphite  would  alone  be  oxidized,  and  that  the  iodine  values  of  the  solution  before 
and  after  such  treatment  would  afford  the  necessary  data  for  calculating  the 
amount  of.  each  of  the  constituents  present.  Preliminary  experiment  showed 
that  the  thiosulphate  itself  suffered  no  appreciable  oxidation  either  in  neutral  or 
alkaline  solution  when  submitted  to  the  action  of  a  rapid  current  of  air  for  two 
hours.  Sulphite,  however,  proved  to  be  oxidized  too  slowly  under  these  conditions, 
even  when  the  temperature  of  the  solution  was  maintained  at  65°-70°  C,  to  afford 
any  hope  that  the  method  could  be  successfully  applied. 

(2)  Precipitation  of  the  sulphite  by.  baryta  water.  The  procedure  consisted 
in  adding  to  the  liquor  a  decided  excess  of  clear  saturated  solution  of  baryta, 
followed  by  excess  of  ammoniacal  zinc  chloride  to  remove  sulphide,  the  solution 
was  then  filtered,  and  the  barium,  thiosulphate  determined  by  titration  with  ^/lo 
iodine  after  acidifying  with  hydrochloric  acid.  Results  proved  disappointing,  the 
barium  sulphite  not  being  sufficiently  insoluble  under  the  conditions  named  to 
enable  the  desired  separation  to  be  quantitatively  effected.  Thus  in  one  experi- 
ment sulphide,  sulphite,  and  thiosulphate  were  mixed  in  the  following  proportions^ 
organic  matter  a'bsent : — 

Sulphur  per  50  c.c.  of  solution. 

Calculated.  Found. 

By  Eichardson  &  Ay kroyd's  Method  Modified.  §  76.6.. 

As  sulphide         '0180  grams '0176  grams. 

„   sulphite         -0029      „      -0029      „ 

„  thiosulphate -0064      „      '0067      „ 

Thiosulphate  found  by  baryta  method  'OllS 

(3)  Polysulphide  method.    It  is  a  well  established  fact  (see  Annual  Report,. 
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1900,  p.  34)  that  solutions  of  ammonium  polysulphide  and  ammonium  sulphite 
react  to  form  ammonium  sulphide  and  ammonium  thiosulphate,  e.g.,  (NH4)2S2 
+  (NH4)2S03  =  (NH4)2S+(NH4)2S203.  As  a  result  of  this  reaction  the 
iodine  value  of  the  solution  is  decreased  by  1  c.c.  ^/lo  iodine  for  every  '0032 
:gram  of  sulphur  as  sulphite  decomposed,  the  iodine  value  of  the  thiosulphate 
produced  heing  half  that  of  the  sulphite  reduced.  The  amount  of  this  decrease 
affords  a  means,  therefore,  of  calculating  the  sulphite  present.  The  procedure 
tidopted  is  as  follows ; — (a)  Total  iodine  value  of  solution  is  determined  by 
titrating  10  c.c.  of  diluted  and  acidified  liquor  -yvith  ^/lo  iodine,  ^/lo  iodine 
-equivalent  of  H2S  + 112803  +  1128203= A' c.c.  (i)  Iodine  equivalent  of  sulphide 
is  determined  by  ammoniacal  zinc  chloride  method  described  above. 

^/ 10  iodine  equivalent  of  H2S  =  B  c.c. 

H2S03+H3S203  =  A-B. 

(c)  Iodine  equivalent  of  half  the  sulphite  +  the  thiosulphate  is  determined  by 
adding  10  c.c.  of  liquor  to  10  c.c.  or  more  of  diluted  polysulphide  liquor  (prepared 
by  digesting  strong  ammonium  sulphide  solution  with  powdered  sulphur,  decanting ; 
"3  c.c.  of  this  solution,  freshly  diluted  to  100  c  c,  gives  the  dilute  solution  used  for 
analysis),  after  standing  5  to  10  minutes  in  the  cold,  the  clear  yellow  liquor  is 
precipitated  by  excess  of  ammoniacal  zinc  chloride  and  filtered ;  the  filtrate  is 
-acidified  with  hydrochloric  acid  and  titrated  with  ^/lo  iodine.  ^\va  iodine  (less 
iodine  for  thiosulphate  contained  in  the  polysulphide  used)  is  the  equivalent  of 
i  H2SO3+  1128203=0  c.c.  Two  examples  will  make  clear  the  application  of  the 
method. 

(1)  Coke  oven  liquor,  see  No.  3  table  (presence  of  sulphite  in  liquor  confirmed 
by  applying  Richardson  and  Aykroyd's  method.     §  76.6). 

10  c.c.  liquor  H<,S  +  H2SO3  +  H,8.,03=8-57  c.c.  n/jo  iodine  A. 

H2S  =7-71  B. 

H2SO3  +  H282O3 =0-86  A  -  B. 

1112803  +  1128203        =0-60    (Thiosulphate  in  poly- 

■ sulphide  deducted)  G. 

iH28O3=0-26  A-(B  +  G). 

"Whence, 

Sulphur  as  Sulphide=10  x  -0016  x  7'7l     ='1234  grams  sulphur  per  100  c.c. 

Sulphite  =  10  X  -0016  x  2  x  -26  =  -0083  „  „ 

Thiosulphate=  10  x  -0064  x  -34  =  '0218 

>(2)     Gas  liquor  (cyanide  present,  hence  polysulphide  presumably  absent). 
10  c.c.  liquor,  1128  +  H2SO3  + 1128203= 32-13 
H2S  =30-71 

H2S03+H2S203=    1-42 
iH2S03  +  H28203=    1-33 

\  H2803=     -09 

"Whence, 

8ulphur  as  Sulphide  =  10  x  -0016  x  30-71  =  -4914  grams. 
Sulphite  =  10  X  -0016  x      -18  =  -0029 

Sulphite,  if  present,  only  exists  in  this  liquor  in  insignificant  amount.  It  is 
more  reasonable  to  conclude  that  it  is  absent. 

It  should  be  pointed  out  that  the  iodine  figure  for  \  H28O3  is  reached  by 
subtractjon=A-(B  +  G).  This  will,  to  a  material  extent,  eliminate  the  effect 
<lue  to  interference  of  organic  matter,  as  titrations  A  and  C  are  carried  out  under 
very  similar  conditions,  while  B  is  not  considered  to  be  materially  affected. 

Careful  experiments  were  also  made  on  mixtures  containing  various  known 
proportions  of  sulphite  and  thiosulphate,  both  in  presence  and  absence  of  organic 
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matter  to  determine  the  limitations  of  the  method.  The  results  obtained  are 
brought  together  in  the  above  Table,  which  it  is  hoped  is  sufficiently  clearly  set 
out  to  save  detailed  explanation.  In  experiments  Nos.  1  and  8  the  results  of 
analysis  clearly  indicate  absence  of  sulphite  in  the  solution  examined ;  in  experi- 
ments Nos.  1  to  6  the  amount  of  sulphite  found  in  each  case  is  in  satisfactory 
agreement  with  that  taken. 

Estimation  of  Total  Sulphur  in  Ammoniacal  Liquors. 

To  test  the  accuracy  of  the  bromine  oxidation  method,  the  residue  left  after 
evaporation  of  the  oxidized  liquor  to  dryness  was  in  one  experiment  fused  with 
sodium  peroxide  before  extraction  with  water  for  precipitation  of  the  sulphate 
with  barium  chloride. 

Total  sulphur  obtained  per  100  c.c.  grams  =  •3261 ") 
Ditto  by  simple  bromine  oxidation      ...     =  "3260  j 

The  uniform  consistency  of  the  results  obtained  by  this  method  also  serves  as 
indirect  confirmation  of  its  accuracy. 

Distribution  of  Sulphur  in  Ammoniacal  Liquors. 

If  we  subtract  from  the  total  sulphur  found  by  bromine  oxidation  the  sum 
of  the  constituent  sulphurs  found  as  sulphate,  sulphocyanide,  "  thiosulphate " 
(determined  by  titration  of  the  acidified  filtrate  from  the  sulphide  by  ^/lo  iodine), 
and  sulphide,  a  difference  figure  is  obtained  which  has  proved  to  be  invariably 
negative  in  sign  since  the  adoption  of  the  improved  method  of  estimating  sulpho- 
cyanide described  in  1902  Report,  and  here  on  p.  78  evidence  was  obtained  in 
that  year  that  some  of  the  difference  noticed  was  due  to  the  presence  of  sulphite, 
which  caused  the  "  thiosulphate  "  figure  to  largely  exceed  its  proper  value  by 
reason  of  the  factor  for  conversion  of  ^/lo  iodine  into  sulphur  as  thiosulphate 
being  '0064  gram  sulphur  per  1  c.c.  ^/lo  iodine,  while  that  for  sulphite  is  only 
one-fourth  of  this.  This  has  failed,  however,  to  reduce  the  difference  figure  to  the 
limits  of  reasonable  experimental  error,  and  the  conclusion  is  reached,  therefore, 
that  organic  matter  is  the  disturbing  cause,  as  such  differences  are  not  noticed 
when  the  same  methods  are  applied  to  determine  the  same  constituents  in  solutions 
from  which  organic  matter  is  excluded.  "Various  considerations  point  to  the 
thiosulphate  titration  as  the  one  peculiarly  liable  to  such  interference ;  for  this 
reason  the  iodine  method  of  estimating  this  constituent  in  ammoniacal  liquors  is 
finally  rejected  in  favour  of  a  figure  arithmetically  obtained  by  difference. 

5.     Combined  Nitrogen  in  Organic   Substances. 

The  old  process  consists  in  heating  the  dried  substance  in  a  com- 
bustion tube  with  soda  lime,  by  vchich  the  nitrogen  is  converted  into- 
ammonia  ;  and  this  latter  being  led  into  a  measured  volume  of  normal 
acid  contained  in  a  suitable  bulb  apparatus,  combines  vrith  its  equivalent 
quantity;  the  solution  is  tben  titrated  residuaUy  with  standard  alkaU 
for  the  excess  of  acid,  and  thus  the  quantity  of  ammonia  found. 

As  the  combustion  tube  with  its  arrangements  for  organic  analysis, 
is  well  known,  and  described  in  any  of  the  standard  books  on  general 
analysis,  it  is  not  necessary  to  give  a  description  here. 

6.     Kjeldahl's  Method. 

This  has  met  vrith  considerable  acceptance  in  lieu  of  the  combustion 
method,  on  account  of  its  easy  management  and  accurate  results. 
Unlike  the  combustion  method,  the  ammonia  is  obtained  free  from 
organic  matters  or  colour,  and  moreover  salts  of  ammonia  and  nitrates 
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may  be  estimated  with  extreme  accuracy.  It  was  first  described  by 
Kjeldahl  (Z.  a.  C.  xxii.  366),  and  has  since  been  commented  upon 
by  many  oijeTators,  among  whom  are  Warington  (G.  N.  lii.  162), 
Pfeiffer  and  Lehmann  (Z.  a.  C.  xxiv.  388),  Marcker  and  others 
{Z.  a.  a  xxiii.  553  ;  xxiv.  199,  393  ;  xxv.  149,  155  ;  xxvi.  92  ;  xxvii. 
222,  398)  ;  Gunning  (idem  xxviii.  188)  ;  Arnold  and  Wedermeyer 
(idem  xxxi.  525)  ;  and  recently  by  Bernard  Dyer  (/.  C.  S.  Ixvii.- 
viii.  811). 

The  original  process  consisted  in  heating  the  nitrogenous  substance 
in  a  flask,  with  concentrated  sulphuric  acid,  to  its  boiling  point,  and 
when  the  oxidation  through  the  agency  of  the  acid  is  nearly  completedy 
adding  finely  powdered  potassium  permanganate  in  small  quantities 
till  a  green  or  pink  colour  remains  constant  (long  experience  has  shown 
that  this  addition  of  permanganate  is  not  advisable)  ;  the  whole  of  the 
nitrogen  is  thus  converted  into  ammonium  sulphate.  The  flask  is  then 
cooled,  diluted  with  water,  excess  of  caustic  soda  added,  the  ammonia 
distUled  off  into  standard  acid,  and  the  amount  found  by  titration  in 
the  usual  waj^ 

Some  practical  difficulties  occurred  in  the  process  as  originally 
devised ;  and,  moreover,  with  some  organic  substances  a  very  long 
time  was  required  to  destroy  the  carbon  set  free  by  the  strong  acid. 

Another  difficulty  was,  that  if  nitrates  were  present  in  the  compound 
analyzed  their  reduction  to  ammonia  was  not  certain  nor  regular,  and 
unless  this  difiiculty  could  be  overcome  the  value  of  the  process  was 
limited. 

The  experience  of  many  hundreds  of  operators  since  this  method 
was  first  introduced  has  resulted  in  rendering  it  as  perfect  as  need  be, 
and  the  results  of  this  experience  in  all  essential  particulars  wUl  now 
be  described,  omitting  the  details  as  to  some  of  the  special  forms 
of  apparatus,  and  which  are  not  absolutely  essential.  The  method 
requires  the  following  re-agents  and  apparatus  : — 

1.  Standard  acid,  which  may  be  either  sulphuric  or  hydrochloric  ; 
a  convenient  strength  is  normal  or  semi-normal. 

2.  Standard  alkali,  either  ammonia,  sodium,  or  potassium  hydrox- 
ides, of  corresponding  strength  to  the  acid. 

3.  Concentrated  sulphuric  acid  free  from  nitrates  and  ammonium 
sulphate.* 

i.     Mercuric  oxide  .prepared  in  the  wet  way  or' metallic  mercury,  f 

*  Commercial  oil  of  vitriol  frequently  coatains  ammonium  conlpounds,  owing  to  tlie  faofc 
that  makers  sometimes  add  ammonium  sulphate  during  concentration  in  order  to  get  rid 
of  nitrous  coznpounds.  Meldola  and  Mbritz  state  that  any  traces  of  ammonia  may  be 
destroyed  by  digesting  the  acid  for  two  ov  three  hours  at  a  temperature  below  boiUn.?  with 
sodium  or  potassium  nitrite  in  the  proportion  of  G'5  gm.  of  the  salt  to  100  c.c.  of  acid. 
Lunge  objected  to  this  treatment,  because  of  the  probable  formation  of  nitro^sulphnrtc 
acid.  Experiments  have  since  been  made  by  Moritz  which  prove  that  the  objection  is 
groundless^  provided  the  digestion  is  carried  on  for  a  -period  sufficient  to  expel  the  nitrons 
acid  (J.  S.  C.  1.  ix.443).  The  purification  of  the  acid  may  of  course  be  obviated  by  asceriV 
taining  once  for  all  the  amount  of  ammonia  in  any  given  stock  of  acid,  by  making  a  blank 
experiment  with  pure  Bugarand  allowing  in  all  cases  for  the  amount  of  HN3  so  found. 

tC.  A.  Mooers  (Amlyst  xxviii.  H)  states  that  when  usinj  mercury  with  the  material 
under  exam'nation,  there  is  a.  danger  of  the  metal  passing  over  with  the  distillate  and  form > 
an  amalgam  with  the  tin  condensing  tubes  which  absorbs  some  of  the  ammonia.  _  He  there- 
fore advocate?  Jena  glass  instead  of  tin  tubes.  Jito  such  effects  have  been  obtained  in  my 
1  tboratory  with  the  appara,tns  fi^.  32.  It  is  possible  that  the  danger  alluded  to  is  due  to 
iiapure  tin  or  to  the  form  of' distilling  fiask  used. 
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6.     Powdered  potassium  sulphate. 

6.  Granulated  zinc. 

7.  Solution  of  potassium  sulpliide  in  water,  40  gm.  in  the  liter. 

8.  A  saturated  solution  of  caustic  soda  free  from  nitrates  or 
nitrites. 

9.  An  indicator — litmus,  methyl  orange,  or  cochineal  are  suitable, 
hut  phenolphthalein  may  not  be  used. 

10.  Digestion  flasks  with  long  neck  and  round  bottom,  holding 
about  200—250  c.c.  These  ilasks  should  be  well  annealed,  and  not 
too  thick,  preferably  made  of  Jena  glass — the  neck  about  |  inch 
wide,  and  3| — 4  inches  long. 

11..  Distillation  flasks  of  hard  Bohemian  glass  of  conical  shape, 
550 — 600  c.c.  capacity,  fitted,  with  a  rubber  stopper  arid  a  bulb  above 
with  curved  delivery  tube,  to  prevent  the  spray  of  the  boiling 
alkaline  liquid  from  being  carried  over  into  the  condenser  tubes. 
Copper  distilling  bottles  or  flasks  are  used  by  some  operators  for 
tecluiical  purposes  with  good  results,  but  in  this  case  it  is  advisable  to 
\mt  the  soda  into  the  vessel  first  then  add  the  acid  liquid. 

12.  The  condenser.  Owing  to  the  undoubted  solubility  of  glass 
in  fresh  distUled  water  containing  ammonia,  it  is  advisable  to  have 
the  condenser  tube  made  of  pure  block  tin.  This  should  be  about 
three-eighths  of  an  inch  wide  externally,  and  is  connected  with  the 
bulb  tube  of  the  distilling  flask  with  stout  pure  rubber  tvibe.  It  is 
surrounded  by  either  a  metal  or  glass  casing,  through  which  cold 
water  is  passing  in  the  usual  manner.  It  is  very  easy  to  fit  uj)  such 
an  arrangement  with  the  condenser  tubes  made  entirely  of  glass  sold 
by  the  dealers  in  chemical  apparatus.  The  end  of  the  condenser 
tube  may  be  simply  inserted  into  the  neck  of  a  flask  in  an  oblique 
position,  containing  the  standard  acid,  or  it  may  have  a  delivery  tube 
connected  by  a  rubber  tube  leading  into  a  beaker.  There  is  no 
necessity  for  dipping  the  delivery  tube  into  the  acid  unless,  the 
temperature  of  the  place  is  very  high.. 

In  places  where  it 
is  difficult  to  arrange 
for  a  flow  of  water  to 
keep  the  distilling 
tube  cool  the  simple 
.apparatus  shown  in 
fig.  31  may  be  service- 
able, and  unless  the 
temperature  of  the 
place  is  exceedingly 
high  there  is  no  loss 
of  ammonia.  This 
arrangement  is  used 
by  Stutzer,'  whose 
results  with  it   com- 


I* 


Kg:  31. 


pare  well  with  others  made  in  condensers  surrounded  by  flowing 
water ;  and  equally  accurate  figures  have  been  go'  in  comparison  with 
the  ordinary  condenser,  using  the  same  quantity  of  substance.,     Tlie 
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explanation  of  this  is,  no  doubt,  the  very  strong  affinity  of  ammonia 
for  water,  and  when  in  very  minute  quantity  it  is  lield  very 
tenaciously,  even  at  a  tolerably  high  temperature.  The  tube  should 
be  not  less  than  3  feet  long.  Where  a  large  number  of  estimations 
are  being  carried  on  it  is  convenient  to  have  a  special  condenser, 
which  will  allow  of  six  or  more  distillations  being  worked  at  the  same 
time.  Several  forms  of  such  arrangements  have  been  devised,  and 
are  obtainable  of  apparatus  dealers. 


Pig.  32. 

For  use  in  my  own  laboratory  where  a  large  number  of  agricultural 
samples  are  examined,  the  form  shown  in  fig.  32  has  been  adopted, 
and  has  been  found  to  answer  well.  The  body  of  the  condenser 
consists  of  an  ordinary  10-gallon  iron  drum  filled  with  water;  the 
pure  tin  distilling  tubes  run  through  this  at  equal  distances  from  each 
other,  and  emerge  at  the  bottom  of  sufficient  length  to  dip  into  the 
vessels  containing  the  standard  acid.  "With  this  arrangement  there  is 
no  necessity  for  running  water,  and  six  distillations  may  be  carried  on 
simultaneously  without  fear  of  losing  ammonia ;  the  body  of  water  is 
so  great  that  the  lower  portion  is  quite  cool  after  the  distillations  are 
finished.       In   case   of    extremely   hot    weather   or   in   a   very   hot 
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laboratory,  the'  cover  may  be  removed  and  a  lump  of  ice  placed  in  the 
water,  if  a  large  niimber  of  distillations  are  required. 

The  distilling  flasks  are  closed  with  rubber  stoppers,  and  fitted 
with  ball  top  arrangement  shown  more  plainly  in  fig.  3L  These  are 
connected  with  the  tin  tubes  by  rubber  joints,  and  supported  on  an 
iron  frame  over  which  is  laid  a  strip  of  wire  gauze.  The  Bunsen 
burners  are  of  Fletcher's  make,  with  nickel  gauze  tops  which  give 
a  smokeless  flame  of  any  desired  size.  So  well  does  tliis  arrangement 
work,  that  during  many  hundreds  of  distillations  not  one  breakage 
haf  occurred,  due  to  the  heating  or  the  distillation.  The  tin  condens- 
ing tubes  do  not  in  this  case  dip  into  the  standard  acid,  as  various 
experiments  have  proved  it  unnecessary,  unless  the  temperature  of 
the  laboratory  is  very  high. 

B.  Dyer -uses  a  tin  condensing  tube  rising  15 — 18  inches  vertically 
from  the  distilling  flask  with  no  condenser,  but  bent  downwards  and 
fitting  into  a  pear-shaped  adapter  (with  large  expansion  to  allow  of 
varied  pressure),  whose  narrowed  end  dijjs  actually  into  the  acid. 

13.  A  convenient  stand  for  holding 
the  digestion  flasks  is  shown  in  fig.  33, 
and  they  rest  in  an  oblique  position. 
Heat  is  .supplied  by  small  Bunsen 
burners.  With  a  little  care  the  naked 
fiame  can  be  applied  directly  to  the 
flask  without  danger.  Some  operators 
prefer  to  close  the  digestion  flasks 
with  a  loosely  fitting  glass  stopper 
elongated  to  a  point,  and  having 
a  balloon-shaped  top.  This  aids  in 
the  condensation  of  any  acid  which  may  distil,  but  if  the  flasks  are 
tolerably  long  in  the  neck,  there  is  practically  no  loss  of  acid  except 
as  SO2  which  occurs  in  any  case.  It  is  almost  needless  to  say  that 
the  digestion  should  be  done  in  a  fume  closet  with  good  draught. 

As  the  acid  fumes  given  of£  when  organic  matters  are  boiled  with 
strong  acid  are  very  disagreeable  and  irritating  to  the  lungs,  especially 
in  small  laboratories,  another  method  can  be  adopted  so  that  no 
fume  closet  is  necessary,  and  the  digestion  can  be  can  carried  on  in 
the  open  air.  The  acid  flask  is  closed  with  a  pear-shaped  hollow 
stopper,  attached  to  which  is  a  bent  glass  tube,  the  end  of  which  is 
passed  through  a  cork  into  a  globe-shaped  adapter  held  in  the  neck  of 
a  conical  flask,  which  contains  a  solution  of  caustic  soda  into  which 
the  end  of  the  adapter  dips.  By  this  method  all  the  acid  fumes  are 
absorbed.* 

Thb  Kjeldahl-Gunning  Peocess:  Prom  0'5  to  5  gra.  of  the  substance 
according  to  its  nature  is  brought  into  a  digestion  flask  with  approximately 
0'5  gm.  of  mercuric  oxide  or  a  small  globule  of  metal  and  20  o.c,  of  sulphuric 
acid  (in  case  of  bulky  vegetable  substances  30  c.o.  or  more  may  be  necessary). 
The  flask  is  placed  on  wire  gauze  over  a  small  Bunsen  burner  in  an  upright 
position,  or  in  the  frame  above  described  in  an  inclined  position,  and  heated 
beldw  ■  the  boiling-point  of  the  acid  for  from  five  to  fifteen  minutes,  or  uiitil 
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*-A  figure  of  ttie  apparatus  is  shown  in  ^naln/st  xxTiii.  64.  ■ 
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frothing  has  ceased.  The  heat  is  then  raised  till  the  acid  boils  briskly,  this  is 
continued  for  about  fifteen  minutes,  when  about  10  grams  of  potassium  sulphate 
are  added  and  the  boiling  continued  (anhydrous  sodium  sulphate  also  answers 
this  purpose,  and  the  same  effect  can  be  obtained  in  the  same  time  by  sodium 
pyrophosphate,  2  gm.  of  the  latter  acting  as  well  as  10  gm.  of  the  two  former). 
No  further  attention  is  required  till  the  contents  of  the  flask  have  become 
a  clear  liquid,  which  is  colourless,  or  at  least  has  only  a  very  pale  straw  colour. 
The  flask  is  then  removed  from  the  frame,  and  after  cooling,  the  contents  are 
transferred  to  the  distilling  flask  with  repeated  quantities  of  water  amounting 
in  all  to  about  250  c.c,  and  to  this  25  c.c.  of  potassium  sulphide  solution  are 
added,  50  c.c.  of  the  soda  solution,*  or  sufflcient  to  make  the  reaction  strongly 
alkaline,  and  a  few  pieces  of  granulated  zinc.  The  flask  is  at  once  connected 
with  the  condenser,  and  the  contents  are  distilled  till  all  ammonia  has  passed 
over  into  the  standard  acid,  and  the  concentrated  solution  can  no  longer  be  safely 
hoiled.  This  operation  usually  requires  from  twenty  to  thirty  minutest  The 
distillate  is  then  titrated  with  normal  or  seminormal  alkali. 

The  use  of  mercury  or  its  oxide  in  this  operation  greatly  shortens  the  time 
necessary  for  digestion,  which  is  rarely  over  an  hour,  and  in  the  case  of  substances 
most  difficult  to  oxidize,  is  more  commonly  less  than  an  hour.  Potassium 
sulphide  removes  all  mercury  from  solution,  and  so  prevents  the  formation  of 
mercuro-ammonium  compounds  which  are  not  completely  decomposed  by  soda 
solution.  The  addition  of  zuio  gives  rise  to  an  evolution  of  hydrogen,  and 
prevents  violent  bumping.  Previous-  to  use,  the  stock  of  reagents  should  always 
be  tested  by  a  blank  experiment ;  in  many  cases  if  potassium  sulphate  is  used 
there  is  no  necessity  for  mercury,  and  therefore  no  sulphide  is  required. 

The  following  modifications  must  be  used  for  the  determination  of 
nitrogen  in  substances  vrhlch  contain  nitrates. 

Estimation  of  Nitrogen,  including  Nitrates,  by  the 
Kj el dahl- Gunning- Jo dlbauer  Process. 

The  requisite  quantity  of  substance  to  be  analyzed  is  put  into  the  digesting 
flask  together  with  1  or  2  gm.  of  zinc  dust.  Prom  20  to  30  c.c.  of  sulphuric 
acid  containing  2  gm.  of  salicylic  acid  are  then  quickly  poured  over  the  mixture 
so  as  to  cover  it  at  once.  The  whole  is  then  gently  heated  till  frothing  is  over, 
and  the  process  finished  with  or  without  the  potassium  sulphate  as  before 
described. 

The  folio  Vising  observations  by  Bernard  Dyer  are  of  considerable 
importance  in  connection  with  the  modified  process  : — "  When  nitrates 
are  present  in  addition  to  organic  or  ammoniacal  nitrogen,  Jodlbauer's 
modification  (Chem.  Centr.  iii.,  xvii.,  433)  suffices  to  determine  accu- 
rately the  total  nitrogen.  This  process  consists  iu  previously  adding  to 
the  sulphuric  acid  used  for  oxidation,  either  phenol  or,  preferably, 
salicylic  acid — generally  about  2  grams  for  a  determination.  While 
the  contents  of  the  flask  are  still  cold,  from  1  to  2  grams  of  zinc  dust 
are  added  (as  well  as  a  drop  of  mercury  or  some  oxide)  and  allowed  to 
dissolve  before  the  flask  is  heated.  The  process  is  then  continued 
exactly  as  previously  described,  when  the  whole  of  the  nitrogen  is 
obtained  as  ammonia.  There  is  no  difficulty  whatever  in  determining 
the  nitrogen  in  potassium  or  sodium  nitrate  in  this  manner ;  but  I  find 
that  when  ammonia  salts  are  present  as  well  as  potassium  or  sodium 
nitrate,  the  results  are  invariably  too  low,  unless  the  sulphuric  acid 

*  Some  operators  prefer  to  close  the  distilling  flask  with  a  caoutchouc  stopper,  through 
which  in  addition  to  the  distilling  tube,  a  funnel  with  tap  is  fixed  for  running  in  the 
alkali,  this  is  to  gnard  against  possible  loss  of  ammonia. . 
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containing  the  salicylic  acid  is  poured  quickly  into  the  flask  out  of 
a  beaker,  so  that  the  nitrate  shall  he  completely  covered  by  the  acid- 
before  the  lapse  of  an  appreciable  interval  of  time  ;  this  prevents  the- 
fbrmation  of  the  lower  oxides  of  nitrogen,  and  consequent  loss.  When 
even  ammonium  nitrate  is  treated  in  this  way,  the  whole  of  the  nitrogen 
is  retained  in  solution.  I  allude  to  this  detail,  because  I  have  nowhere 
seen  attention  drawn  to  it,  and  because  I  think  there  is  a  probability 
of  large  errors  occurring  m  the  analysis  of  compound  fertilisers,  in- 
cluding mixtures  of  ammonia  salts  and  alkali  nitrates,,  if  the.  acid,  is- 
allowed  to,  flow  on  to  the  sample  from  a  pipette  in  the  usual  way.'" 
The  experiments  carried  on  by  this  chemist,  and  recorded  in  th& 
paper  already  mentioned,  are  extremely  valuable.  They  show  that, 
the  Kjeldahl  process  either  with  the  modifications  of  Gunning  and 
Arnold,  or  with  that  of  the  same  and  Jodlbauer,  is  capable  of 
accurately  estimating  the  nitrogen  in  a  very  large  variety  of  complex, 
substances,  and  with  the  expenditure  of  very  little  time  as  compared 
with  older  methods. 

As  respects  the  substances  available  for  the  accurate  estimation  of 
their  nitrogen  by  the  Kjeldahl  method,  Dyer  finds  that  if  zinc  alone 
(without  the  use  of  phenol  or  salicylic  acid)  be  used  with  aromatic 
nitro-compounds  there  is  loss  of  nitrogen,  as  though  it  were  necessary 
that  more  carbon  should  be  present. 

The  Kjeldahl-Gunning  method  fails  to  furnish  the  calculated 
quantity  of  nitrogen  in  azoberizene  or  amido-azobenzene.  Mere  re- 
duction by  zinc  suffices  with  amido-azobenzene,  but  in  the  case  of 
azobenzene  the  complete  Jodlbauer  modification  is  necessary.  With 
amido-azotoluenc  the  correct  amount  was  obtained  by  the  Kjeldahl- 
(lunning  process  supplemented  by  reduction  with  zinc  and  with 
carbazol  by  the  Kjeldahl-Gunning  method  alone. 

Hydroxy lamine  hydrochloride,  which  contams  20'21  per  cent,  of 
nitrogen,  yielded  only  3  per  cent,  by  the  Kjeldahl-Gunning  method  ; 
by  reduction  with  zinc  about  10  per  cent,  was  obtained ;  by  the 
Kjoldahl-Gunning-Jodlbauer  method  about  19  per  cent.;  by 
reduction  with  sugar  and  zinc  less  than  19  per  cent.  The  Kjeldahl- 
Gunning-Jodlbauer  method  with  the  addition  of  sugar  as  well  as. 
zinc,  however,  gave  the  calculated  quantity  in  each  of  three  separate 
determinations.  Acetaldoxime,  by  the  Kjeldahl-Gunning  method, 
gave  somewhat  low  results,  but  with  the  addition  of  sugar  and  zinc 
furnished  correct  results.  Naphthoquinone-oxime  yields  its  full  per- 
centage by  the  Kjeldahl-Gunning  method. 

Potassium  cyanide  and  ethyl  cyanide  both  give  nearly  correct  results 
by  the  Kjeldahl-Gunning  method;. no  trace  of  hydrocyanic  acid  is- 
evolved  if  the  sulijhuric  acid  used  be  strong.  Potassium  ferrocyanide 
also  yields  accurate  results.  Potassium  ferricyanide,  however,  only 
gives  sufficiently  accurate  results  when  reduced  by  the  addition  of 
sodium  thiosulpliate.  Sodium  nitroprusside  failed  with  any  modifica- 
tion of  the  method  to  yield  all  its  nitrogen. 

Phenylhydrazine  derivatives  cannot  by  any  modification  of  the 
method  tried  be  made  to  give  correct  results  ;  there  is  invariably 
loss  of  nitrogen,  presumably  liberated  in  the  free  state. 


§  20.  ACIDIMETKY.  89" 

H.  C.  Sherman  {Jour.  Amer.  Chem.  Soe.  xvii.  567)  states  that  no 
known  modification  will  give  accurate  results,  where  large  proportions- 
of  Iboth  chlorides  and  nitrates  exist  in  the  substance  digested. 

ACIDIMBTBY    OR    THE    TITBATIOW    OF    ACIDS. 

§  20.  This  operation  is  simply  the  reverse  of  all  that  has  been 
said  of  alkalies,  and  depends  upon  the  same  principles  as  have  been 
explained  in  allcalimetry. 

With  free  liquid  acids,  such  as  hydrochloric,  sulphuric,  or  nitric, 
the  strength  is  generally  taken  by  means  of  the  hydrometer  or  sjjecific- 
gravity  bottle,  and  the  amount  of  real  acid  in  the  sample  ascertained 
by  reference  to  the  tables  constructed  by  Otto,  Bineau,  or  Ure. 

In  the  case  of  titrating  concentrated  acids  of  any  kind  it  is  preferable 
in  all  cases  to  weigh  accurately  a  small  quantity,  dilute  to  a  definite 
volume,  and  take  an  aliquot  portion  for  titration. 

Delicate  End-reaction,  in  Acidimetry. 

If  an  alkaline  iodate  or  bromate  be  added  to  a  solution  of  an  alkaline 
iodide  in  the  presence  of  a  mineral  acid,  iodine  is  set  free  and  remains 
dissolved  in  the  excess  of  alkaline  iodide,  giving  the  solution  the  well- 
known  colour  of  iodine.  This  reaction  has  been  long  observed,  and  is 
capable  of  being  used  with  excellent  effect  as  an  indicator  for  tlie 
delicate  titration  of  acids,  and  therefore  of  alkalies,  by  the  residual 
method.  Kjeldahl,  for  instance,  uses  it  in  his  ammonia  process, 
where  the  distillate  contains  necessarily  an  excess  of  standard  acid. 
The  reaction  is  definite  in  character,  and  may  be  used  in  various  ways- 
in  volumetric  processes.  For  instance,  potassium  bromate  liberates 
iodine  in  exact  proportion  to  its  contained  oxygen  in  the  presence 
of  excess  of  dilute  mineral  acid,  and  the  iodine  so  liberated  may  be 
accurately  titrated  with  sodium  thiosulphate.  In  acidimetry,  however, 
the  method  is  simply  used  for  its  exceeding  delicacy  as  an  end-reaction, 
one  drop  of  ■^/loo  sulphuric,  nitric,  or  hydrochloric  acid  being  quite 
sufficient  to  cause  a  deep  blue  colour  in  the  presence  of  starch. 

The  adjustment  of  the  standard  liquids  is  made  as  follows  ; — 2  or  3 
c.c.  of  ■'"^/lo  acid  are  run  into  a  flask,  diluted  somewhat  with  water,  and 
a  crystal  or  two  of  potassium  iodide  thrown  in ;  1  or  2  c.c.  of  a  5 
per  cent,  solution  of  potassium  iodate  are  then  added,  which  at  once 
produces  a  brown  colour,  due  to  free  iodine.  A  solution  of  sodium 
thiosulphate  is  added  from  a  burette,  with  constant  shaking,  until  the 
colour  is  nearly  discharged ;  a  few  drops  of  clear  freshly  prepared 
starch  solution  are  now  poured  in,  and  the  blue  colour  removed  by  the 
very  cautious  addition  of  thiosulphate.  The  quantity  of  thiosulphate 
used  represents  the  comparative  strengths  of  it  and  the  standard  acid, 
and  is  used  as  the  basis  of  calculation  in  other  titrations.  The  first 
discharge  of  the  blue  colour  must  be  taken  in  all  cases  as  the  correct 
ending,  because  on  standing  a  few  minutes  the  blue  colour  returns, 
due  to  some  obscure  reaction  from  the  thiosulphate.  This  has  been 
probably  regarded  as  one  of  the  drawbacks  of  the  process,  and  another 
is  the  instability  of  the  thiosulphate  solution  ;  but  these  by  no  means- 
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■inAtalidata.  its  accuracy,  and -it  -  moreover  possesses  the- advantage  of 
.being  applicable  to  excessively  dilute  solutions,  and  may  be  used  by 
artificial  light.  .The  organic  acids  cannot  be  estimated  by  this  method, 
the  action  not  being  regular.  Neutral  alkaline  and .  alkaline  earthy 
salts  have  no  interference,  but  salts  of  the-  organic  acids  and  borates 
must  be  absent. 

ACETIC    ACID, 

§^21.  In  consequence  of  the  anomaly  existing  between  the  sp.  gr. 
■of  strong  acetic  acid  and  its  actual  strength,  the  hydrometer  is  not 
reliable,  but  the  volumetric  estimation  is  now  rendered  extremely 
accurate  by  using  phenolphthalein  as  indicator,  acetates  of  th.e. alkalies 
and  alkaline  earths  having  a  perfectly  neutral  behaviour  to  this  in- 
dicator. Even  coloured  vinegars  may  be  titrated  when  highly  diluted. 
Where,  however,  the  colour  is  too  much  for  this  method  to  succeed, 
Pettenkofer's  plan  is  the  best,  and  this  oj)inion  is  endorsed  by 
A.  E.  Leeds  (/;  A7n.  C.  S.  xvii.  741).  The  latter  takes  50  c.c.  of 
the  vinegar  and  50  c.c.  of  water  with  a  drop  of  phenolphthalein,  adds 
■''/lo  baryta  to  slight  excess  which  causes  the  organic  colouring  matters 
to  separate  either  in  the  cold  or  on  warming,  the  excess  of  baryta  is 
then  found  by  titration  with  -"^/lo  acid  and  turmeric  paper. 

Several  processes  have  at  various  times  been  suggested  for  the 
accurate  and  ready  estimation  of  acetic  acid,  among  which  is  that 
of  Greville  Williams,  by  means  of  a  standard  solution  of  lime 
syrup.      The  results  obtained  were  very  satisfactory. 

C.  Mohr's  process  consists  in  adding  to  the  acid  a- known  excessive 
•quantity  of  precipitated  neutral  and  somewhat  moist  calcium  carbonate.' 
When  the  decomposition  is  as  nearly  as  possible  complete  in  the  cold, 
the  mixture  must  be  heated  to  expel  the  COg,  and  to  complete  the 
saturation ;  the.  residual  carbonate  is  then  brought  upon  a  filter, 
washed  w^ith  boiling  water,  and  titrated  with  excess  of  normal  acid 
and  back  with  alkali. 

In  testing  the  impure  brown  pyroligneous  acid  of  commerce,  this 
method  has  given  fairly  accurate  results.* 

The  titration  of  acetic  acid  or  vinegar  may  also  be  performed  by  the 
ammonio-cupric  solution  described  in  §  15.10. 

1.  Free  Minetal  Acids  in  Vinegar. — Hehner  has  devised  an 
excellent  method  for  this  purpose  (Analyst  i.  105). 

Acetates  of  the  alkalies  are  always  present  in  commercial  vinegar ; 
and  when  such  vinegar  is  evaporated  to  dryness,  and  the  ash  ignited, 
the  alkalies  are  converted  into  carbonates  having  a  distinct  alkaline 
reaction  on  litmus  ;  if,  however,  the  ash  has  a  "neutral  or  acid  reaction, 
.some  free  mineral  acid  must  have  been  present.     The  alkalinity  of  the 

•  A.  E.  Leeds  (loc.  cit.)  has  not  found  this  method  to  answer,  which  I  think  must  be  due 
to  usiiig' dried  calcium  carbonate.  I  haTeonly  used  it  for  commercial  wood  acid,  and  the 
figures  obtained  by  me  were  the  highest  among  several  other  methods ;  but  an  enjp'r  has 
been  committed  in  not  mentioning  that  the  CaCOs  should  not  be  thoroughly  dried,  and  the 
^itftlinity  of  which  is  known.  .  ^  .  ., 
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asli  is  diminished  in  exact  proportion  to  the  amount  of  mineral  acid 
added  to  the  vinegar  as  an  adulteration. 

Method  of  Procbduee  :  50  c.c.  of  the  vinegar  are  m'xed  with  25  c.c.  of 
^/lo  soda  or  potash,  evaporated  to  dryness,  and  ignited  at  a  low  red  heat  to 
convert  the  acetates  into  carbonates ;  when  cooled,  25  c.c  of  ^/lo  acid  are  added ; 
the  mixture  heated  to  expel  CO2,  and  filtered;  after  washing  the  residue,  the 
filtrate  and  washings  are  exactly  titrated  with  ^/lo  alkali ;  the  volume  so  used 
equals  the  amount  of  mineral  acid  present  in  the  50  c.c.  of  vinegar. 

1  c.c.  ^/lo  alkali  =  00049  gm.  H2SO4  or  0-003645  gm.  HCl. 

If  the  vinegar  contains  more  than  0'2  per  cent,  of  mineral  acid,  more 
than  25  c.c.  of  ^/yo  alkali  must  be  used  to  the  50  c.c.  vinegar  before 
evaporating  and  igniting. 

2.  Acetates  of  the  Alkalies  and  Earths. — These  salts  are 
converted  by  ignition  into  carbonates,  and  can  be  then  residually 
titrated  with  normal  acid ;  no  other  organic  acids  must  be  present, 
nor  must  nitrates,  or  similar  compounds  decomposable  by  heat.  1  c.c. 
normal  acid  =  0-06  gm.  acetic  acid. 

3.  Metallic  Acetates. — Neutral  solutions  of  lead  and  iron  acetates  may 
be  precipitated  by  an  excess  of  normal  sodium  or  potassium  carbonate,  the  pre- 
cipitate Wc-U  boiled,  filtered,  and  washed  with  hot  water,  thi  filtrate  and  washings 
made  up  to  a  definite  volume,  and  an  aliquot  portion  titrated  with  ^/lo  acid ; 
the  difference  between  the  quantity  so  used  and  calculated  for  the  original 
volume  of  alkali  will  represent  the  acetic  acid. 

If  such  solutions  contain  free  acetic  or  mmeral  acids,  they  must  be 
exactly  neutralized  previous  to  treatment. 

If  other  salts  than  acetates  are  present,  the  process  must  be  modified 
as  follows  : — 

Method  of  Procedtjee  :  Precipitate  with  alkaline  carbonate  in  excess, 
exactly  neutralize  with  hydrochloric  acid,  evaporate  the  whole  or  part  to  dry- 
ness, ignite  to  convert  the  acetates  into  carbonates,  then  titrate  residually  with 
normal  acid.  Any  other  organic  acid  than  acetic  will,  of  course,  record  itself,  in 
terms  of  acetic  acid. 

,  4.  Commercial  Acetate  of  Ijim.e. — The  methods  just  described 
are  often  valueless  in  the  case  of  this  substance,  owing  to  tarry  matters, 
which  readily  produce  an  excess  of  carbonates. 

Fresenius  (Z.  a.  C.  xiii.  153)  adopts  the  following  process  for 
tolerably  pure  samples  : 

MJJTHOD  OF  Peoceduee  :  5  gm.  are  weighed  and  transferred  to  a  250  c.c. 
flask,  dissolved  in  about  150  c.c.  of  water,  and  70  c.c.  of  normal  oxalic  acid  added ; 
the  flask  is  then  well  shaken,  and  filled  to  the  mark,  2  c.c.  of  water  are  added  to 
allow  for  the  volume  occupied  by  the  precipitate,  the  whole  is  again  well  shaken 
and  left  to  settle.  The  solution  is  then  filtered  through  a  dry  filter  into  a  dry 
flask ;  the  volume  so  filtered  must  exceed  200  c.c. 

100  0.0.  are  first  titrated  with  hormal  alkali  and  litmus  ;  or,  if  highly  coloured, 
by  help  of  litmus  or  turmeric  paper;  the  volume  used  multiplied  by  2' 5  will 
give  the  volume  for  5  gm. 

Another  100  c.c.  are  precipitated  with  solution  of  pure  calcium  acetate  in  slight 
excess,  warmed  gently,  the  precipitate  allowed  to  settle  somewhat,  then  filtered, 
well  washed,  dried,  and  strongly  ignited,  in  order  to  convert  the  oxalate  into 
•calcium  carbonate  or  oxide,  or  a  mixture  of  both.  The  residue  so  obtained  is 
then  decomposed  with  excess  of  normal  acid,  and  titrated  residually  with  normal 
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alkali.  By  deducting  the  volume  of  acid  used  to  neutralize  the  precipitate  from 
that  of  the  alkali  used  in  the  first  100  c.c,  and  multiplying  by  2-5,  is  obtained 
the  volume  of  alkali  expressing  the  weight  of  acetic  acid  in  the  5  gm.  of  acetate. 

In  the  case  of  very  impure  and  highly  coloured  samples  of  acetate, 
it  is  only  possible  to  estimate  the  acetic  acid  by  repeated  distillations 
with  phosphoric  acid  and  water  to  incipient  dryness,  and  then  titrating 
the  acid  direct  with  ^/jq  alkali,  each  c.c.  of  which  represents  0-006 
gm.  acetic  acid. 

The  distillation  is  best  arranged  as  suggested  by  Stillwell  and 
Oladdiug,  or  later  by  Harcourt  Phillips  (C  N.  liii.  181). 

Method  of  Phoceduee  ;  A  100  to  120  c.c.  retort,  the  tubulure  of  which 
carries  a  small  funnel  fitted  in  with  a  rubber  stopper,  and  the  neck  of  the  funnel 
stopped  tightly  with  a  glass  rod  shod  with  elastic  tube,  is  supported  upon  a  stand 
in  such  a  way  tliat  its  neck  inclines  upwards  at  about  forty-five  degrees  :  the  end 
of  the  neck  is  drawn  out,  and  bent  so  as  to  fit  into  the  condenser  by  help  of  an 
elastic  tube.  The  greater  part  of  the  retort  neck  is  coated  with  flannel,  so  as  to 
prevent  too  much  condensation. 

1  gm.  of  the  sample  being  placed  in  the  retort,  10  c.c.  of  a  40  per-cent.  solution 
of  P2O5  ^re  added,  together  with  as  much  water  as  will  make  about  50  c.c.  A 
small  naked  flame  is  used,  and  if  carefully  manipulated,  the  distillation  may  be 
carried  on  to  near  dryness  without  endangering  the  retort.  After  the  first 
operation  the  retort  is  allowed  to  cool  somewhat,  then  50  c.c.  of  hot  water  added 
through  the  funnel,  another  distillation  made  as  before,  and  the  same  repeated 
a  third  time,  which  will  suffice  to  carry  over  all  the  acetic  acid.  The  distillate  is 
then  titrated  with  alkali  and  phenolphthalein. 

By  this  arrangement  the  frothing  and  spirting  is  of  no  consequence, 
and  the  whole  process  can  be  completed  in  less  than  an  hour.  The 
results  are  excellent  for  technical  purposes. 

"Weber  (Z.  a.  C.  xxiv.  614)  has  devised  a  ready  and  fairly  accurate 
method  of  estimating  the  real  acetic  acid  in  samples  of  acetate  of  lime, 
hased  on  the  fact  that  acetate  of  silver  is  insolulalo  in  alcohol. 

Method  of  Pbocedtjee  :  10  gm.  of  the  sample  in  povrder  are  placed  in  a  250 
c.c.  flask,  a  little  water  added,  and  heated  till  all  soluble  matters  are  extracted,, 
cooled,  and  made  up  to  the  measure  :  25  c.c.  are  then  filtered  through  a  dry  filter, 
put  into  a  beaker,  50  c.c.  of  absolute  alcohol  added,  and  thi  acetic  acid  at  once 
precipitated  with  an  alcoholic  solution  of  silvtr  nitrate.  The  silver  acetate, 
together  with  any  chloride,  sulphate,  etc.,  separates  free  from  colour.  The 
precipitate  is  brought  on  a  filter,  well  washed  with  60  per-cent.  alcohol  till 
the  free  silver  is  removed  ;  precipitate  is  then  dissolved  in  weak  nitric  acid,  and 
titrated  with  ^/lo  salt  solution.     Each  c.c.  represents  0'006  gm.  acetic  acid. 

Several  trials  made  in  comparison  with  the  distillation  method  with 
phosphoric  acid  gave  practically  the  same  results. 

A  good  technical  method  has  been  devised  by  Grimshaw  (Allen's- 
Organic  Analysis  i.  397). 

Method  of  Peocedtjee  :  10  gm.  of  the  sample  are  treated  with  water  and 
an  excess  of  sodium  bisulphate  (NaHS04).  the  mixture  diluted  to  a  definite 
volume,  filtered,  and  a  measured  portion  of  the  filtrate  titrated  with  standard 
alkali ;  a  similar  portion  meanwhile  is  evaporated  to  dryness  with  repeated 
moistening  with  water,  to  drive  off  all  free  acetic  acid.  The  residue  is  dissolved 
and  titrated  with  standard  alkali,  when  the  difference  between  the  volume  now 
required  and  that  used  in  the  original  solution  will  correspond  to  the  acetic  acid 
in  the  sample.    Jjitmus  paper  is  the  proper  indicator. 
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BORIC    ACID    AND    BORATES. 

Boric  anhydride  BjOg  =  70. 

§  22.  The  soda  in  borax  may,  according  to  Tliomaon,  be  \'ery 
accurately  estimated  by  titrating  the  salt  with  standard  HgSO^  and 
methyl  orange  or  lacmoid  paper.  Litmus  and  phenacetolin  give  very 
doubtful  end-reactions  :,  phenolphthalein  is  utterly  useless. 

Example  :  1'683  gm.  sodium  pyroborate  in  50  c.c.  of  water  reciuired  in  one 
case  16'7  c.c.  normal  acid,  and  in  a  second  16'65  c.c.  The  mean  of  the  two 
represents  0'517  gm.  Na^O.     Theory  req[uires  0ol6  gm. 

The  estimation  of  boric  acid  as  such,  formerly  presented  great 
difficulties,  and  no  volumetric  method  of  any  value  was  available. 

R.  T.  Thomson  has  removed  this  difficulty  by  finding  a  method 
easy  of  execution,  and  of  fair  accuracy  (/.  S.  C.  I.  xii.  432). 

Method  of  Pboceduke  :  To  determine  horio  acid  in  articles  of  commerce 
it  is  necessary  to  use  methyl  orange,  to  which  indicator  boric  acid  is  perfectly 
neutral.  In  the  case  of  boric  acid  in  borax  1  gm.  is  dissolved  in  water,  methyl 
orange  added,  and  then  dilute  sulphuric  acid  till  the  pink  colour  just  appears. 
Boil  for  a  short  time  to  exrel  CO^,  cool,  and  add  normal  or  fifth-normal  soda  till 
the  pink  colour  of  the  methyl  orange  (a  little  more  of  which  should  be  added  if 
necessary)  just  assumes  a  pure  yellow  tinge.  At  this  stage  all  the  boric  acid  will 
exist  in  the  free  state.  Add  glycerin  in  such  proportion  that  the  total  solution 
after  titration  will  contain  30  per  cent,  at  least,  then  add  a  little  phenolphthalein, 
and  lastly  normal  or  fifth-normal  soda  free  from  CO^  from  a  burette  until  a  per- 
manent pink  colour  is  produced.  More  glycerin  may  be  added  during  the 
estimation  if  it  is  found  necessarj'.  The  proportion  of  boric  acid  present  is 
calculated  from  the  number  of  c.c.  of  soda  consumed. 

1  c.c.  normal  NaOH  =  00620  gm.  H3BO3 

1  c.c.       „  „     =0-0505  gm.  JNa2B40j 

Ic.c.       „  „     =0-0955  gm.  Na^BjOy  +  lOIIjO 

In  the  case  of  boric  acid  of  commerce,  which  generally  contains  salts  of 
ammonium,  1  gm.  may  be  dissolved  in  hot  water,  a  slight  excess  of  sodium 
carbonate  added,  and  the  solution  boiled  down  to  about  half  its  bulk  to  expel 
ammonia.  Any  precipitat)  which  appears  may  then  be  filtered  off,  and  the 
filtrate  titrated  as  already  described. 

;  The  method  may  also  be  applied  to  boracite  or  borate  of  lime  by  dissolvin"- 
1  gm.  of  either  of  thesa  minerals  in  dilute  hydrochloric  acid  with  the  aid  of 
heat,  nearly  neutralizing  with  caustic  soda,  boiling  to  expel  COj,  pooling,  exactly 
neutralizing  to  methyl  orange,  and  'continuing  the  determination  as  in  borax. 
If  much  iron  is  present,  however,  it  should  be  removed  by  a  preliminary  treat- 
ment with  sodium  carbonate,  and  removal  of  oxide  of  iron  as  well  as  the 
carbonates  of  calcium  and  magnesium  by  filtration. 

L.  C.  Jones  {Am.  J.  S.,  1898,  147-153)  has  based  a  method  of 
titrating  boric  acid  which  depends  upon  the  fact  that  when  a  solution 
of  the  acid  is  mixed  with  one  of  mannitol,  a  much  stronger  acidic 
property  is  developed  from  the  boric  acid  than  it  naturally  possesses 
(a  similar  effect  occurs  with  glycerin),  and  further,  that  boric  acid 
alone  in  solution  in  moderate  amount  has  not  the  slightest  action  on 
a  solution  containing  potassium  iodide  and  iodate.  Therefore,  if  a 
given  solution  containing  boric  acid  be  mixed  with  iodide  and  iodate, 
the  acid  set  free  by  addition  of.  a  mineral  acid  and  the  free  ioduie  so 
produced  .exactly  destroyed  by  thiosulphate,  there  results  a  colourless 
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liquid  containing' the  boric  acid  in  a  free  state  and  ready  to  be  titrated 
by  any  convenient  method. 

Method  of  Pkoceduee  :  The  solution,  about  50  c.c,  containing  the  boric 
compound  and  about  O'l  gm.  of  boric  acid," is  acidified  distinctly  with  hydrochloric 
acid,  but  any  large  excess  must  be  removed  with  soda.  5  o.o.  of  a  10  per-cent. 
solution  of  barium  chloride  are  then  added.  In  a  S3parate  beaker  th3  iodide  and 
iodate  mixture,  say  10  c.c.  of  a  25  per-oent.  solution  of  iodide  and  the  same  volume 
of  a  saturated  solution  of  iodate,  together  with  starch  indicator  is  placed — the 
quantity  must  be  sufficient  to  liberate  an  amount  of  iodine  equivalent  at  least  to 
the  free  HCr  in  the  boric  solution ;  the  colour  of  the  starch  iodide  which  is 
usually  liberated  from  this  mixture  is  removed  by  a  dilute  solution  of  sodium 
thiosulphate.  To  this  neutral  solution  of  iodide  and  iodate  a  single  drop  of  the 
boric  solution  is  added  by  a  glass  rod ;  if  a  blue  colour  occurs  it  is  evidjnt  that 
the  boric  solution  is  acid  with  fres  HCl  and  the  boric  acid  is  in  a  free  condition. 
The  solutions  are  then  mixed  and  the  free  iodine  removed  by  cautious  addition 
of  thiosulphate.  The  mixture  is  then  colourless  and  contains  only  starch,'  neutral 
chloride,  potassium  tetrathionate,  iodide  an  i  iodate,  with  all  the  BjO;  in  a  free ' 
state.     Any  CO2  will  have  been  removed  by  the  barium  chloride. . 

The  titration  is  now  begun  by  adding  a  few  drops  of  phenolphthalein  and 
^/s  caustic  soda  run  in  from  the  burette  until  a  strong  red  colour  is  shown  ; 
a  pinch  of  mannitol  is  then  thrown  in  which  bleaches  the  colour,  more  soda  and 
more  mannitolare  in  turn  added  until  the  colour  is  permanent.  As  a  rule  1  or 
2  gm.  of  mannitol  suffice  for  an  estimation.  The  amount  of  3/)^  is  calculated 
on  the  assumption  that  under  the  above  mentioned  conditions  1  mol.  of  the  acid 
requires  2  mol.  of  sodium  hydroxide.  Test  analyses  on  calcium,  borate  and 
colemanite  gave  satisfactory  results  and  within  a  very  short  time.  Silicates  and 
fluorides  do  not  interfere,  but  ammonium  salts  must  be  removed  by  boiling  with 
alkali  previous  to  adopting  the  process,  owing  to  their  well  known  effect  on  the 
indicator. 

Scliv^artz  (Chem.  Zeit.,  1899,  497)  recommends  the  glycerin  method 
in  the  case  of  boracite  to  be  carried  out  as  follows  :^- 

1  or  2  gm.  of  the  finely  powdered  material  are  mixed  with  5  to  10  c.c.  of  strong 
hydrochloric  acid  made  up  to  about  50  or  100  c.c.  with  water  and  digested  with 
stirring  for  several  hours  at  ordinary  temperature.  The  process  may  be  hastened 
by  heating;  but  in  that  case  a  reflux  condenser  may  be  necessary  to  avoid  loss  of ' 
boric  acid.  In  either  case  the  liquid  is  filtered,  residue  washed  and  the  filtrate 
rendered  exactly  neutral  to  methyl  orange,  with  ^/g  soda  free  from  CO2,  the 
volume  is  made  up  to  1  or  200  c.c,  then  25  or  50  c.c.  mixed  with  the  same 
volume  of  absolutely  neutral  glycerin,  diluted  somewhat,,  then  titrated  with 
lahenolphthalein  and  ^/g  soda. 

Boric  Acid  in  Milk,  Butter,  and  other  Foods. — B.  T.  Thomson 
(Q-lasgow  City  Anal.  Soc.  Septs.,  1895,  p.  3).  1  to  2  gm.  of  sodium  hydrate  are 
added  to  100  c.c.  of  milk,  and  the  whole  evaporated  to  dryness  in  a  platinum  dish. 
The  residue  is  cautiously  but  thoroughly  charred,  heated  with  20  c.c.  of  water, 
and  hydrochloric  acid  added  drop  by  drop  until  all  but  the  carbon  is  dissolved. 
The  whole  is  transferred  to  a  100  c.c.  flask,  the  bulk  not  being  allowed  to  get 
above  50  or  60  c.c,  and  0-5  gm.  dry  calcium  chloride  added.  To  this  mixture  • 
a  few  drops  of  phenolphthalein  are  added,  then  a  10  per-cent.  solution  of  caustic 
soda,  till  a  permanent  slight  pink  colour  is  perceptible,  and  fina,lly  25  c.c.  of  lime- 
water.  In  this  vray  all  the  P2O5  is  precipitated  as  calcium  phosphate.  The  liquid 
is  made  up  to  100  c.c,  thoroughly  mixed  and  filtered  through  a  dry  filter.  To 
50  c.c  of  the  filtrate  (equal  to  50  c.c.  of  the  milk)  normal  sulphuric  acid  is  added 
till  the  pink  colour  is  gone,  then  methyl  orange,  and  the  addition  of  the  acid 
continued  until  the  yellow  is  just  changed  to  pink,  ^/g  caustic  soda  is  now 
added  till  the  liquid  assumes  the  yellow  tinge,  excess  of  soda  being  avoided.  At 
this  stage  all  acids  likely  to  be  present  exist  as  salts  neutral  to  phenolphthalein, 
except- boric  acid  (which,  being  neutral  to  methyl  orange,  exists  in  the  free. 
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conditioa),  and  a  little  COj,  which,  itis  ahsoliitely  necessary  to  expel  hy  boiling  for 
a  few  minutes.  The  solution  is  cooled,  a  little  phenolphthalein  added,  and  as 
much  glycerin  as  will  give  at  least  30  per  cent,  of  that  substance  in  the  solution, 
then  titrated  with  ^/g  caustic  soda  till  a  distinct  permanent  pink  colour  is 
produced ;  each  c.c.  of  the  soda  is  equal  to  0'0124  gm.  crystallized  boric  acid. 
A  series  of  experiments  with  this  process  showed  that  no  boric  acid  was  pre- 
cipitated with,  the  phosphate  of  lime  so  long  as  the  solution  operated  upon  did 
not  contain  more  than  0'2  per  cent,  of  crystallized  boric  acid,  but  when  stronger 
solutions  were  tested,  irregular  results  were  obtained.  The  charring  of  the  milk 
is  apt  to  drive  ofE-borie  acid,  but  by  carefully  carrying  the  incineration  only  so 
far  as  is  necessary  to  secure  a  residue  which  will  yield  a  colourless  solution,  no 
appreciable  loss  occurs. 

There  is  no  doubt  that  CO2  must  be  got  rid  of  in  titrating  boric  acid  with 
phenolphthalein,  and  hence  it  is  necessary  to  boil  the  solution.  Some  operators 
therefore  do  this  in  a  flask  with  upright  condenser  to  avoid  the  loss  of  boric  acid. 
It  is  doubtful,  however,  whether  by  this  confined  escape,  the  gas  is  got  rid  of  as 
easily  as  is  thought.  L.  de  Koningh  {J.  Am.  C.  S.,  1897, 385)  gives  the  results- 
of  experiments  made  in  this  matter,  and  shows  that  a  dilute  solution  of  the  acid 
may  be  boiled  even  up  to  fifteen  minutes  in  an  open  vessel  (which  is  longer  than 
necessary) ,  with  the  loss  of  a  very  faint  trace  of  the  acid.  The  same  operator 
also  advocates  the  removal  of  phosphoric  acid,  which  is  nearly  always  present  in 
foods,  by  adding  a  light  excess  of  sodium  carbonate  to  the  boric  acid  liquid,  then 
cautiously  adding  calcium  chloride  ;  this  precipitates  any  phosphate  and  the  excess 
of  carbonate,  while  the  borate  in  very  dilute  solution  is  not  affected.  On  now 
adding  a  solution  of  ammonium  carbonate  containing  an  excess  of  free  ammonia 
the  excess  of  lime  is  precipitated.  By  boiling  the  clear  solution  with  excess  of 
sodium  carbonate  the  ammonium  compounds  are  quickly  expelled,  and  the  titration 
may  be  carried  on  as  before  described. 

A  new  process  is  also  described  in  the  same  article  by  which  the  boric  acid  may 
be  estimated  after  the  removal  of  the  P2O5  by  means  of  magnesium,  mixture  ;  the 
filtrate  is  mixed  with  excess  of  sodium  carbonate  and  heated,  the  precipitate  of 
magnesia  is  removed  by  filtration,  the  filtrate  evaporated  to  dryness  to  render  the 
rest  of  the  magnesia  insoluble,  and  the  residue  is  then  treated  with  a  little  water 
and  filtered.  The  boric  acid  may  then  be  titrated  according  to  Thomson's 
glycerin  method.  As  a  test  experiment,  O'l  gm.  of  boric  acid  was  dissolved  in 
aqueous  soda,  then  mixed  with  100  gm.  of  oatmeal  and  incinerated  ;  from  the  ash, 
0'095  gm.  of  boric  acid  was  recovered. 

A  rapid  method  for  estimating  boric  acid  in  butter  has  been  worked  out  by 
H.  Droop  Eichmond  and  J.  B.  P.  Harrison  (Anali/st  xxvii.  179).  25  gm. 
of  the  butter  are  weighed  out  into  a  beaker,  and  25  c.c.  of  a  solution  containing 
6  gm.  of  milk  sugar  and  4  c.c.  of  normal  sulphuric  acid  in  100  c.c.  are  added. 
The  beaker  is  placed  in  the  water  oven  until  the  fat  has  just  melted  and  the 
mixture  is  well  stirred.  After  allovfing  the  aqueous  portion  to  settle  for  a  few 
minutes  20  c.c.  pipetted  out,  a  little  phenolphthalein  added,  brought  to  the  boiling- 
point,  and  titrated  with  semi-normal  caustic  soda  until  a  faint  pink  colour  just 
a^ears.  12  c.c.  of  neutral  glycerin  are  now  added,  and  the  further  titration 
carried  on  till  a  pink  colour  appears.  The  difference  between  the  two  titra- 
tions multiplied  by  0'0368  gives  the  amoimt  of  boric  acid  in  20  c.c,  and  this 
multiplied  by 

100  +  percentage  of  water  in  the  butter 
20 
will  give  the  percentage  of  boric  acid.     The  estimation  is  not  affected  by  the 
phosphoric  or  butyric  acid,  or  milk  sugar  present  in  the  butter. 

For  the  estimation  of  boric  acid  ia  meat  C.  Fresenius  and  G.  Popp 
{Ghem.  Cenfr.,  1897,  ii.  69)  adopt  the  foUovring  method  with  good 
results  : — 

10  gm.  of  the  chopped  meat  is  triturated  in  a  mortar  with  40  to  80  gm.  of 
anhydrous  sodium  sulphate,  and  dried  in  the  water  oven  ;  the  mass  is  then  finely 
powdered,  if  necessary,  with  the  addition  of  more  sodium  sulphate,  introduced 


■96  VOLUMETEIC  ANALYSIS.  §  23. 

into  a  300-0.0.  Erlenmeyer  flask,  and  100  c.o.  of  methylic  alcohol  added.  After 
■standing  for  twelve  hours,  the  alcohol  is  distilled  off;  50  c.c.  more  methylic 
.alcohol  are  poured  on  to  the  residue,  and  this  is  again  distilled  off.  The  distillate 
is  finally  made  up  with  methylic  alcohol  to  150  c.o.,  and  50  c.c.  of  this  are  mixed 
with  50  c.c.  of  water  and  50  c.c.  of  50  per-cent.  glycerin  solution  containing 
phenolphthalein,  and  carefully  neutralized  with  soda ;  after  thoroughly  mixing 
-the  liquid,  it  is  titrated  mth  */ao  soda,  1  c.o.  of  soda=0-0031  gm.  of  crystallized 
boric  acid. 

CARBONIC    ACID    AND    CARBONATES. 

§  23.  All  carbonates  are  decomposed  by  strong  acids  ;  the  carbonic 
acid  which  is  liberated  splits  up  into  water  and  carbonic  anhydride 
(COj),  which  latter  escapes  in  the  gaseous  form. 

It  will  be  readily  seen  from  what  has  been  said  previously  as  to  the 
estimation  of  the  alkaline  earths,  that  carbonic  acid  in  combination 
can  be  estimated  volumetrically  with  a  A'ery  high  degree  of  accuracy 
(see  §  18). 

The  carbonic  acid  to  be  estimated  may  be  brought  into  combination 
with  either  calcium  or'  barium,  these  bases  admitting  of  the  firmest 
•combination  as  neutral  carbonates. 

If  the  carbonic  acid  exist  in  a  soluble  form  as  an  alkaline  mono- 
carbonate,  the  decomposition  is  effected  by  the  addition  of  barium  or 
calcium  chloride  as  before  directed  ;  if  as  bicarbonate,  or  a  compound 
between  the  two,  ammonia  must  be  added  with  either  of  the  chlorides. 

As  solution  of  ammonia  frequently  contains  traces  of  COj,  this  must 
b3  removed  by  the  aid  of  barium  or  calcium  chloride,  previous  to  use. 

1.     Carbonates  Soluble  in  Water. 

It  is  necessary  to  remember,  that  when  calcium  chloride  is  used 
as  the  jjiecipitant  in  the  cold,  amorphous  calcium  carbonate  is  first 
formed ;  and  as  this  compound  is  sensibly  soluble  in  water,  it  is 
necessary  to  convert  it  into  the  crystalline  form.  In  the  absence  of 
free  ammonia  this  can  be,  accomplished  by  boiling.  When  ammonia 
is  present,  the  same  end  is  obtained  by  allowing  the  mixture  to  stand 
foi'  eight  or  ten  hours  in  the  cold,  or  by  heating  for  an  hour  or  two  to 
70-80°  G.     With  barium  the  precipitation  is  regular. 

Another  fact  is,  that  when  ammonia  is  present,  and  the  precipitation 
•occurs  at  ordinary  temperatures,  ammonium  carbamate  is  formed,  and 
the  barium  or  calcium  carbonate  is  only  partially. precipitated.  This 
is  overcome  by  heating  the  mixture  to  near  boiling  for  a  couple  of 
hours,  and  is  best  done  by  passing  the  neck  of  the  flask  through 
u  retort  ring,  and  immersing  the  flask  in  boiling  water. 

When  caustic  alkali  is  present  in  the  substance  to  be  examined, 
it  is  advisable  to  use  barium  as  the  precipitant ;  otherwise,  for  all 
volumetric  estimations  of  COj  calcium  is  to  be  preferred,  because  the 
23recipitate  is  much  more  quickly  and  perfectly  washed  than  the  barium, 
■compound. 

Example  :  1  gm.  of  pure  anhydrous  sodium  carbonate  was  dissolved  in  water, 
precipitated  while  hot  with  barium  chloride,  the  precipitate  allowed  to  settle  well, 
the  clear  liquid  decanted  through  a  moist  filter,  more  hot  water  containing  a  few 
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■drops  of  ammonia  poured  over  the  precipitate,  which  was  repeatedly  done  so,  that 
the  bulk  of  the  precipitate  remained  in  the  flask,  being  washed  by  decantation 
through  the  filter ;  when  the  washings  showed  no  trace  of  chlorine,  the  filter  was 
transferred  to  the  flask  containing  the  bulk  of  the  precipitate,  and  20  c.c.  of 
normal  nitric  acid  added,  then  titrated  with  normal  alkali,  of  which  1'2  c.c.  was 
required=18'8  c.c.  of  acid;  this  multiplied  by  0't)22,  the  coefficient  for  carbonic 
acid,  gave  0'4136  gm.  C02  =  41'36  per  cent.,  or  multiplied  by  0'053,  the  coefficient 
for  sodium  carbonate,  gave  0'9964  gm.  instead  of  1  gm. 

2.     Carbonates  Soluble  in  Acids. 

It  sometimes  occurs  that  substances  have  to  be  examined,  for  car- 
bonic acid,  which  do  not  admit  of  being  treated  as  above  described ; 
such,  for  instance,  as  the  carbonates  of  the  metallic  oxides  (white  lead, 
calamine,  etc.),  carbonates  of  magnesia,  iron,  and  copper,  the  estimation 
of  carbonic  acid  in  cements,  mortar,  and  many  other  substances.  In 
these  cases  the  carbonic  acid  must  be  evolved  from  the  combination  by 
means  of  a  stronger  acid,  and  conducted  into  an  absorption  apparatus 
containing  ammonia,  then  precipitated  with  calcium  chloride,  and 
titrated  as  before  described. 

The  following  form  of  apparatus  (fig.  34)  affords  satisfactory  results. 


Kg.  34. 

Method  of  Peooedtjee  :  The  weighed  substance  from  which  the  carbonic 
acid  is  to  be  evolved  is  placed  in  I  with  a  little  water ;  the  tube  d  contains  strong 
hydrochloric  acid,  and  o  broken  glaas  wetted  with  ammonia  free  from  carbonic 
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aeid.  The  Sask  a  is  about  one-eightH  filled  with  the  same  ammonia ;  the  hent 
tube  must  not  enter  the  liquid.  When  all  is  ready  and  the  corks  tight,  warm  the 
flask  a  gently  so  as  to  fill  it  with  vapour  of  ammonia,  then  open  the  clip  and  allow 
the  aoid  to  flow  oiroumspeotly  upon  the  material,  which  may  be  heated  until  all 
carbonic  aeid  is  apparentlydriven  off ;  then  by  boiling  a,nd  shaking  the  last  traces 
can  be  evolved,  and  the  operation  ended.  "When  cool,  the  apparatus  may  be 
opened,  the  end  of  the  bent  tube  washed  into  a,  and  also  a  good  quantity  of  boiled 
distilled  water  passed  through  c,  so  as  to  carry  down  any  ammonium  carbonate 
that  may  have  formed.  Then  add  solution  of  calcium  chloride,  boil,  filter;  and 
titrate  the  precipitate  as  before  described. 

During  the  filtration,  and  while  ammonia  is  present,  theire  is  a  great  avidity  for 
carbonic  acid,  therefore  boiling  water  should  be  used  for  washing,  and  the  funnel 
kept  covered  with  a  small  glass  plate. 

In  many  instances  COj  may  be  estimated  by  its  equivalent  in 
chlorine  -with  ^/lo  silver  and  chromate,  as  in  §  42. 

3.     Carbonic  Acid  Gas  in  Waters,  etc. 

The  carbonic  acid  existing  in  waters  as  neutral  carbonate,s  of  the 
alkalies  or  alkaline  earths  may  very  elegantly  and  readily  be  titrated 
directly  by  ■"^/lo  acid  (see  §  18.5). 

"Well  or  spring  vs^ater,  and  also  mineral  viraters,  containing  free 
carbonic  acid  gas,  can  be  examined  by  collecting  measured  quantities 
of  them  at  their  source,  in  bottles  containing  a  mixture  of  calcium 
and  ammonium  chloride,  aftervrards  heating  the  mixture  in  boiling 
water  •  for  one  or  two  hours,  and  titrating  the  precipitate  as  before 
described. 

Pettenkofer's  method  with  caustic  baryta  or  lime  is  in  general 
use.  Lime  water  may  be  used  instead  of  baryta  with  equally  good 
results,  but  care  must  be  taken  that  the  precipitate  is  crystalline. 

The  principle  of  the  method  is  that  of  removing  all  the  carbonic 
acid  from  a  solution,  or  from  a  water,  by  excess  of  baryta  or  lime 
water  of  a  known  strength ;  and,  after  absorption,  finding  the  excess 
of  baryta  or  lime  by  titration  with  ^/lo  acid  and  turmeric  paper. 

The  following  course  is  the  best  to  be  pursued  in  this  method  for 
ordinary  drinking  waters  not  containing  large  quantities  of  carbonic 
acid  : — 

Method  of  Peocedueb  :  100  c.c.  of  the  water  are  put  into  a  flask  with  3  c.o. 
of  strong  solution  of  calcium  or  barium  chloride,  arid  2  c.c.  .of  saturated  solution 
of  ammonium  chloride  ;  45  c.c.  of  baryta  or  lime  water,  the  strength  .of  which  is 
previously  ascertained  by  means  of  deoinormal  acid,  are  then  added,  the  flask  well 
corked  and  put  aside  to  settle ;  when  the  precipitate  is  fully  subsided,  take  out 
50  0.0.  of  the  clear  liquid  with  a  pipette,  and  let  this  be  titrated  with  decinormal 
aoid.  The  quantity  required  must  be  multiplied  by  3  for  the  total  baryta  or  lime 
solution,  there  being  50  c.c.  only  taken ;  the  number  of  c.c.  so  found  must  be 
deducted  from  the  opginal  quantity  required  for  the  baryta  solution  added  ;  the 
remainder  multiplied  by  0'0022  will  give  the  weight  of  carbonic  acid  existing  free 
and  as  bicarbonate  in  the  100  c.o. 

The  addition  of  the  barium  or  calcium  chloride  and  ammonium  chloride  is 
made  to  prevent  any  irregularity  which  might  arise  from  alkaline  carbonates  or 
sulphates,  or  from  magnesia. 

A  more  accurate  method  of  estimating  the  COj  in  its  various  states 
of  existence  in  drinking  waters  has  been  used  for  some  years  past.  It 
is  described  by  C.  A.  Seyler  (C  N.,  1894;  Analyst,  1897,  p.  312).- 
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Whatever  may  really ^be  the  condition  under  which  COg  exists  in 
natural  waters,  and  about  which  there  is  difference  of  opinion,  it  is 
sufficient  for  all  practical  purposes  to  assume  that  it  occurs  in  three 
forms,  namely  :  first,  as  monocarbonates  of  alkalies  or  alkaline  earths  ; 
second,  as  bicarbonates  of  the  same ;  and  third,  as  completely  free 
COj.  Seyler  proposes  to  distinguish  the  first  as  fixed  and  the  two 
others  as  volatile  COg,  inasmuch  as  that  the  gas  existing  as  bicarbonate 
may  almost,  and  the  free  gas  completely,  be  dispelled  by  boiling.  On 
the  assumption  that  the  half-bound  acid  {i.e.,  as  bicarbonate)  is  equal 
to  the  combined,  the  free  COj  may  be  estimated  by  subtracting  the 
combined  from  the  volatile  as  found  by  tettenkof er's  process — this, 
however,  is  inaccurate  with  small  quantities  and  tedious.  What  is 
required  is  a  method  of  estimating  the  free  CO2  independently. 

Pettenkofer's  method  has  beenmodifiedbyTrillich, Lunge, and  Seyler, 
and  the  modifications  have  been  carefully  investigated  by  B  11ms  and  Beneker 
(J.  Am.  C.  S.  xxiii.  405),  and  they  come  to  the  conclusion  that  Seyler 's  methcd 
is  the  most  accurate. 

The  essential  details  of  the  process  are  as  follows  : — 

The  free  carbonic  acid  is  determined  by  placing  100  c.o.  of  the  sample  in  a  glass 
cylinder  with  25  to  30  drops  of  a  neutral  solution  of  pheuolphthalein.  To  :the 
sample  is  then  added^/30  sodium  carbonate,  stirring  carefully  and  thoroughly 
until  a  faint  permanent  pink  colour  is  obtained. 

Method  of  Peoceduee  :  1.  The  titration  can  conveniently  take  place  in 
aNessler  cylinder,  ajpprdximately  18  cm.  long  by  3  cm.  in  diameter,  graduated 
for  50  and  100  cc  The  stirring  rod  is  bent  at  its  lower  end  into  the  form  of 
a  circle,  and  then  turned  so  as  to  stand  at  right-angles  to  the  rod.  A  comparison 
cylinder  containiug  the  same  amount  of  water  as  there  was  in  the  titrating 
cylinder,  is  found  to  aid  in  the  determination  of  the  end-point. 

2.  The  larger  part  of  the  sodium  carbonate  solution  should  be  added  quickly, 
and  the  strong  pink  colour  formed  should  be  discharged  by  stirring  and  mixing 
with  the  rod.  The  titration  can  then  be  cautiously  completed,  until  colour 
remains  permanent.  The  sodiiim  carbonate  solution  should  be  prepared  with 
freshly  ignited  sodium  carbonate,  and  with  air-free  water.  The  exposure  of  this 
solution  to  the  air  should  be  avoided  as  much  as  possible,  as  sodium  bicarbonate 
is  readily  forined,  which  renders  it  useless  for  this  titration  where  accurate  results 
are  desired. 

3.  With  waters  that  are  high  in  free  and  half-bound  carbonic  acid  it  is  better 
to  use  less  than  100  cc.  for  the  titration.  With  such  a  water,  care  is  necessary 
in  transferring  the  sample  to  the  cylinder  in  order  to  avoid  loss  of  OOj.  Too 
vigorous  stirring  of  the  water  is  also  to  be  avoided  for  the  same  reason. 

The  fixed  carbonic  acid,  from  which  the  half -bound  acid  is  estimated,  is  deter- 
mined according  to  the  method  of  Hehner  (§  18.5).  Seyler  uses  methyl  orange 
as  the  indicator  for  this  titration,  but  lacmoid  is  preferable. 

In  the  absence  of  free  CO2  in  a  water,  the  half-bound  may  equal  the  fixed,  in 
which  case  it  would  be  neutral  to  phenolphthalein.  If,  however,  the  water  is 
alkaline  to  phenolphthalein,  the  half-bound  COj  does  not  equal  the  fixed ;  or,  in 
other  words,  a  ijortion  of  the  carbonates  of  the  bases  exist  in  solution  without  the 
assistance  of  any  half-bound  CO^.,  In  such  a  case  the  half -bound  acid  is  obtained 
by  first  determining  the  fixed  CO.2  by  means  of  lacmoid.  From  this  is  deducted 
an  amount  of  COj  equal  to  twice  the  quantity  indicated  by  the  acid  required  to 
discharge  the  pink  colour  produced  by  phenolphthalein.  The  difference  is  the 
amount  of  half-bound  CO^  which  is  present.  These  titrations  may  be  made  on 
the  same  sample,  in  which  case  the  "phenolphthalein  alkalinity"  is  first  determined, 
and  then  followed  by  the  titration  with  lacmoid ;  or  they  may  be  made  on  separate 
samples. 
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The  principles  upon  which  the  ahove  procedure  is  hased  have  been  pointed 
out  above. 

These  titrations  involve  no  especial  difficulties,  and  can  he  easily  and  quickly 
carried  out.  ^/go  solutions  of  sulphuric  acid  and  sodium  carbonate  were  used 
by  the  experimenters.  Seyler  has  prepared  a  series  of  formulae  for  calculating 
the  results,  which  simplifies  the  work  somewhat.  If  results  are  obtained  with 
100  CO.  of  the  sample  and  the  reagents  employed  are  ^/ao,  the  following  formute 
express  the  results  in  parts  per  million  : — 

I.  Por  waters  acid  or  neutral  to  phenolphthalein  :  — 
yree  carbonic  acid    ..  ...  ...     =4'4^ 

Mxed  or  half -bound  carbonic  acid        ...  ...     =4'4  )» 

Volatile  carbonic  acid  ...  ...  ...     =4-4  (m  +  jo) 

Total  carbonic  acid  ...  ..     =4-4  (2m  +  p) 

^=c.c.  ^/so  sodium  carbonate  solution  required  to  produce  a  pink  colour  with 

phenolphthalein  in  100  c.c.  of  the  water ;  and 
m  =  c.c  ^/ao  sulphuric  acid  solution  required  to  obtain  the  end-point  with  methyl 

orange  or  lacmoid  in  the  same  volume  of  water. 

II.  For  waters  alkaline  to  phenolphthalein  : — 

Fixed  carbonic  acid  .  ...  . . .     =  4"4  m 

Half -bound  or  volatile  carbonic  acid    ...  ...     =4-4  (m  — 2p') 

Total  carbonic  acid  ...  ...  ..     =4"4  (2m— ^') 

m  =  c.c.  ^/so  sulphuric  acid  solution  required  to  obtain  end-point  with  methyl 

orange  or  lacmoid  in  100  c.c.  of  the  sample. 
j>'=c.c.  ^lao  sulphuric  acid  required  to  discharge  the  pink  colour  produced  by 
phenolphthalein  in  100  c.c.  of  the  sample. 
There  is  a  third  case  in  which  free  CO2  might  exist  in  a  solution  containing 
free  mineral  acid,  and  for  which  Seyler  has  given  a  method  with  its  corre- 
sponding formulae  for  calculating  the  results.  But  such  a  condition  would  seldom 
be  found  in  natural  waters. 

The  errors  affecting  the  accuracy  of  Seyler's  method  are  those  which  arise  in 
part  from  the  determination  of  the  free  COj.  The  end-point  in  the  titration  of 
the  sample  with  sodium  carbonate  and  phenolphthalein  is  not  entirely  satisfactory. 
The  results  obtained  are  usually  low,  but  with  care  and  practice  the  error  from 
this  source  should  be  less  than  2  to  3  parts  per  million,  even  with  considerable 
amounts  of  CO3,  and  on  small  amounts  it  is  less  still. 

The  error  due  to  the  determination  of  the  fixed  carbonic  acid,  from  which  the 
half-bound  is  derived,  arises  from  those  errors  involved  in  the  carrying  out  of 
Hehner's  method,  and  which  in  good  work  ought  not  to  exceed  1  to  2  parts 
per  million. 

4.     Carbonic  Acid  in  Aerated  Beverages,  etc. 

Eor  ascertaining  the  quantity  of  COj  in  bottled  aerated  veaters,  such 
as  soda,  seltzer,  potass,  and  others,  the  foUoviring  apparatus  is  useful. 

Kg.  35  is  a  brass  tube  made  like  a  cork-borer,  about  five  inches  long,  having 
four  small  holes,  two  on  each  side,  and  about  two  inches  from  its  cutting  end ; 
the  upper  end  is  securely  connected  with  the  bent  tube  from  the  absorption  flask 
(fig.  36)  by  means  of  a  vulcanized  tube ;  the  flask  contains  a  tolerable  quantity 
of  pure  ammonia,  into  which  the  delivery  tube  dips ;  the  tube  a  contains  broken 
glass  moistened  with  ammonia. 

Everything  being  ready  the  brass  tube  is  greased,  and  the  bottle  being  held  in 
the  right  hand,  the  tube  is  screwed  a  little  aslant  through  the  cork  by  turning 
the  bottle  round,  until  the  holes  appear  below  the  cork  and  the  gas  escapes  into 
the  flask.  When  all  visible  action  has  ceasel,  after  the  bottle  has  been  well 
shaken  two  or  three  times  to  evolve  all  the_gas  that  can  be  possibly  eliminated, 
the  vessels  are  quietly  disconnected,  the  tube  a  washed  out  into  the  flask,  and  the 
contents  of  the  bottle  added  also ;  the  whole  is  then  precipitated  with  calcium 
chloride  and  boiled,  and  the  precipitate  titrated  as  usual.  This  gives  the  total 
OO2  free  and  combined. 

To  find  the  quantity  of  the  latter,  another  bottle  of  the  same  manufacture 
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must  be  evaporated- to  dryness,  and  the  residue  gently  ignited,  then  titrated- witli 
normal  acid  and  alkali ;  the  amount  of  CO.2  in  the  monooarbonate  deducted  from 
^the  total,  will  give  the  weight  of  free  gas  originally  present. 

The  volume  may  be  found  as  follows : — luOO  c.c.  of  COj  at  0°,  and  V6  m.m., 
weigh  1'96663  gm.  Suppose,  therefore,  that  the  total  weight  of  OO.2  found  in 
a  bottle  of  ordinary  soda  water  was  2'8  gm.,  and  the  weight  combined  with  alkali 
0-42  gm.,  this  leaves  2'38  gm.  CO2  in  a  free  state — 


1-96663  :  2-38 


1000  :  «=  1210  c.c. 


If  the  number  of  c.c.  of  carbonic  acid  found  is  divided  by  the 
number  of  c.c.  of  soda  water  contained  in  the  bottle  examined,  the 
quotient  will  be  the  volume  of  gas  compared  with  that  of  the  soda 
water.  The  volume  of  the  contents  of  the  bottle  is  ascertained  by 
marking  the  height  of  the  fluid  previous  to  making  the  experiment ; 
the  bottle  is  afterwards  filled  to  the  same  mark  with  water,  emptied 
into  a  graduated  cylinder  and  measured ;  say,  the  volume  was  292 
c.c,  therefore 

1210 
292  ' 


.  4-14  vols.  COj. 


Pig  35; 


Fig.  36. 


5.     Carbonic  Acid  in  Air. 

A  dry  glass  globe  or  bottle  capable  of  being  securely  closed  by 
a  rubber  stopper,  and  holding  4  to  6  liters,  is  filled  with  the  air  to 
be  tested  by  means  of  a  bellows  aspirator ;  baryta  or  lime  water, 
containing  a  little  barium  chloride,  is  then  introduced  in  convenient 
quantity  and  of  known  strength  as  compared  with  ^/loo  acid.*  The 
vessel  is  securely  closed,  and  the  liquid  allowed  to  flow  round  the  sides 
at  intervals  during  half  an  hour  or  more.     When  absorption  is, judged 


*  Clowes  and  Coleman  prefer  to  use  saturated  Kme  water  in  place  of  taryta,  and  liave ' 
obtained  good  results ;  see  their  QuoMtitaKve  Anhlysis,  6th  edit.  p.  601. 
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to  be  complete,  the  alkaline  solution  is  emptied  out.  quickly  into  a 
stoppered  bottle,  and  the  excess  at  once  ascertained  in  a  measured 
portion  by  ^/joo  oxalic  or  hydrochloric  acid  and  turmeric  paper  as 
described  in  §  15.9.  The  final  calculation  is  of  course  made  on  the 
total  alkali  originally  used,  and  upon  the  exact  measurement  of  the 
air-collecting  vessel. 

It  is  above  all  things  necessary  to  prevent  the  absorption  of  COj 
from  extraneous  sources  during  the  experiment,  especially  from  the 
breath  of  the  operator.  The  error  may  be  reduced  to  a  minimum  by 
carrying  on  the  titration  in  the  vessel  itself,  which  is  done  by  fixing 
an  accurately  graduated  pipette  through  the  cork  or  caoutchouc  stopper 
of  the  air  vessel,  to  the  upper  end  of  which  is  attached  a  stout  piece 
of  elastic  tube,  closed  with  a  pinch-cock  ;  and  this  being  filled  to  the 
0  mark  with  dUute  standard  acid  acts  as  a  burette.  The  baryta  or 
lime  solution  tinted  with  phenolphthalein  is  placed  in  the  air  bottle 
which  must  be  of  colourless  glass,  and  after  absorption  of  all  COg, 
the  excess  of  alkali  is  found  hj  runnmg  in  the  acid  until  the  colour 
disappears.* 

The  cork  or  stopper  must  have  a  second  opening  to  act  as  ventilator ; 
a  small  piece  of  glass  tube  does  very  well. 

If  a  freshly  made  solution  of  oxalic  acid  is  used  containing  2'8636 
gm.  per  liter,  each  c.c.  represents  1  mgm.  COj.  The  liquid  holds  its 
strength  correctly  for  a  day,  and  can  be  made  as  required  from  a  strong 
solution,  say  28"636  gm.  per  liter. 

Another  method  of  calculation  is,  to  convert  the  volume  of  baryta 
solution  decomposed  into  its  equivalent  volume  in  ^/lo  acid,  1  c.c.  of 
which  =  0-0022  gm.  COg  or  by  measurement  at  0°  C.  and  760  m.m. 
pressure  represents  1'119  c.c.  The  method  above  described  is  a  com- 
bination of  those  of  Pettenkofer  and  Dalton,  and  though  much 
used,  is  liable  to  considerable  error  from  various  causes. 

These  errors  have  been  examined  by  Letts  and  Blake  {Proc.  Ghem. 
Soa.  1896,  192),  more  especially  as  to  absorbing  the  COj  by  baryta 
from  a  sample  of  air  collected  in  a  glass  vessel,  and  titrating  with 
acid,  and  show  that,  in  addition  to  the  more  obvious  sources  of  error, 
the  action  of  the  alkaline  absorbent  on  the  glass  is  one  of  importance. 

In  order  to  avoid  it,  they  coat  both  the  receiver  containing  the  air 
sample  and  the  bottle-holding  the  stock  of  standard  solution  of  baryta 
with  paraffin  wax.  By  this  means  they  at  once  obtained  more  con- 
cordant results  in  a  series  of  determinations.  They  then  proceeded  to 
test  the  degree,  both  of  accuracy  and  of  delicacy,  of  Pettenkofer's 
process  if  carried  out  with  all  the  available  precautions  which  suggested 
themselves.  For  this  purpose  they  employed  paraffined  receiving 
vessels,  an  apparatus  for  performing  the  titrations  in  a  vacuum,  and 
burettes  of  special  construction.  In  addition,  an  apparatus  was  used 
for  delivering  very  accurately  measured  volumes  of  pure  carbonic 
anhydride  into  known  volumes  of  air  previously  freed  from  that  gas. 

Experimenting  with  such  mixtures  of   the  two  as  occiu?  in  air, 

*  Some  operators  prefer  a  standard  mixture  of  ca'astic  soda  or  potashy  containingr  some 
barium  cMoride  to  the  baryta  or  lime  solution.  This  is  adopted  by  Sy  m  o  n  s  and  Stephens 
with  acetic  acid  aa  control.  The  method  used  by  them,  and  which  gives  excellent  results, 
is  explained  intbeir  voluminous  paper  contributed  to  J,  C.  S.  Trans.,  1896,  pp.  869^1. 
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contaiuing  about  3  vols,  of  CO2  in  10,000,  the  authors  show  that 
with  careful  work  the  mean  error  in  the  determinations  need  not 
exceed  -  0'04  part.  The  actual  quantity  of  COg  added  to  each  receiver 
full  of  air,  in  a  series  of  five  experiments,  amounted  to  0'927  o.c.  ;  the 
mean  amount,  found  to  be  0'916  c.c,  giving,  therefore,  a  mean  error 
of- 0-011  c.c. 

They  thiis  show  that  Pettenkof  er's  process,  if  suitably  performed, 
is  one  of  great  accuracy  and  delicacy. 

A.  H.  Gill  in  a  report  from  the  Sanitary  and  Gas  Analysis  Labora 
tory  of  the  Technical  Institute  at  Boston,  U.S.A.  {Analyst  xvii.  184), 
gives  a  somewhat  modified  arrangement  of  the  Pettenkof er  method.* 
Ordinary  green  glass  bottles -of  one  or  two,  gallon  capacity  are  measured 
with  water,  and  the  contents  in  c.c.  ascertained  preferably  by  weighing 
on  a  good  lialance. 

The  bottles  are  dried  before  being  used,  this^  may  easily  be  done  by 
rinsing  first  with  alcohol  or  methylated  spirit,  draining,  then  rmsing 
with  ether,  and  after  again  draining  the  bottle  is  quickly  dried  by 
blowing  air  through  it  with  the  ordinary  laboratory  bellows.  If  this 
plan  is  not  used  they  must  be  dried  after  draining  well,  in  a  warm 
closet.  A  special  form  of  bellows  for  filling  the  bottle  with,  air  is  used 
by  Gill,  but  the  usual  aspirator  made  on  the  accordion  pattern  suffices, 
or  a  small  fan  blower,  the  driving  parts  of  which  are  coimected  by 
rubber  bands  to  render  it  noiseless,  may  be  used. 

The  bottle  is  fitted  with  a  rubber  stopper  carrying  a  glass  tube, 
closed  by  a  plug  of  solid  rubber. 

The  air  to  be  tested  is  drawn  into  the  bottle  by  repeated  use  of  the 
aspirator  so  as  to  collect  a  representative  sample,  and  if  the  test  is 
made  in  a  room  everything  should  be  quiet,  and  care  must  be  taken 
to  avoid  draughts  or  the  proximity  of  a  number  of  persons. 

Method  or  Peocedtjbe  :  50  o.c.  of  the  standard  barium  hydrate  are  run  into 
the  bottle  rapidly  from  a  burette  (the  tip  passing  entirely  through  the  tube  in 
the  stopper),  the  nipple  replaced,  and  the  soltition  spread  completely  over  the 
sides  of  the  bottle  while  waiting  three  minutes  for  the  draining-  of  the  burette, 
before  reading,  unless  it  be  graduated  to  deliver  50  o.c.  The  bottle  is  now  placed 
upon  its  side,  and  shaken  at  intervals  for  forty  to  sixty  minutes,  taking  care  tliat 
the  whole  surface  of  the  bottle  is  moistened  with  the  solution  each  time.  The 
absorption,  of  the  last  traces  of  COj-  is  very  slow  indeed,  half  an  hour  in  many 
cases  being  insufficient. 

At  the  time  at  which  the  barium  solution  is  added,  the  temperature  and  pressure 
should  be  noted.  At  the  end  of  the  above  period,  shake  well  to  ensure  homo- 
geneity of  the  solution,  remove  the  cap  from  the  tube,  and  invert  the  large  bottle 
quickly  over  a  60  or  70  c.c.  glass  stoppered  bottle,  so  that  the  solution  shall  come  ■ 
in  contact  with  the  air  as  little  as  possible.  Without  waiting  for  the  bottle  to 
drain,  withdraw  a  portion  of  15  or  25  c.c.  with  a  narrow-stemmed  spherioal-bulbed 
pipette  and  titrate  with  sulphuric  acid*  (1  0.0.  =  1  mgm.  COj),  usiBg  rosolioaoid 
as  an  indicator.  The  difference  between  the  number  of  0.0.  of  standard  acid 
required  to  neutralize  the  amount  of  barium  hydrate  {e.g.,  50  c.o.)  before  and 
after  absorption,  gives  the  number  of  milligrams  of  COj  present  in  the  bottle. 

*  Sulphimc  acid,  in  diBbinction  to  oxalic  acid,  enables  one  to  estimate  tKe.excess  of  "barium 
hydxate  in  presence  of  the  suspended  barium  carbonate;  and  also  of  caustic  alkali,  wMcli  is 
a  frequent  impurity  of  commercial  barium  hydrate.  Professor  J  o  h  n  s  on,  in  the  American 
cdi.ion  of  Fresenius*  t^uantitaiive  Analysis,  calls  attention  to  the  fact  that  the  normal 
alkaline  oxalates  decompose  the  alkaline  earthy,  carbonates,  eo  that  the  reaction  continue  ^ 
alkaMne  if  the  least  trace  of  soda,  or  potash  be  present;  The  sulphuric  acid  may  be  prepared' 
by  diluting:  46'51  csi.  normal  snljJhuxiaacid.to.a.liter. 
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This  is  expressed  in  cubic  centimeters  under  standard  conditions,  and  divided 
by  the  capacity  of  the  bottle  under  standard  conditions,  and  the  results  reported, 
in  parts  per  10,000.  To  reduce  the  air  in  the  bottle  to  standard  conditions,., 
a  hygrometrio  measurement  of  the  air  in  the  room  from  which  the  sample  was 
taken  is  necessary.  This  in  ordinary  cases  is  usually  omitted,  as  the  object  of 
the  investigation  is  comparative  results,  as  regards  the  efficiency  of  ventilation, 
and  the  rooms  in  the  same  building  would  not  vary  appreciably  in  the  amount  of 
moisture  in  the  atmosphere.  This  correction  may  make  a  difference  of  about 
0-15  parts  per  10,000. 

Auotlier  method  on  tlie  same  principle  is  to  attach  a  bulb  apparatus, 
containing  a  measured  quantity  of  baryta  or  lime  water,  to  an  aspirator 
biJttle  filled  with  water ;  the  tap  of  the  bottle  is  opened  to  such  an 
extent  as  to  allow  the  air  to  bubble  through  the  test  solution  at 
a  moderate  rate.  The  process  of  titration  is  the  same  as  above.  This 
method  takes  longer  time,  and  the  volume  of  air,  which  should  not  be 
less  than  five  or  six  liters,  is  ascertained  by  measuring  the  volume  of 
water  allowed  to  run  out  of  the  aspirator,  and  the  rate  of  flow  being- 
regulated  so  that  from  two  to  three  hours  is  required  to  pass  the' above 
volume  of  air.  If  a  flask,  fitted  with  tubes,  is  used  in  place  of  the 
bulb  apparatus,  the  titration  may  be  done  without  transferring  the 
test  solution. 


6.     Scheibler's  Caloimeter  for  the  estimation  of 
Carbonic  Acid  by  Volume. 

This  apparatus  is  adapted  for  the  estimation  of  the  COj  contained 
in  native  carbonates,  as  well  as  in  artificial  products,  and  has  been 
specially  contrived  for  the  purpose  of  readily  estimating  the  CO^  in 
the  bone-black  used  in  siTgar  refining..  The  principle  upon  which, 
the  apparatus  is  founded  is  simply  this  : — That  the  quantity  of  CO^ 
contained  in  calcium  carbonate  may  be  used  as  a  measure  of  the 
quantity  of  that  salt  itself ;  and  instead  of  determining,  as  has  usually 
been  the  case,  the  quantity  of  gas  by  weight,  this  apparatus  admits  of 
its  estimation  by  volume  ;  and  it  is  by  this  means  possible  to  perform, 
in  a  few  minutes,  operations  which  would  otherwise  take  hours  to- 
accomplish,  while,  moreover,  the  operator  need  scarcely  possess  any 
knowledge  of  chemistry.  The  results  obtained  by  this  apjDaratus  are, 
said  to  be  correct  enough  for  technical  purposes. 

The  apparatus  is  shown  in  fig.  37,  and  consists  of  the  following- 
.  parts  : — 

The  glass  vessel.  A,  serves  for  the  decomposition  of  the  material  to  be  tested 
for  COj,  which  for  that  purpose  is  treated  with  dilute  HCl ;  this  acid  is  contained,, 
previous  to  the  experiment,  in  the  gutta  percha  vessel  *.  The  glass  stopper  of  A 
■is  perforated,  and  through  it  firmly  passes  a  glass  tube,  to  which  is  fastened  the- 
india-rubber  tube  r,  by  means  of  which  communication  is  opened  with  B,  a  bottle 
having  three  openings  in  its  neck.  The  central  opening  of  this  bottle  contains 
a  glass  tube  (»•)  firmly  fixed,  which  is  in  communication,  on  the  one  hand,  with 
A,  by  means  of  the  flexible  india-rubber  tube  already  alluded  to,  and,  on  the- 
other  hand,  inside  of  B,  with  a  very  thin  india-rubber  bladder,  K.  The  neck  {q) 
of  the  vessel  B  is  shut  off  during  the  experiment  by  means  of  a  piece  of  india- 
rubber  tubing,  kept  firmly  closed  with  a  spring  clamp. ,  The  only  use  of  this 
opening  of  the  bottle  B,  arranged  as  described,  is  to  give  access  of  atmospheric; 
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air  to  the  interior  of  the  bottle,  if  required.  The  other  opening  is  in  communica- 
tion with  the  measuring  apparatus  C,  a  very  accurate  cylindrical  glass  tube  of 
150  0.0.  capacity,  divided  into  0'5  o.c. ;  the  lower  portion  of  this  tube  C  is  in 
communication  with  the  tube  D,  serving  the  purpose  of  controlling  the  pressxire 
of  the  gas.  The  lower  part  of  this  tube  D  ends  in  a  glass  tube  of  smaller  diameter,, 
to  which  is  fastened  the  india-rubber  tube  p,  leading  to  E,  but  the  communication 


between  these  parts  of  the  apparatus  is  closed,  as  seen  at  p,  by  means  of  a  si^ring- 
clamp.  E  is  a  water  reservoir,  and  on  removal  of  the  clamp  at  p,  the  water- 
contained  in  C  and  D  runs  off  towards  E ;  when  it  is  desired  to  force  the  water 
contained  in  E  into  C  and  D,  this  can  be  readily  done  by  blowing  vidth  the  moutb 
into  V,  and  opening  the  clamp  at  p. 

Precise  directions  for  the  use  of  this  instrument  are  issued  by  the  makers  and 
need  not  be  repeated  here.  It  has  been  considerably  used  for  technical  purposes, 
but  is  liable  to  serious  errors,  for  which  various  corrections  have  to  be  made,  but 
even  then  there  is  room  for  considerable  improvement. 


106  VOLUMETHIC   ANALYSIS.  §  23. 

This  improvement  has  been  made-  by  A.  Marshall  (/.  S.  0.  I., 
1898,  p.  1106),  and  the  apparatus  is  shown  in  fig.  38. 


If 


Kg.  38. 

It  consists  of ^a  gas  reduction]  tube  M,  and  a  measuring  tube  E,  which  both 
pass  through  corks  to  the  bottom  of  the  Woulff 's  bottle  H,  which  is  so  fitted 
that  the  pressure  of  air  in  it  can  be  accurately  adjusted.  It  contains  some 
refined  petroleum  oil  of  high  boiling  point,  which  can  be  forced  into  the  tubes 
M  and  E.  M  contains  such  a  quantity  of  air  that,  if  it  were  reduced  to  0°  C. 
and  760  m.m.  pressure,  it  would  just  fill  the  tube  down  to  a  certain  mark  on  it. 
The  tube  E  is  graduated  in  cubic  centimeters,  and  is  fitted  at  the  top  with 
a  three-way  cock  of  special  design,  by  means  of  which  it  can  be  brought  into 
communication  either  with  the  atmosphere  or  with  the  tube  G,  which  leads  to 
the  generating  vessel  A.  Branching  out  of  G  is  the  mercury  manometer  D, 
which  enables  one  to  adjust  the  pressure  inside  A,  G,  and  E  till  it  is  equal  to  the 
atmospheric  pressure.  The  generating  vessel  A  is  fitted  with  a  well-ground 
tubulated  stopper,  and  contains  a  small  glass  tube"  B  to  hold  the  acid.  It  is 
inserted  in  the  glass  water-bath  0,  which  should  contain,  cold  water. 

Briefly  stated,  an  estimation  is  conducted  as  follows : — The  carbon  dioxide  is 
generated  by  the  action  of  a  small  volume,  1  c.c,  of  concentrated  hydrochloric 
acid  on  a  weighed  quantity  of  the  substances  to  be  tested ;  O'l  to  0'8  or  more 
gm.  should  be  taken,  according  to  the  percentage  of  carbonic  acid  it  contains. 
A  mixture  of  air  and  carbon  dioxide  passes  over  into  the  measuring  tube  E. 
"When  the  action  is  complete,  the  pressure  is  adjusted,  till  the  manometer  D 
shows  that  it  is  equal  to  that  of  the  atmosphere.  The  cock  is  then  turned  off 
and  the  pressure  is  again  adjusted,  till  the  liquid  stands  in  M  at  the  highest 
graduation.  The  volume  in  E  is  then  read  off.  This,  without  any  correction 
whatever,  is  the  volume  of  carbon  dioxide  contained  in  the  subsbince  taken. 
The  whole  operation  does  not  take  more  than  ten  to  fifteen  minutes. 

The  gas  reduction  tube  E  acts  on  the  same  principle  as  that  in  Lunge's  well- 
known  "  gas  volumeter."  To  give  absolutely  accurate  results  the  level  of  liquid 
in  M  and  E  should  be  the  same.  The  density  of  the  petroleum  is,  howeverj  so 
small  that  the.error from  this  cause  never  amounts  to  more  than  0"3  co.  with  an 
apparatus  having  the  dimensions  selected  by  the  inventor. 
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Carbon  dioxide  is  slightly  soluble  even  in  heavy  petroleum  oil,  but  the  solution 
proceeds  very  slowly.  In  the  case  of  this  apparatus,  if  the.  printed  instructions 
be  followed,  only  a  dilute  mixture  of  carbon  dioxide  can  come  in  contact  with 
the  petroleum.  The  error  due  to  this  cause  therefore  falls  well  within  the  limits 
of  experimental  error  due  to  other  causes. 

The  error  due  to  the  solubility  of  carbon  dioxide  in  hydrochloric  acid  is 
reduced  to  a  minimum  by  employing  a  small  quantity  of  concentrated  acid; 
using  1  CO.  of  acid  of  I'lV  sp.  gr.  it  does  not  amount  to  more  than  0'5  o.c.  This 
error  is  in  an  opposite  direction  to  that. due  to  the  inequality  of  the  levels  in  the 
tubes  M  and  E.  Consequently  it  is  to  a  great  extent  neutralized  by  the  latter. 
Concentrated  hydrochloric  acid  dissolves  less  carbon  dioxide  than  the  same  volume 
of  dilute  acid. 

If  the  generating  vessel  A  be  not  kept  cool  a  notable  quantity  of  hydrogen 
chloride  is  expelled  from  it,  and  is  slowly  reabsorbed  as  the  apparatus  cools  down 
again.  This,  of  course,  would  interfere  with  the  accuracy  of  the  process. 
During  the  action  the  vessel  should  therefore  be  kept  immersed  in  cold  water. 
The  cold-water  bath  also  tends  to  prevent  the  temperature  of  the  generating 
apparatus  varying  to  any  perceptible  extent.  Any  error  due  to  the  latter  cause 
is,  in  addition,  greatly  reduced  by  the  small  volume  of  the  generating  apparatus, 
which  is  not  more  than  100  o.c. 

The  following  are  the  chief  advantages  of  the  apparatus  described : — 

1.  The  quantity  of  carbon  dioxide  dissolved  in  the  acid  is  reduced  to 
a  minimum  by  using  a  small  quantity  of  concentrated  acid. 

2.  No  corrections  have  to  be  made  for  temperature  and  pressure;  con- 
sequently no  reading  of  thermometer  or  barometer  need  "be  taken. 

3.  The  total  volume  of  the  generating  and  measuring  apparatus  being  less 
than  100  c.c,  and  the  generating  vessel  being  immersed  in  a  considerable 
quantity  of  cold  water,  the  volume  of  the  air  inside  it  cannot  change  during 
a  determination  to  an  extent  suflficient  to  introduce  a  perceptible  error. 

4.  The  apparatus  is  quite  simple,  and  although  no  barometer  or  thermometer 
is  required  the  results  are  considerably  more  accurate  than  those'  obtained  with 
Scheibler's. 

To  determine  the  percentage  of  CaCOs  in  any  substance,  weigh  out  accurately 
0'224  gm.  and  proceed  as  above.  The  volume  found,  multiplied  by  2,  gives  the 
per  cent,  of  CaCOj. 

CITRIC  ACID. 

CgOjHg  X  H^O  =  210. 

§  24.  This  acid  iu  the  free  state  may  readily  be  titrated  with 
normal  soda  and  phenolphthalein.  1  c.c.  normal  alkali  =  0'07  gm. 
crystaUized  citric  acid. 

1'.  Citrates  of  the  Alkalies  and  Earths. — These  citrates  may  be 
treated  with  neutral  solution  of  lead  nitrate  or  acetate,  in  the  absence  of  other 
acids  precipitable  by  lead.  The  lead  citrate  is  washed  with  a  mixture  of  equal 
parts  alcohol  and  water,  the  precipitate'  suspended  in  water,  and  HjS  passed  into 
it  till  all  the  lead  is  converted  into  sulphide ;  the  clear  liquid  is  then  boiled  to 
remove  H2S,  and  titrated  with  normal  alkali. 

2.  Frujt  Juices,  etc.— If  tartaric  is  present,  together  with  free 
citric  acid,  the  former  is  first  separated  as  potassium  bitartrate,  which 
can  very  well  be  done  in  the  presence  of  citric  acid. 

Method  of  Peocedfbe  :  A  cold  saturated  proof  spirit  solution  of  potassium 
acetate  is  added  to  a  somewhat  strong  solution  of  the  mixed  acids  in  proof  spirit, 
in  sufficient  quantity  to  separate  all  the  tartaric  acid  as  bitartrate,  which  after 
stirring  well  is  allowed  to  stand  some  hours ;  the  precipitate  is  then  transferred 
to, a, filter,  and. first  washed  with  proof  spirit,  then  rinsed  off  the  filter  mth 
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n  cold  saturated  solution  of. potassium  bitartrate,  and  allowed  to  stand  some 
hours,  with  occasional  stirring ;  ■  this  treatment  removes  any  adhering  citrate. 
The  bitartrate  is  again  brought  on  to  a  filter,  washed  once  with  proof  spirit,  then 
dissolved  in  hot  water;  andiitrated  with  normal  alkali,  1  c.c.  of  which =0'15  gm. . 
tartaric  acid. 

The  first  filtrate  may  be:  titrated  for  the  free  citric  acid  present  after 
evaporating  the  bulk  of  the  jilcohol. 

3.  Lime  and  Iiemoii  Juices.— Tlie  citric  acid  contained  in 
lemon,  lime,  and  similar  juices,  may  be  very  fairly  estimated  by 
Waringto-n's  method  (/.  C.  S.  ISTS^  934). 

Method  of  Peoceduee:  15  or  20  c.c.  of  ordinary  juice,  or  3  —  4  c.c.  of 
concentrated  juice,  are  first  exactly  neutralized  with  pure  normal  soda,  made  up,  _ 
if  necessary,  to  about  50  c.c,  heated  to  boiling  in  a  salt  bath,  and  so  much 
solution  of  calcium  chloride  added  as  to  be  slightly  in  excess  of  the  organic  acids, 
present. .  The  mixture  is  kept  at  the  boiling  point  for  about  half  an  hour,  the 
precipitate  collected  on  a  filter  and  washed  with  hot  water,  filtrate  and  washings 
concentrated  to  about  15  c.c,  and  a  drop  of  ammonia  added;  this  will  produce 
a  further  precipitate,  which  is  collected  separately  on  a  very  small  filter  by  help 
of  the  previous  filtrate,  then  washed  with  a  small  quantity  of  hot  water.  Both 
filters,  with  their  precipitates,  are  then  dried,  ignited  at  a  low  red  heat,  and  the 
ash  titrated  with  normal  or  ^/lo  acid,  each  c.c.  of  which  represents  respectively 
•0-07  or  0-007  gm.  H3Ci  +  H2O. 

FORMIC  ACID. 

HCOOH  =  46. 

§  25.  H.  C.  Jones  {Amer.  Chem.  Jour.  xvii.  539  -  541)  has  worked 
out  a  method  which  though  not  acidimetric  may  be  quoted  here.  It 
is  based  on  a  process  originally  devised  by  P(5au  de  Saint-Gilles, 
by  titration  with  permanganate  in  the  presence  of  an  alkaline 
carbonate.  Lieben  confirmed  this,  using  a  more  elaborate  process. 
The  method  is  on  the  same  principle,  but  the  procedure  differs  from 
that  of  Lieben. 

Method  op  Peoceduee  :  The  solution  coiitaining  the  formic  acid  is  made 
alkaline  with  Na^COj,  warmed  and  an  excess  of  standard  permanganate  added. 
AH  the  formic  acid  is  thus  oxidized,  and  a  precipitate  of  manganese  hydroxide 
thrown  down.  The  solution  is  acidified  TOth  H2SO4,  and  a  measured  volume  of 
oxalic  acid  run  in  until  all  the  precipitate  has  dissolved  and  the  permanganate  ■ 
disappeared.  The  excess  of  oxalic  acid  is  then  titrated  with  standard  perman- 
ganate. A  volume  of  oxalic  acid  equal  to  that  taken  is  also  titrated  with  the 
permanganate  solution,  and  the  difference  between  .the  result  and  the  total 
permanganate  used  gives  the  quantity  of  permanganate  required  to  oxidize  the 
formic  acid.  The  experimental  resi^lts  agree  well  among  themselves  and  with 
those  obtained  by  other  methods. 

The  author  further  shows  that  Saint-Gilles'  statement  that  oxalic 
acid  can  be  titrated  in  acid  solution  in  the  presence  of  formic  acid  is 
unreliable,  since  formic  acid  is  also  oxidized  to  some  extent  by  the 
permanganate  under  these  conditions. 

F.  Freyer  (Gliem.  Zeit..xix.  1184),  having  occasion  to  determine 
the  formate  in  a. mixture  of  calcium  acetate. and  formate,  has  devised., 
the  following  method. . 

Method  or. Peoceduee:  The  mixed  calcium  salts, are  distilled  with  dilute 
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sulphuric  acid  in  a  current  of  steam  until  the  distillate  is  no  longer  acid ;  an 
aliquot  portion  of  the  distillate  is  titrated  with  alkali  to  determine  the  total  acid, 
whilst  another  portion  is  evaporated,  if  necessary,  with  excess  of  caustic  soda  to 
■concentrate  it,  and  is  treated  as  follows  :  10  to  20  c.c,  containing  about  0'5  gm. 
of  formic  acid,  are  heated  for  half  an  hour  to  an  hour  with  50  c.c.  of  a  6  per- 
cent, solution  of  potassium  bichromate  and  10  c.c.  of  concentrated  sulphuric  acid 
in  a  flask  provided  with  an  inverted  condenser.  The  liquid  is  now  made  up  to 
200  CO.,  and  the  unaltered  chromic  acid  determined  in  10  c.c.  of  it.  Por  this 
purpose,  1  to  2  gm.  of  pure  potassium  iodide,  10  c.c.  of  a  25  per-oent.  solution 
of  phosphoric  acid,  and  some  water  are  added ;  and  after  five  minutes  the  solution 
is  diluted  to  about  100  c.c.  with  boiled  water,  and  titrated  with  "/lo  thiosulphate 
solution  in  the  usual  manner.  The  phosphoric  acid  is  added  according  to 
Meineke's  recommendation,  and  is  for  the  purpose  of  rendering  the  change 
from  the  blue  colour  of  the  iodide  of  starch  to  the  green  of  the  chromium  salt 
more  visible ;  the  commercial  glacial  acid  may  be  dissolved  in  water,  oxidized  by 
potassium  permanganate  until  it  has  a  faint  rose  colour,  and  filtered  before  being 
•  used. 

The  bichromate  solution  used  for  the  oxidation  is  titrated  in  the  same  waj'. 
■  One  mol.  potassium  bichromate  is  equivalent  to  three  mols.  formic  acid. 

The  results  quoted  by  the  author  show  that  the  method  is  fairly 
.J  accurate,  both  in  the  absence  and  in  presence  of  acetic  acid. 

HYDROFLTJORIC  ACID,  SILICOPLUORIC  ACID, 
AlTD  FLUORIDES. 

1  c.c,  of  ^/i  alkali  =  0-02  gm.  of  HF  =  0-024  gm.  of  HaSiF,. 

§  26.  CoMMBECiAL  hydrofluoric  acid,  which  is  now  a  not  incon- 
siderable article  of  commerce,  is  as  a  rule  far  from  pure.  It  generally 
contains  in  addition  to  hydrofluoric  acid,  silicofluoric  acid,  sulphuric 
acid,  sulphurous  acid,  and  frequently  traces  of  iron  and  lead.  Two 
analyses  of  commercial  acid  gave  the  following  figures  : — 

1.  2. 

Hydrofluoric  acid 48-00    ^ 45-80 

Silicofluoric  acid 13-05     9-49 

Sulphuric  acid 4-07     3-23 

Sulphurous  acid  0-49     1-06 

Left  on  evaporation 0-16     — 

Water  by  difference     34-23     40-42 


100-00  100-00 

If  it  is  desired  to  prepare  pure  acid,  the  best  way  is  to  add  to  the 
<30mmercial  acid  peroxide  of  hydrogen  till  it  ceases  to  bleach  iodine, 
and  then  potassic  hydric  fluoride  sufficient  to  fix  all  the  silicofluoric 
.and  sulphuric  acids.  Ee-distUlation  in  a  lead  retort  with  a  platinum 
condenser  will  then  give  perfectly  pure  acid. 

The  total  amount  of  free  acid  may  be  estimated  with  normal  alkali 
{preferably  potash),  using  phenolphthaloin  or  litmus,  the  former  is 
best.  Methyl  orange  and  lacmoid  do  not  give  good  results.  In  the 
case  of  pure  acid,  each  c.c.  of  ^/^  alkali  indicates  0-02  gm.  of  HF, 
and  the  reaction  when  phenolphthalein  is  employed  is  very  sharp. 
When,  however,  commercial  acid  is  thus  titrated  a  difference  is 
observed ;  the  pink  colour  obtained  on  adding  the  alkali  only  endures 
for  a  second  or  so  and  then  fades  away,  and  this  may  be  repeated  for 
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some  time  till  at  last  a  permanent  pink  is  produced.  The  cause  of 
this  is  the  presence  of  silicofluoric  acid.  The  first  appearance  of 
pink  ensues  when  the  reaction  HgSiF,-  +  KgO  -•=  K^SiFg  +  HjO  occurs. 
Then  another  reaction  sets  in 

KgSiFg  +  2K2O  =  (KF)e  +  Si<\, 

but  from  the  slight  solubility  of  the  potassium  silicofluoride  some  time 
elapses  before  it  is  complete. 

The  sulphuric  and  sulphurous  acid  must  also  be  estimated  if  the 
real  amount  of  HF  is  required. 

Estimation  of  Sulphxirie  Acid  in  Presence  of  Hydrofluoric 
Acid  (W.  B.  Giles).  Long  experience  has  convinced  the  author  of  this  new 
process,  that  all  methods  depending  upon  the  supposed  solubility  of  barium 
fluoride,  and  the  corresponding  insolubility  of  the  sulphate  in  either  hot  or  cold 
diluted  hydrochloric  acid  give  most  erroneous  results.  For  instance,  a  sample  of 
hydrofluoric  acid  known  to  contain  4%  of  H28O4  was  treated  in  the  way  described 
by  Fresenius,  using  a  large  volume  of  hot  dilute  hydrochloric  acid,  and  the 
precipitate  was  copiously  washed  with  the  same  weak  acid.  The  barium  pre- 
cipitate obtained  was  equal  to  6'08  °/„  of  S O3  or  over  50  %  more  than  was  present,  and 
it  was  found  that  on  repeatedly  moistening  the  precipitate  with  dilute  H2SO4,  and 
re-igniting,  that  the  weight  increased  materially,  showiag'co-precipitation.  of  barium 
fluoride.  The  author  therefore  devised  the  following  process  for  the  estimation 
of  the  SO3  which  gives  accurate  results.     Its  basis  is — 

1.  The  conversion  of  HP  into  H2SiF5,  which  is  easily  accomplished. 

2.  The  precipitation  of  the  SO3  from  this  solution  by  means  of  lead  silicofluoride. 

3.  The  total  insolubility  of  PbS04  in  a  solution  containing  an  excess  of  the 
said  lead  salt. 

Mejhod  of  PEOCEDrEE :  A  convenient  weight  of  the  hydrofluoric  acid  is 
placed  in  a  platinum  dish,  about  half  its  volume  of  water  is  added,  and  then  pre- 
cipitated silica  in  evident  excess,  and  the  whole  is  allowed  to  stand  with  occasional 
stirring  for  a  few  hours.  It  is  then  filtered,  usingan  ebonite  funnel,  into  another 
suitable  platinum  basin,  and  the  excess  of  silica  thoroughly  washed,  the  filtrate  and 
washings  are  then  evaporated  to  a  convenient  bulk,  and  .solution  of  lead  silico- 
fluoride is  added  in  excess.  If  the  least  trace  of  sulphuric  acid  was  contained  in 
the  acid  originally,  an  almost  immediate  precipitate  of  PbS04  will  form,  as  it  is 
exceedingly  insoluble  in  the  presence  of  the  lead  silicofluoride.  The  solution  is 
allowed  to  stand  an  hour  or  two,  and  the  PbSOi  separated  by  filtration,  when  it 
can  of  course  be  treated  in  any  convenient  volumetric  way  for  the  estimation  of 
the  lead,  or  it  may  be  weighed  direct. 

Ijjead  silicofluoride  is  easily  prepared  by  saturating  commercial  HP  with  coarsely 
powdered  flint  in  a  lead  basin,  and  then  agitating  with  powdered  litharge.  Ite 
solubility  is  very  great,  and  the  specific  gravity  of  the  solution  may  reach  2'000 
or  more. 

Example  :  To  3V"89  gm.  of  chemically  pure  HF  of  1250  sp.  gr.  there  was 
added  25  c.c.  of  normal  acid=l'Ogm.  SO3.  The  mixture  was  then  treated  as 
described  above,  and  gave  PbS04  3-782  gm.  =  l-C002  gm.  of  SO3. 

Estimation  of  the  Silicofluoric  Acid.— To  a  convenient  quantity  of 
the  acid  contained  in  a  platinum  dish,  a  solution  of  potassium  acetate  in  strong 
methylated  spirit  is  added  in  excess,  and  then  more  spirit  is  added,  so  that  there 
may  be  about  equal  volumes  of  liquid  and  spirit.  Allow  to  stand  for  several 
hours,  and  then  filter  and  wash  with  a  mixture  of  half  spirit  and  half  water.  The 
resulting  potassium  silicofluoride  may  then  be  titrated  with  normal  alkali  according 
to  the  equation : 

KjSiPe  +  ^(KsO)  =  (KP)6-|-  Si02, 

or  if  the  filter  was  a  weighed  one,  it  may  be  dried  at  100°  C.  and  weighed  direct. 

Ex.iMPLE :  2  gm.  of  chemically  pure  precipitated  silica  were  dissolved  in  a  large 
excess  of  pure- diluted  HP.    Treated  as  above  described,  it  yielded  V'SS  gm.  of 
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KjSiPe  which  equals  ■2'004  gm.  of  silica ;  2  gm.  of  some  powdered  flint  treated  in 
the  same  way  with  50  gm.  of  pure  HF  (of  .40  7d)  gave  7-168  gm.  of  K2SiT'8= 
1'958  gm.  of  silica. 

Sulphtirous  Acid. — This  is  easily  estimated  by  taking  the  solution  which 
results  from  the  total  acidity  determination  and  titrating  with  deoinormal  iodine. 
Commercial  hydrofluoric  acid  generally  contains  from  0'5  to  2'0  %. 

The  amount  of  each  of  the  impurities  being  thus  known,  the  per- 
centage of  real  HF  is  easily  calculated;  e.g.,  10  gm.  of  an  acid  was 
found  to  neutralize  276-0  c.c.  of  normal  aUcali.  It  was  found  to  give 
the  following  results  : — 

c.c.  normal  alkali    8-0=    3-23  SO3 

„      39-0=    9-36H2SiF,i 
276  -  47  =  229  c.c.  X  0-02  =  45-80  7„  HF. 

41-61  I ^  HgO  by  difference- 


100-00 

In  this  instance  the  amount  of  SOj  was  not  allowed  for. 

Bifluorides.— These  salts  have  lately  been  used  to  some  extent  on 
the  Continent  by  distillers.  They  may  be  titrated  in  the  same  way  as 
the  acid  with  phenolphthalein.  They  generally  contain  some  silico- 
fluoride.* 

The  estimation  of  fluorine  in  soluble  fluorides  has  been  done 
volumetrically  by  Knobloch  (Pharm.  Zeitshrift  xxxix.  558).  The 
process  is  based  on  the  following  facts  : — 

"When  a  solution  of  ferric  chloride  is  mixed  with  its  equivalent 
quantity  of  potassium  fluoride  the  decomposition  is  complete,  and  the 
resulting  ferric  fluoride  solution  is  colourless.  In  this  state  the  iron 
is  not  detectable  by  such  tests  as  thiocyanate,  salicylic  acid,  etc.  Still 
more  interesting  is  the  fact  that  ferric  fluoride  does  not  liberate  iodine 
from  iodides. 

The  folio-wing  standard  solutions,  etc.,  are  required  : — 

■''/lo  potassium  fluoride;  5-809  gm.  of  the  pure  ignited  salt  in 
a  liter  of  water. 

^ leo  solution  of  ferric  chloride,  which  the  author  prepared  by 
diluting  19  gm.  of-  the  officinal  ferric  chloride  of  the  Prussian 
pharmacopoeia  to  a  liter, 

^/ao  sodium  thiosulphate  solution. 

Zinc  iodide  solution,  made  by  mixing  10  gm.  of  iodme,  5  gm.  of 
zinc  powder,  and  25  c.c.  of  water  in  a  flask,  and  warming  tUl  the 
violent  action  is  over  and  the  solution  colourless,  then  diluting  to 
40  c.c.  and  filtering. 

Method  of  Peoceduee  -.  The  liquid  containing  the  fluorides  in  solution  is 
mixed  with  a  known  excess  of  ferric  chloride  solution,  then  with  excess  of  zinc 
iodide,  and  allowed  to  remain  in  a  closed  vessel  at  35—40°  C.  for  half  an  hour ; 
the  liberated  iodine  is  then  titrated  with  thiosulphate.  The  volume  of  the  latter 
vised  is  deducted  from  that  of  the  ferric  chloride — the  difference  is  the  measure 
of  the  fluorine,  1  c.c.  thiosulphate=0-0019  gm.  F. 

*The  whole  of  this  section,  to  this  point,  is  kindly  contributed  hy  W.  B.  Giles,  F.I.C., 
who  has  had  !arge  practical  experience  on  the  subjects.treated. 
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The  author  states  that  calcium  and  strontium  in  their  sohible  salts 
may  also  be  estimated  by  the  same  method  by  acidifying  their  solutions  • 
with  hydrochloric  acid,  adding  equal  volumes,  first  of  potassium 
fluoride  and  then  ferric  chloride  solutions  in  excess,  excess  of  zinc 
iodide  is  then  added,-  and  digested  at  35  —  40°  C.  and  the  liberated 
iodine  ascertained  as  before,  1  c.c.  of  thiosulphate  =  0'002  Ca. 

None  of  these  reactions  have  been  verified  by  me,  but  the  method 
as  given  here  is  novel,  and  probably  capable  of  being  developed  by 
■experience. 

A  very  interesting  paper  on  the  acidimetry  of  hydrofluoric  acid  is 
contiubuted  by  Haga  and  Osaka  (/.  C.  S.  xvii.  xviii.  251),  being  the 
results  of  independent  experiments  made  by  them  in  the  laboratory 
•of  the  Imperial  University,  Japan. 

The  authors  examined  the  behaviour  of  the  usual  indicators  in  the 
neutralization  of  hydrofluoric  acid.  That  its  alkali  salts  blue,  litmus, 
and  that  its  avidity  number  places  it  among  the  vegetable  acids  rather 
than  with  the  strong  mineral  acids,  appear  to  be  the  only  two  facts 
jet  recorded  bearing  upon  its  acidimetry. 

To  get  uniform  indications  it  was  found  necessary  to  have  not  only 
the  acid  pure,  but  the  titrating  solutions  'also ;  a  little  silica,  alumina, 
■or  carbon  dioxide  afiectiag  the  titration  more  than  it  would  in  the  case 
of  the  ordinary  mineral  acids. 

Phenolphthalein  is  the  best  indicator,  and  leaves  nothing  to  be 
desired  when  potash  or  soda  is  used  for  the  titration.  Eosolic  acid  is 
almost  equal  to  it,  and  can  be  used  also  with  ammonia.  With  both 
indicators  the  change  of  colour  has  the  advantage  of  being  very 
evident  in  platinum  vessels.  Methyl  orange  is  useless.  Litmus, 
lacmoid  and  phenacetolin  are  all  capable  of  being  made  to  yield 
accurate  results  in  the  hands  of  an  experienced  operator. 

The  fact  that  accurate  results  can  only  be  obtained  with  very  pure 
acids  and  reagents,  militates  against  the  value  of  any  acidimetric 
process,  and  therefore  the  indirect  method  by  Giles,  described  above, 
is  of  greater  technical  value. 

OXALIC  ACID. 

C3H2042H20  =  126. 

§  27.  The  free  acid  can  be  accurately  titrated  with  normal  alkali 
.and  phenolphthalein. 

Peocedueb  when  in  combination  with  alkalies  :  The  aoid  can  be  pre- 
-oipitated  with  calcium  chloride  as  calcium  oxalate,  where  no  other  matters  occur 
precipitable  by  calcium ;  if  acetic  aoid  is  present  in  slight  excess  it  is  of  no 
consequence,  as  it  prevents  the  precipitation  of  small  quantities  of  sulphates. 
The  precipitate  is  well  washed,  dried,  ignited,  and  the  carbonate  titrated  with 
normal  aoid,  1  c.o.  of  which =0'063  gm.  O. 

Acid  oxalates  are  titrated  direct  for  the  amount  of  free  acid.  The 
jeaction  continues  to  be  aoid  until  alkali  is  added  in  such  proportion 
that  1  molecule  acid  =  2  atoms  alkali  metal. 

The  combined  acid  may  be  found  by  igniting  the  salt,  and  titrating 
the  residual  alkaline  carbonate  as  above. 
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PHOSPHORIC    ACID. 

PA  =142. 

§  28.  Feee  tribasic  pliosphoric  acid  cannot  be  titrated .  directly 
^vith  normal  alkali  in  the  same  manner  as  most  free  acids,  owing  to 
"the  fact,  that  when  an  alkali  base  (soda,  for  instance)  is  added  to  the 
■acid,  a  combination  occurs  in  which  at  one  and  the  same  time  red  litmus 
paper  is  turned  blue  and  blue  red.  This  fact  has  been  re23eatedly 
noticed  in  the  ■  case  of  some  specimens  of  urine,  also  in  milk.  In 
■order,  therefore,  to  estimate  phosphoric  acid,  or  alkaline  phosphates, 
■alkalimetrically, '  it  is  necessary  to  prevent  the  formation  of  soluble 
phosphate  of  alkali,  and  to  bring  the  acid  into  a  definite  compound 
"with  an  alkaline  earth.     Such  a  method,  gives  fairly  good  results. 

Method,  or  Procedubb:  The  solution  of  free  acid,  or  its  acid  or  neutral 
■combination  with  alkali  in  a  somewhat  dilute  state,  is  placed  in  a  flask,  and 
a  known  volume  of  normal  alkali  in  excess  added,  in  order  to  convert  the  whole 
of  the  acid  into  a  basic  salt ;  a  drop  or  two  of  rosolio  acid  is  added,  then  sufficient 
■  neutral  barium  chloride  poured  in  to  combine  with  all  the  phosphoric  acid,  the 
mixture  is  heated  nearly  to  boiling ;  and,  while  hot,  the  excess  of  alkali  is  titrated 
with  normal  acid.  The  suspended  barium  phosphate,  together  with  the  liquid, 
j)0ssesses  a  rose-red  colour  until  tlie  last  drop  or  two  of  acid,  after  continuous 
heating,  and  agitation,  ■  gives  a  permanent  white  or  slightly  yellowish,  milky 
■appearance,  when  the  process  is  ended. 

The  volume  of  normal  alkali,  less  the  volume  of  acid,  represents  the  amount  of 
-alkali  required  to  convert  the  phosphoric  acid  into  a  chemically  neutral  salt,  e.g., 
trisodium  phosphate.  1  c.c.  alkali  =0'02366  gni.  P2O5.  In  dealing  with  small 
<iuantities  of  material,  it  is  better  to  use  ^/s  or  ^l\o  standard  solutions. 

Thomson  has  shown  in  his  researches  on  the  indicators,  that 
phosphoric  acid,  either  in  the  free  state,  or  in  combination  with  soda 
or  potash,  may  with  very  fair  accuracy  be  estimated  by  the  help  of 
methyl  orange  and  phenolphthalein.  If,  for  instance,  normal  potash 
be  added  to  a  solution  of  ishosplioric  acid  until  the  pink  colour  of 
methyl  orange  is  discharged,  KHgPO^  is  formed  (112  KHO  =  142 
P2O5).  If  now  phenolphthalein  is  added,  and  the  addition  of  potash 
•continued  imtil  a  red  colour  occurs,  KjHPO^  is  formed.  (Again  112 
KHO  -  142  PjOj.)  On  adding  standard  hydrochloric  or  sulphuric 
acid,  until  the  pink  colour  of  methyl  orange  reappears,  the  titration 
with  standard  potash  may  be  repeated. 

Many  attempts  have  loeen  made  to  utilize  these  reactions  for  the 
accurate  estimation  of  P2Q5  in  manures,  etc.,  but,  so  far  as  my  own 
■experience  goes,  without  adequate  success. 

Titration  as  Ammonio-magnesiau  Phosphate. — S  tollja  (Chem. 
■Cent.  1866,  727,  728)  adopts  an  alkalimetric  method,  which  depends 
"upon  the  fact,  that  one  molecule  of  the  double  salt  requires  two 
molecules  of  a  mineral  acid  for  saturation. 

Method  of  Pkocedtjee  :  The  precipitation  is  made  with  magnesia  mixture, 
•the  precipitate  well  washed  with  ammonia,  and  the  latter  completely  removed  by 
washing  with  alcohol  of  50  or  60  per  cent.  The  precipitate  is  then  dissolved  in 
a  measured  excess  of  ^/lo  acid,  methyl  orange  added,  and  the  amount  of  acid 
required  found  by  titration  with  ^/lo  alkali.  Care  must  be  taken  that  all  free 
.ammonia  is  removed  from  the  Alter  and  precipitate,  and  that  the  whole  of  the 
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double  salt  is  decomposed  by  the  lacid  before. titration,  which  may  always  be 
insured  by  using  a  rather  large  excess  .and  warming.  The  titration  is  carried 
on  cold. 

This  metliocl  lias  given  me  very  good' results  in  comparison  with  the 
gravimetric  method.  The  same  process  is  applicable  to  the  estimation 
of  arsenic  acid,  and  also  of  magnesia. 

1  c.c.  of^/io  acid  =:  0-00355  gm.  PgOj 
=  0-00575  gm.  AS2O3 
=  0-002      gm.  MgO 

The  reaction  in  the  case  of  phosphoric  acid  may  be  expressed  as 
.follows  : — 

Mg  (NH,)  P0i  +  2HC1=(NH,)  H^PO^  +  MgGV 

DBtermination  of  Phosphoric  Acid  in  its  Pure  Solutions.— 

E.  Se.galle  (Z.  a.  C.  xxxiv.  33-39)  has  investigated  various  methods  for  the 
above_  purpose  with  the  following  result : — 

By'far  the  most  accurate  results  are  obtained  by  Gliicksmann's  method.  !In 
this, ;  the  phosphoric  acid  is  precipitated  by  an  excess  of  magnesia  mixture  of 
known  strength  in  free  ammonia,  the  precipitate  filtered  off,  and  the  free  ammonia 
left  in  solution  is  titrated  by  standard  acid.    From  the  equation — 

H3P04+  M.gSQ4  +  3NH3  =  MgNH4P04  +  (NH4),S0, 

it  will  be  seen  that  H3P04=3NH3. 

The  following  modification  is  recommended  as  being  more  convenient  and 
simple.  To  the  phosphorio  acid  solution,  contained  in  a  graduated  flask,  an 
excess  df  standard  ammonia  (preferably  normal)  is  added,  followed  by  an  excess 
of  a  saturated  neutral  solution  of  magnesium  sulphate.  The  liquid  is  then  diluted 
to  the  mark,  well  shaken,  and  filtered,  and  the  residual  ammonia  titrated  in  an 
aliquot  part  of  the  filtrate. 

On  account  of  its  simplicity,  the  modified  method  is  well  adapted  for 'ascer- 
taining the  strength  of  •  the  solutions  of  phosphoric  acid  employed;  in.  pharmacy. 

SULPHITRIC    ANHYDRIDE. 

863.=  80. 

§  29.  XoRDHAUSEN  or  fuming  sulphuric  acid  consists  of  a  mixture 
of  SO3  and  H2)S0^.  When  it  is  rich  in  >SOg  it  occurs  in  a  solid  form, 
and  being  very  hygroscopic  cannot  be  weighed  in  the  ordinary  manner. 
Its  strength  is  therefore  best  taken' in  the  way  recommended  by  Mess  el 
as  follows  : — ^A  very  thin  bulb  tube  with  capillary  ends  is  inserted  into 
a  bottle  of  the  melted  acid.  The  ends  are  bent  like  the  letter  /,  the 
bulb  being  in  the  middle.  The  bottle  should  be  of  such  size,  that 
one  end  of  the  tube  projects  out  of  its  mouth.  As  soon  as  the  bulb 
is  filled,  the  upper  capillary  end  is  sealed,  the  tube  lifted  out,  wiped, 
inverted,  and  the  other  end  sealed ;  the  tube  is  then  carefully  wiped 
with  blotting  paper  till  dry  and  clean,  then  weighed.  A  stoppered 
bottle,  just  large  enough  to  aUow  the  tube  being  placed  loosely  inside 
it,  is  then  about  one-third  filled  with  water,  the  tube  gently  inserted, 
the  stopper  replaced,  held  firmly  in  by  the  hand,  and  a  vigorous  shake 
given  so  as  to  break  the  tube.  A  sudden'  vibration  occurs  from  contact 
of  the  acid  with  the  water,  but  no  danger  is  incurred.  A  white  cloud 
is  seen  on  the  sides  of  the  bottle,  which  disappears  on  shaking  for 
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a  few  minutes.  After  the  bottle  is  cooled  the  contents  are  emptied 
into  a  measuring  flask.  An  aliquot  portion  is  then  taken  out  and 
titrated  with  ^/lo  iodine  for  SO^,  which  is  always  present  in  small 
quantity  :  another  portion  is  titrated  with  standard  alkali  and  methyl 
orange  for  sulphuric  acid.  No  other  indicator  is  available,  and  as 
Lunge  has  pointed  out  {Zeit.  Angew.  Chem.  1895,  221),  neutrality  is 
reached  when  the  acid  sulphite  is  formed,  and  not  when  the  whole  of 
the  SOo  is  neutralized. 

TARTARIC    ACID. 

C,HeO«  =  150. 

§  30.  The  free  acid  may  be  readily  titrated  with  normal  alkali  and 
phenolphthalein. 

1  c.c.  alkali  =  0'075  gm.  tartaric  acid. 

The  amount  of  tartaric  acid  existing  in  tartaric  acid  liquors  is  best 
estimated  by  precipitation  as  potassium  bitartrate ;  the  same  is '  also 
the  case  with  crude  argols,  lees,  etc.  Manufacturers  are  indebted  to 
Warington  and  Grosj  ean  for  most  exhaustive  papers  on  this  subject, 
to  which  reference  should  be  made  by  all  who  desire  to  study  the 
nature  and  analysis  of  all  commercial  compounds  of  citric  and  tartaric 
acids  (Warington,  J.  C.  S.  1875,  926-994  ;  Groajean,  J.  C.  S.  1879, 
341-356). 

Without  entering  into  the  copious  details  and  explanations  given  by 
these  authorities,  the  methods  may  be  summarized. as  follows  : — 

1.     Commercial  Tartrates. 

lu  the  case  of  goad  clean  tartars,  even  tliough  they  may  contain  sulphates  and 
carbonates,  accurate  results  may  be  obtained  by  indirect  methftds. 

(a)  The  very  finely  powdered  sample  is  first  titrated  with  normal  alkali,  ajid 
thus  the  amount  of  tartaric  acid  existing  as  bitartrate  is  found ;  another  portion 
of  the  sample  is  then  calcined  at  a  moderate  heat,  and  the  ash  titrated.  By 
deducting  from  the  volume  of  acid  so  used  the  volume  used  for  bitartrate,  the 
amount  of  base  corresponding  to  neutral  tartrates  is  obtained. 

(J)  The  whole  of  the  tartaric  acid  is  exactly  neutralized  with  caustic  soda, 
evapora.ted  to  dryness,  calcined,  and  the  ash  titrated  with  normal  acid ;  the  total 
tartaric  acid  is  then  calculated  from  the  volume  of  standard  acid  used ;  any  other 
organic  acid  present  will  naturally  be  included  in  this  amount.  In  the  case  of 
fairly  pure  tartars,  etc.,  this  probable  error  may  be  disregarded. 

Method  of  Peocedueb  (a)  :  5  gm.  of  the  finely  powdered  tartar  are  heated 
with  a  little  water  to  dissolve  any  carbonates  that  may  be  present.  If  it  is  wished 
to  guard  against  crystalline  carbonates,  5  c.c.  of  standard  HCl  are  added  in  the 
first  instance,  and  the  heating  is  conducted  in  a  covered  beaker.  Standard  alkali 
is  next  added  to  the  extent  of  about  three-fourths  of  the  amount  required  by 
a  good  tartar  of  the  kind  examined,  plus  that  equivalent  to  the  acid  used,  and  the 
whole  is  brought  to  boiling;  when  nearly  cold,  the  titration  is  finished.  From 
the  amount  of  alkali  consumed,  minus  that  required  by  the  HCl,  the  tartaric  acid 
present  as  acid  tartrate  is  calculated. 

2  gm.  of  the  powdered  tartar  are  next  weighed  into  a  platinum  crucible  with 
a  well-fitting  lid;  the  crucible  is  placed  over  an  argand  burner;  heat  is  first 
applied  very  gently  to  dry  the  tartar,  and  then  more  strongly  till  inflammable 
gas  ceases  to  be  evolved.     The  heat  should  not  rise  above  very  low  redness.    The 
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black  ash  is  next  removed  with  water  to  a  beaker.  If  the  tartar  is  known  to  be 
a  good  one,  20  o.o.  of  standard  II2SO4  are  now  run  from  a  pipette  into  the  beaker, 
a  portion  of  the  aoid  being  used  to  rinse  the  crucible.  The  contents  of  the  beaker 
are  now  brought  to  boiling,  filtered,  and  the  free  acid  determined  with  standard 
alkali.  As  the  charcoal  on  the  filter  under  some  circumstances  retains  a  little 
■  acid,  even  when  well  washed,  it  is  advisable  when  the  titration  is  completed  to 
transfer  the  filter  and.  its  contents  to  the  neutralized  fluid,  and  add  a  further 
amount  of  alkali  if  necessary.  From  the  neutralizing  power  of  a  gram  of  burnt 
tartar  is  subtracted  the  acidity  of  a  gram  of  unburnt  tartar,  both  expressed  in  c.c. 
of  standard  alkali,  the  difference  in  the  neutralizing  power  of  the  bases  existing 
as  neutral  tartrates,  and  is  then  calculated  into  tartiirio  aoid  on  this  assumption.* 
If  the  tartar  is  of  low  quality,  5  c.c.  of  solution  of  hydrogen  peroxide  (1  volume 
=  10  volumes  O)  are  added  to  the  black  ash  and  water,  and  immediately  after- 
wards the  standard  acid ;  the  rest  of  the  analysis  proceeds  as  already  described ; 
the  small  acidity  usually  belonging  to  the  peroxide  solution  must,  however,  be 
known  and  allowed  for  in  the  calculation.  By  the  use  of  hydrogen  peroxide  the 
sulphides  formed  during  ignition  are  reconverted  into  sulpliates,  and  the  error  of 
excess  which  their  presence  would  occasion  is  avoided. 

The  above  metliod  does  not  give  the  separate  amounts  of  acid  and 
neutral  tartrates  in  the  presence  of  carbonates,  but  it  gives  the  correct 
amount  of  tartaric  acid ;  it  is  also  correct  in  cases  where  free  tartaric 
acid  exists,  so  long  as  the  final  results  show  that  some  acid  existed  as 
neutral  salt.  "Whenever  this  method  shows  that  the  acidity  of  the 
original  substance  is  greater,  than  the  neutralizing  power  of  the  ash, 
it  will  be. necessary  to  use  the  method  b,  which  is  the  only  one  capable 
of  giving  good  results  when,  the  sample  contains  much  free  tartaric 
acid. 

For  the'  estimation  of  total  tartaric  acid  in  wine  lees  and  in  raw 
tartars,  the  following  method  is  very  generally  adopted  : — 

Method  of  Peocedtjkb  :  6  gm.  of  the  finely  powdered  sample  are  placed  in 
a  100  c.c.  fiask,  and  9  c.c.  of  hydrochloric  acid  diluted  to  a  density  of  I'l  are 
added;  this  is  left  for  about  two  hours  at  the  ordinary  temperature.  The  acid 
extract  is  then  diluted  to  100  c.c,  well  shaken,  and  filtered  through  a  dry  filter. 
50  c.c.  are  then  placed  in  a  covered  beaker,  and  18  c.c.  of  a  solution  of  20  per 
cent,  potassium  carbonate  is  added,  the  whole  is  then  heated  until  the  precipitated 
carbonate  of  lime  is  properly  deposited.  This  precipitate  is  filtered  off,  washed 
with  boiling  water,  and  the  clear  liquid  evaporated  down  to  about  15  c.c.  in 
a  porcelain  crucible.  After  cooling,  3  c.c.  of  glacial  acetic  acid  are  added,  shake 
well,  and  let  stand  for  the  night.  100  c.c.  of  alcohol  at  94-96  per  cent,  must  then 
be  added  while  stirring ;  the  precipitated  tartaric  aoid  is  filtered,  washed  with 
alcohol,  and  finally  dissolved  in  boiling  water.  The  liquid  may  then  be  titrated 
with  semi-normal  potash.  In  the  case  of  tartars,  or  tartrates  of  lime,  3  gm.  of 
the  sample  should  be  taken  and  digested  with  9  c.c.  of  hydrochloric  acid.  The 
solution  is  made  up  to  106'5  c.c,  and  50  c.c.  of  this  liquid  taken  for  the  estimation. 

A  modification  of  the  above  process  has  been  devised  by 
Moszczenski  (/.  S.  G.  J.  1898,  p.  215),  which  is  shorter  and 
more  accurate. 

Method  op  Pboceduee  :  The  substance  to  be  tested  must  be  ground  very 
finely  and  treated  with  sufficient  quantity  of  H2SO4  (10-15  per  cent.),  avoiding 

*  It  is  obvious  that  the  neutralizing  power  of  the  ash  of  an  acid  tartrate  is  exactly  the 
same  as  the  acidity  of  the  same  tartrate  before  burning.  In  making  the  calculations,  ifc 
must  be  remembered  that  the  value  of  the  alkali  in  tartaric  acid  is  twice  as  great  in  the 
calculation  made  fnm  the  acidity  of  the  unburnt  tartar,  as  in  the  calculation  of  the  acid 
existing  as  neutral  tartrates. 
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at  the  same  time  unnecessary  excess,  not  to  increase  beyond  need  the  bulk  of  the 
ultimate  cream  of  tartar  and  potassium  sulphate  precipitate.  This  amount  of 
H2SO4  varies  with  the  nature  of  tartaric  acid  compounds  to  be  tested.  1  mol.  of 
potassium  bitartrate  needs  1 '7  mol.  of  H2SO4  (10  per  cent.)  for  its  complete 
decomposition  into  tartaric  acid  and  K2SO4 ;  calcium  tartrate  requires  less  H2SO4. 
With  ordinary  materials  it  is  safe  to  use  26  c.o.  of  13  per  cent.  H2SO4  for  5  gm. 
of  argols,  lees,  or  cream  of  tartar. 

It  is  not  necessary  to  let  H2SO4  act  long  on  the  material  to  be  tested ;  with 
careful  stirring  a  few  minutes'  action  is  sufficient,  whereupon  the  mixture  is 
transferred  into  a  flask.  It  is  convenient  to  use  5  gm.  of  substance,  fill  up  to 
250  c.o.  with  alcohol  of  90  per  cent.,  and  filter  ofE  200  c.c. ;  butthose  proportions 
can  of  course  be  changed  without  affecting  the  results,  using  necessary  judgment 
and  making  corresponding  changes  in  the  corrections  mentioned  below.  It  is 
very  important,  however,  not  to  let  the  alcoholic  solution  containing  free  sulphuric 
and  tartaric  acid  stand  too  long,  as  this  would  make  the  results  too  low,  probably  ■ 
because  of  formation  of  ethylated  tartaric  acid,  which  on  addition  of  potassium 
acetate  would  not  be  transformed  into  cream  of  tartar. 

The  alcoholic  solution  is  transferred  to  a  porcelain  dish,  sufficient  quantity  of 
alcoholic  potassium  acetate  added,  and  well  stirred.  To  reduce  the  solubility  of 
the  potassium  bitartrate  thus  formed  in  alcohol,  add  5  c.o.  of  concentrated  KOI 
solution.  Working  with  argols  or  lees,  it  is  easy  to  find  the  point  when  enough 
potassium  acetate  has  been  added  by  observing  the  change  of  colour  from  pure 
red  into  pale  bluish-red  which  then  takes  place.  After  the  precipitate  has  settled, 
pour  off  a  little  of  the  supernatant  liquid  in  a  test  tube  and  add  a  few  drops 
of  potassium  acetate  solution,  which  should  not  form  any  further  precipitate. 
Having  thus  ascertained  that  the  amount  of  potassium  acetate  used  is  sufficient, 
the  precipitate  is  left  to  stand  for  at  least  six  hours,  then  washed  with  strong 
alcohol,  and  titrated. 

If  in  filling  up  to  a  certain  volume  with  alcohol  the  volume  of  solid  matters 
has  not  been  taken  in  account,  a  corresponding  correction  has  to  he  made  on  the 
results.  In  testing  lees  or  argols,  the  volume  correction  has,  in  most  cases,  been 
found  to  be  about  1'2  c.c.  for  5  gm.  of  substance. 

Another  correction  has  to  be  made  to  cover  the  losses  by  solubility  of  cream  of 
tartar  in  alcohol.  Using  5  gm.  of  substance,  filling  up  to  250  c.o.  with  90  per- 
cent, alcohol,  and  filtering  off  200  c.c,  those  losses  amount  to  0'320  gm.  of  tartaric 
acid,  which  should  be  added  to  the  result.  The  results  obtained  with  this  method 
are  in  most  cases  a  few  tenths  of  a  per  cent,  lower  than  those  found  by  the 
preceding  acid  method. 

2.     Tartaric  Acid  Iiiquors. 

Old  factory  liquors  contain  a  great  variety  of  substances  gradually 
accumulated,  from  whicli  the  actual  tartaric  acid  can  only  be  separated 
as  bitartrate  by  the  foUov^^ing  process  : — 

Method  of  Peoceduee  (c)  :  A  quantity  of  liquor  containing  2-4  gm.  of 
tartaric  acid,  and  of  30-40  c.c.  volume,  is  treated  with  a  saturated  solution  of 
neutral  potassium  citrate,  added  drop  by  drop  with  constant  stirring.  If  free 
sulphuric  acid  is  present  no  precipitate  is  at  first  produced ;  but  as  soon  as  the 
acid  is  satisfied,  the  bitartrate  begins  to  appear  in  streaks  on  the  sides  of  the 
vessel.  When  this  is  seen,  the  remainder  of  the  citrate  is  measured  in  to  avoid 
an  undue  excess :  4  c.c.  of  a  saturated  solution  of  potassium  citrate  will  be  found 
sufficient  to  precipitate  the  maximum  of  4  gm.  of  tartaric  acid  supposed  to  be 
present.  If  the  liquor  contain  a  great  deal  of  sulphuric  acid,  a  fine  precipitate 
of  potassium  sulphate  will  precede  the  formation  of  bitartrate,  but  is  easil.y 
distinguished  from  it.  With  liquors  rich  in  sulphuric  acid,  it  is  advisable  to  stir 
the  mixture  vigorously  at  intervals  for  half  an  hour,  then  proceed  as  in  3  rf . 

Grosjean  modifies  this  process  by  precipitating  the  liquor  with  an  excess  of 
calcium  carbonate,  then  boiling  the  mixture  with  excess  of  potassium  oxalate. 
By  this  means  the  alumina,  iron,  phosphoric  and  sulphuric  acids  are  thrown  down 

J 


118  VOLUMBTEIC  '  ANALYSIS.  §  •  SO. 

with  the  calcium  oxalate,  and  the  precipitate  allows  of  ready  filtration.  The 
separation  as  bitartrate  then  follows,  as  in  d. 

-Boxntrag.fir.  (.Z.  a.  C.  .1898,  477)  tried  to  ascertain  how  far  the  process 
worked  out  by  Waring  ton  and.  Gros  jean  is  suitable  for  the  estimation  -  of 
tartaric  acid  when  citric  acid  is. also  present.  Mixtures  containing  O'S  to  4  gm. 
of  potassium  bitartrate  with  0'5  to  5  gm.  of  citric  acid  and  5  gm:  of  potassium 
chloride  were  neutralized  whilst  hot  by  potash,  cooled,  made  up  to  50.e.e.,  and 
6  e.c.  of  a  50  per-cent.  solution  of  citric  acid  added,  stirred  until  a  precipitate 
appeared,  and  left  until  the  next  day  before  filtering.  The  precipitates  were 
washed  with  a  10  per-cent.  solution  of  potassium  chloride  saturated  with  potassium 
bitartrate,  and  finally  twice  with  potassium  chloride  alone  before  titrating. 

It  was  found  that  the  mixture  of  05  gm.  of  tartrate  and  5  gm.  of  citric  acid 
gave,  under  these  conditions,  no  precipitate,  but  that  a  precipitate  appeared 
when  an  additional  gram  of  citric  acid  was  added.  In  the  cases  where  the  citric 
acid  originally  present  did  not  amount  to  more  than  twice  as  much.as  the  tartrate, 
the  use  of  5  gm.  of  citric  acid  as  the  precipitating  agent  gave,  fairly  close  quanti- 
tative results,  but  when  the  amounts  of  tartrate  and  (original)  citric  acid  were 
about  equal,  3  gm.  of  citric  acid  sufficed  for  the  precipitation. 

The  following  rule  is  therefore  laid  down ;  such  a  quantity  of  the  mixture  is  to 
be  taken  as  corresponds  in  total  acidity  with  3  gm.  of  citric  acid.  It  is 
neutralized,  etc.,  as  above  and  precipitated  with  3  gm.  of  citric  acid.  Should  the 
amount  of  tartrate  found  be  more  than  double  that  of  the  citric  acid  found,  the 
operation  must  be  repeated  with  the  addition  (to  the  original  mixture)  of  enough 
citric  acid  to  restore  approximate  equality.  Should,  on  the  other  hand,  the 
amount  of  tartrate  found  be  less  than  half  the  citric  acid  found,  equality  must 
be  restored  by  adding  a  weighed  quantity  of  tartrate. 

3.     Very  imptire  Lees  and  Argols. 

Grosjean  (J.  0.  S.  1879,  341)  gives  a  succinct  method  for  the 
treatment  of  these  substances,  based  onWarington's  original  oxalate 
process,  the  principle  of  which  is  as  follows  : — 

The  finely  ground  sample  (= about  2  gm.  tartaric  acid)  is  first  moistened  with 
a  little  water,  heated  to  l00°  C,  then  digested  for  IS  minutes  or  so  with  an  excess 
of  neutral  potassium  oxalate  (the  excess  must  not  be  less  than  1'5  gm.),  and 
nearly  neutralized  with  potash.  After  repeated  stirring,  the  mixture  is  trans- 
ferred to  a  vacuum  filter,  and  the  residue  washed ;  the  liquid  so  obtained  contains 
all  the  tartaric  acid  as  neutral  potassium  tartrate ;  excess  of  citric  acid  is  added, 
which  precipitates  the  whole  of  the  tartaric  acid  as  bitartrate,  and  the  amount  is 
found  by  titration  with  standard  alkali  in  the  usual  way. 

One  of  the  chief  difficulties  in  treating  low  qualities  of  material  is  the  filtration 
of  the  nearly  neutral  mixture  above  mentioned.  .Grosjean  adopts  the  principle 
of  Oasam'ajor's  filter  (C.  N.  xxxii.  45),  using  an  ordinary  funnel  with  either 
platinum,  lead,  or  pumice  disc;  but  whether  this,  or  Bunsen's,  ox  other  form 
of  filter  is  used,  the  resulting  filtrate  and  washings  ('vvhich  for  2  gm.  tartaric  acid 
should  not  much  exceed  50  c.o.)  are  ready  for  the  separation  of  the  bitartrate  in  the 
following  improved  way  :  — 

(d)  To  the  50  c.o.  or  so  of  cold  solution  5  gm.  of  powdered  potassium  chloride 
are  added,  and  stirred  till  dissolved :  this  renders^the  subsequent  precipitation  of 
bitartrate  very  complete.  A  50  per-cent.  solution  of  citric  acid  is  then  mixed 
with  the  liquid  in  such  proportion,  that  for  every  2  gm.  of  tartaric  acid  an  equal, 
or  slightly  greater  amount  of  citric  acid  is  present.  By  continuously  stirring, 
the  whole  of  the  bitartrate  comes  down  in  ten  minutes  (Grosjean);  if  the 
temperature  is  much  above  16°,  it  is  preferable  to  wait  half  an  hour  or  so  before 
filtering.  This  operation  is  best  done  on  the  vacuum  filter,  and  the  washing  is 
made  with  a  5  per-cent.  solution  of  potassium  chloride,  saturated  at  ordinary 
temperature  with  potassium  bitartrate ;  if  great  accuracy  is  required,  the  exact 
acidity  of  the  solution  should  be  found  by  ^/lo  alkali,  and  the  washing  continued 
until  the  washings  show  no  greater  acidity,  thus  proving  the  absence  of  citric 
acid.    Finally,  the  washed  precipitate  is  gently  pressed  into  a  cake  to  free  it  from 
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excess  of  liquid,  transferred  to  a  beaker  with  the  filter,  hot  water  added,  and 
titrated  with  standard  alkali. 

The  troublesome  filtration  can  be  avoided  in  many  cases  by  taking  30—40  gm. 
of  substance,  and  after  decomposition  by  oxalate,  and  neatralizing  with  polash, 
maKrng  up  the  volume  to  150  or  200  c.c,  adding  water  in  corresponding  pro- 
portion to  the  bulk  of  the  residue,  then  taking  an  aliquot  portion  for  precipitation. 
A  blank  experiment  made  byG-rosjean  in  this  way,  gave  a  volume  3'75  c.c.  for 
the  residue  in  10  gm..  lees.  Other  things  being  equal,  therefore,  30  or  4 1  gm. 
may.  respectively  be  made  up  to  161  and  215  o.o.,  then  50  c.c.  taken  for 
precipitation. 

ESTIMATION    OP    COMBINED    ACIDS    AND    BASES 

IN  neutbaij  salts. 

§  31.  This  comprehensive  method  of  determining  the  quantity  of 
acid  in  neutral  compounds  (but  not  the  nature  of  the  acid),  is  applicable 
only  in  those  cases  where  the  base  is  perfectly  precipitated  by  an 
excess  of  caustic  alkali  or  its  carbonate.  The  number  of  bodies  capable 
of  being  so  precipitated  is  very  large,  as  has  been  proved  by  the 
researches  of  Langer  and  Wawnikiev^icz  {Ann.  Chem.  u.  Phar. 
1861,  239),  who  seem  to  have  worked  out  the  method  very  carefully. 
These  chemists  attribute  its  origin  to  Bunsen  ;  but  it  does  not  seem 
certain  who  devised  it.    The  best  method  of  jjrocedure  is  as  follows  : — 

The  substance  is  weighed,  dissolved  in  water  in  a  300-o.o.  flask,  heated  to  boiling 
or  not,  as  may  be  desirable ;  normal  alkali  or  its  carbonate,  according  to  the 
nature  of  the  base,  is  then  added  from  a  burette,  until  the  whole  is  decidedly 
alkaline.  It  is  then  diluted  to  800  c.c.  and  put  aside  to  settle,  and  100  c.c.  are 
taken  out  and  titrated  for  the  excess  of  alkali ;  the  remainder  multiplied  by  3, 
gives  the  measure  of  the  acid  combined  with  the  original  salts,  i.e.,  supposing  the 
precipitation  is  complete. 

Example  :  2  gm.  crystals  of  barium  chloride  were  dissolved  in  water,  heated 
to  boiling,  and  20  c.c.  normal  sodium  carbonate  added,  diluted  to  3(J0  c.c.  and  100 
c.c.  of  the  clear  liquid  titrated  with  normal  nitric  acid,  of  which  1'2  o.c.  was 
required ;  altogether,  therefore,  the  2  gm.  required  16'4  c.c.  normal  alkali ;  this 
multiplied  by  0-122  gave  2-0008  gm.  BaClj  21120  instead  of  2  gm. ;  multiplied 
by  the  factor  for  chlorine  0-03537;  it  yielded  0-58007  gm.  Theory  requires 
05809  gm.  chlorine. 

The  following  substances  have  beeii  submitted  to  this  mode  of 
examination  with  satisfactory  results  : — 

Salts  of  the  alkaline  earths  precipitated  with  an  alkaline  carbonate 
while  boiling  hot. 

Salts  of  magnesia,  with  pure  or  carbonated  alkali. 

Alum,  with  carbonate  of  alkali. 

Zinc  salts,  boiling  hot,  with  the  same. 

Copper  salts,  boiling  hot,  with  pure  potash. 

Silver  salts,  with  same. 

Bismuth  salts,  half  an  hour's  boiling,  with  sodium  carbonate, 

Nickel  and  cobalt  salts,  with  the  same. 

Lead  salts,  with  the  same. 

Iron  salts,  boiling  hot,  with  pure  or  carbonated  alkali. 

Mercury  salts,  with  pure  alkali. 

Protosalts  of  manganese,  boUing  hot,  with  sodium  carbonate. 

Chromium  persalts,  boiling  hot,  with  pure  potash. 
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Wliere  the  compound  luider  examination  contains  but  one  base- 
precipitable  by  alkali,  the  determination  of  the  acid  gives,  of  course, 
the  quantity  of  base  also. , 

Wolcott  Gibbs  (C.  N.  1868,  i.  151)  has  enunciated  a  new aoidi- 
metric  principle  applicable  in  cases  where  a  base  is  precipitable  at. 
a  boiling  temperature  by  hydric  sulphide,  and  the  acid  set  free  so  as 
to  be  estimated  with  standard  alkali.  Of  course  the  method  can  only 
be  used  where  complete  separation  can  be  obtained,  and  where  the 
salt  to  be  analyzed  contains  a  fixed  acid  which  has  no  effect  upon 
hydric  sulphide..  A  weighed  portion  is  dissolved  in  water,  brought 
to  boiling,  and  the  gas  passed  in  until  the  metal  is  completely 
precipitated ;  which  is  known  by  testing  a  drop  of  the  clear  liquid 
iipon  a  porcelain  tile  with  sulphuretted  hydrogen  water,  or  any  other 
appropriate  agent  adapted  to  the  metallic  salt  under  examination. 

The  liquid  is  filtered  from  the  precipitate,  and  the  latter  well 
washed,  and  the  solution  made  up  to  a  definite  measure.  An  aliquot 
portion  is  then  titrated  with  normal  alkali  as  usual,  Avith  one  of  the 
phenol  indicators. 

In  the  case  of  nitrates  or  chlorides,  where  nitric  or  hydrochloric 
acid  would  interfere  with  the  hydric  sulphide,  it  was  found  that  the 
addition  in  tolerable  quantity  of  a  neutral  salt  contaming  an  organic 
acid  (e.g.,  sodium  or  potassium  tartrate,  or  the  double  salt)  obviated 
all  difficulty. 

The  results  obtained  by  Gibbs  in  the  case  of  copper,  lead,  bismuth, 
and  mercury,  as  sulphate,  nitrate,  and  chloride,  agreed  very  closely 
with  theory. 

Though  not  strictly  belonging  to  the  domain  of  acidimetry,  a  method 
Avorked  out  by  Neumann  (Z.  a.  G.  xxxiv.  454)  may  here  be  mentioned 
for  the  technfcal  estimation  of  some  of  the  heavy  metals  precipitable 
by  sodium  sulphide.  The  strength  of  the  sulphide  solution  is  ascer- 
tained by  boiling  it  with  a  measured  excess  of  standard  acid  till  all 
the  HgS  is  dissipated ;  the  excess  of  acid  is  then  found  by  titration 
with  standard  alkali,  using  phenolphthalein  as  indicator.  Having 
established  the  working  strength  of  the  sulphide  solution,  the  neutral 
solution  of  the  metal  to  be  estimated  is  first  precipitated  with  a  known 
excess  of  standard  sulphide,  and  the  solution  containing  the  svispended 
suljahide  or  hydroxide  is  rendered  clear,  if  necessary,  by  the  addition 
of  strong  sodium  chloride  solution,  and  diluted  to  a  definite  volume  at 
16°  C.  An  aliquot  part  of  the  solution  is  then  filtered  off,  or  removed 
by  means  of  a  pipette,  and  the  excess  of  sulphide  indirectly  determined 
in  it.  This  indirect  process  is  necessary,  because  the  alkaline  sulphide 
destroys  the  colour  of  litmus  or  of  phenolphthalein.  The  estimation 
of  the  amounts  of  metal  in  the  following  salts  by  this  method  gave 
excellent  results  : — alum,  chrome  alum,  silver  sulphate,  copper  sulphate, 
cobalt  sulphate,  cadmium  sulphate,  lead  nitrate,  manganese  sulphate, 
nickel  sulphate,  ferrous  sulphate,  ferrous  ammonium  sulphate,  ferric 
chloride.  This  method,  of  course,  is  not  applicable  if  the  solutions 
contain  any  free  acid.  Solutions  of  chlorides  containing  free  hydro- 
chloric are  first  evaporated  on  the  water-bath,  the  residue  moistened 
with  alcohol,  and  again  evaporated  to  dryness.     Sulphates  are  first 
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converted   into   chlorides   by   treatment   with   barinni   cliloride   and 
hydrochloric  acid,  and  the  solutions  so  obtained  are  treated  as  befor&- 
described   for   the   removal  of   the   free  -  HCl.      Nitrates   are   twice 
evaporated  to  dryness  with  concentrated  HCl,  excess  of  the  latter- 
being  finally  removed  in  the  above-mentioned  manner. 

EXTENSION    OF    ALKALIMETBIC    METHODS. 

§  32.  BOHLIG  {Z.  a.  C'.,1870,  310)  has  described  a  method  for 
the  estimation  of  siilj)linric  acid,  baryta,  chlorine,  iodine,  and  bromine,, 
which  appears  worthy  of  some  consideration,  sin'ce  the  only  standard 
solutions  reqxiired  are  an  acid  and  an  alkali. 

Alkaline  sulphates  are  known  to  be  partially  decomposed,  in  contact 
with  barium  carbonate,  into  alkaline  carbonates  and  barium  sulphate. 
The  decomposition  is  complete  in  the  presence  of  free  carbonic  anhy- 
dride ;  acid  carbonates  of  the  aUcali-metals  are  left  in  solution,  together- 
Avith  some  acid  barium  carbonate,  which  can  be  removed  by  boiling. 
The  solution  is  filtered,  and  the  alkaline  carbonate  determined  by 
means  of  a  standard  acid  solution,  and  the  amount  of  sulphuric  acid, 
or  alkaline  sulphate  calculated  from  the  amount  of  normal  acid 
required.  This  pirocess  has  been  satisfactorily  used  by  Haubst  for 
sulphates  in  waters  (C  N.  xxxvi.  227),  and  by  Grossmann  for  salt 
cake  (C.  N.  xli.  114). 

Xeutral  chlorides,  bromides,  and  iodides,  more  espiecially  of  the 
alkali-metals,  are  most  readily  decomposed  by  pure  silver  oxide  into- 
insoluble  silver  salts,  leaving  the  alkali-metal  in  solution  as  hydrate 
(ammonia  salts  always  excepted),  which  can  then  be  determined  as- 
usual  by  standard  acid. 

The  author  treats  solutions  containing  sulphates  of  the  heavy  metals,, 
of  the  earths  or  alkaline  earths,  and  free  from  acids  whose  presence 
would  influence  the  method,  viz.,  phosphoric,  arsenic,  oxalic,  etc.,  with 
a  solution  of  potassium  carbonate  so  as  to  precipitate  the  bases  and 
leave  about  double  or  treble  the  amount  of  alkaline  carbonate  in 
solution.  From  1  to  1^  gm.  of  substance  is  operated  upon  in  a  flask. 
The  solution  is  made  up  to  500  c.c,  well  shaken,  and  the  precipitate 
allowed  to  subside.  50  c.c.  are  then  filtered,  and  titrated  with 
standard  acid  and  methyl  orange.  Another  100  c.c.  are  filtered  in 
like  manner  into  a  strong  quarter-liter  flask,  and  diluted  with  about 
100  c.c.  of  hot  water ;  the  requisite  quantity  of  normal  acid  is  then 
run  in  at  once  from  a  burette ;  the  solution  diluted  to  250  c.c.  ;  and 
about  a  gram  of  dry  barium  carbonate  (free  from  alkali)  added.  The 
flask  is  next  closed,  and  the  liquid  well  agitated.-  The  decomposition 
of  the 'alkaline  sulphate  is  complete  in  a  few  minutes.  The  flask 
should  be  opened  now  and  then  to  allow  the  carbonic  anhydride  to 
escape.  Finally,  about  J  gm.  of  pulverized  barium  hydrate  is  added, 
the  whole  well  shaken,  and  a  portion  of  the  rapidly  clearing  liquid 
tested  qualitatively  for  barium  and  sulphuric  acid.  The  result  should 
be  a  negative  one.  50  c.c,  corresponding  to  20  c.c.  of  the  original 
solution,  are  then  filtered  and  titrated  with  normal  acid,  and  the 
quantity  of  sulphuric  acid  (sulphate)  calculated  as  usual. 
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TJie  source  of  carbonic  anhydride  is  thus  placed  in  the  liquid  itsel-f, , 
l^rovided  the  quantity  of  potassium  carbonate  be  not  too  small. 

Equivalent  quantities  of  K2S04,+  2K2C03  +  2HCH-BaC03  when, 
mixed  with  sufficient  water  change  into  BaS04  4- 2KHC0^  +  2X.C1, 
and  it  is  therefore  more  than .  sufficient  to  add  twice  the  quantity  of. 
potassium  carbonate  compared  with  the  alkaline  sulphate   operated 
upon. 

Barium  hydrate  is  added  with  a  view  of  removing  any  carbonic 
anhydride  left  in  the  liquid  after  boiling,  which  would  otherwise 
■dissolve  some  of  the.  excess  of  barium  carbonate  contained  in  the 
precipitate.  - 

Any  barium  hydrate  not  required  to  remove  CO^  is  acted  ujjon  by 
the  acid  potassium  carbonate,  but  does  not  influence  the  final  result. 

■  Phosphoric  and  oxalic  acids  the  author  proposes  to  remove  by  means 
■of  calcium  chloride ;  chromic  acid  by  deoxidizing  agents,  such  as 
alcohol  and  hydrochloric  acid.  Bohlig  recommends  this  method  for 
estimating  sulphuric  acid  in  ashes,  crude  soda,  Stassfurth  salts,  etc. 

Solutions  containing  baryta  are  estimated  in  like  "manner  by  pre- 
cipitation as  carbonate,  and  decomposition  with  potassium  sulphate 
in  a  solution  containing  free  carbonic  acid.  Chlorine  is  determined 
in  solutions  by  first  precipitating  any  metallic  chloride  with  potassium 
■carbonate  added  in  moderate  excess.  The  filtrate  is  made  up  to  250 
■c.c,  and  the  excess  of  potassium  carbonate  determined  in  50  c.c.  by 
means  of  a  normal  solution  of  HCl.  125  c.c.  of  the  solution  are  next 
treated  with  excess  of  silver  oxide  and  made  up  to  250  c.c,  well 
shaken  (out  of  contact  with  the  light)  and  filtered.  100  c.c.  of  the 
filtrate  are  titrated  with  normal  hydrochloric  acid.  The  difference 
between  the  quantity  of  acid  required  in  the  last  and  that  of  the  first 
•experiment,  multiplied  by  5,  gives  the  amount  of  chlorine  contained 
in  the  original  solution.  A  portion  of  the  filtrate  should  be  tested  for 
chlorine  by  means  of  mercurous  nitrate. 

The  filtrate  is  obtained  perfectly  clear  only  in  the  presence  of  some 
potassium  or  sodium  carbonate,  and  by  employing  argentic  oxide  free 
from  argentous  oxide.  A  few  drops  of  pure  potassium  permanganate 
added  to  the  argentic  oxide  preserved  in  water  prevent  formation  of 
the  latter.  The  oxide  to  be  employed  for  each  experiment  is  filtered 
when  required,  and  thoroughly  washed. 

Bromine  and  iodine  are  determined  in  like  manner.  The  author 
has  not  been  able,  however,  to  estimate  the  mixtures  of  the  halogen 
salts ;  but  he  has  made  the  interesting  observation  that  potassium 
iodide,  when  boiled  with  permanganate,  is  completely  oxidized  into 
iodate.  This  facilitates  the  detection  of  small  quantities  of  chlorine 
and  bromine,  in  the  presence  of  much  iodide.  The  greater  part  of 
iodate  may  be  separated  also  by  precipitation  with  barium  nitrate 
before  determining  chlorine.  The  standard  acid  solutions  which 
Bohlig  employed  contained  not  more  than  one-third  of  the  equivalent 
of  HCl  or  SO3  per  liter. 

For  further  particulars  reference  must  be  made  to  the  original  paper 
(Arch.  Pharm.  3  cxlv.  113). 

Siebold  (Year  Book  of  Pharmacy;  1878,  518)  describes  a  very 
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ingenious  process,  devised  by  himself,  for  the  titration  of  caustic  and 
carbonated  alkalies  by  means  of  prussic  acid,  the  principle  of  which 
is  explained  in  §  59.  The  process  is  useful  in  the  case  of  carbonates, 
since  COg  is  no  hindrance.      , 

0'5  to  1  gm.  of  tlie  alkali  or  alkaline  carbonate  is  dissolved  in.  about  100  o.c.  of 
water,  and  an  excess  of  hydrocyanic  acid  (say  10  or  20  o.c.)  of  5  per  cent,  solution 
added;  then  "^/lo  silver  solution  cautiously  added  with  constant  stirring  until 
a  faint  permanent  turbidity  occurs.  Each  c.o.  of  ^/lo  silver  =0"0138  gm.  K2CO3, 
or  00106  gm.  Na^COa. 

In  the  case  of  clilorides  being  present,  their  quantity  may  be 
determined  by  boiling,  down  the .  mixture  to  about  half  its  volume  to 
expel  all  free  prussic  acid,  adding  a  drop  or  two  of  potassium  chromate 
as  indicator,  then  titrating,  with  '^/lo  silver.  Any  excess  above  that 
required  in  the  first  titration  wiU  be  due  to  chlorine,  and  may  be 
calculated  accordingly.   . 

A  voluminous  contribution  by  Dr.  Ruoss  on  the  general  volumetric 
estimation  of  metals  precipitable  .by  fixed  caustic  or  carbonated  alkalies, 
and  the  action  of  certain  indicators  -  in  relation  thereto,  is  given  in 
Z.  a.  C,  1896,  and  reproduced  in  C.  iV.,  May,  1896,  p.  247. 
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PART  III. 
AIs^ALYSIS   BY   OXIDATION   OR   REDUCTION., 

§  33.  The  series  of  analyses  which  occur  under  this  system  are 
Tery  extensive  in  number,  and  not  a  few  of  them  possess  extreme 
accuracy,  such  in  fact,  as  is  not  possible  in  any  analysis  by  weight. 
The  completion  of  the  various  processes  is  generally  .shown  by  a  distinct 
change  of  colour ;  such,  for  instance,  as  the  occurrence  of  the  beautiful 
rose-red  permanganate,  or  the  blue  iodide  of  starch ;  and  as  the  smallest 
quantity  of  these  substances  will  colour  distinctly  large  masses  of 
liquid,  the  slightest  excess  of  the  oxidizing  agent  is  svifhcient  to  produce 
a  distinct  effect. 

The  principle  involved  in  the  process  is  extremely  simple.  Sub- 
stances which  will  take  up  oxygen  are  brought  into  solution,  and 
titrated  with  a  substance  of  known  oxidizing  power ;  as,  for  instance, 
in  the  determination  of  ferrous  salts  by  permanganic  acid.  The  iron 
is  ready  and  willing  to  receive  the  oxygen,  the  permanganate  is  equaUj- 
willing  to  part  with  it ;  while  the  iron  is  absorbing  the  oxygen,  the 
permanganate  loses  its  coloiir  almost  as  soon  as  it  is  added,  and  the 
whole  mixture  is  colourless ;  but  immediately  the  iron  is  satisfied,  the 
rose  colour  no  longer  disappears,  there  being  no  more  oxidizable  iron 
present.  In  the  case  of  potassium  permanganate  the  reaction  is  : 
lOFeO  +  2MnK0^  =  SFcjOg  +  2MnO  +  KjO.  Oxalic  acid  occupies  the 
same  position  as  the  ferrous  salts ;  its  composition  is  CjO^Hj  +  2II2O  = 
126.  If  permanganate  is  added  to  it  in  acid  solution,  the  oxalic  acid 
is  oxidized  to  carbonic  acid,  and  the  manganic  reduced  to  manganous 
oxide,  thus  Mn^Oy  +  50^0^11^  +  2H2SO4  =  lOCOj  -1-  2MnS04  +  TH^O. 
When  tlie  oxalic  acid  is  all  decomposed,  the  colour  of  the  permanganate 
no  longer  disappears.  On  the  other  hand,  substances  which  will  give 
up  oxygen  are  deoxidized  by  a  known  excessive  quantity  of  reducing 
agent,  the  amount  of  which  excess  is  afterwards  ascertained  by  residual 
titration  with  a  standard  oxidizing  solution ;  the  strength  of  the 
reducing  solution  being  known,  the  quantity  required  is  a  measure  of 
the  substance  which  has  been  reduced  by  it. 

The  oxidizing  agents  best  available  are— -potassium  permanganate, 
iodine,  potassium  bichromate,  and  potassium  ferricyanide. 

The  reducing  agents  are — sulphurous  acid,  sodium  hyposulphite,''^ 
sodium  thiosulphate,  oxalic  acid,  ferrous  oxide,  arsenious  anhydride, 
stannous  chloride,  potassium  ferrocyanide,  and  zinc  or  magnesium, 
and  a  very  powerfvil  deoxidizer,  titanious  chloride,  which  wiU.  be 
described  further  on. 

With  this  variety  of  materials  a  great  many  combinations  may  be 
arranged  so  as  to  make  this  system  of  analysis  very  comprehensive ; 
but  the  following  are  given  as   sufficient  for  almost   all  purposes, 

*Schiltze]iberger's  preparation  is  here  meant. 
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.^nd  as  being  susceptible  of.  the  greatest  amount  of- purity  and  stability 
I  of  material,  with  exceedingly  accurate  results  : — 

1.  Permanganate  and  ferrous  salts  (with  the  rose  colour  as.  indi- 
cator) :  permanganate  -  and  oxalic  acid  (with  the  rose  colom-  as 
indicator). 

2.  Potassium  bichromate  and  ferrous'  salts  (with  cessation  of  blixe 
colour  when  brought  in  contact  with  solution  of  potassium  f erri- 
cyanide  as  indicator). 

3.  Iodine  and  sodium  thiosulphate  (with  starch  as  indicator) ; 
-iodine  and  sodium,  arsehite  (with  starch  as  indicator). 


PEEPAEATION    OF    vSTANDARD    SOLUTIONS. 

PBEMANGANIC    ACID    AND   PEBROUS    OXIDE. 

1.  Fotassium  Permanganate. 

Mn2K20g  =  315-6.      Decinormal  Solution=3'.156  gm.  per  liter. 

§  34.  .The  solution  of  this  salt  is  best  prepared  for  analysis  by 
■dissolving  the  pure,  crystals  in  fresh  distilled  water,  and  should  be 
■of  such  a  strength  that  17'85  c.c.  will  oxidize  1  decigram  of  iron. 
'  The  solution  is  then  decinormal.  If  the  salt  can  .be  had  perfectly 
pure, and  dry,  3:156  gm.  dissolved  m  a  liter  of  water  at  16°  C,  will 
give  an ,  exactly  decinormal  solution:  but,  nevertheless,  it  is  always 
well  to  verify  it  as  described  below.  Fairly  pure  permanganate, 
in  large  crystals/  may  now  be  obtained  in  commerce,  and  if  this  salt  is 
Tecrystallized  twice  from  hot  distilled  water  and  dried  thoroughly  at 
100°  C,  it  will  be  found  practically  pure.  If  kept  in  the  light  in 
ordinary  bottles  it  wdl  retain  its  strength  for  several  months,  if  in 
bottles  covered  with  black  paper  much  longer,  nevertheless,  it  should 
from  time  to  time  be  verified  by  titration  in  one  of  the  following 
ways  : — 

2.  Titration  of  Permanganate. 

(a)     With  Metallic  Iron. — The  purest  iron  to  be  obtained  in 
•  commerce  is  thin  annealed  binding  wire  free  from  rust,  generally 
known  as  flower  wire.*     Its  actual  percentage  of  pure  iron  may  be 
taken  as  99'6. 

Method  op  Peocedueb  :  Fit  a  tight  cork  or  rubber  stopper,  with  bent 
delivery  tube,  into  a  flask  holding  about  300  o.c,  arid  clamp  it  in  a  retort  stand 
in  an  inclined  position,  the  tube  so  bent  as  to  dip  into  a  small  beaker  containing 
-pure  water.  Fill  the  flask  one-third  -with  dilute  pure  sulphuric  acid,  and  add  a 
few  grains  of  sodium  carbonate  in  crystals ;  the  CO^  so  produced  will  drive  out 
the  air.  "While  this  is  being  done  weigh  about  O'l  gram  of  the  wire ;  put  it 
quickly  into  the  flask  when  the  soda  is  dissolved,  and  apply  a  gentle  heat  till  the 
iron  is  completely  in  solution;  a  few  black  specks  of  carbon  are  of  no  con- 

*Some  propoaitioni  have  been  made  to  produce  pure  metallic  iron  by  electrolysis, 
.  but.  the  results  as  to  purity  are  not  always  dependable.  ' 
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sequence.  The!  flask  is  then  rapidly  coBledjuiidera  stream  of  cold  water,,  •diluted 
if  necessary  with  some  recently  boiled  and  ooalei'water,  aiid  theperiHanganate 
run  in  cautiously  from  a.  tap  ^burettft,  witb.conStant.sliaking,  until  a  faint  rose- 
colour  is permanent.  Instead  of  this  axrangement  for  dissolving  the  iron  the 
■appaa'Atus  shown  in  the  section  on  ironanMysis -may  be  used,  §  63. 

The  decomposition  whicli  .ensues  f ram  titiatiag rf errons  oxide  by 
jjeTinanganic  acid. may 'be  representedraSi follows  : — 

lOFeO  ami  Mn^0.j=2ma.O.And5Yefl.^. 

The  weight  of  wire  taken,  multiplied  by  0-996,  will 'give 'the 
actual  weight  of  pure  iron  upon  which  to  calculate  the  strength  of 
the  permanganate. 

(6)  "With  Perrous-ammonium  Sulphate. — In  order  to 
ascertaitt  the  strength  of  the  permanganate,  it  may 'be  titrated  with 
a  weighed  quantity  of  this  substance  instead  of  metallic  iron. 

This  salt  is  a  convenient  one  for  titrating  the  permanganate,  as  it  saves  the 
time  and  trouble  of  dissolving  Itoe' iron,  and  when  perfectly  pure  it  can  be 
depended  on  without  risk.  To  prepare  it,  139  parts  of  the  purest  crystals  of 
ferrous  suiplate,  and  66  parts  of  pure  CTystallized  ammonium  sulphate  are 
separately  dissolved  in  the  least  possible  quantity  of  distilled  water  of  about 
40°  i6.  (if' the  solutions  are  not  perfe6tly  clear  they  must  be  filtered);  mix 
them  at  the  same  temperature  in  a  porcelain  dish,  adding  a  few  drops -<i)f  pure 
sulphuric  .acid,  and  stir  till  cold.  During  the  stirring  the  double.salt  will  fall  in 
a  finely  granulated  form.  Set  aside  for  a  few  hours,  then  pour  off  the  super- 
natant liquid,  and  empty  the  salt  into  a  clean  funnel  with  a  little  cotton 
wool  stuffed  into  the  neck,  so  that  the  mother-hquor  may  drain  away ;  the 
salt  may  then  be  quickly  and  repeatedly  pressed  between  fresh  sheets  of  clean 
filtering  paper.  Lastly,  place  in  a  current  of  air  to  dry  thoroughly,  so  that  .the 
small  grains-adhere  no  longer  to  each  other,  or  to. the  paper  in  which  they  are 
contained,  then  preserve  in  a  stoppered  bottle  for  .use. ,  This  salt  is  useful  for 
many  purposes^  and  should  be  maide  by  the  analyst,,  himself,  as  it  is  difficult 
to  buy  the  pure  ferrous  salt.  Only  a  few  ounces  should  be  made  at  a  lime, 
according  to  the  directions  above,  as  if  large  quantities  are  ma;de  it  is  difficult  to 
dry  the  granular  salt  in  a  purely  ferrous  state. 

The  formula  of  the  salt  is— Fe  (KH^)^  (SO^j,  GH^O  =  392. 
Consequently  it  contains  exactly  one-seventh  of  its  weight  of  iron  ; 
therefore  0'7  gm.  .represents -0*1  gm.  Fe,  aiid  this  .is  a  convenient 
quantity  .to  weigh  for  the  purpose  of  titrating  the  permanganate. 

Mbthod  of  Peocedueb:  0'7  gm.  being  brought  into  dilute  cold  solution 
in  a  flask  or  beaker,  and  20  c.c.  of  dilute  sulphuric  acid  (1  to  5)  added  (the 
titration  of  permanganate,  or  any  other  substance  by  it,  should  always  take  place 
in  the  presence  of  free  acid,  and  preferably  sulphuric),  the  permanganate  is 
delivered  from  a  burette  with  glass  tap,  as  before  described,  until  a  point  occvirs 
when, the  rose  colour  no  longer  disappears  on  shaking. 

(e)  With.  Oxalic  Acid. — This  is  a  very  quick  method  of  titrating 
permanganate,  if  the  exact  value  of  the  solution  of  pure  oxalic  acid  is  known. 
10  CO.  of  normal  solution  are  brought  into  a  flask  with  dilute  sulphuric  acid,  as 
in  the  case  of  the  iron  salt,  and  considerably  diluted  with  water,  then  warmed  to 
about  60°  0.,  and  the  permanganate  added  from  the  burette;  The  colour 
disappears  slowly  at  first,  but  afterwards  more  rapidly,  becoming  first  brown, 
then  yellow,  and  so  on  to  colourless.  More  care  must  be  exercised  in  this 
case  than  in  the  titration  with  iron,  as  the  action  is  not  momentary.     100.  c.c. 
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sliould  be  required  to  be  strietly  deciEormal.    The  ohemioal  change,  nrhioli  occurs 
is  explained  in  §  33. 

(d)  With  Sodium  Oxalate.^The  method  of  titration  is  the  same 
■as  with  oxalic  acid,  but  is  preferable  since  the  salt  may  easily  be  obtai-ned 
ipure,  and  being  anhydrous  may  he  weighed  with  great  exaotoess.  A  decinorimal 
solution  may  be  made  by  dissolving  i6"7  gm.  per  liter.  This  is  one  of  &e<  best 
methods  of  ascertaining  the  exact  strength  of  permanganate. 

3.    Precautions  in  Titrating  with  Permanganate. 

It  must  be  borne,  in  mind  tliat  free  acid  is  always  necessary  in 
titrating  a  substance  with  permanganate,  in  order  to  keep  the 
,  resulting  manganous  oxide  in  sohition.  Sulphuric  acid,  in  a  dilute 
.form,  ihas  no  prejudicial  effect  on  the  pure  permanganate,  even  at 
a  high  temperature.  "With  hydrochloric  acid  .  the  solution  to  be 
titrated  must  be  very  dilute  and  of  low  temperature,  otherwise 
cMorine  wUl  be  Hberated  and  the  analysis  spoiled.  This  acid  acts 
as  a  reducing  agent  on  permanganate  in  concentrated  solution, 
thus — 

MngOy  +  14HC1  =711  f>  +  lOCl  +  2MnCl2. 

The  irregularities  due  to  this  reaction  imay  be  entirely  obviated 
by  the  addition  of  a  few  grams  of  manganous  or  ammonium  sulphate 
before  titration. 

Organic  matter  of  any  kind  decomposes  the  permanganate,  and 
the  solution  therefore  cannot  be  iiltered  through  paper,  nor  can  it  be 
used  in  a  clip  burette,  because  it  is  decomposed  by  the  india-rubber 
tube.     It  may,  however,  be  filtered  through  gun  cotton  or  glass  wool. 

TITRATION  OF  PEBBIO  SALTS  :BY  PERM ANGAW ATE, 

§  35.  All  ferric  compounds  requiring  to  be  estimated  by 
permanganate  must,  of  course,  be  reduced  to  the  ferrous  state. 
.This  is  best,  accomplished  by  metallic  zinc  or  magnesium  in  sulphuric 
acid  solution.  Hydrochloric  may  also  be  used  with  the  precautions 
mentioned. 

The  reduction  occurs  on  simply  adding  to  the  warm  diluted  solution 
small  pieces  of  zinc  (free  from  iron,  or  at  least  with  a  known  quantity 
present)  or  coarsely  powdered  magnesium  until  colourless  ;  or  until  a 
drop  of  the  solution  brought  in  contact  with  a  drop  of  potassium 
thiocyanate  produces  no  red  colour.  All .  the  zinc  or  magnesium  must 
be  dissolved  previous  to  the  titration. 

The  reduction  may  be  hastened  considerably  as  shown  in  §  63.2. 

When  the  reduction  is  complete,  no  time  should  be  lost  in  titrating 
•  the  solution. 

CALCULATION    OP    ANALYSES    MADE    WITH 
PERMANGANATE  SOLUTION. 

§  36.  The  calculation  of  analyses  with  permanganate,  if  the 
■  solution  is  not  strictly  ■  decinormal,  may  be  made  by  ascertaining  its 
coefficient,   reducing  the  number  of  c.c.   used  for  it  to  decinormal 
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..strength,,  and  multiplying  the  number,  of  c.c.  thus  founcl  by  to  wo  °^ 
the  equivalent  weight  of  the  substance  sought;  for' instance — 

Suppose  that  ,15  c.c.   of  permanganate  solution  have  been  found 

-to    equal    0-1    gm'.    iron;    it    is    required    to    reduce    the    15    c.c. 

.to ;  decinormal   strength,    which   would    require    1000    c.c.    of    per- 

"manganate  to  every  5'6  gm.  iron,  therefore  5-6  :  1000  :  :  O'l  :  a;  = 
17-85  C.C. ;  17-85  X  0-0056=0-09996  gm.  iron,  which  is  as  near  to 
0-1  gm.  as  can  be  required.  Or  the  coefficient  necessary  to  reduce 
the  number  of  c.c.  used  may  be  found  as  foUows  : — 0-1    :    15    :  : 

0-6  :  .(;  =  84  c.c,   thereforei^^=l-19.       Consequently    1-19    is   the 

84 

^coefficient  by  which  to  reduce  the  number  of  c.c.   of  that  special 

■permanganate  used  in  any  analysis  to  the  decinormal  strength  from 

whence   the   weight   of    substance    sought    may    be    found    in   the 

usual  way. 

Another  plan  is  to  find  the  quantity  of  iron  or  oxalic  acid  repre- 

-sented  by  the  permanganate  used  in  any  given  analysis,  and  this  being 

done  the  following  simple  equation  gives  the  required  result : — 

Fe  (56)  eq.  weight  of  the  weight  the  weight  of 

or        :        the  substance  :  :      of  Fe  or      :  substance 

O  (63)  sought  O  found  sought 

In  other  words,  if  the  equivalent  weight  of  the  substance  analyzed  be 
•divided  by  56  or  63  (the  respective  equivalent  weights  of  iron  or 
oxalic  acid),  a  coefficient  is  obtained  by  which  to  multiply  the  weight 
-of  iron  or  oxalic  acid,  equal  to  the  permanganate  used,  and  the 
product  is  the  weight  of  the  substance  titrated. 

For   example :    sulphuretted   hydrogen   is   the    substance    sought, 
llie  eq.  weight  of  HjS   corresponding  to  2   eq.   Fe  is  17  :  let  this 

17 
number  be  divided  by  56,^^=0-3036,  therefore,  if  the  quantity  of 
Ob 

iron   represented  by   the   permanganate   used   in   an   estimation   of 

HjS  be  multiplied  hj  0-3036,  the  product  will  be  the  weight  of  the 

sulphuretted  hydrogen  sought. 

Again  ;   in   the   case    of    manganese    peroxide   whose   equivalent 

weight  is '43-4. 

43-4  „;-^. 

'  The  weight  of  iron  therefore  found  by  permanganate  in  any  analysis 
multiplied  by  the  coefficient  0-775  will  give  the  amount  of  peroxide 
MnOj.     Again  :  if  m  gm.  iron^/i;   c.c.    permanganate,    then    1    c.c. 

permanganate=  =-gm.  metallic  iron. 
k 

The    equivalents   here    given    are    on    the    hydrogen    scale,    iu 

■accordance  with  the  normal  system  of  solutions  adopted ;  and  tlras 

it   is   seen   that   two   equivalents   of   iron   are   converted   from    the 

ferrous   to   the   ferric   state   by   the   same    quantity   of    oxygen   as 

.suffices   to   oxidize    one    equivalent    of    oxalic    acid,     sulphuretted 

Jiydrogen,  or  manganese  peroxide. 
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1  c.c.  decinonual  permanganate  is  eqiiivalent  to 


0-0056 

gm. 

Pe  estimated  in  the  ferrous  state 

0-0072 

T-eO      „ 

0-008 

I'eaOa    „              „              „ 

0-003733 

Fe         „    from  FeS 

0-0059 

Sn         „         „     SnOla. 

0-00295 

Sn         „        „     SnSj 

0-00315 

Ou-estimated  from  CuS 

0-00274 

J) 

Mn        „          „      MnS 

0-00315 

Cu         „          „      Cu  +  Fe^Cls 

0-0063 

Cu         „          „      CuO  +  Pe 

0-0017 

,, 

H,S       ,. 

0-0008 

5) 

O 

O-O063 

() 

0-002 

„ 

Ca  from  CaCjOi 

0-0120 

„ 

Ur    „    TJrO,  etc.,  etc. 

When  possible  the  necessary  coefficients  will  be  given  in  the 
tables  preceding  any  leading  substance. 

CHROMIC   ACID   AND   PEBROUS    OXIDE. 

§  37.  Potassium  bichromate,  which  appears  to  have  been  first 
proposed  by  Penny,  possesses  the  advantage  over  pemianganate,  that 
it  is  absolutely  permanent  iii  solution,  may  easUy  be  obtained  in 
a  pure  state,  and  its  solution  may  be  used  in  Mohr's  burette  without 
undergoing  the  change  peculiar  to  permanganate  :  on  the  other  hand, 
the  end  of  the  reaction  in  the  estimation  of,  iron  can  only  be  known 
by  an  external  indicator ;  that  is  to  say,  a  drop  of  the  mixture  is 
brought  in  contact  with  a  drop  of  solution  of  potassium  ferricyanide 
(freshly  prepared)  upon  a  white  slab  or  plate..  While  the  ferrous 
oxide  is  in  tolerable  excess,  a  rich  blue  colour  occurs  at  the  point  of 
contact  between  the  drops ;  but  as  this  excess  continues  to  lessen  by 
the  addition  of  the  bichromate,  the  blue  becomes  somewhat  turbid, 
having  first  a  green,  then  a  grey,  and  lastly  a  brown  shade.  When 
the  greenish-blue  tint  has  aU. disappeared,  the  process  is  finished.  This 
series  of  changes  in  the  colour  admits  of  tolerably  sure  reading  of  the 
burette,  after  some  little  practice  is  obtained. 

The  reaction  between  chromic  acid  and  ferrous  oxide  may  be 
represented  by  the  formula  : 

2Cr03  +  6FeO=Cr203  +  SFe^Og. 

The  decomposition  takes  place  immediately,  and  at  ordinary  tempera- 
tures, in  the  presence  of  free  sulphuric  or  hydrochloric  acid.  Nitric 
acid  is  of  course  inadmissible. 

The  reduction  of  ferric  compounds  to  the  ferrous  state  may  be 
accomplished  by  zinc,*  magnesium,  sodium  sulphite,  ammonium 
bisulphite,  or  su.lphurous  acid ;  or,  instead  of  these,  stannous  chloride 
may  be  used,  which  acts  very  rapidly  as  a  reducing  agent  upon 
ferric  oxide,  the  yellow  colour  of  the  solution  disappearing  almost 
immediately. 

*  When  zinc  is  used,  the  zinc  ferricyanide  somewhat  ohscures  the  critical  point  in  testing 
with  the  indicator. 
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In  the  analysis  of  iron  ores,  reduction  by  the  latter  is  very  rapid 
and  serviceable ;  the  greatest  care,  however,  is-  necessary  that  the 
stannous  chloride  is  not  present  in  excess,  as  this  virould  consume  the 
bichromate  solution  equally  with  the  ferrous  oxide,  and  so  lead  to 
false  results.  The  discharge  of  the  yellow  colour  of  the  iron  solution 
may  with  care  be  made  a  very  sure  indicator  of  the  exact  point  of 
reduction.  But  in  order  to  olDviate  the  inaccuracy  which  would  be 
produced  by  an  excess  of  tin  in  the  state  of  protosalt,  an  aqueous 
solution  of  mercuric  chloride  should  be  added  to  the  mixture  in  slight 
excess ;  the  stannous  chloride  is  then  all  converted  into  stannic 
chloride,  and  the  titration  with  bichromate  may  proceed  as  usual ; 
a  precipitate  of  HgjClj  does  not  interfere.  The  concentrated  hydro- 
chloric solution  of  iron  is  heated  to  gentle  boiling,  and  the  moderately 
dilute  tin  solution  added  with  a  pipette,  waiting  a  moment  for  each 
addition  tiH  the  last  traces  of  colour  have  disajspeared ;  the  solution 
is  then  poured  into  a  beaker,  diluted  with  boiled  and  cooled  water, 
mercuric  solution  added,  and  titrated  with  the  bichromate  as  above 
described. 

It  is  absolutely  necessary  that  the  solution  of  ferricyanid'e  used  as 
the  iadicator  with  bichromate  should  be  free  from  f errocyanide ;  and 
as  a  solution  When  exposed  to  air  for  a  short  time  becomes  in  some 
measure  converted  into  the  latter,  it  is  necessary  to  iise  a  freshly 
prepared  liquid. 

1.    Preparation  of  the  Decinormal  Solution  of  Bichroniate. 

4 '9 13  gro.  per  liter. 

The  reaction  which  takes  place  between  potassium  bichromate  and 
ferrous  oxide  is, 

6FeO  +  Cr^KaOy  =  SFe^Oj  +  CraOj  +  K^O. 

It  is  therefore  necessary  th^t  ^  eq.  in  grams  should  be  used  for  the- liter 
as  a  normal  solution  and  -^-^  for  the  decinormal ;  and  as  it  is  preferable 
on  many  accounts  to  use  a  dilute  solution,  the  latter  is  the  more 
convenient  for  general  purposes. 

Taking  the  equivalent  number  of  cliromium  as  52'1,  that  of  potassium 
bichromate  is  294-68;  if,  therefore,  -^  of  this  latter  number  =  4-91  gm. 
of  the  pure  well  dried  salt  be  dissolved  in  a  liter  of  water,  the  deci- 
normal solution  is  obtained. 

1  c.c.  of  this  solution  is  capable  of  yielding  up  xjrffzrtr  ®*1-  ™-  grams 
of  oxygen,  and  is  therefore  equivalent  to  the  xttfttct  ^1-  °f  ^^J 
substance  which  takes  up  1  equivalent  of  oxygen. 

2.    Solution  of  Stannous  Chloride. 

About  10  gm.  of  pure  tin  in  thin  pieces  are  put  into  a  large  platinum 
capsule,  about  200  c  c.  strong  pure  hydrochloric  acid  poured  over  it, 
and  heated  till  it  is  dissolved ;  or  it  may  be  dissolved  in  a  porcelain 
capsule  or  glass  flask,  adding  pieces  of  platinum  foil  to  excite  a  galvanic 
ciTrrent.     The  solution  so  obtained  is  diluted  to  about  a  liter  with 
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distilled  water,  and  preserved  in  the  bottle  (fig.  24)  to  which  the  air 
can  only  gain  access  tlyough  a  strongly  alkaline  solution  of  pyrogaUic 
acid.  When  kept  in  this  manner,  the  strength  will  not  alter  materially 
in  a  month.  If  not  so  preserved,  the  solution  varies  considerably 
from  day  to  day,  and  therefore  should  always  be  titrated  before  use  as 
described  in  §  64  if  required  for  quantitative  analysis. 

IODINE   AND   SODIUM   THIOSULPHATE. 

§  38.  The  principle  of  this  now  beautiful  and  exact  method  of 
analysis  was  first  discovered  by  Dupasquier,  who  used  a  solution  of 
sulphurous  acid  instead  of  sodium  thiosuphate.  Bunsen  improved 
his  method  considerably  by  ascertaining  the  sources  of  failure  to  which 
it  was  liable,  which  consisted  in  the  use  of  a  too  concentrated  solution 
of  sulphurous  acid.  The  reaction  between  iodine  and  very  dilute 
sulphurous  acid  may  be  represented  by  the  formula — 

SO2  + 12  +  2H20=2HI  +  HgSO^. 

If  the  sulphurous  acid  is  more  concentrated,  i.e.,  above  0'04  per  cent., 
in  a  short  time  the  action  is  reversed,  the  irregularity  of  decomposition 
varying  with  the  quantity  of  water  present,  and  the  rapidity  with 
which  the  iodine  is  added.* 

Sulphurous  acid,  however,  very  rapidly  changes  by  keeping  even  in 
the  most  careful  manner,  and  cannot  therefore  be  used  for  a  standard 
solution.  The  substitution  of  sodium  thiosulphate  is  a  great  advantage, 
inasmuch  as  the  salt  is  easily  obtained  in  a  pure  state,  and  may  be 
directly  weighed  for  the  standard  solution.    The  reaction  is  as  folio  ws : — 

aisTa^SjOg  +  21  =  mal  +  Na^S^O^, 

the  result  being  that  thiosulphuric  acid  takes  oxygen  from  the  water,, 
with  the  production  of  tetrathidnic  and  hydriodic  acids  in  combination 
with  soda. 

In  order  to  ascertain  the  end  of  the  reaction  in  analysis  by  this 
method  an  indicator  is  necessary,  and  the  most  delicate  and  sensitive 
for  the  purpose  is  starch,  which  produces  with  the  slightest  trace  of 
free  iodine  in  cold  solution  the  well-known  blue  iodide  of  starch. 
Hydriodic  or  mineral  acids  and  iodides  have  no  influence  upon  the 
colour.     Caustic  alkalies  d-estroy  it. 

The  principle  of  this  method,  namely,  the  use  of  iodine  as  an 
indirect  oxidizing  body  by  its  action  upon  the  elements  of  water, 
forming  hydriodic  acid  with  the  hydrogen,  and  liberating  the  oxygen 
in  an  active  state,  can  be  applied  to  the  determination  of  a  great 
variety  of  substances  with  extreme  accuracy. 

Bodies  which  take  up  oxygen,  and  decolorize  the  iodine  solution, 
such  as  sulphurous  aeid,  sulphites,  sulphuretted  hydrogen,  alkaline 
thiosvilphites  and  arsenites,  stannous  chloride,  etc.,  are  brought  into 
dilute  solution,  starch  added,  and  the  iodine  delivered  in  with  constant 

*  This  irregularity  is  nowo'b-ciated'bytlie  method  of  G-iles  and  Shearer  (§76.5),  in  which 
solutions  of'  SO2  or  sulphites  of  any  streagth  may  be  accurately  titrated  with  iodine,  by 
adding  the  latter  to  the  former  in  excess,  and  when  the  reaction  is  complete  titrating  the^ 
excess  of  iodine  with  thioEulphate. 

K    2 
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shaking  or  stirring  until  a  point  occurs  at  which  a  final  drop  of  iodine 
colours  the  whole  blue — a  sign  that  the  substance  can  take  up  no  more 
iodine,  and  that  the  drop  in  excess  has  shown  its  characteristic  effect 
upon  the  starch. 

Pree  chloruie,  or  its  active  compounds,  cannot,  however,  be  titrated 
with  thiosulphate  directly,  owing  to  the  fact  that,  instead  of  tetrathionic 
acid  being  produced  as  with  iodine,  sulphuric  acid  occurs,  as  may  be 
readily  seen  by  testing  with  barium  chloride.  In  such  cases,  therefore, 
the  chlorine  must  be  evolved  from  its  compound  and  passed  into  an 
excess  of  solution  of  pure  potassium  iodide,  where  it  at  once  liberates 
its  equivalent  of  iodine,  which  can  then,  of  course,  be  estimated  with 
thiosulphate. 

All  bodies  which  contain  available  oxygen,  and  which  evolve  chlorine 
when  boiled  with  strong  hydrochloric  acid,  such  as  the  chromates, 
■manganates,  and  all  metallic  peroxides,  can  be  readily  and  most 
Accurately  estimated  by  this  method. 

1.     Preparation  of  the  Decinormal  Solution  of  Iodine, 

1  =  127;  12-7  gm.  per  liter. 

Chemically  pure  iodine  may  best  be  obtained  by  the  Stas  method. 
•Commercial  resublimed  iodine  is  mixed  with  about  one-half  of  its 
weight  of  potassium  iodide,  and  dissolved  in  half  its  weight  of  water, 
the  iodine  is  then  precipitated  by  water,  then  transferred  to  a  funnel 
whose  neck  is  filled  with  freshly  ignited  asbestos,  then  well  washed  to 
remove  the  potassium  iodide,  and  dried  at  a  moderate  heat,  and  finally 
over  sulphuric  acid.  It  is  then  sublimed  by  gently  heating  the  iodine 
between  two  large  watch-glasses  or  porcelain  capsules ;  the  lower  one 
being  placed  upon  a  heated  iron  plate,  the  iodine  sublimes  in  brilliant 
plates,  which,  with  the  exception  of  a  trace  of  moisture,  it  is  then 
■sublimed  again  twice,  and  finally  dried  over  sulphuric  acid. 

Another  method  of  sublimation  has  been  carried  out  by  A.  Gross 
(G.  N.  88,  274)  as  foUows  :— 

The  iodine  prepared  by  the  methods  previously  described  was  placed  in  a  piece 
•of  combustion  tubing  slightly  inclined,  and  resting  on  a  support.  Following 
the  iodine  was  a  plug  of  ignited  asbestos  to  prevent  the  heated  iodine  from 
running  down  the  tube.  The  lower  end  of  the  tube  was  connected  to  two  tubes 
containing  phosphoric  anhydride,  and  one  containing  calcium  chloride.  In  this 
manner  the  air  drawn  through  was  perfectly  dry.  The  upper  end  was  covered 
by  a  bottle  fitted  to  a  rubber  cork  to  catch  any  vapour  not  previously  condensed. 

Through  the  cork  passed  a  glass  tube  which  connected  to  an  empty  jar  as 
a  precautionary  measure,  and  in  turn  to  a  cylinder  containing  water  and  the 
suction  pump.  The  suction  was  regulated  by  the  bubbles  produced  in  the 
cylinder.  To  prevent  any  accident  from  too  sudden  heating  a  piece  of  iron  pipe 
was  placed  over  that  part  of  the  tube  containing  the  asbestos  and  iodine,  and 
extending  beyond  for  about  four  inches.  This  was  protected  from  the  glass  by 
asbestos. 

A  gentle  heat  was  used  and  enough  suction  applied  to  condense  the  vapour 
sufiaoiently  far  enough  away  from  the  pipe  to  prevent  any  liquefaction  of  the 
sublimed  crystals. 

The  succeeding  two  sublimations  were  conducted  in  precisely  the  same  manner. 

The  watch-glass  or  capsule  containing  the  iodine  is  placed  under  the 
exsiccator  to  cool,  then  12-7  gm.  are  accurately  weighed,  and  together 
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with  about  18  gm.  of  pure  potassium  iodide  (free  from  iodate)* 
dissolved  in  about  250  c.o.  of  water  and  diluted  to  a  liter.  The  flask 
must  not  be  heated  in  order  to  promote  solution,  or  iodine  vapours 
would  be  lost  in  the  operation. 

The  iodine  solution  is  best  preserved  in  stoppered  bottles,  kept  cool 
in  the  dark,  and  which  should  be  completely  filled. 

The  verification  of  the  iodine  solution  may  be  done  in  many  ways. 
Pure  sodium  thiosulphate  prepared  as  described  below,  or  a  strictly  ^/lo 
solution  of  it,  or  again  j)ure  arsenious  acid  or  its  ^/lo  solution,  with  the 
addition  of  a  little  sodium  bicarbonate.  It  may  be  titrated  with 
barium  thiosulphate  as  proposed  by  Plimpton  and  Chorley;  this 
latter  salt  possesses  a  high  molecular  weight,  267  parts  being  equivalent 
to  127  of  iodine,  but  being  sparingly  soluble  in  water  the  titration 
must  be  carefully  clone,  inasmuch  as  the  crystalline  powder  has  to  be 
gradually  decomposed  by  the  iodine,  and  the  end-point  may  easily  be 
overstepped.  A  weighed  quantity  of  the  finely  powdered  salt  is  put 
into  a  stoppered  bottle  with  water,  and  the  iodine  run  in  from  a  burette 
with  continuous  shaking,  until  the  salt  is  nearly  dissolved ;  starch 
indicator  is  then  added,  and  the  iodine  continued  with  shaking  until 
the  blue  colour  is  faintly  permanent. 

Pure  barium  thiosulphate  is  easily  prepared  by  mixing  together 
a  warm  solution  of  50  gm.  of  sodium  thiosulphate  in  300  c.c.  of 
water,  and  40  gm.  of  barium  cliloride  in  a  like  volume  of  warm  water ; 
after  stirring  well,  the  salt  soon  separates  in  fine  powdery  crystals. 
These  are  collected  in  a  funnel  stopped  with  glass  or  cotton  wool, 
repeatedly  washed  with  cold  water  till  all  chlorine  is  removed,  then 
dried  at  below  30°  C.  on  a  glass  or  porcelain  j^late  imtil  all  extraneous 
moisture  is  removed ;  or  the  crystals  may  be  treated,  after  thorough 
washmg  witli  alcohol  and  ether,  as  described  below  for  sodiiun. 
thiosulphate. 

2.    Decinormal  Sodium  Thiosulphate. 

Na^SgOj,  SHgO  =  248-27  =  24-827  gm.  per  liter. 

It  is  not  diificult  either  to  manufacture  or  procure  pure  sodium 
thiosuljDhate,  but  there  may  be  uncertainty  as  to  extraneous  water  held 
within  the  crystals.  In  order  to  avoid  this  Meineke  {Chem  Zeit. 
xviii.  33)  recommends  that  the  otherwise  pure  crystals  be  broken  to 
coarse  powder,  washed  first  with  pure  alcohol,  then  with  ether,  and 
lastly  dried  in,  a  current  of  dry  air  at  ordinary  temperature.  The  salt 
so  prepared  may  be  weighed  directly,  and  dissolved  in  a  liter  of 
distilled  water,  and  then  titrated  with  the  iodine  solution  and  starch. 
It  is  advisable  to  preserve  the  solution  in  the  dark.  After  a  time  all 
solutions  of  thiosulphate  undergo  a  slight  amount  of  oxidation,  and 
sulj)hur  deposits  upon  the  bottle ;  it  is  therefore  always  advisable  to- 
titrate  it  previous  to  use. 

♦Morse  and  Burton  {j4mei-.  Chem.- Jour.,  1838)  state  that  potassium  iodide  may  be- 
completely  freed  from  iodate  by  boiling  a  solution  of  it  -witli  zinc  amalgam,  prepared  by 
shaking  zinc  dust  in  good  proportion  -with  mercury  in  presence  of  tartaric  acid,  and  washing 
with  water.  The  iodate  is  completely  reduced  with  formation  of  zinc  hydroxide.  Tha 
pure  solution  of  iodide  is  filtered  for  use  througli  a  paper  filter  saturated  with  hot  water. 
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In  using  the  iodine  solution  a  tap  burette  should  be  emploj'-ed,  as 
the  rubber  tube  becomes  hard  and  useless. 

3.    Starch  Indicator. 

One  part  of  clean  potato  starch,  or  arrowroot,  is  first  mixed 
smoothly  with  cold  water  into  emulsion,  then  gradually  poured 
into  about  150  or  200  times  its  weight  of  boUing  water,  the  boUing 
continued  for  a  few  minutes,  then  allowed  to  stand  and  settle 
thoroughly;  the  clear  solution  only  is  to  be  used  as  the  indicator, 
of  which  a  few  drops  only  are  necessary.*  The  solution  may  be 
preserved  for  some  time  by  adding  to  it  a  few  drops  of  chloroform, 
and  shaking  well  in  a  stoppered  bottle,  but  it  is  preferable  to  use  a 
fresh  solution  in  all  cases. 

Lintner's  soluble  starch  acts  well  as  an  indicator,  as  it  gives  at 
once  a  clear  solution  in  boiling  water.  The  colour  which  occurs  with 
this  form  of  starch  is  not  quite  so  pure  a  blue  as  fresh  ordinary 
starch,  owing  to  the  presence  of  some  dextrine  produced  unavoidably 
in  the  preparation,  but  it  is  no  hindrance  to  the  end-point  in  jjractice. 

Extension  of  the  lodometric  System. 

jThe  verification  and  extension  of  iodometrio  methods  have  received  considerable 
attention  from  a  great  number  of  chemists,  among  whom  may  be  mentioned 
J.  Wagner  (Z.  a.  C,  1899,  427-453),  who  has  determined  the  accuracy  of  the 
estimation,  by  means  of  thiosulphate  solutions,  of  the  iodine  liberated  from 
acidified  pot^sium  iodide  solutions  when  the  oxidizing  agents  employed  are 
potassium  and  sodium  bromate,  potassium  bichromate,  chromate,  and  iodate. 
The  titrations  should  be  carried  out  in  flasks  and  not  in  beakers ;  a  titration 
with  potassium  bichromate  and  iodide  required  25"67  c.c.  of  thiosulphate  when 
carried  out  in  a  flask,  and  three  titrations  varied  by  only  O'Ol  c.c. ;  a  similar 
titration  in  a  beaker  required  25-52  c.c.  of  thiosulphate,  and  three  titrations 
varied  as  much  as  0'07  c.c. 

With  reference  to  the  application  of  iodometry  to  the  estimation  of  acids  and 
alkalies  Walker  and  Gillespie  (Z.  a.  C,  1899,  194)  have  shown  that  when 
iodine  acts'  upon  a  solution  of  a  metallic  hydroxide  at  a  temperature  high 
enough  to  destroy  any  trace  of  hypoiodite  a  perfectly  neutral  liquid  is  produced 
which  contaias  1  molecule  of  iodate  to  5  of  iodide.  On  adding  dilute  acid,  these 
two  salts  interact  in  the  well-known. way,  evolving  6  atoms  of  iodine;  and  by 
titration  with  thiosulphate  or  arsenious  acid,  the  iodine — that  is  to  say,  the 
original  hydroxide — may  be  estimated.  Similarly,  an  acid  may  be  neutralized  by 
a  known  excess  .of  alkali  standardized  ia  this  way,  when  determination  of  the 
surplus  will  give  the  strength  of  the  acid.  The  process  has  been  tested  on  the 
hydroxides  of  the  alkalies  and  alkaline  earths,  on  sulphuric  and  hydrochloric 
acids;  and  although  the  precautions  necessary  to  avoid  loss  of  iodine  and 
carbonation  of  the  liquid  perhaps  render  it  somewhat  complicated,  the  reaction 
proceeds  so  smoothly  that  it  should  be  serviceable  for  the  indirect  analysis  of 
acids  and  probably  for  other  suitable  compounds.  It  cannot,  however,  be 
employed  on  alkali-metal  carbonates.  The  method  outlined  by  Phelps 
{Analyst,  1897,  55)  may  with  advantage  be  slightly  modified.  A  moderate 
excess  of  deciuormal  iodine  is  placed  in  a  lightly-covered  conical  flask,  the  alkali 
is  added  (or,  in  determining  acid,  the  acid  is  added,  followed  by  a  measured 
excess  of  standard  alkali),  and  the  whole  is  boiled  till  all  free  iodine  is  volatilized. 
The  bulk  of  the  liquid  in  all  tests  should  be  uniform  and  as  small  as  possible, 

*  In  lodometric  analyses  it  Is  always  advisable  in  titrating  the  free  iodine  with  thio- 
sulphate or  arsenious  solution  to  delay  adding  the  starch  untU  the  iodine  colour  is  neaxly 
removed  j  a  much  more  delicate  ending  may  he  obtained  and  with  very  little  starch. 
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starting  with  about  100  c.o.  and  boiling  down  to  about  35  o.o.  Tlie  vessel 
is  cooled  in  a  stream  of  water,  10  o.o.  of  dilute  sulphuric  or  hydrochloric  acid 
added,  and  the  liquid  titrated  with  thiosulphate  and  starch  in  the  usual  way. 

W.  L.  Andrews  {Zeit  anorg.  Chew,.,  1903,  76)  states  that  when  eWbrine 
water  is  added  to  a  neutral  solution  of  potassium  iodide  until  the  chloroform  used 
as  indicator  is  decolorized,  reaction  takes  place  according  to  the  equation: 
KI+3Cl2  +  3H20  =  KCl  +  HI03  +  5HCl,  but  if  a  large  excess  of  hydro- 
chloric acid  is  present,  the  reaction  takes  place  according  to  the  equation  : 
KI  +  Cl2=KCl  +  ICl.  In  both  cases,  the  end-point  of  the  reaction  is  sharp. 
The  reaction  of  potassium  iodate  on  potassium  iodide  is  similarly  dependent  on 
the  amount  of  acid  present ;  if  there  is  a  large  excess  of  acid,  the  reaction  takes 
place  according  to  the  equation :  2KI  +  KIO3  +  6HC1  =  3KC1  +  3IC1  +  3H2O,  and 
this  reaction  is  used  in  the  estimation  of  iodides,  free  iodine,  ohromates,  chlorates, 
antimony,  arsenic,  and  iron.  In  the  estimation  of  an  iodide,  so  much  con- 
centrated hydrochloric  acid  is  added  that  after  titration  there  will  be  not  less 
"than  15  per  cent,  present ;  about  5  c.c.of  chloroform  are  added,  and  the  solution 
is  titrated  in  a  stoppered  bottle  with  ^/lo  potassium  iodate  solution  until  the 
chloroform  is  decolorized  and  the  aqueous  solution  is  yellow,  on  account  of  the 
presence  of  dissolved  iodine  chloride.  In  the  estimation  of  oxidizing  compounds, 
a  known  excess  of  potassium  iodide  is  first  added,  and  the  same  method  employed 
in  order  to  determine  the  excess  which  has  been  taken.  For  the  estimation 
«f  the  antimony  and- arsenic,  no  nitric  acid  and  silver  nitrate  is  added.  The 
precipitate  is  washed  and  digested  with  zinc  and  dilute  sulphuric  acid;  the 
resulting  solution  is  neutralized,  filtered,  and  examined  by  the  method  already 
described. 


ANALYSIS  OP  SUBSTANCES  BY  DISTILLATIOlf 
WITH  HYDRO  CHLOEIC  ACID  INTO  ALKALINE 
IODIDE. 

§  39."*  There  are  a  great  variety  of  substances  containing  oxygen, 
which  when^boiled  v^ith  hydrochloric  acid  yield  chlorine,  equiyalent 
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to  tlie  whole  or  a  part  only  of  the  oxygen  tliey  contain  according  to 
circumstances.  Upon  this  fact  are  based  the  variety  of  analyses 
which  may  be  accomplished  by  means  of  iodine  and  sodium  thio- 
sulphate,  or  arsenite ;  the  chlorine  so  evolved,  however,  is  not  itself 
estimated,  but  is  conveyed  by  means  of  a  suitable  apparatus  into 
a  solution  of  potassium  iodide,  thereby  liberating  an  equivalent 
quantity  of  iodine.  This  latter  body  is  then  estimated  by  thio- 
sulphate ;  the  quantity  so  found  is,  therefore,  a  measure  of  the 
oxygen  existing  in  the  original  substance,  and  consequently  a  measure 
of  the  substance  itself.  Analyses  of  this  class  may  be  made  the  most 
exact  in  the  whole  range  of  volumetric  analysis,  far  outstrijaping  any 
l^rocess  by  weight. 

The  apparatus  used  for  distilling,  the  substances,  and  conveying  the 
liberated  chlorine  into  the  alkaline  iodide,  may  possess  a  variety  of 
forms,  the  most  serviceable,  however,  being  the  kinds  devised 
respectively  by  Bunsen,  Fresenius,  Mohr,  and  others,  among 
which  one  of  the  best  is  one  constructed  so  as  to  avoid  the  use  of 
corks  or  india-rubber,  which  are  soon  destroyed  by  the  corrosive 
action  of  iodine  and  acid  (see  §  62,  fig.  43). 


Pig.  40. 

Bunsen's  arrangemejit  consists  of  an  inverted  retort,  into  the  neck 
of  which  the  tube  from  the  small  distilling  flask  is  passed. 
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Owing  to  the  great  solubility  of  HCl  in  the  form  of  gas,  the 
apparatus  must  be  so  constructed  that  when  all  CI  is  liberated  and 
HCl  begins  to  distil,  the  liquid  may  not  rush  back  to  the  flask 
owing  to  condensation. 

The  best  preventive  of  this  regurgitation  is,  however,  suggested  by 
Fresenius,  and  applicable  to  each  kind  of  apparatus ;  namely,  the 
addition  of  a  few  pieces  of  pure  magnesite.  This  substance  dissolves- 
but  slowly  in  the  liydrocliloric  acid,  and  so  keeps  up  a  constant  flow 
of  COj,  the  pressure  of  which  is  sufiicient  to  prevent  the  returrt 
of  the  liquid. 

The  apparatus  contrived  by  Fresenius  is  shown  in  fig.  39,  and  is 
exceedingly  useful  as  an  absorption  apparatus  for  general  purposes. 

!Mohr's  apparatus  is  shown  in  fig.  40,  and  is,  on  account  of  its 
simplicity  of  construction,  very  easy  to  use. 

The  distilling  flask  is  of  about  2  oz.  capacity,  and  is  fitted  with  i> 
cork  soaked  to  saturation  in  melted  jiEiraffin ;  through  the  corlc 
the  delivery  tube  containing  one  bulb  jiasses,  and  is  again  passed 
through  a  common  cork,  fitted  loosely  in  a  stout  tube  about  12  or 
1-3  inches  long  and  1  inch  wide,  closed  at  one  end  like  a  test  tube. 
This  tube,  containing  the  alkaline  iodide,  is  placed  in  an  hydrometer 
glass,  about  1 2  inches  high,  and  surrounded  by  cold  water ;  the 
delivery  tube  is  drawn  out  to  a  fine  point,  and  reaches  nearly  to  the 
bottom  of  the  condenser.  No  support  or  clamp  is  necessary,  as  the 
hydrometer  glass  keeps  everything  in  position.  The  substance  to  be 
distilled  is  put  into  the  flask  and  covered  with  strong  hydrochloric 
acid,  the  magnesite  added,  the  condenser  supplied  with  a  sufficient 
quantity  of  iodide  solution,  and  the  apparatus  put  together  tightly. 
Either  an  argahd  or  common  spirit  lamp,  or  gas,  may  be  used  for 
heating  the  flask,  but  the  flame  must  be  manageable,  so  that  the 
boiling  can  be  regulated  at  will.  In  the  case  of  the  common  spirit 
lamp  it  may  be  held  in  the  hand,  and  applied  or  withdrawn  according 
to  the  necessities  of  the  case ;  the  argand  spirit  or  gas  lamp  can,  of 
course,  be  regulated  by  the  usual  arrangements  for  the  purpose. 
If  the  iodine  liberated  by  the  chlorine  evolved  should  be  more 
than  will  remain  in  solution,  the  cork  of  the  condensing  tube  must  be 
lifted,  and  more  solution  added.  When  the  operation  is  judged  to  bo 
at  an  end,  the  apparatus  is  disconnected,  and  the  delivery  tube  washed 
out  into  the  iodide  solution,  which  is  then  emptied  into  a  beaker  or 
flask  and  preserved  for  titration,  a  little  fresh  iodide  sokition  is  put 
into  the  condenser,  the  apparatus  again  put  together,  and  a  second  dis- 
tillation commenced,  and  continued  for  a  minute  or  so,  to  collect  every 
trace  of  free  chlorine  present.  This  second  operation  is  only  necessary 
as  a  safeguard  in  case  the  first  should  not  have  been  complete. 

The  solutions  are  then  mixed  together  and  titrated  in  the  manner 
previously  described.  In  all  cases  the  solution  must  be  cooled 
before  adding  the  thiosulphate,  otherwise  sulphuric  acid  might  be 
formed. 

Instead  of  the  large  test  tube,  some  operators  use  a  IJ  tube  to 
contain  the  potassium  iodide,  having  a  bulb  in  each  limb,  but  the 
latter  is  not  necessary  if  magnesite  is  used. 
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Tlie  solution  of  potassium  iodide  may  conveniently  be  made  of 
such  .a  .strength  that  -y^  eq.  or  33-2  gm.  are  contained  in  the  liter. 
1  c.c.  ■will  then  be  sufficient  to  absorb  the  quantity  of  free  iodine, 
representing  1  ,  per  cent,  of  oxygen  in  the  substance  analyzed, 
■eupposing  it  to  be  weighed  in  the  metric  system.  In  examining 
peroxide  of  manganese,  for  instance,  0'436  gm.  would  be  used,  and 
supposing  the  percentage  of  peroxide  to  be  about  sixty,  60  c.c.  of 
iodide  solution  would  be  sufficient  to  absorb  the  chlorine  and  keep  in 
solution  the  iodine  liberated  by  the  process ;  it  is  advisable,  however, 
to  have  an  excess  of  iodide,  and,  therefore,  in  this  case,  about  70  c.c. 
or  dm.  should  he  used.  A  solution  of  indefinite  strength  will  answer 
as  well,  so  long  as  enough  is  used  to  absorb  all  the  iodine.  It  may 
sometimes  happen  that  not  enough  iodide  is  present  to  keep  all  the 
liberated  iodine  in  solution,  iu  which  case  it  will  separate  out  in  the 
solid  form;  more  iodide;  however,  may  be  added  ±0  dissolve  the 
iodine,  and  the  titration  can  then  be  made  as  usual. 

The  process  of  distillation  above  described  may  be  avoided  in 
many  cases.  There  are  a  great  number  of  substances  which,  by 
mere  digestion  with  hydrochloric  acid  and  potassium  iodide  at  an 
elevated  temperature,  undergo  decomposition 

■quite  as  completely  as  by  .distillation.     For  ^^^m-  <:j^ 

this   purpose   a   strong    bottle   with   a   very  r 
.accurately  ground  stopper  is  necessary;  and 
as   the   ordinary   Stoppered   bottles  of   com- 
merce are  not  sufficiently  tight,  it  is  better 
to  re-grind  the  stopper  with  a  little  very  fine 
emery  and  water.      It  must  -then  be  tested 
by    tying    the    stopper    tightly    down    and 
immersing  in  hot  water;  if  any  bubbles  of 
air  find  their  way  through  the  stopper  the  > 
bottle   is   useless.     The    capacity   may   vary  ■ 
from    30    to    150     cc,    according    to    the 
necessities  of  the  case. 

The  stopper  may  be  secured  by  fine  copper  binding-wire,  or  a  kind 
of  clamp  contrived  by  Mohr  may  be  used,  as  shown  in  fig.  41 ;  by 
means  of  the  thumb-screws  the  pressure  upon  the  stopper  may  be 
increased  to  almost  any  extent. 

The  substance  to  be  examined,  if  in  powder,  is  put  into  the  bottle 
with  pure  flint  pebbles  or  small  garnets,  so  as  to  divide  it  better,  and 
a  sufficient  quantity  of  saturated  solution  of  potassium  iodide  and 
pure  hydrochloric  acid  added ;  the  stopper  is  then  inserted,  fastened 
•down,  and  the  bottle  suspended  in  a  water  bath,  and  the  water 
is  gradually  heated  to  boiling  by  a  gas  flame  or  hot  plate  as  may 
be  most  convenient.  When  the  deodmposition  is  complete  the  bottle 
is  removed,  allowed  to  cool  somewhat,  then  placed  in  cold  water,  and, 
after  being  shaken,  emptied  into  a  beaker,  and  .the  liquid  diluted  by 
the  washings  for  titration. 

The  salts  of  chloric,  iodic,  bromic,  and  chromic. acids,  together  with 
many  other  compounds,  may  be  as  effectually  decomposed  by  digestion 
as  by  distillation ;   many,  of  them  even  at  ordinary  temperatures. 
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Recently  precipitabed  oxides,  or  the  natural  oxides  when  reduced  "to 
fine  powder,  are  readily  dissolved  and  deoomposed  by  very  weak  acid 
in  the  presence  of  potiassium  iodide  (Pickering). 

The  potassium  iodide  used  in  the  various  analyses  must  be 
absolutely  free  from  iodate  and  free  iodine,  or  if  otherwise,  the 
effect  of  the  impurity  must  be  known  by  blank  experiment. 

ARSBNIOUS  ACID  AND   IODINE. 

§  40.  The  principle  upon  which  this  method  of  analysis  is  based 
is  the  fact,  that  when  arsenious  acid  is  brought  in  contact  with  iodine 
in  the  presence  of  water  and  free  alkali,  it  is  converted  into  arsenic 
acid,  the  reaction  being — 

AS.Pa  +  41  +  2Kfi  =  AS2O5  +  4KI. 

The  alkali  must  be  in  sufficient  quantity  to  combine  with  the  hydriodic 
.acid  set  free,  and  it  is  necessary  that  it  should  exist  in  the  state  of 
bicarbonate,  as  caustic  or  monocarbonated  alkalies  iuterfere  with  the 
•colour  of  the  blue  iodide  of  starch  used  as  indicator. 

If,  therefore,  a  solution  -of  arsenious  acid  containing  starch  is 
titrated  with  a  solution  of  iodine  in  the  presence  of  an  alkaline 
bicarbonate,  the  blue  colour  does  not  occur  until  all  the  arsenious 
•acid  is  oxidized  into  arsenic  acid.  In  like  manner,  a  standard  solution 
of  arsenious  acid  may  be  used  for  the  estimation  of  iodine  or  other 
bodies  which  possess  the  power  of  oxidizing  it. 

The  chief  value,  however,  of  this  method  is  found  in  the  estimation 
■of  free  chlorine  existing  in  the  so-called  chloride  of  lime,  chlorine 
water,  hypochlorites  of  lime,  soda,  etc.,  in  solution ;  generally  included 
under  the  term  of  chlorimetry. 

Preparation  of  the  ^  Solution  of  Alkaline  Arsenite. 

As20g  =  198  ;  4-95  gm.  per  liter. 

The  iodine  solution  is  the  same  as  described  in  §  38. 

The  corresponding  solution  of  alkaline  arsenite  is  prepared  by 
■dissolving  4'95  gm.  of  the  purest  sublimed  arsenious  oxide  reduced 
to  powder,  in  about  250  c.c.  of  distilled  water  in  a  flask,  with  about 
20  gm.  of  pure  sodium  carbonate.* 

The  mixture  needs  warming  and  shaking  for  some  time  in  order 
to  complete  the  solution ;  when  this  is  accomplished  the  mixture  is 
■diluted  somewhat,  cooled,  then  made  up  to  the  liter. 

In  order  to  test  this  solution,  20  c.c.  are  put  into  a  beaker  with 
■a,  little  starch  indicator,  and  the  iodine  solution  allowed  to  flow  in 
from  a  burette,  graduated  in  -Jj-  c.c.  until  the  blue  colour  appears. 
If  exactly  20  c.c.  are  required,  the  solution  is  strictly  decinormal ;  if 
■otherwise,  the  necessary  factor  must  be  found  for  converting  it  to  that 
istrength. 

•  In  a  former  edition  of  this  b^ok,  the  arsenious  solution  was  recommended  to  be  made 
•with  aUkaline  bichromate,  but  this  has,  after  keeping,  been  found  to  give  defective  results 
with  bleach  analyses  from  some  cxuse  not  yet  understood. 
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Iodized  Starch-paper.— Starcli  solution  camiot  be  iised  for  the- 
direct  estimation  of  free  chlorine,  consequently  resort  must  be  had  to- 
an  external  indicator ;  and  this  is  very  conveniently  found  in  starch- 
iodide  pajDer,  which  is  best  prepared  by  mixing  a  portion  of  starch 
solution  with  a  few  droits  of  solution  of  potassium  iodide  on  a  plate, 
and  soaking  strips  of  pure  filtering  paper  therein.  The  paper  so- 
jarepared  is  used  in  the  damp  state,  and  is  far  more  sensitive  than 
when  dried. 
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PAET  IV, 

ANALYSIS   BY  PRECIPITATION. 

§  41.  The  general  principle  of  this  method  of  determining  the 
quantity  of  any  given  suhstance  is  alluded  to  in  §  1,  and  in  aU  instances 
is  such  that  the  body  to  be  estimated  forms  an  insoluble  precipitate 
with  a  titrated  reagent.  The  end  of  the  reaction  is,  however,  determined 
in  three  ways. 

1.  By  adding  the  reagent  untU  no  further  precipitate  occurs,  as  in 
the  determination  of  chlorine  by  silver. 

2.  By  adding  the  reagent  in  the  presence  of  an  indicator  contained 
either  in  tlie  liquid  itself,  or  brought  externally  in  contact  with  it,  so 
that  the  slightest  excess  of  the  reagent  shall  produce  a  characteristic 
reaction  with  the  indicator ;  as  in  the  estimation  of  sUver  with  sodium 
chloride  by  the  aid  of  potassium  chromate,  or  with  thiocyanate  and 
ferric  sulphate,  or  that  of  pliosphoric  acid  with  uranium  by  potassium 
ferrocyanide. 

3.  By  adding  the  reagent  to  a  clear  solution,  until  a  precipitate 
occurs,  as  in  the  estimation  of  cyanogen  by  silver. 

The  first  of  these  endings  can  only  be  applied  with  great  accuracy 
to  silver  and  chlorine  estimations.  Very  few  precipitates  have  the 
peculiar  quality  of  chloride  of  silver ;  namely,  almost  perfect  insolu- 
bility, and  the  tendency  to  curdle  closely  by  shaking,  so  as  to  leave 
the  menstruum  clear.  Some  of  the  most  insoluble  precipitates,  such 
as  barium  sulphate  and  calcium  oxalate,  are  unfortunately  excluded 
from  this  class,  because  their  finely  divided  or  powdery  nature  prevents 
their  ready  and  perfect  subsidence. 

In  all  these  cases,  therefore,  it  is  necessary  to  find  an  indicator, 
which  brings  them  into  class  2. 

The  third  class  comprises  only  two  processes ;  viz.,  the  determination 
of  cyanogen  by  silver,  and  that  of  chlorine  by  mercuric  nitrate. 

Since  the  estimation  of  chlorine  by  precipitation  with  sUver,  and 
that  of  silver  by  thiocyanic  acid,  can  be  used  in  many  cases  for  the 
indirect  estimation  of  many  other  substances  with  great  exactness,  the 
jireparation  of  the  necessary  standard  solutions  will  now  be  described. 

SILVER  AND   CHLORINE. 
1.    Decinormal  Solution  of  Silver. 

10-794  gm.  Ag  or  16-998  gm.  AgNOg  per  Uter. 

•  10-794  gm.  of  pure  silver  are  dissolved  in  pure  dilute  nitric  acid 
with  gentle  heat  in  a  flask,  into  the  neck  of  which  a  small  funnel  is 
dropped  to  prevent  loss  of  liquid  by  spirting.  When  solution  is 
complete,  the  funnel  must  be  washed  inside  and  out  with  distilled 
water  into  the  flask,  and  the  liquid  diluted  to  a  liter ;  but  if  it  be 
desired  to  use  chromate  as  indicator  in  any  analysis,  the  solution  must 
be  neutral ;   in  which  case  the  solution  of  silver  in  nitric  acid  is 
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evaporated  to  dryness,  and  tlie  residue  dissolved  in  a  liter ;  or,  what  is 
preferable,  16-966  gm.  of  pure  silver  nitrate,  previously  heated  to 
1 20°  C.  for  ten  minutes,  are  digsolved  in  a  liter  of  distilled  water. 

2.    Decinormal  Solution  of  Sodium  Chloride. 

5-845  gm.  NaCl  per  liter. 

5-845  gm.  of  pure  sodium  chloride  are  dissolved  in  distilled  water, 
and  the  solution  made  up  to  a  liter. 

There  are  two  methods  by  which  the  analysis  may  be  -ended  : 

(a)  By  adding  silver  cautiously,  and '  well  shaking  after  each 
addition  till  no  further  precipitate  is  produced.     For  details  see  §  74. 

(b) .  By  using  a  few  drops  of  solution  of  pure  potassium  chromate 
as  indicator,  devised  by  Mohr.  If  the  pure  salt  is  not  at  hand,  some 
drops  of  silver  nitrate  solution  should  be  added  to  the  solution  of  the 
ordinary  salt,  to  remove  chlorine,  and  the  clear  liquid  used. 

The  method  5  is  exceedingly  serviceable,  on  the  score'  of  saving 
both  time  and  trouble.  The  solutions  must  be  neutral,  and  cold. 
Wlien,  therefore,  acid  is  present  in  any  solution  to  be  examined,  it 
should  be  neutralized  with  pure  sodium  or  calcium  carbonate  in  verj' 
slight  excess.* 

Method  of  PitocEircnEB  :  To  the  neutral  or  faintly  alkaline  Eolution  two  or 
three  drops  of  a  cold  saturated  solution  of  chromate  are  added,  and  the  silver 
solution  delivered  from  the  burette  until  the  last  drop  or  two  produce  a  faint 
hlood-redi  tinge,  an  evidence  that  all  the  chlorine  has  combined  with  the  silver, 
and  the  slight  excess  has  formed  a  precipitate  of  silver  chromate  j  the  reaction  is 
very  delicate  and  easily  distinguished.  The  colour  reaction  is  even  more  easily 
seen  by  gas-light  than  by  daylight.  It  may  be  rendered  more  delicate  by  adopting 
the  plan  suggested  by  B'uprS  (Analyst  v.  123).  A  glass  cell,  about  1  centimeter 
in  depth,  is  filled  with  water  tinted  with  chromate  to  the  same  colour  as  the 
solution  to  be  titrated.  The  operation  is  performed  in  a  white  porcelain  basin. 
The  faintest  appearance  of  the  red  change  is  at  once  detected  on  looking  through, 
the  coloured  cell.  Por  the  analysis  of  waters  weak  in  chlorine  this  method  is 
very  serviceable,  but  contrary  to  what  has  been  generally  accepted,  the  accuracy 
of  the  results  are  seriorasly  interfered  with  by  great  dilution  or  high  temperature 
("W.  G.  Toung,  Analyst  xviii.  125).  As  is  the  case  with  most  volumetric 
processes,  it  is  therefore  necessary  in  order  to  secure  a  high  degree  of  accuracy  to 
titrate  under  the  same  conditions  under  which  the  standard  was  fixed. 

INDIRECT  ESTIMATION  OP  AMMONIA,  SODA, 
POTASH,  LIME,  AND  OTHER  ALKALIES  AND 
ALKALINE  EARTHS,  WITH  THEIR  CARBONATES, 
NITRATES,  AND  CHLORATES,  ALSO  NITROGEN, 
BY  MEANS  OF  DECINORMAL  SILVER  SOLUTION 
AND  POTASSIUM  CHROMATE,  AS  INDICATOR. 

1  c.c.  ^/lo  silver  solution  =  xuffTiTT  H.  eq.  of  each  substance. 

§.  42.  Mohr,  with  his  characteristic  ingenuity  has  made  use  of  the 
delicate  reaction  between  chlorine  and  silver,  with  potassium  chromate 

•Silver  chromate  is  sensibly  soluble  in  the  presence  of  alkaUna  or  earthy  nitrates, 
especially  at  a  high  temperature ;  sodium  and  calcium  nitrates  have  the  least  effect ; 
ammonium,-  potassium,  and  magnesium  nitrates  the"  greatest,  gfee  also  Forbes 
Caripenter  (/.  S.  0.  I.  v.  286). 
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as  indicator,  for  tke  detenaiaation  of  the  bodies  mentioned  above. 
All  compounds  capable  of  being  converted  into  neutral  clilorides  by 
evaporation  to  dryness  with  hydrochloric  acid  may  be  determined  with 
great  accuracy.  The  chlorine  in  a  combined  state  is,  of  course,  the 
only  substance  actually  determined;  but  as  the  laws  of  chemical 
combination  are  exact  and  well  known,  the  measure  of  chlorine  is  also 
the  measure  of  the  base  with  which  it  is.  combined.. 

In  most  cases  it  is  only  necessary  to  slightly  supersaturate  the  alkali, 
or  its  carbonate,  with  pure  hydrochloric  acid;  evaporate  on  the  water 
bath  to  dryness,  and  heat  for  a  time  to  1 20°  C.  in  the  air  bath,  then 
dissolve  to  a  given  measure,  and  take  a  portion  for  titration ;  too  great 
dilution  must  be  avoided. 

Alkalies  and  Alkaline  Earths  with  organic  acids  are  ignited  to 
convert  them  into  carbonates,  then  treated  with  hydrochloric  acid,  and 
evaporated  as  before  described. 

Carbonic  Acid,  in  combination  may  be  determined  by  precipitation 
with  barium  chloride,  as  m  §  23.  The  washed  precipitate  is  dissolved 
'  on  the  filter  with  hydrochloric  acid  (covering  it  with  a  watch-glass  to 
prevent  loss),;  and  then  evaporated  to  dryness  repeatedly  till  all  HCl  is 
driven  off.  In  order  to  titrate  with  accuracy  by  the  help  of  chromate, 
the  baryta  must  be  precipitated  by  means  of  a  solution  of  pure  sodium 
or  potassium  sulphate,  in  slight  excess;  the  precipitated  barium 
sulphate  does  not  interfere  with  the  delicacy  of  th«  reaction.  If  this 
precaution  were  not  taken,  the  yellow-  barium  chromate  would  mislead. 

Free  Carbonic  Acid  is  collected  by  means  of  ammonia  and  barium 
chloride  (as  in  §  23),  and  the  estimation  completed  as  in  the  case  of 
combined  COj. 

Chlorates  are  converted  into  chlorides  by  ignition  before  titration. 

Nitrates  are  evaporated  with  concentrated  hydrochloric  acid  and 
the  resulting  clilorides  titrated,  as  in  the  previous  case. 

Nitrogen. — The  ammonia  evolved  from  guano,  manures,  oilcakes, 
and  sundry  other  substances,  when  burned  vsdth  soda  lime  or  obtained 
by  the  Kjeldahl  method,  is  conducted  through  dilute  hydrochloric 
acid ;  the  liquid  is  carefully  evaporated  to  dryness  before  titration.  ^ 

In  all  cases  the  operator  will,  of  course,  take  care  that  no  chlorine 
from  extraneous  sources  other  than  the  hydrochloric  acid  is  present ; 
or  if  it  exists  in  the  bodies  themselves  as  an  impurity,  its  quantity 
must  be  first  determined. 

Example  :  0'25  gm.  pure  sodium  carbonate  was  dissolved  in  water,  and 
hydTOchloTic  acid  added  till  in  excess ;  it  was  then  dried  on  the  water  bath  till  no 
further  vapours  of  acid  were  evolved ;  the  resulting  white  mass  was  heated  for 
a  few  minutes  to  about  150°  C,  dissolved  and  made  up  to  300  c.c.  100  o.o. 
required  IS'Y  c.o.  "/lo  silver,  this  multiplied  by  3  gave  47-1  o.o.  which  multiplied 
by  the  ^/lo  factor  for  sodium  carbonate =0-0053,  gave  0-24963  gm.  mstead  of 
0-25  gm. 

Indirect  Estimation  of  Potash  and  Soda  existing  as  Mixed 
Chlorides.— It  is  a  problem  of  frequent  occurrence  to  determine  the 
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relative  quantities  of  potash  and  soda  existing  in  mixtures  of  the  two 
alkaUes,  such  as  occur,  for  instance,  in  urine,  manures,  soils,  waters, 
etc.  The  actual  separation  of  potash  from  soda  by  means  of  platinum 
is  tedious,  and  not  always  satisfactory. 

The  following  method  of  calculation  is  frequently  convenient,  since 
a  careful  estimation  of  the  chlorine  present  in  the  mixture  is  the  only 
labour  required ;  and  this  can  most  readily  be  accomplished  by  ■'^/lo 
.silver  and  chromate,  as  previously  described. 

(1)  The  weight  of  the  mixed  pure  chlorides  is  accurately  found  and  noted. 

(2)  The  chlorides  are  then  dissolved  in  water,  and  very  carefully  titrated 
with  "/lo  silver  and  chromate  for  the  amount  of  chlorine  present,  which  is  also 
recorded ;  the  calculation  is  then  as  follows  :^ 

The  weight  of  chlorine  is  multiplied  by  the  factor  2'103 ;  from  the  product 
so  obtained  is  deducted  the  weight  of  the  mixed  salts  found  in  1.,  The  remainder 
multiplied  by  3'6288  will  give  the  weight  of  sodium  chloride  present  in  the 
mixture. 

The  weight  of  sodium  chloride  deducted  from  the  total  as  found  in  1  will  give 
the  weight  of  potassium  chloride. 

Sodium  chloride  x     0-5302  =  Soda  (NajO). 

Potassium  chloride  x  0-6317 =Potash  (KjO). 
The  principle  of  the  calculation,  which  is  based  on  the  atomic  constitution  of  the 
individual  chlorides,  is  explained  in  most  of  the  standard  works  on  general 
analysis.  Indirect  methods  like  this  can  only  give  useful  results  when  the 
atomic  weights  of  the  two  substances  differ  considerably,  and  when  the  proportions 
are  approximately  equal. 

Another  method  of  calculation  in  the  case  of  mixed  potassium  and 
.sodium  chlorides  is  as  follows  :: — 

The  weight  of  the  mixture  is  first  ascertained  and  noted ;  the  chlorine  is  then 
found  by  titration  with  ^/lo  silver,  and  calculated  to  NaCl ;  the  weight  so  obtained 
is  deducted  from  the  original  weight  of  the  mixture,  and  the  remainder  multiplied 
by  2-42857  will  give  the  potassium. 

SILVER  AND  THIOCYANIC  ACID. 

§  43.  This  excellent  and  most  accurate  method  has  been  devised 
hy  Volhard  and  is  fully  described  by  the  author  (Liebig's  Ann.  d. 
Ghem.  cxc.  1),  and  has  been  favourably  noticed  by  many  other  weU 
known  chemists.  It  differs  from  Mohr's  chromate  method  in  that 
the  silver  solutions  may  contain  free  nitric  acid,  which  renders  it  of 
great  service  in  indirect  analyses. 

This  method  is  based  on  the  fact  that  when  solutions  of  silver  and 
an  alkaline  thiocyanate  are  mixed  in  the  presence  of  a  ferric  salt,  so 
long  as  silver  is  in  excess,  the  thiocyanate  of  that  metal  is  precipitated, 
and  any  brown  ferric  thiocyanate  which  may  form  is  at  once  decom- 
posed. When,  however,  the  thiocyanate  is  added  in  the  slightest 
excess,  brown  ferric  thiocyanate  is  formed,  and  asserts  its  colour  even 
in  the  presence  of  much  free  acid.  The  method  may  of  course  be 
u^ed  for  the  estimation  of  silver,  and  by  the  residual  process,  for  the 
estimation  of  substances  which  are  completely  precipitated  by  silver.* 

'  In  cases  where  chlorine  is  precipitated  hy  excess  of  silver,  and  the  excess  has  to  he  found 
by  thiocyanate,  experience  1ms  proved  that  it  is  absolntely  necessary  to  filter  ofE  the 
chloride  and  titrate  the  filtrate  and  washings.  If  this  he  not  done  the  solvent  effect  of  the 
thiocyanate  upon  the  AgCl  will  give  inaccurate  results.  This  fact  seems  to  have  been 
overlooked  at  the  time  the  method  was  first  introduced. 
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It,  may  be  used,  for  the  estimation  of  silver  in  the  presence  of  copper 
lip  to  70  per  cent. ;  also  in  presence  of  antimony,  arsenic,  iron,  zinc, 
manganese,  lead,  cadmium,  bismuth,  and  also  cobalt  and  nickel,  unless 
the  proportion  of  these  latter  metals  is  such  as  to  interfere  by  intensity 
of  colour. 

It  may  further  be  used  for  the  indirect  estimation  of  clilorine, 
bromine,  and  iodine,  in  presence  of  each  other,  existing  either  in 
minerals  or  inorganic  compounds,  and  for  copper,  manganese,  and 
iiinc ;  these  wiU  be  noticed  under  their  respective  heads. 

1.  Decinormal  Ammonium  or  Potassium.  Thiocyanate. 

This  solution  cannot  be  prepared  by  weighing  the  thiocyanate 
direct,  owing  to  the  deliquescent  nature  of  the  salts ;  therefore  about 
8  gm.  of  the  ammonium,  or  10  gm.  of  the  potassium  salt  may  be 
dissolved  in  about  a  liter  of  water  as  a  basis  for  getting  an  exact 
solution,  which  must  be  finally  adjusted  by  a  correct  decinormal 
silver  solution. 

The  standard  solution  so  prepared  remains  of  the  same  strength  for 
a  very  long  period  if  preserved  from  evaporation. 

2.    Decinormal  Silver  Solution, 

This  is  the  same  as  olescribed  in  a  preceding  section  (§  41),  and  may 
contain  free  nitric  acid  if  made  direct  from  metallic  silver. 

3,  Ferric  Indicator. 

This  may  consist  simply  of  a  saturated  solution  of  iron  alum ;  or 
may  be  made  by  oxidizing  ferrous  sulphate  with  nitric  acid,  evaporating 
with  excess  of  sulphuric  acid  to  dissipate  nitrous  fumes,  and  dissolving 
the  residue  in  water  so  that  the  strength  is  about  10  per  cent. 

5  c.c.  of  either  of  these  solutions  are  used  for  each  titration,  which 
must  always  take  place  at  ordinary  temperatures. 

4.  Pure  Nitric  Acid. 

This  must  be  free  from  the  lower  oxides  of  nitrogen,  secured  by 
■diluting  the  usual  pure  acid  with  about  a  fourth  part  of  water,  and 
boiling  till  perfectly  colourless.  It  should  then  be  preserved  in  the 
■dark. 

The  quantity  of  nitric  acid  used  in  the  titration  may  vary  within 
"wide  limits,  and  seems  to  have  no  effect  upon  the  precision  of  the 
Tuethod. 

Example:  50  o.o.  of  ^/lo  silver  solution  are  placed  into  a  flask,  diluted 
somewhat  with  water,  and  5  c.o.  of  ferric  indicator  added,  together  with  about 
10  0.0.  of  nitric  acid.  If  the  iron  solution  should  cause  a  yellow  colour,  the 
nitric  acid  will  remove  it.  The  thiocyanate  is  then  delivered  in  from  a  burette ; 
at  first  a  white  precipitate  is  produced  rendering  the  fluid  of  a  milky  appearance, 
and  as  each  drop  of  thiocyanate  falls  in,  it  produces  a  reddish -brown  cloud  which 
quickly  disappears  on  s&king.  As  the  point  of  saturation  approaches,  the 
precipitate  becomes  flocculent  and  settles  easily;  finally,  a  drop  or  two  of 
■thiocyanate  produces  a  faint  brown  colour  which  no  longer  disappears  on  shaking. 
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If  the  solutions  are  correctly  balanced,  exactly  50  c.o.  of  thiocyainate  should  be 
required  to  produce  this  effect. 

The  colour  is  best  seen  by  holding  the  flask  so  as  to  catch  the  reflected  light 
of  a  white  wall  or  a  suspended  sheet  of  white  paper. 

Precision  in  Colour  Reactions. 

§  44.  DvTUt  adopts  the  following  ingenious  method  for  colour  titrations 
{Analyst  v.  123) : — As  is  well  known,  the  change  from  pale  yellow  to  red,  in  the 
titration  of  chlorides  by  means  of  silver  nitrate  with  neutral  chromate  as  indicator, 
is  more  distinctly  perceiTed  by  gas-light  than  by  daylight ;  and  in  the  case  of 
potable  waters,  containing  from  one  to  two  grains  of  chlorine  per  gallon,  it  is 
absolutely  necessary  to  concentrate  by  evaporation  previous  to  titration,  or  else 
to  perform  the  titration  by  gas  or  electric  light.  The  adoption  of  the  following 
simple  plan  enables  the  operator  to  perceive  the  change  of  colour  as  sharply,  and 
with  as  great  a  certainty,  by  daylight  as  by  artificial  light.  Nevertheless,  as  has 
been  before  mentioned,  it  is  impossible  to  get  accurate  results  with  very  weak 
solutions  of  chlorine  unless  the  silver  solution  is  standardized  upon  similar 
solutions. 

The  water  is  placed  into  a  white  porcelain  dish  (100  c.c.  are  a  useful  quantity), 
a  moderate  amount  of  neutral  chromate  is  added  (sufficient  to  impart  a  marked 
yellow  colour  to  the  water),  but  instead  of  looking  at  the  water  directly,  a  flat 
glass  cell  containing  some  of  the  niutral  chromate  solution  is  interposed  between 
the  eye  and  the  dish.  The  effect  of  this  is  to  neutralize  the  yellow  tint  of  the 
water ;  or,  in  other  words,  if  the  concentration  of  the  solution  in  the  cell  is  even 
moderately  fairly  adjusted  to  the  depth  of  tint  imparted  to  the  water,  the 
appearance  of  the  latter,  looked  at  through  the  cell,  is  the  same  as  if  the  dish 
were  filled  with  pure  water.  If  now  the  standard  silver  solution  is  run  in,  still 
looking  through  the  cell,  the  first  faint  appearance  of  a  red  coloration  becomes 
strikingly  manifest ;  and  what  is  more,  when  once  the  correct  point  has  been 
reached  the  eye  is  never  left  in  doubt,  however  long  we  may  be  looking  at  the 
water.  A  check  experiment  in  which  the  water, -with  just  a  slight  deficiency  of 
silver,  or  excess  of  chloride,  is  used  for  comparison  is  therefore  unnecessary. 

A  similar  plan  will  be  found  useful  in  other  titrations.  Thus,  in  the  case  of 
turmeric,  the  change  from  yellow  to  brown  is  perceived  more  sharply  and  with 
greater  certainty  when  looking  through  a  flat  cell  containing  tincture  of  turmeric 
of  suitable  concentration  than  with  the  naked  eye.  The  liqiuid  to  be  titrated 
should,  as  in  the  former  case,  be  placed  into,  a  white  porcelain  dish.  Again,  in 
estimating  the  amount  of  carbonate  of  lime  in  a  water  by  means  of  decinormal 
acid  and  cochineal,  the  exact  point  of  neutrality  can  be  more  sharply  fixed  by 
looking  through  the  cell  filled  with  a  cochineal  solution.  In  this  case  the 
following  plan  is  found  to  answer  best..  The  water  to  be  tested — about  250  c.c. — 
is  placed  into  a  flat  porcelain  evaporating  dish,  part  of  which  is  covered 
over  with  a  white  porcelain  plate.  The  water  is  now  tinted  with  cochineal  as 
usual,  and  the  sulphuric  acid  run  in,  the  operator  looking  at  the  dish  through 
the  cell  containing  the  neutral  cochineal  solution.  At  first  the  tint  of  the  water 
and  the  tint  in  which  the  porcelain  plate  is  seen  are  widely  different ;  as,  however, 
the  carbonate  becomes  gradually  neutralized,  the  two  tints  approach  each  other 
more  and  more,  and  when  neutrality  is  reached  they  appear  identical ;  assuming 
that  the  strength  of  the  cochineal  solution  in  the  cell,  and  the  am-omnt  of  this 
solution  added  to  the  water,  have  been  fairly  well  matched.  Working  in  this 
manner  it  is  not  difficult  (taking  i  liter  of  water)  to  come  within  O'l  c.c.  of 
decinormal  acid  in  two  successive  experiments,  and"  the  difference  need,  never 
exceed  0"2  c.c.  In  the  cell  employed  the  two  glass  plates  are  a  little  less  than 
half  an  inch  apart. 

A  somewhat  similar  plan  may  be  found'  useful  in  other  titrations,  or;  in  fact 
in  many  operations  depending  on  the  perceptions  of  colour  change. 
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PART  V. 

APPLICATION   OF   THE   FOREGOING   PRINCIPLES    OF 
ANALYSIS   TO   SPECIAL   SUBSTANCES. 

ALUMINIUM. 

Al  =  27-1. 

§  45.  Aluminium  salts  (the  alums  and  aluminium  sulphates- used 
in  dyeing  and  paper-making)  may  be  titrated  for  alumina  in  the  absence 
of  iron  (except  in  mere  traces)  by  mixing  the  acid  solutions  with 
a  tolerable  quantity  of  sodium  acetate,  then  a  known  volume  in  excess 
of  ■"^/lo  phosphate. solution  (20'9  gni.  of  ammonio-sodium  phospha,te 
per  liter),  heating  to  boiling,  without  filtration  ;  the  excess  of  phosphate 
is  found  at  once  by  titration  with  standard  uranium.  If  iron  in  any 
quantity  is  present,  it  may  be  estimated  in  a  separate  portion  of  the 
substance,  and  its  amount  deducted-  before  calculating  the  alumina. 
The  latter  is  .precipitated  as  AlPO^,  and  any  iron  in  like  manner  as 
FePO^.  Each  c.c.  of  ^/jo  phosphate  =  0-0051 3  gm.  AlgOg.  Only 
available  for  rough  purposes. 

Baeyer's  Method. — As  originally  proposed,  this  process  for 
estimating  alumina  in  alums  and  aluminic  sulphates  was  carried  out 
by  two  titrations,  a  measured  portion  of  the  solution  being  first  treated 
with  an  excess  of  normal  soda  in  sufficient  quantity  to  dissolve  the 
precipitate  of  hydrate  of  alumina  first  formed.  It  was  then  diluted 
to -definite  volume,  half  being  titrated  with  normal  acid  and  litmus, 
other  half  with  tropceolin'  00,  the  difference  being  calculated  to 
alumina. 

A  considerable  improvement  however  has  been  made  by  using 
phenolphthalein  as  the  indicator,  one  titration  only  being  necessary. 
The  method  is  based  on  the  fact  that,  if  to  a  solution  of  alumina, 
containiag  the  indicator,  normal  soda  is  added  in  excess,  or  until  tha 
the  red  colour  is  produced,  normal  acid  be  then  added  until  the  colour 
disappears^  the  volume  of  acid  so  requited  is  less  than  the  soda; 
originally  added  in  proportion  to  the  quantity  of  alumina' jjresent. 

The  volume  of  acid  which  so  disappears  is  in  reality  the  quantity 
necessary  to  combine  with  the  alumina  set  free  by  the  alkali ;.  and'  if 
this  deficient  measure  of  acid  be  multiplied  by  the  factor  0'01716 
(§  mol.  wt.  of  AljPg),  the  weight  of  alumina  will  be  obtained.  This 
factor  is  ^ven  on  the  assumption  that  the  normal  sulphate  AI23SO4,' 
is  formed. 

The  titration  must  take  place'  in  the  cold  and  in-  dilute  solutions. 
Very  fair  technical  results  have  been  obtained  by  me  withipotash  and 
ammonia  alums  and  the  commercial  sulphates  of  alumina.  . 

Alumina  existing  as  aluminate  of  alkali  in  caustic  Soda,,  for 
instance,  may  be  very  well  estimated  by  taking  advantage  of  the  Set, 
"  L  2 
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that  such  alumina  is  quite  indifferent  to  methyl  orange,  but  reacts  acid 
with  phenolphthalein.  This  fact  has  been  recorded  by  Thomson  and 
others,  but  the  priority  of  discovery  appears  to  be  due  to  Baeyer 
(Z.  a.  G.  xxiv.  542),  who,  however,  used  litmus  in  the  place  of 
phenolphthalein  and  tropoeolin  00  instead  of  methyl  orange. 

Cross  and  Bevan  {J.  S.  G.  I.  viii.  252)  in  their  examination  of 
■caustic  soda  for  alumina,  found  by  experiment,  that  the  mean  of  the 
difference  between  the  titration  with  methyl  orange  and  phenolph- 
thalein required  the  factor  0-0205  per  c.c.  of  normal  acid  for  the 
alumina,  pointing  to  the  salt  as  2AI2O3  :  5S0g. 

The  estimation  of  the  alumina  in  caustic  soda  has  given  rise  to 
much  discussion  between  even  very  experienced  operators,  notably 
MM.  Cross  and  Bevan  and  Lunge,  but  the  former  chemists  have 
proved,  as  far  as  possible,  by  various  methods,  the  accuracy  of  their 
views  that  the  above-named  equation  is  correct.  The  method  adopted 
by  them  consists  in  boiling  the  weighed  sample  with  a  slight  excess  of 
standard  acid,  allowing  to  cool  and  titrating  back  with  standard  soda 
And  phenolphthalein.  The  acid  so  consumed  represents  the  total 
alkali  present.  To  a  similar  portion  a  slight  excess  of  acid  is  added 
and  titrated  back  with  soda  and  methyl  orange. 

Estimation  of  free  Acid. — Alum  cakes  or  aluminic  svilphates  of 
various  kinds  often  contain  free  HjSO^,  and  many  methods  have  been 
proposed  for  its  estimation.  Baeyer  titrates  a  10  per  cent,  solution 
of  the  substance  in  water  with  normal  soda,  and  tropoeolin  00  or 
methyl  orange. 

E.  "Williams  (C.  N.  Ivi.  194)  adojits  the  alcohol  method  by 
digesting  the  substance  for  at  least  twelve  hours  with  strong  alcohol, 
filtering  off  and  washing  with  the  same  agent,  and  titrating  the  solution 
without  dilution  or  evaporation  with  ^/lo  acid  and  phenolphthalein. 

Beilstein  and  Grosset  {Bull,  de  VAcademie  Imp.  des  Sciences  de 
St.  Petersburg,  xiii.  41)  have  examined  with  great  care  all  the  jDroposed 
methods  for  this  purpose,  and  have  devised  one  which  gives  very  good 
technical  results. 

Method  op  Pboceduke  :  1  to  2  gm.  of  substance  is  dissolved  in  5  c.c.  of 
■Water,  5  o.c.  of  a  cold  saturated  neutral  solution  of  ammoniutn  sulphate  added, 
and  stirred  for  a  quarter  of  an  hour.  50  c.c.  of  95  per-cent.  alcohol  are  then 
added,  the  mixture  thrown  on  a  small  filter,  and  washed  with  50  c.c.  of  the  same 
alcohol.  The  filtrate  is  evaporated  on  the  water  bath,  the  residue  dissolved  in 
water,  and  titrated  with  ^/lo  alkali  and  litmus.  The  whole  of  the  neutral 
aluminic  sulphate  is  precipitated  as  ammonia  alum,  the  alcohol  contains  all  the 
free  acid. 

A.  H.  "White  {J.  Am.  G.  S.  24,  457)  has  proposed  another  method 
of  estimating  aluminium  sulphates  :  the  summary  is  as  follows  : — 

If  a  solution  of  an  alum  to  which  has  been  added  neutral  potassium  sodium 
tartrate  (Eochelle  salt)  is  titrated  with  barium  hydroxide,  the  barium  hydroxide 
used  will  correspond  to  the  sulphuric  acid  combined  with  the  alumina  plus  the 
free  acid.  The  sulphuric  acid  combined  with  sodium  or  potassium  is  not 
estimated.  If  a  duplicate  solution  of  alum  is  evaporated  to  dryness,  re-dissolved 
in  neutral  sodium  citrate,  and  titrated  with  barium  hydroxide,  a  smaller  quantity 
of  barium  hydroxide  is  required,  and  the  difference  between  the  amounts  of 


§  46.  ANTIMONY.  149 

tarium  hydroxide  used  in  the  two  titrations  is  equivalent  to  one-third  of  tlie 
alvimina.  Prom  these  two  titrations  can  he  calculated  the  alumina  and  the 
sulphuric  acid  combined  with  it,  whether  the  alum  he  hasic  or  acid,  and  if  the 
alum  is  acid,  the  excess  of  acid  oyer  that  necessary  to  form  the  normal  sulphate. 
Commercial  aluminium  sulphate  may,  in  its  solid  state,  carry^  free  acid,  although 
in  the  solution  such  uncombined  acid  may  disappear,  combining  with  what  had 
been  basic  portions  of  the  solid  salt.  Such  free  acid  may  be  estimated  by  dis- 
solving  the  solid  salt  directly  in  citrate,  and  titrating  with  barium  hydroxide  at 
once.  This  method  gives  results  closely  concordant  with  Beilstein  and 
Grosset's  method,  but  it  does  not  show  that  the  alum -contains  more  acid  than 
is  sufficient  to  form  with  the  alumina  the  normal  salt. 


ANTIMONY. 

Sb  =  120. 

1.    Conversion  of  Antimonious  Acid  in  Alkaline  Solution 
into  Antimonie  Acid  by  Iodine  (Mohr). 

§  46.  Antimonious  oxide,  or  any  of  its  compounds,  is  brought 
into  solution  as  tartrate  by  tartaric  acid  and  water ;  the  excess  of  acid 
neutralized  by  sodium  carbonate ;  then  a  cold  saturated  solution  of 
sodium  bicarbonate  added,  in  the  proportion  of  10  c.c.  to  about 
0-1  gm.  SbgOgj  to  the  clear  solution  starch  is  added  and  ^/lo  iodine 
until  the  blue  colour  occurs.  No  delay  must  occur  in  the  titration 
when  the  bicarbonate  is  added,  otherwise  a  portion  of  the  metal  is 
precipitated  as  antmionious  hydrate,  upon  which  the  iodine  has  little 
eifect.* 

For  the  estimation  of  antimonie  acid  and  its  salts,  G.  vonKnorre 
{Zeit.  Angew.  Chem.,  1888,  155)  gives  the  following  method  as 
accurate  : — 

Method  of  Peoceduee:  The  solution  of  the  salt,  strongly  acidified  with 
hydrochloric  acid,  is  treated  in  a  roomy  flask  with  strong  solution  of  sodium 
sulphide,  added  gradually  in  small  portions.  It  is  then  vigorously  boiled  until 
all  SO2  is  expelled,  a  drop  of  phenolphthalein  is  added,  then  caustic  potash  until 
red ;  this  is  in  turn  removed  by  a  small  excess  of  tartaric  acid.  Sodium  bicar- 
bonate is  then  added,  and  the  titration  with  iodine  carried  out  in  the  usual  way. 

The  colour  disappears  after  a  little  time,  therefore  the  first 
appearance  of  a  permanent  blue  is  accepted  as  the  true  measure  of 
iodine  required. 

1  c.c.  ^/lo  iodine  =  0-0060  gm.  Sb. 

In  the  case  of  commercial  oxides  of  antimony  1  gm.  of  material  is  dissolved 
in  10  c.c.  of  strong  HCl  and  gaseous  HjS  passed  through  it  to  remove  As.  The 
solution  is  put  into  a  250  c.c.  flask,  the  beaker  being  rinsed  with  strong  HCl  and 
an  equal  part  of  water.  All  H2S  is  removed  by  a  current  of  air.  5  gm.  of 
tartaric  acid  are  then  added,  the  liquid  diluted  to  the  mark  with  water,  and 
a  portion  filtered  through  a  dry  filter.  25  c.c.  are  taken  and  neutralized  with 
sodium  bicarbonate,  a  pinch  of  the  latter  together  with  starch  is  then  added,  and 
the  mixture  titrated  with  ^/lo  iodine. 

In  the  case  of  sulphides  1'5  gm.  is  dissolved  in  hot,  strong  HCl,  and  when 
perfectly  cold  treated  with  H2S,  and  the  titration  carried  out  as  before, 

*  Dunstan  and  Boole  (Pharm.  Jour.,  Nov.,  1888)  have  proved  that  the  accurate  estimation 
of  the  antimony  in  tartar  emetic  may  be  secured  by  this  method,  using  the  precautions- 
above  mentioned. 
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Estimation  of  Antimony  in  presence  of  Tin  (Type  and 
Britannia  metal,  etc.). — The  finely  divided  alloy  is  dissolved  in 
strong  -hydTochloric  acid  by  heat,  adding  frequently  small  quantities 
of  potassium  chlorate.  The-  liquid  is  boiled  to  remove  free  chlorine, 
eooled,  a  slight  excess  of  strong  solution  of  potassium  iodide  added, 
•and  the  liberated  iodine  estimated  by  standard  thiosulphate. 

120  Sb  liberate  253  I,  and  the  weight  of  I  found  multiplied  by 
0-475-=  Sb. 

Clark  (/.  S.  0.  I.'  XV.  255)  has  made  experiments  as  to  the 
value  of  this  process  in  antimony  ores  and  alloys,  and  makes  the 
following  remarks  with  respect  to  them. 

Mohr's  process  leaves  nothing  to  be  desired  in  point  of  sharpness  and 
accuracy;  and  the  chief  object  of  my  experiments  has  been  to  .ascertain  the  best 
condition 'for  the  application  of  this  -method  -to  "the  estimation  of  antimony  in 
ores  and  metals..  I  have  proved  by  experiments  that  the  presence  of  lead,  even 
in  large  quantity,  has  no  influence  on  the  result,  but  the  process  is  affected  by 
iron,  and  iby  copper,  arsenic,  and  tin  in  the  lower  state  of  oxidation.  The 
following  is  a  short  summary  of  my  results : — 

I.  In  the  case  of  pure  antimony  ores  practically  free  from  arsenic  and  iron, 
the  ore  maybe  dissolved  in  HCl,  heated  till  all  the  HaS  has  been  driven  off,  then 
mixed  with  tartaric  acid  or  Kochelle  salt,  rendered  alkaline  with  bicarbonate  of 
soda,  and  titrated  with  ^/lo  iodine  solution,  as  recommended  by  Mohr.  1  gm. 
antimony  ore  containing  traces  of  3?e  gave  antimony  4S'T7  per  cent.  Another 
1  gm.  antimony  ore  containing  traces  of  Pe  gave  antimony  46'80  per  cent. 

H.  "When  the  ore  contains  more  than  traces  of  iron,  it  is  dissolved  in  HCl, 
precipitated  with  HjS,  filtered,  washed,  re-dissolved  in  HCl,  and  the  antimony 
titrated  in  an  alkaline  tartrate  solution  as  before. 

III.  "When  the  ore  contains  arsenic,  which  is  by  no  means  a  rare  occurrence, 
it  is  dissolved  in  strong  HCl  containing  suflEicient  ferric  chloride  to  decompose  the 
sulphides,  and  the  arsenic  is  distilled  off ;  the  antimony  is  then  precipitated  with 
HjS,  filtered,  washed,  re-dissolved  in  HCl,  and  titrated  with  ^/lo  iodine  in  an 
alkaline  tartrate  solution.  The  arsenic  in  the  distillate  can  also  be  titrated  with 
iodine  in  presence  of  excess  of  bicarbonate  of  soda. 

'IV.  When  an  alloy  or  sulphide  contains  tin  as  well  as  arsenic  and  antimony, 
it  may  be  dissolvedin  HCl  and  PejClj,  the  arsenic  distilled  off  as  before,  and  the 
antimony  precipitated  with  metallic  iron  (which  should  be  as  pure  as  possible, 
steel  filings  answer  well).  The  precipitated  antimony,  after  being  filtered  and 
washed,  is  then  dissolved  in  HCl  with  the  assistance  of  a  little  chlorate  of  potash, 
filtered  from  any  insoluble  impurity  derived. from  the  iron  precipitated  with.HjS, 
filtered,  washed,  dissolved  in  HCl,  boiled  to  expel  H2S,  and  titrated  with  ''/lo 
iodine  in  an  alkaline  tartrate  solution. 

The  antimony  ore  referred  to  above  when  treated  in  this  way,  gave  the 
following  results : — 

1  gm.  gave  antimony  46"62  per  cent.  Another  1  gm.  gave  antimony  46'68 
per  cent. 

Clark  has  also  discovered  a  modified  iodometric  process  which 
may  render  it  of  use  where  the  original  would  not. 

"When  antimony  is  dissolved  in  HCl  with  the  assistance  of  chlorate  of 
potash,. nitric  acid,  or  bromine,  the  oxidizing  agent  converts  the  antimony  into 
the  highest  state  of  oxidation,  on  which  account  it  is  necessary  to  reduce  it  again 
to  render  it  suitable  for  the  application  of  M  o  h  r '  s  process.  It  has  been  discovered, 
however,  that  when  antimony  is  dissolved  in  HCl  with  the  assistance  of  iodine, 
no  reducing  agent .  is  required,  as  iodine  in  an  acid  solution  does  not  oxidize 
antimony  beyond  SbjOs,  so  that  after  boiling  off  the  excess  of  iodine,  Mohr's 
process  can  be  at  once  applied  to  the  solution. 
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This  action  of  iodine  is  of  very  great  importance,  as  it  simpliies  very  much 
the  estimation  of  antimony  in  alloys  containing  lead  and  tin,  as  the  tin  is  oxidized 
by  the  iodine  to  the  stannic  state,  and  the  lead  has  no  influence  on  the  result.  In 
applying  the  process,  a  weighed  quantity  of  the  alloy  is  treated  with  HCl  so  long 
as  there  is  any  action,  then  solid  iodine  is  added  in  small  quantities  at  a  time,  and 
heat  applied  till  everything  dissolves.  The  excess  of  iodine  is  removed  by  boiling, 
and  the  solution  cooled,  diluted,  and  mixed  with  a  little  starch.  Should  the 
addition  of  starch  produce  a  blue  colour  in  the  acid  solution  owing  to  Hhe  presence 
of  a  trace  of  free  iodine,  a  very  weak  solution  of  sulphite  of  sodium  is  added 
drop  by  drop  till  the  blue  colour  disappears.  It  is  then  mixed  with  Boohelle  salt, 
rendered  alkaline  with  sodium  carbonate  and  titrated  with  ^/lo  iodine  in  the 
presence  of  a  considerable  excess  of  sodium  bicarbonate. 

In  this  way  good  results  were  obtained  with  white  metal  and  alloys 
containing  large  propojtions  of  lead;  but  if  copper  is  present  the 
result  is  too  low,  and  the  copper  should  be  removed  by  converting  the 
metals  into  sulphides,  and  dissolving  out  the  antimony  by  caustic  soda 
or  potash. 

2.    Oxidation  by  Fotassium  Bichromate  or 
Permanganate  (Kessler). 

Bichromate  or  permanganate  added  to  a  solution  of  antimonious 
chloride,  containing  not  less  than  ^  of  its  volume  of  hydrochloric  acid 
(sp.  gr.  1"12),  converts  it  into  antimonic  chloride. 

The  reaction  is  uniform  only  when  the  minimum  quantity  of  acid 
indicated  above  is  present,  but  it  ought  not  to  exceed  ^  the  volume, 
and  the  precautions  before  given  as  to  the  action  of  hydrochloric  acid 
on  permanganate  must  be  taken  into  account,  hence  it  is  preferable  to 
use  bichromate.- 

Kessler  (Poggend.  Annal.  cxviii.  17)  has  carefully  experimented 
upon  this  method  and  adopts  bhe  following  processes. 

A  standard  solution  of  arsenious  acid  is  prepared  containing  5  gm. 
of  the  pure  acid,  dissolved  by  the  aid  of  sodium  hydrate,  neutralized 
with  hydrochloric  acid,  100  c.c.  concentrated  hydrochloric  acid  added,, 
then  diluted  with  water  to  1  liter ;  each  c.c.  of  this  solution  contains 
0-005  gm.  As^Og,  and  represents  exactly  0-007253  gm.  SbjOg. 

Solutions  of  potassium  bichromate  and  ferrous  sulphate  of  known 
strength  in  relation  to  each  other,  are  prepared  in  the  usual  way ;  and 
a  freshly  prepared  solution  of  potassium  ferricyanide  used  as  indicator. 

The  relation  between  the  bichromate  and  arsenious  solution  is 
found  by  measuring  10  c.c.  of  the  latter  into  a  beaker,  20  c.c. 
hydrochloric  acid  of  sp.  gr.  1-12,  and  from  80  to  100  c.c.  of  water  (to 
insure  uniformity  of  action  the  volume  of  HCl  must  never  be  less 
than  \  or  more  than  ^) ;  the  bichromate  solution  is  then  added  in 
excess,  the  mixture  allowed  to  react  for  a  few  minutes,  and  the  ferrous 
solution  added  until  the  indicator  shows  the  blue  colour.  To  find  the 
exact  point  more  closely,  |-  or  1  c.c.  bichromate  sohition  maybe  added 
and  again  iron,  until  the  precise  ending  is  obtained. 

Method  of  Peoceditbe  :  The  material,  free  from  organic  matter,  organic 
aoids,  or  heavy  metals,  is  dissolved  in  the  proper  proportion  of  HCl,  and  titrated 
precisely  as  just  described  for  the  arsenious  solution;  the  strength  of  the 
bichromate  solution  having  been  found  in  relation  to  AsjOj  the  calculation  as 
respects  SbjOs  presents  no  difficulty.     Where  direct  titration  is  not  possible  the 
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same  course  may  be  adopted  as  with  arsenic ;  namely,  precipitation  with  HjS  and 
digestion  with  mercuric  chloride. 

In  tlie  case  of  using  permanganate  it  is  equally  necessary  to  have 
the  same  proportion  of  HCl  present  in  the  mixture,  and  the  standa;rcl 
solution  must  be  added  till  the  rose  colour  is  permanent.  The 
permanganate  may  be  safely  used  with  J  the  volume  of  HCl,  with  the 
addition  of  some  magnesia  sulphate,  and  as  the  double,  tartrate,  of 
antimony  and  potassium  can  readily  be  obtained  pure,  and  the  organic 
acid  exercises  no  disturbing  effect  in  the  titration,  it  is  a  convenient 
material  upon  which  to  standardize  the  solution. 

3.  Distillation  of  Antimonious  or  Antimonie  Sulphide 
■with  Hydrochloric  Acid,  and  Titration  of  the  evolved 
Sulphuretted  Hydrogen  (Schneider). 

When  either  of  the  sulphides  of  antimony  is  heated  with  hydro- 
chloric acid  in  Bunsen's,  Fresenius',  or  Mohr's  distilling  apparatus 
(§  39),  for  every  eq.  of  antimony  j^resent  as  sulphide,  3  eq.  of  HjS  are 
liberated.  If,  therefore,  the  latter  be  estimated,  the  quantity  of 
antimony  is  ascertained. 

Method  of  Phoceduee  :  The  antimony  to  be  determined  is  brought  into' 
the  form  of  ter-  or  penta-sulphide  (if  precipitated  from  a  hydrochloric  solution, 
tartaric  acid  must  be  previously  added  to  prevent  the  precipitate  being  con- 
taminated with  chloride),  which,  together  with  the  filter  containing  it,  is  put  into 
the  distilling  flask  with  a  tolerable  quantity  of  hydrochloric  acid  not  too- 
concentrated.  The  absorption  tube  contains  a  mixture  of  caustic  soda  or  potash, 
with  a  definite  quantity  of  -^/lo  arsenious  acid  solution  in  sufficient  excess  to- 
retain  all  the  sulphuretted  hydrogen  evolved.  The  flask  is  then  heated  to 
boiling,  and  the  operation  continued  till  all  evolution  of  sulphuretted  hydrogen 
has  ceased  ;  the  mixture  is  then  poured  into  a  beaker,  and  acidified  with 
hydrochloric  acid,  to  precipitate  all  the  arsenious  sulphide.  The  whole  is  then 
diluted  to,  say  300  c.c,  and  100  c.c.  taken  with  a  pipette,  neutralized  with 
sodium  carbonate,  some  bicarbonate  added,  and  titrated  for  excess  of  arsenious 
acid  with  ^/lo  iodine  and  starch.  The  separation  of  antimony  may  generally  be 
insured  by  precipitation  as  sulphide.  If  arsenic  is  precipitated  at  the  same 
time,  it  may  be  removed  by  treatment  with  ammonium  carbonate. 

ARSENIC. 

As=75.     As20g=198.     As2O5=230. 
1.    Oxidation  by  Iodine  (Mohr). 

§  47.  The  principle  upon  which  the  determination  of  arseniou.s- 
acid  by  iodine  is  based  is  explained  in  §  40. 

Experience  has  shown,  that  in  the  estimation  of  arsenious 
compounds  by  the  method  there  described,  it  is  necessary  to  use 
sodium  bicarbonate  for  rendering  the  solution  alkaline  as  in  the  case 
of  antimony. 

Method  of  Peoceduee  :  To  a  neutral  aqueous  solution,  add  about  20  c.c.  of 
saturated  solution  of  sodium  bicarbonate  to  every  O'l  gm.  or  so  of  AS2O3,  and 
then  titrate  with  ^'/lo  iodine  and  starch.  When  the  solution  is  acid,  the  excess 
may  be  removed  by  neutral  sodium  carbonate,  then  the  necessary  quantity  of: 
bicarbopate  added,  and.  the  titration  completed  as  before. 
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Pkocedtjee  for  Aesenic  Acid  ;  This  is  best  done  hy  dissolving  the  acid  in 
water  and  boiling  with  potassium  iadide  in  the  presence  of  hydrochloric  acid  iii. 
large  excess  until  all  iodine  vapours  are  dissipated.  The  ASHO4  is  complete^ 
reduced  to  ASHO3.  The  liquid  is  then  cooled,  sodium  carbonate  added  to 
neutrality,  then  some  bicarbonate,  and  the  arsenious  acid  titrated  with  iodine  in 
the  usual  way.  Younger  {J.S.  0.  I.  ix.  158)  has  verified  this  method  and 
proved  that  the  reduction  is  complete;  he  also  states  that  when  the  boiled, 
solution  cools,  the  liberation  of  a  slight  amount  of  iodine  occurs,  which  may  be 
prevented  by  using  a  few  c.c.  of  glycerine.  Of  course  the  arsenic  acid  must 
contain  no  nitric  acid,  nitrates,  or  similar  interfering  bodies. 

1  c.c.  ^1^0  iodine=0-00495  gm.  As^Og,  or  O-OOSVS  gm.  AsgOg. 

The  Estimation  of  Arsenic  in  Alkaline  Arsenates. — It  was- 
originally  suggested  by  Mohr  to  accomiDlish  this  by  passing, 
sulpluirous  acid  gas  through  the  sohition  so  as  to  reduce  the  arsenic 
into  arsenious  acid,  and  then  after  boihng  off  the  SOg  to  estimate  tlie^ 
arsenious  acid  by  iodine  as  just  described,  but  the  process  was  not 
much  adopted  as  it  was  found  defective  in  many  instances,  because 
the  mere  passing  of  the  gas  through  the  liquid  did  not  insure  the 
complete  reduction  of  the  acid. 

Holthof  {Z.  a.  C.  xxii.  378)  and  McKay  {C.  N.  hii.  221-243) 
have  experimented  largely  on  this  method  of  estimating  arsenic,  and 
Holthof  proved  that  various  forms  of  arsenic,  on  being  converted 
into  arsenic  acid,  would  bear  evaporation  to  dryness  with  HCl 
without  loss,  and  that  arsenic  sulphide  could  be  oxidized  by  strong 
nitric  acid,  or  with  HCl  and  KClOg,  to  arsenic  acid,  and  reduced  tO' 
the  lower  state  of  oxidation  by  copious  treatment  with  SOg,  the 
method  being  to  add  300  or  400  c.c.  of  strong  solution  of  SOg,  digest 
on  the  water  bath  for  two  hours,  then  boil  down  to  one-half,  and 
when  cool  add  sodium  bicarbonate,  and  titrate  with  iodme. 

;McKay  shortens  the  method  considerably  by  placing  the  mixture 
in  a  well-stoppered  bottle,  tying  down  the  stopper,  and  digesting  in 
boiling'  water  for  one  hour.  At  the  end  of  that  time  the  bottle  is 
removed  and  allowed  to  cool  somewhat,  then  emptied  into  a  boiling 
flask,  diluted  with  about  double  its  volume  of  water,  and  boiled  down 
by  help  of  a  platinum  spiral  to  one-half.  The  liquid  is  cooled,, 
diluted,  and  either  the  whole  or  an  aliquot  portion  titrated  with 
iodine  in  the  usual  way. 

For  quantities  of  material  representing  about  0-1  gm.  As,  30  c.c.  of 
saturated  solution  of  SOg  will  suffice,  and  the  reduction  may  therefore 
be  made  in  a  bottle  holding  50  or  60  c.c.  (fig.  41).  The  results  are 
satisfactory.  In. the  case  of  titrating  commercial  alkaline  arsenates, 
which  often  contain  small  quantities  of  arsenious  acid,  this  must  Tje- 
estimated  first,  and  the  amount  deducted  from  the  total  obtained 
after  reduction. 

A.  Williamson  {Journal  of  the  Society  of  Dyers  and  Colourists,. 
May,  1896)  has  devised  the  following  ready  method  as  being, 
applicable  to  commercial  arsenates,  and  has  made  use  of  the  reaction 
which  takes  place  between  arsenic  and  hydriodic  acids  in  strong  acid 
solution.  Under  these  circumstances  arsenic  acid  is  quantitati^'olj^ 
reduced  with  liberation  of  iodine.  The  reaction  is 
As„0,  -I-  4HI  =  As,0.,  -1-  2H,0  +  41. 
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It  was  found  that  the  reduction  is  only  complete  in  strongly  acid 
solution,  and  if  such  a  solution  be  diluted  the  reverse  reaction  takes 
place  to  a  certain  extent,  a  portion  of  the  arsenious  beconaing  oxidized 
to  arsenic  acid.  The  iodine  may,  however,  be  estimated  before 
dilution,  by  means  of  thiosulphate,  and  in  the  absence  of  other  bodies 
capable  of  liberating  iodine  it  may  be  taken  as  a  measure  of  the 
arsenic  acid.  The  acid  solution  may  then  be  neutralized,  and  the 
arsenite  titrated  with  iodine.  This  serves  as  a  check  on  the  thio- 
sulphate titration. 

The  reduction  may  be  effected  either  in  hydrochloric  or  sulphuric 
acid  solution,  but  in  either  case  a  considerable  excess  of  acid  must  be 
present,  otherwise  the  reduction  is  incomplete. 

As  commercial  sodium  arsenate  usually  contains  some  nitrate, 
experiments  were  made  to  ascertain  whether  the  presence  of  this  salt 
interferes  with  the  accuracy  of  the  thiosulphate  titration.  A  pure 
solution  of  arsenate  was  prepared  as  before,  and  1  gm.  of  sodium 
nitrate  added.  25  c.c.  of  this  solution  were  then  treated  witb 
potassium  iodide  and  hydrochloric  acid,  and  the  iodine  titrated- with 
thiosulphate,  as  before.  The  arsenic  acid  calculated  from  the 
thiosulphate  consumed  was  lOO'S,  instead  of  100.  It  is  evident 
that  the  presence  of  nitrate  causes  little  or  no  liberation  of  iodine  in 
the  cold,  but  if  the  arsenate  is  digested  with  hydrochloric  acid  and 
potassium  iodide  in  a  closed  bottle  immersed  in  boiling  water,  the 
iodine  liberated  is  considerably  in  excess  of  that  corresponding  to  the 
arsenic  acid.  In  this  case,  the  quantity  of  thiosulphate  consumed 
is  of  no  value.  The  arsenic  can,  however,  be  accurately  estimated  by 
titrating  the  arsenite  after  the  iodine  has  been  decolorized. 

Instead  of  hydrochloric  acid,  15  c.c.  of  a  mixture  of  sulphuric  acid 
and  water,  in  equal  volumes,  may  be  used.  Since  the  addition  of 
sulphuric  acid  causes  the  solution  to  become  slightly  heated,  it  is 
cooled  before  titrating  the  iodine.  -The  results  are  practically  the 
same  as  with  hydrochloric  acid. 

Not  less  than  3  gm.  potassium  iodide  should  be  added,  or  complete 
reduction  is  not  immediately  effected.  The  presence  of  small  quantities 
of  nitrate  does  not  interfere  with  the  accuracy  of  the  thiosulphate 
titration.  Complete  reduction  can  be  brought  about  with  2  gm. 
potassium  iodide  and  10  c.c.  of  sulphuric  acid,  if  the  solution  is 
heated  for  five  minutes  on  the  steam  bath.  A  portion  of  the  iodine 
volatilizes,  but  no  arsenic  is  lost.  The  iodine  is  exactly  decolorized 
with  thiosulphate,  the  solution  neutralized  and  titrated  with  iodine  in 
the  ordinary  manner. 

Peocedukb  with  CoMMBECiAi  Aesenate  OP  SoDA :  10  gm.  are  dissolved 
to  1  liter,  and  the  arsenic  acid  in  25  c.c.  estimated  by  one  of  the  methods  given 
ahove.  The  thiosulphate  titration  only  records  the  arsenic  previously  existing  as 
arsenic  acid.  The  small  proportion  of  AsjOj  which  usually  exists  is  ascertained 
by  direct  titration.  When  this  is  calculated  to  arsenic  acid,  and  added  to  that 
foimd  by  thiosulphate,  the  results  approximate  very  closely  to  those  f ouiid  by 
titrating  the  arsenite. 

Estimation  of  Arsenic  in  presence  of  Tin.— If  both  these 
elements  are  present  in  the  lower  state  of  oxidation,  the  tin  may  be 
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oxidized  witH  iodine  :in  atrong  acid  solution,  the  arsenic  teing 
.unaffected.  Eochelle  .salt  is  ithen  added,  the  .  soHtion  neutralized, 
imd  the  arsenite  titrated  with  iodine. 

Example  ;  25  c.o.  of  n/jq  soiJium -arsenite  were  mixed  with  25  o.o.  of  lydro- 
ohtaric  acidjand  3  gm.  stannous  chloride  added.  The  tin  was  then'iexactly 
oxidized  with  standard  iodine,  and  the  arsenic  titrated  in  the  alkaline- solution. 
'24'9  c.c.  of  ^/lo  iodine  were  required. 

If  they  are  present  in  the  highest  state  of  oxidation,  the  arsenic 
may  be  reduced  by  one  of  the  methods  given  under  the  estimation  of 
arsenic  acid,.     The  stannic-salt  is  not-affected. 

It  is  thus  possible  to  estimate  the  arsenic  in  a  mixture  of  arsenate 
.and  .stannate  of  soda.  In  presence  of  a  considerable  quantity  of  tin, 
however,  the  complete  reduction  of  the  arsenic  acid  is  not  effected 
.quite  as  readily  as  when  tin  is  absent.  The  following  method  has 
given  good  results  : — 

4  or  5  gm.  of  the  mixture  are  dissolved  in  as  small  a  quantity  of  HCl  as 
possible,  an  equal  weight  of  tartaric  acid  is  dissolved  in  the  solution,  which  is 
then  diluted  to  250  c.c.  (If  the  tartaric  acid  is  not  added  a  precipitate  forms  on 
dilution  which  contains  both  tin  and  arsenic.)  25  c.c.  of  this  solution  are  then 
mixed  with  ,3  gm.  potassium  iodide  and  25  c.c.  HCl,  sp.  gr.  1'16,  and  the 
solution  heated  on  the  steam  hath  for  two  or  three  minutes  to  ensure  the 
complete  reduction  of  the  arsenic  acid.  The  liberated  iodine  is  exactly 
decolorized  with  thiosulphate,  and  the  arsenic  estimated  by  titration  with  iodine 
in  the  neutraUzed  solution.  A  mixture  of  arsenic  and  stannate  in  equal 
quantities  and  containing  a  known  percentage  of  arsenic  gave  28'57  instead  of 
28'75  per  cent,  of  arsenic  acid. 

2.    Oxidation  by  Potassium  Bichromate  (Kessler). 

This  method  is  exactly  the  same  as  is  fully  described  in  §  46  for  antimony. 

The  arsenious  compound  is  mixed  with  "  /lo  bichromate  in  excess  in  presence 
of  hydrochloric  acid  and  water,  in  such  proportion  that  at  least  ^  of  the  total 
volume- consists  of  hydrochloric  acid  (sp.  gr.  1'12). 

The  excess  of  .bichromate  is  found  by  a  standard  solution  of  pure  iron,  or  of 
double  iron  salt,  with  potassium  ferricyanide  as  indicator ;  the  quantity  of 
bichromate  reduced  is,  of  course,  the  measure  of  the  quantity  of  arsenious 
converted  into  arsenic  acid. 

1  c.c.  *'/io  bichromate  =  0-00495  gm.  As^Og. 

In  oases  where  the  direct  titration  of  the  hydrochloric  acid  solution  cannot 
be  accomplished,  the  arsenious  acid  is  precipitated  with  H2S  (with  arsenates  at 
70°  C),  the  precipitate  well  washed,  the  filter  and  the  precipitate  placed  in 
a  stoppered  -flask,  together  with  a  saturated  solution  of  mercuric  chloride  in 
hydToohlorio  acid  of  ri2  sp.  gr.,  and  digested  at  a  gentle  heat  until  the 
precipitate  is  white,  then  water  added  in  such  proportion  that  not  less  than  i  of 
-the  volume  of  liquid  consists  of  concentrated  HCl;  ^/lo  bichromate  is  then 
added,  and  the  titration  with  standard  ferrous  solution  completed  as  usual. 

3.    Indirect  .Estimation  by  Distilling  with  Chromic  and 
Hydrochloric  Acids  (Buns en). 

The  principle  of  this  very  exact  method  depends  upon  the  fact, 
that  when  potassium  bichromate  is  boiled  with  concentrated  hydro- 
chloric acid,  chlorine  is  liberated  in  the  proportion  of  3  eq.  to  1  eq. 
of  chromic  acid. 
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If,  however,  arsenious  acid  is  present,  but  not  in  excess,  the 
chlorine  evolved  is  not  in  the  proportion  mentioned  above,  but  so 
much  less  as  is  necessary  to  convert  the  arsenious  into  arsenic  acid. 

AsjOg  +  4C1  +  2H2O  =  AS2O5  +  4HC1. 

Therefore  every  4  eq.  of  clilorine,  short  of  the  quantity  yielded 
when  bichromate  and  hydrochloric  acid  are  distilled  alone  represent 
1  eq.  arsenious  acid.  The  operation  is  conducted  in  one  of  the 
apparatus  described  in  §  39. 

4.    By  Precipitation  as  Uranium  Arsenate  (Bodeker). 

Mkthod  of  Pboceduke  :  The  arsenic  must  exist  in  the  state  of  arsenic 
acid  .(AS2O5),  and  the  process  is  in  all  respects  the  same  as  for  the  estimation  of 
phosphoric  acid,  devised  by  Neuhauer,  Plncus  and  myself  (§  73).  The 
strength  of  the  uranium  solution  ma}'  he  ascertained  and  fixed  by  pure  sodium  or 
potassium  arsenate,  or  by  means  of  a  weighed  quantity  of  pure  arsenious  acid 
converted  into  arsenic  acid  by  evaporation  with  strong  nitric  acid,  and  neutralizing 
with  alkali,  then  dissolved  in  acetic  acid.  The  method  of  titration  is  precisely 
the  same  as  with  phosphoric  acid ;  the  solution  of  uranium  should  be  titrated 
upon  a  weighed  amount  of  arsenical  compound,  bearing  in  mind  here,  as  in  the 
case  of  P2O5,  that  the  titration  must  take  place  under  precisely  similar  conditions 
as  to  quantity  of  liquid,  the  amount  of  sodium  acetate  and  acetic  acid  added, 
and  the  depth  of  colour  obtained  by  contact  of  the  fluid  under  titration  with  the 
ferrooyanide  solution. 

Boam  (C.  N.  Ixi.  219),  who  has  had  large  experience  in  the 
examination  of  arsenical  ores,  recommends  this  method  as  being  rapid 
and  accurate,  and  carries  it  out  as  follows  : — 

Method  or  Pkocbdure  :  1  to  I'o  gm.  of  dried  and  powdered  ore  is  boiled  to 
dryness  with  20-25  c.o.  of  strong  nitric  acid  ;  when  cool  about  30  o.c.  of  30  % 
caustic  soda  solution  is  added  and  boiled  for  a  few  minutes ;  then  diluted,  filtered 
and  made  up  to  2£0  c.c.  25  c.c.  of  the  liquid  are  acidified  with  a  solution 
containing  10  per  cent,  of  sodium  acetate  in  50  per  cent,  acetic  acid,  and  heated 
to  near  boiling,  then  titrated  with  the  standard  uranium  as  usual.  Por  this  latter, 
the  same  authority  recommends  what  he  terms  a  fourth  normal  solution  of 
uranium,  containing  17'1  gm.  uranium  acetate,  and  15  o.c.  glacial  acetic  acid  made 
up  to  2  liters  with  water,  1  c.c.  being  equal  to  1'25  m.gm.  As.  But  if  the 
method  has  to  be  considered  accurate,  this  suggestion  can  scarcely  be  adopted, 
since  the  uranium  acetate  of  commerce  is  of  indefinite  hydration ;  and  moreover, 
to  insure  exactitude,  it  is  necessary  that  the  titration  should  be  carried  out  with 
the  same  proportions  of  saline  matters,  acetic  acid,  etc.,  as  existed  in  originally 
standardizing  the  uranium.  I  therefore  unhesitatingly  recommend  that  the 
uranium  should  be  standardized  mth  a  known  weight  of  pure  arsenic  or  arsenate 
in  the  pressnce  of  the  same  proportions  of  sodium  hydrate  and  acetate,  acetic 
acid,  etc.,  as  will  actually  be  used  in  the  analysis  of  an  ore.  The  method  may 
be  used  for  all  ores  which  can  be  attacked  by  nitric  acid.  It  is  also  available  for 
iron  pyrites  containing  tolerable  quantities  of  arsenic;  the  ferric  arsenate  being 
readily  decomposed  by  excess  of  NaHO,  thus  allowing  the  ferric  hydrate  to  be 
filtered  off  free  from  As. 

The  solution  of  arsenic  acid  must  of  course  be  free  from  metals 
liable  to  give  a  colour  with  the  indicator  and  from  phosphates. 
Alkalies,  alkaline  earths,  and  zinc  are  of  no  consequence,  but  it  is 
advisable  to  add  nearly  the  required  volume  of  uranium  to  the  liquid 
before  heating.  The  arsenic  acid  must  be  separated  from  all  bases 
which  would  yield  compounds  insoluble  in  weak  acetic  acid. 
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The  AsHg  evolved  from  Marsh's  apparatus  may  be  passed  into 
fuming  HNOg,  evaporated-  to  dryness,  the  arsenic  acid  dissolved  in 
water  (antimony  if  present  is  insoluble),  then  titrated  cautiouiily 
with  uranium  in  presence  of  free  acetic  acid  and  sodium  acetate  as 
above  described. 

5.    By  Standard  Silver  as  Arsenate. 

This  method  has  been  devised  by  Pierce  of  the  Colorado  Smelting 
Company  as  follows  : — 

Method  of  Pkocedtjee;  The  finely-powdered  substance  for  analysis  is 
mixed  in  a  large  porcelain  crucible  with  from  six  to  ten  times  its  weight  of 
a  mixture  of  equal  parts  of  sodium  carbonate  and  potassium  nitrate.  The  mass 
is  then  heated  with  a  gradually  increasing  temperature  to  fusion  for  a  few  minutes, 
allowed  to  cool,  and  the  soluble  portion  extracted  by  warming  with  water  in  the 
crucible,  and  filtering  from  the  insoluble  residue.  The  arsenic  is  in  the  filtrate 
as  alkaline  arsenate.  The  solution  is  acidified  with  nitric  acid  and  boiled  to  expel 
COj  and  nitrous  fumes.  It  is  then  cooled  to  the  ordinary  temperature,  and 
almost  exactly  neutralized  as  follows : — Place  a  small  piece  of  litmus  paper  in  the 
liquid :  it  should  show  an  acid  reaction.  Now  gradually  add  strong  ammonia  till 
the  litmus  turns  blue,  avoiding  a  great  excess.*  Again  make  slightly  acid  with 
a  drop  or  two  of  strong  nitric  acid ;  and  then,  by  means  of  very  dilute  ammonia 
and  nitric  acid,  added  drop  by  drop,  bring  the  solution  to  such  a  condition  that 
the  litmus  paper,  after  having  previously  been  reddened,  will,  in  the  course  of 
half  a  minute,  begin  to  show  signs  of  alkalinity.  The  litmus  paper  may  now  be 
removed  and  washed,  and  the  solution,  if  tolerably  clear,  is  ready  for  the  addition 
of  silver  nitrate.  If  the  neutralization  has  caused  much  of  a  precipitate 
(alumina,  etc.),  it  is  best  to  filter  it  off  at  once,  to  render  the  subsequent  filtration 
and  washing  of  the  arsenate  of  silver  easier. 

A  solution  of  silver  nitrate  (neutral)  is  now  added  in  slight  excess  ;  and  after 
stirring  a  moment,  to  partially  coagulate  the  precipitated  arsenate,  which  is  of 
a  brick-red  colour,  the  liquid  is  filtered,  and  the  precipitate  washed  with  cold 
water.  The  filtrate  is  then  tested  with  silver  and  dilute  ammonia,  to  see  that 
the  precipitation  is  complete. 

The  object  is  now  to  determine  the  amount  of  silver  in  the  precipitate,  and 
from  this  to  calculate  the  arsenic.  The  arsenate  of  silver  is  dissolved  on  the 
filter  with  dilute  nitric  acid  (which  leaves  undissolved  any  chloride  of  silver) ,  and 
the  filtrate  titrated,  after  the  addition  of  ferric  sulphate,  with  thiocyanate  (§  43). 

From  the  formula  SAgjO.AspOj,  648  parts  Ag=150  parts  As,  or 
Ag  :  As  =  108  :  25.  ""  : 

A  modification  of  the  above  method  is  suggested  by  J.  F.  Bennett 
(/.  Am.  G.  S.  xxi.  431)  in  order  to  avoid  some  sources  of  inaccuracy. 
He  found  it  very  difficult  to  obtain  neutrality  by  either  of  the 
mentioned  processes,  and  by  avoiding  ammonia,  phenolphthalein  could 
be  used  as  an  indicator. 

.  Method  of  Peoceduke  :  0'5  gm.  of  the  finely-powdered  substance  is  fused 
with  3  to  5  gm.  of  sodium  carbonate  and  potassium  nitrate  in  equal  parts,  about 
■one-third  being  used  on  the  top.  On  .cooling,  the  mass  is  extracted  with  boiling 
water  and  filtered.  The  filtrate,  which  contains  the  arsenic  as  alkaline  arsenate, 
is  strongly  acidified  with  acetic  acid,  then  boiled  to  expel  COj,  and,  after  cooling, 
treated  with  a  few  drops  of  phenolphthalein  and  sufficient  caustic  soda  to  give 
an  alkaline  reaction.  The  purple-red  coloration  produced  by  an  excess  of  alkali 
is  then  discharged  by  acetic  acid.    A  slight  excess  of  neutral  silver  nitrate  is 

•  Canty  neutralizes  witli  an  emulsion  of  zinc  oxide. 
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then  strongly  stirred  in,  and  the  whole  J6ft  tff  settle,  aTv^y  from)  direct 'sunlight ; 
the  supernatant  liquid,  is  poured  otf  through  a  filter,,  and  the  precipitate,  washed- 
by  decantatibn  witH.cnld  veatfer,  then  thrown  on  the  filter  and  thoroughly  washed.. 
The  funnel  is  then  filled  with  water  and  20  c.c:  of  strong  nitric  acid,  this  liqtiid 
is  run  through  the  filter  into  the  original'beaier,  the  residue  washed  thoroi^Wy 
with  cold  water,  and  the  filtrate  made  up  to  about  100  c.c,  then  titrated  w'ith 
standard  thio03'anate. 

Owing  to  the  large  amount  of  .arsenate  of  silver  formed  from  a  small 
quantity  of  arsenic  (nearly  six  tim«s  by  weight),  it  is  not  at  all  necessary 
or  even  desirable  tic  work  with  large  amounts  of  substance.  0"5  gm.  is 
usually  sufficient  for  the  determination  of  the  smallest  quantity  of 
arsenic  J  and  where  the  percentage  is  high,  as  little  as  O'l  gm.  may 
be  taken  with  advantage.  J  The-  method  has-  been  used  with  very 
satisfactory  results  on  the  sulphide  of  arsenic  obtained  in  the  ordinary 
course  of  analysis. 

Substances  such  as  molybdie  and  phosphoric  acids,  which  behave 
similarly  to  arsenic  under  this  treatment,  interfere,  of  course,  with 
the  method.  Antimony,  by  forming  sodium  antimoniate,  remains 
practically  insoluble  and  without  effect. 

6.    Estimation  of  Arsenious  Sulphide  by  Iodine. 

A  paper  by  J.  and  H.  S.  Pattinson  on  the  separation  and  estimation 
of  arsenic  as  sulphide  is  contained  in  J.  S.  C.  I.,  1898,  p.  211,  and 
in  which  it  is  shown  that  separation  of  the  metal  from  many  others, 
viz..  Lead,  tin,  cadmiuin,  antimony,,  and  bismuth,  is  complete  when 
made  in  concentrated  hydrochloric  acid  (sp.  gr.  1'16-1'17)'.  The 
subsequent  estimation  is  cairied  out  by  the  authors  as  follows  : — 

Method  oe  Procedure:  The.  precipitate  is  collected  on  asbestos  in  a^Soo  oh 
crucible  and  washed  with  cold,  water  until  free  from  hydrochloric  acid.  The 
asbestos  felt  with  the  adhering  precipitate  is  then  placed  in  a  small  beakee;:  the 
crucible  is  wiped  out  with  a  little  clean  ignited  asbestos,  which  is  also  put  into 
the  beaker.  10  or  15  c.c.  of  concentrated,  sulphuric  acid  (specific  gravity  about 
1'83),  free  from  arsenic,  are  then  poured  into  the  beaker,,  which,  is  then  placed 
without  a  cover  on  a  hot  plate  or  on  a  wire  gauze  over  a  small  B  unsen  flame  in 
a  good  draught  closet.  As  soon  as  the  acid  reaches  the  temperature  at  which  it 
begjms.to  fume,  the  arsenious  sulphide  becomes  rapidly  decomposed;  at  first  both 
sulphuretted  hydrogen  and  sulphurous  acid  are  given  off  (if  a  cover  be  put  on 
the  -beaker  the  mutual  decomposition  of  these  two  gases  causes  a  deposition  of 
sulphur  on  the  sides  of  the  beaker).  The  solution  of  sulphuretted  hydrogen  is 
over  in  a  few  seconds,  but  the  sulphur  dioxide  takes  longer  to  eXpel,  depending 
upon  the  quantity  of  arsenious  sulphide,  and  upon  the  quantity  of  free  sulphur 
that  may  have  been  mixed,  with  the.  precipitate.  As  soon  as  the  decomposition 
of  the  arsenious  sulphide  begins,  the  liquid  becomes  darkened  in  colour,  and  the 
heating,  which  may  be  brought  to  and  kept  at  the  verge  of  ebullition  of  the  acid, 
is  continued  until  this  dark  colour  passes  away,,  when  it  will  beiound  thatill 
the  sulphurous  acid  has  been  expelled.  It  is  of  the  utmost  importance.that  all 
sulphurous  acid  should  be  eliminated  at  this  stage.  This  takes  about  10  to  20 
minutes  with  precipitates  of  sulphide  weighing  about  0'02  gm.  and  neaidy  free 
from  free  sulphur.  Arsenious  acid  remains  in  solution  in  the  sulphuric  acid,,  and 
the  amount  is  determined  by  cooling  the  acid,  diluting  with  water,  nearly 
neutralizing  the  acid  with  concentrated  sodium  hydrate  solution,  and.  then 
completing  the  neutralization  and  rendering  .alkaline  w.itk  an  excess  of  sodium 
bicarbonate,  and  finally  titrating  with  standard  iodine  solution  and  starch.  The 
iodine  solution  nmst  be  standardized",  against  an  approximately  equal  quantity  of 
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arsenious  acid,  to  which  the  same  amount  of  sulphuric  acid  has  been  added  as 
was  used  for  the  decomposition  of  the  arsenious  sulphide  precipitate.  As 
sulphuric  acid  alone  usually  requires  a  few  tenths  of  a  cubic  centimeter  of 
cemtinormal  iodine  solution  to  be  added  to  it  before  the  blue:  colour  of  iodide  of 
starch  forms,  a  blank  experiment  with  the  stock  of  acid  in  use  should  be  madft 
once  f  OB  all,  and  the  amount  of  iodine  solution  required  by  the  solution  of  the 
decomposed  arsenious  sulphide  precipitate,  and  from  the  amount  required  by  the 
arsenious  acid  solution  against  which  the  iodine  solution  has  been  standardized. 
It  was  found  the  best. plan  toi avoid  breaking  up  the- asbestos  felt,  and  if  possible 
to  put  it  in  the  beaker  so  that  the  side  on  which  the  precipitate  lies' is  on  the. 
bottom  of  the  beaker..  This  prevents  the  precipitate  from  becoming  detached 
from  the  felt  and  floating  to  the  top  of  the  acid  or  creeping  up  the  side  of  the 
beaker. 

This  method  was  used  for  six  months  in  the  course  of  daily  work, 
alongside  of  determinations  made  by  vfeighing  the  sulphide  precipitate, 
or,  after  having  separated  the  arsenic  by  Fischer's  distillation  process, 
by  titrating  the  distillate  (previously  rendered  alkaline)  with  iodine 
solution,  and  the  results  are  very  concordant. 

Experiments  show  that  there  is  no  loss  of  arsenious  acid  by 
volatilization  when  arsenious  sulphide  is  decomposed  by  heating 
Avitli  strong  sulphuric  acid  in  the  manner  described. 

Estimation  of  Arsenic  in  Iron  Ores,  Steel,  and  Pig  Iron 

(J.  E.  Stead). — The  best  method  of  separating  arsenic  from  iron 
solutions  is  undoubtedly  that  of  distilling  with  hydrochloric  acid, 
and  ferrous  chloride. 

Stead  found  after  many  trials  and  experiments,  that  if  the 
distillation  is  conducted  in  a  special  manner,  the  whole  of  the 
arsenic  may  be  obtained  in  the  distillate,  unaccompanied  with  any 
traces  of  ferrous  chloride,  and  that  if  the  hydrochloric  acid  is  nearly 
neutralized  with  ammonia,  and  finally  completely  neutralized  vrith 
sodium  bicarbonate,  the  arsenic  can  be  determined  with  iodine  in  the 
usual  manner. 

The  standard  solutions  required  are  : — 

Arsenious  oxide.  0'66  gm.  (0'5  gm.  metallic  arsenic)  of  pure 
arseniotis  acid  in  fihe  powder  is  weighed  and  placed  into  a  flask,  with 
2  gm.  of  sodium  carbonate  and  100  c.c.  of  boiling  distilled  water, , and, 
the  liquid  boiled  till  all  the  arsenious  oxide  has  dissolved.  When 
cool,  2  gm.  of  sodium  bicarbonate  are  added  and  diluted  to  one  liter  : 
1  c.c.  =  0-0005  gm.  As. 

Iodine  solution.  1'7  gm.  of  pure  iodine  is  dissolved  in  2  gm. 
of  potassium  iodide  and  water,  the  solution  diluted  to  one  liter,  then 
standardked  by  titrating  20  c.c.  of  the  arsenious  solution.  If  the 
iodine  has  been  pure,  20  c.c.  of  the  solution  should  be  required  to 
just  firoduce  a  permanent  blue  with  starch. 

These  solutions  keep  fairly  well  without  alteration  for  several 
months.  It  is  advisable,  however,  tq,  periodically  ascertain  the  value 
of  the  iodine  by  titrating  it  with  the  arsenic  solution. 

Method  op  Peccedtiet;  eoe  Sxeex:  Erom  1  to  50  gm:  of  the  steel,  in 
drillings  are  introduced  into  a  30-ounce  flask,  and  a  sufBcient  quantity  of  equal 
parts  of  strong  hydrochloric  acid  and  water  is  added  to  dissolve  it.  The,  mouth 
ol  the  flask, is  closed,  with  a  rubber  cork  carrying  a  safety  tube,  and  a  tube  to 
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•convey  the  gas  evolved  into  the  Winkler's  spiral  absorption  tubes,  containing 
•a  strong  saturated  solutioii  of  bromine  in  water. 

The  tube  is  filled  to  one-third  of  its  length  with  the  solution,  and  about  i  c.c. 
■of  free  bromine  is  run  in  to  replace  the  bromine  which  is  consumed  or  carried 
-out  with  the  passing  gas. 

The  contents  of  the  flask  are  now  gently  heated  to  such  a  degree  that  a  steady 
but  not  rapid  current  of  gas  passes  through  the  bromine  solution. 

In  about  one  hour  the  whole  of  the  steel  will  be  dissolved,  and  when  no  more 
•evolution  of  hydrogen  can  be  observed,  the  liquid  in  the  flask  is  well  boiled,  so 
-as  to  completely  drive  all  the  gas  into  and  through  the  bromine  solution. 

The  absorption  tube  is  now  disconnected,  and  the  bromine  solution  oontainiug 
4hat  part  of  the  arsenic  which  has  passed  off  as  gas  is  rinsed  out  into  a  small 
100  c.c.  beaker,  and  the  excess  of  bromine  is  gently  boiled  off,  and  the  clear 
■colourless  solution  is  poured  into  the  flask.  About  0'5  gm.  of  zinc  sulphide  is 
now  dropped  into  the  iron  solution  and  the  contents  are  violently  shaken  for 
about  three  minutes,  by  which  time  the  whole  of  the  arsenic  will  be  in  the 
insoluble  state,  partly  as  sulphide  and  partly  as  a  black  precipitate  of  possibly 
free  arsenic  and  arsenide  of  iron. 

It  has  been  found  that  violent  agitation  for  a  few  minutes  is  quite  as  eiEcaoious 
in  effecting  the  complete  separation  of  arsenic  sulphide  as  by  the  method  of 
passing  a  current  of  CO2  through  the  solution  to  remove  the  excess  of  hj'dric 
•sulphide,  or  by  allowing  it  to  stand  ten  or  twenty  hours  to  settle  out. 

The  insoluble  precipitate  is  now  rapidly  filtered  through  a  smooth  filter-paper, 
and  the  flask  is  rinsed  with  cold  distilled  water.  The  precipitate  visually  does 
not  adhere  to  the  filter,  and  in  such  cases  the  paper  is  spread  out  flat  upon 
a  porcelain  slab,  and  the  arsenic  compounds  are  rinsed  off  with  a  fine  jet  of  hot 
water  into  a  small  beaker.  The  precipitate  is  now  dissolved  in  bromine  water, 
.and  a  drop  or  two  of  HCl. 

The  bromine  solution  now  containing  all  the  arsenic  is  gently  boiled  io  expel 
the  bromine,  and  it  is  then  poured  into  a  10-ounce  retort  and  is  distilled  with 
ferrous  chloride  and  hydrochloric  acid. 

The  apparatus  used  consists  of  an  ordinary  Liebig's  condenser,  but  the 
retort  has  its  neck  bent  to  an  angle  of  about  150°,  and  this  is  attached  to  the 
•condenser,  so  that  any  iron  mechanically  carried  over  may  run  back.  By  this 
■device,  the  distillate  will  never  contain  more  than  the  very  slightest  trace  of  iron. 

The  solution  containing  the  arsenic  having  been  run  into  the  retort,  the  beaker 
is  washed  out  and  the  washings  are  also  poured  in.  If  the  solution  is  much 
above  20  c.c.  in  bulk,  it  is  advisable  to  add  a  strong  solution  of  ferrous  chloride 
containing  about  0'5  gm.  of  iron  in  the  ferrous  state,  and  for  this  purpose 
-uothicg  answers  so  well  as  a  portion  of  the  steel  solution  remaining  after 
•separating  the  arsenic,  which  is  first  well  boiled  to  free  it  from  hydric  sulphide, 
-and  should  contain  about  10  per  cent,  of  soluble  iron  as  ferrous  chloride.  5  c.c. 
■of  this  solution  will  contain  the  necessary  amount  of  iron  to  add  to  the  retort. 
After  adding  the  chloride,  it  is  best  to  boil  down  the  solution  to  about  20  c.c. 
rbefore  adding  any  HCl,  taking  care,  of  course,  to  collect  what  liquid  distils  over. 
When  the  necessary  concentration  has  been  effected,  20  c.c.  of  strong  HCl  are 
run  in,  and  the  distillation  is  continued  till  all  excepting  about  10  c.c.  has  passed 
■over.  A  further  quantity  of  20  c.c.  mixed  with  5  c.c.  of  water  is  run  in,  and 
this  is  all  distilled  over.  At  this  point,  as  a  rule,  all  the  arsenic  will  have  passed 
into  the  distillate,  but  it  is  advisable  to  make  quite  certain,  and  to  add  a  tliird 
portion  of  acid  and  water,  and  to  distil  it  over.  If  the  distillation  has  not  been 
forced,  the  distillate  will  be  quite  colourless.  The  arsenic  in  tlie  distillate  will 
•exist  as  arsenious  chloride,  accompanied  with'a  large  excess  of  hydrochloric  acid. 
A  drop  of  litmus  is  put  into  this  solution,  and  strong  ammonia  is  run  in  until 
.alkaline.  It  is  now  made  slightly  acid  with  a  few  drops  of  HOI,  and  a  slight 
excess  of  solid  bicarbonate  of  soda  is  dropped  in.  The  contents  of  the  flask  are 
now  cooled  by  a  stream  of  water,  and,  after  adding  a  clear  solution  of  starch,  the 
•standard  iodine  is  run  in  from  a  burette  till  a  deep  permanent  blue  colouration 
is  produced. 

If  the  steel  or  iron  contains  much  arsenic,  a  smaller  quantity,  say,  1  or  2  gm., 
.may  be  dissolved  in  nitric  acid  of  1'20  specific  gravity  and  the  solution  evaporated 
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to  dryness,  the  residue  being  dissolved  in  hydroohlorio  acid,  and  the  solution 
transferred  to  the  retort,  and  distilled  directly  with  ferrous  chloride  and  hydro- 
chloric acid,  care  being  taken  that  the  distillation  is  not  forced,  so  as  to  avoid 
any  of  the  iron  solution  passing  over  into  the  distillate. 

Method  or  Pkocedtjee  eoe  Pig  Ieon  :  In  testing  pig  irons,  they  may  be 
dissolved  in  nitric  acid  and  evaporated  to  dryness,  or  be  treated  in  a  flask  with 
HCl  exactly  in  the  manner  described  above ;  but  it  is  advisable,  if  the  latter 
method  is  adopted,  after  treating  the  voluminous  mass  of  silica  and  graphite,  etc., 
with  bromine  and  hydrochloric  acid,  to  filter  off  the  insoluble  matter  and  distil 
the  clear  solution. 

Method  of  Peoceduee  foe  Ieon  Oees  :  In  testing  ores,  it  is  only 
necessary  to  place  the  powdered  ore  directly  into  the  retort,  and  distil  at  once 
with  HCl  and  ferrous  chloride,  taking  care  to  place  a  few  small  pieces  of  fire- 
brick also  in  the  vessel,  to  avoid  bumping. 

If  the  ore  contains  much  manganese,  it  is  advisable  to  dissolve  it  in  a  separate 
vessel  to  liberate  and  expel  the  chlorine,  and  then  to  transfer  it  into  the  retort. 

The  time  taken  to  test  iron  or  steel  need,  not  exceed  two  hours,  and  for  iron  or 
other  ores  not  much  more  than  half  an  hour. 

It  is  quite  possible  to  accurately  determine  as  small  a  quantity  as  0"002  per 
cent,  of  arsenic  by  this  method. 

When  dissolving  steels  in  dilute  HOI,  if  there  is  no  rust  on  the  sample  or 
ferric  chloride  present  in  the  acid,  and  the  presence  of  air  is  carefully  avoided, 
as  a  rule  only  about  one-tenth  of  the  total  arsenic  present  passes  off  with  the  gas. 

A  very  simple  and  accurate  method  of  ascertaining  a  smaU  amount 
of  arsenic  when  it  exists  in  the  form  of  freshly  precipitated  sulphide 
is  suggested  by  F.  Flatten  (/.  S.  C.  I.  xiii.  324).  It  consists  in 
simply  boiling  the  sulphide  with  pure  water  for  a  period  of  from 
1  to  3  hours,  or  until  the  liquid  is  quite  colourless,  and  all  the  HjS 
dissipated.  The  arsenic  will  then  exist  whoUy  as  AsjOg,  and  may 
be  titrated  direct  with  ^/loo  iodine,  and  a  slight  amount  of  sodium 
bicarbonate  as  usual. 

Both  this  and  Stead's  method  have  been  proved  to  give  identical 
results,  when  carried  out  by  separate  skilled  operators  on  the  same 
samples  of  material. 

BARIUM. 

Ba=  137-4. 

§  48.  In  a  great  number  of  instances  the  estimation  of  barium  is 
simply  the  converse  of  the  process  for  sulphuric  acid  (§  77),  using 
either  a  standard  solution  of  sulphuric  acid  or  a  neutral  sulphate  in 
a  known  excess,  and  finding  the  amount  by  residual  titration. 

When  barium  can  be  separated  as  carbonate,  the  estimation  is  made 
as  in  §  18.2. 

Precipitation  as  Barium  Chromate.— A  decinormal  solution  of 
bichromate  for  precipitation  purposes  must  differ  from  that  used  for 
oxidation  purposes.  In  the  present  case  the  solution  is  made  by 
dissolving  7 '37  gm.  of  pure  potassium  bichromate  in  water,  and 
diluting  to  1  liter. 

Method  of  Peocedtjes  :  The  barium  compound,  which  may  contain  alkalies, 
magnesia,  strontia,  and  lime,  is  dissolved  in  a  good  quantity  of  water,  ammonia 
free  from  carbonate  added,  heated  to  60°  or  70°  C,  and  the  standard  bichromate 
added  cautiously,  with  shaking,  so  long  as  the  yellow  precipitate  of  barium 
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-chromate  is  formed,  and  until  the  clear  supernatant  liquid  possesses  a  faint  yellow 
.colour.     1  c.c.  *'^/io  solution  =  0 '00684  gm.  Ba. 

Titration  of  the  Precipitate  with  Permanganate.— In  this  case 
the  precipitate  of  barium  chromate  is  well  washed,  transferred  to  a  flask,  and 
mixed  with  an  excess  of  ferrous  ammonium  sulphate;  the  amount  of  iron 
oxidized  by  -the  chromic  acid  is  then  estimated  by  titration  with  permanganate ; 
•the  quantity  of  iron  changed  to  the  ferric  state  multiplied  by  the  factor 
0-8187  =  Ba. 

BISMUTH. 

Bi=208. 

§  49.  The  estimation  of  this  metal  or  its  compounds  volumetrically 
has  occupied  the  attention  of  Pattinson  Muir,  to  whom  we  are 
indebted  for  several  methods  of  gaining  this  end.  Two  of  the  best 
are  given  here,  namely,  (1)  precipitation  of  the  metal  as  basic  oxalate, 
and  titration  with  permanganate ;  (2)  precipitation  as  phosphate  with 
excess  of  standard  sodium  phosphate,  and  titration  of  that  excess  by 
standard  uranium  acetate. 

1.    Titration  as  Oxalate. 

Normal  bismuth  oxalate,  produced  by  adding  excess  of  oxalic  acid 
to  a  nitric  solution  of  the  metal. when  separated  by  filtration,  and 
boiled  with  successive  quantities  of  water  for  three  or  four  times,  is 
transformed  into  basic  oxalate. 

Method  of  Peocedtjeb  :  The  solution  containing  bismuth  must  be  free  from 
hydrochloric  acid,  as  the  basic  oxalate  is  readily  soluble  in  that  acid.  A  large 
excess  of  nitric  acid  must  also  be  avoided.  Oxalic  acid  must  be  added  in  con- 
siderable excess.  If  the  precipitate  be  thoroughly  shaken  up  with  the  liquid, 
and  the  vessel  be  then  set  aside,  the  precipitate  quickly  settles,  and  the  super- 
natant liquid  may  be  poured  off  through  a  filter  in  a  very  short  time.  If  the 
precipitate  be  boiled  for  five  or  ten  minutes  with  successive  quantities  of  about 
50  c.c.  of  water,  it  is  quickly  transformed  into  the  basic  salt.  So  soon  as  the 
supernatant  liquid  ceases  to  show  an  acid  reaction,  the  transformation  is  complete. 
It  is  well  to  employ  a  solution  of  permanganate  so  dilute,  that  at  least  50  c.c.  are 
required  for  the  titration  (^/lo  strength  sufiSces).  The  basic  oxalate  maybe 
dissolved  in  dilute  sulphuric  acid  in  place  of  hydrochloric ;  it  is  more  soluble, 
however,  in  the  latter  acid.  If  the  solution  contains  but  little  hydrochloric  acid, 
there  is  no  danger  of  .chlorine  being  evolved  during  the  process  of  titration. 

In  applying  this  process  to  the  estimation  of  bismuth  in  a  solution  containing 
other  metals,  it  is  necessary,  if  the  solution  contain  substances  capable  of  acting 
upon,  or  of  being  acted  on  by  permanganate,  to  separate  the  bismuth  from  the 
other  metals  present.  This  is  easily  done  by  precipitating  in  a  partially 
neutralized  solution  with  much  warm  water  and  a  little  ammonium  chloride. 
The  precipitate  must  be  dissolved  in  nitric  acid,  and  the  liquid  boiled  down  once 
or  twice  with  addition  of  the  same  acid  in  order  to  expel  all  hydrochloric  acid, 
before  precipitating  as  oxalate.  The  liquid  should  contain  just  sufficient  nitric 
acid  to  prevent  precipitation  of  the  basic  nitrate  before  oxalate  acid  is  added. 
1  molecule  oxalic  acid  corresponds  to  1  atom  bismuth,  or  126  =  208. 

A  shorter  method,  based  on  the  same  reactions,  has  been  arranged 
by  Muir  and  Eobbs  (J.  C.  S.  I.  xli.  1).  In  this  case,  however,  the 
double  oxalate  of  potassium  and  bismuth  is  the  compound  obtained, 
the  excess  of  oxalate  of  potash  beiag  determined  residually.  Reis 
(Bei'iohte,  xiv.  1172)  has  shown  that  when  normal  potassium  oxalate 


§  49.  BISMUTH.  163 

is  added  to  a  solution  of  bismuth  nearly  free  from  mineral  acid,  but 
containing  acetic  acid,  a  double  salt  of  the  formula  Big  (CgO Jg,  KgCgO^ 
is  precipitated.  In  applying  this  process  for  the  estimation  of  bismuth 
in  mixtures,  it  is  necessary  to  separate  the  metal  as  oxychloride,  and 
that  it  should' be  obtained  in  solution  as  nitrate  with  a  small  excess  of 
nitric  acid.  This  is  done  by  evaporating  off  the  greater  part  of  the 
free  acid,  allowing  just  sufficient  to  remain  that  the  bismuth  may 
remain  in  solution  while  hot.  A  large  excess  of  acetic  acid  is  then 
added,  it  is  made  up  to  a  definite  measure,  and  an  aliquot  portion 
taken  for  titration. 

The  solution  of  normal  potassium  oxalate  standardized  by  perman- 
ganate must  not  be  added  in  great  excess.  It  is  well,  therefore,  to 
deliver  it  into  the  bismuth- liquid  from  a  burette  until  the  precipitation 
is  apparently  complete,  then  add  a  few  extra  c.c,  and  allow  to  remain 
for  some  time  with  shaking.  It  is  then  filtered  through  a  dry  filter, 
a  measured  jjortion  taken,  and  the  residual  oxalic  acid  found  by 
permanganate. 

For  estimating  bismuth  in  ores  the  following  method  has  been 
worked  by  Warwick  and  Kyle  ((7.  N.  Ixxv.  3). 

One  gm.  of  the  finely  powdered  ore  is  evaporated  to  dryness  with  5  or  10  o.o. 
of  strong  nitric  acid;  another  5  o.o.  of  acid  and  25  o.o.  of  water  are  added,  and 
the  whole  is  diluted  to  100  c.c.  Five  gm.  of  ammonium  oxalate  or  oxalic  acid 
are  introduced,  boiled  for  five  minutes,  allowed  to  settle,  and  the  supernatant 
liquid  filtered  off.  The  precipitate  is  boiled  twice  with  50  c.c.  of  water,  and  the 
washings  are  passed  through  the  same  paper.  With  an  ordinary  ten  per  cent. 
ore  this  treatment  should  suffice  to  convert  the  bismuth  oxalate  into  the  basic 
salt ;  but  if  the  filtrate  is  still  acid,  boiling  must  be  repeated  to  neutrality.  The 
precipitate  on  the  paper  is  then  dissolved  in  2  to  5  o.c.  of  1  :  1  HCl,  receiving 
the  liquid  in  the  beaker  containing  the  bulk  of  the  basic  oxalate ;  this  is  warmed 
till  entirely  dissolved,  and  then  diluted  to  250  c.c.  with  hot  water.  The  solution 
is  neutralized  with  ammonia,  and  the  resulting  precipitate  taken  up  in  1  :  4 
H2SC)4,  adding  a  few  o.c.  in  excess.  Finally  the  liquid  is  titrated  at  between  70° 
and  100°  0.  vrith  permanganate.  A  permanganate  solution  in  which  1  c.c.  = 
O'OIO  gm.  Fe  will  be  equal  to  0'0186  gm.  bismuth ;  by  diluting  100  c.c.  of  this 
with  86  CO.  of  water  a  solution  of  permanganate  will  be  obtained,  of  which  1  o.c. 
should  equal  O'OIO  gm.  of  bismuth.  A  permanganate  solution  1  o.o.  =  O'OIO  gm. 
Fe;  found =0'01868  gm.  Bi.  100  c.c.  permanganate  above +  86  c.c.  of  water; 
1  c.c.  found  =  O'OIOIY  gm.  Bi.  Lead,  iron,  copper,  zinc,  arsenic,  and  tellurium 
do  not  interfere  with  the  process.  Care  must  be  taken  to  avoid  using  too  little 
or  too  much  nitric  aoid.  Hydrochloric  acid  must  not  be  used  to  dissolve  the  ore. 
The  results  are  accurate  enough  for  all  commercial  work,  and  an  analysis  occupies 
little  time.  The  figures  quoted  show  maximum  errors  of — 0'0032  and  +  O'OOl  gm. 
in  determining  0'5  gm.  of  bismuth  in  presence  of  lead,  copper,  zinc,  iron,  and 
arsenic. 

2.    Precipitation  as  Phosphate. 

The  necessary  standard  solutions  are — 

(a)  Standard  sodium  phosphate  containing  35'8  gm.  per  liter. 
1  c.c.  =  0-0071  gm.  P2O5. 

(b)  Standard  uranium  acetate,  corresponding  volume  for  volume 
with  the  above,  when  titrated  with  an  approximately  equal  amount 
of  sodium  acetate  and  free  acetic  acid. 

Success  depends  very  much  upon  identity  of  conditions,  as  is 
explained  in  §  73. 

M  2 


164  VOLUMETEIC  ANALYSIS.  .J  50. 

Method  of  Pbocbduee  :  The  bismuth  to  be  estimated  must  he  dissolved  in 
nitric  acid ;  bases  other  than  the  alkalies  and  alkaline  earths  must  be  absent. 
The  absence  of  those  acids  which  interfere  with  the  determination  of  phosphoric 
acid  by ,  the  uranium  process  (non-volatile,  and  reducing  organic  acids, 
sulphuretted  hydrogen,  hydriodic  acid,  etc.)  must  be  assured.  As  bismuth  is 
readily  separated  from  other  metals,  with  the  exception  of  antimony  and  tin,  by 
addition  of  much  warm  water  and  a  little  ammonium  chloride  to  feebly  acid 
solutions,  a  separation  of  the  bismuth  from  those  other  metals  which  are  present 
should  precede  the  process  of  estimation.  If»alkalies  or  alkaline  earths  be  alone 
present,  the  separation  may  be  dispensed  with.  The  precipitated  bismuth  salt  is 
to  be  washed,  dissolved  in  a  little  strong  nitric  acid,  and  the  solution  boiled 
down  twice  with  addition  of  a  little  more  nitric  acid,  in  order  to  remove  the 
whole  of  the  hydrochloric  acid  present. 

Such  a  quantity  of  a  tolerably  concentrated  solution  of  sodium  acetate  is 
added  as  shall  insure  the  neutralization  of  the  nitric  acid,  and  therefore  the 
presence  in  the  liquid  of  free  acetic  acid.  Ifa  precipitate  form,  a  further 
addition  of  acetate  must  be  made.  The  liquid  is  heated  to  boiling ;  a  measured 
volume  of  the  sodium  phosphate  solution  is  run  in ;  the  boiling  is  continued  for 
a  few  minutes ;  the  liquid  is  passed  through  a  ribbed  filter,  the  precipitate  being 
washed  repeatedly  with  hot  water;  and  the  excess  of  phosphoric  acid  is 
determined  in  the  filtrate  by  titration  with  uranium.  If  the  filtered  liquid  be 
received  in  a  measuring  flask,  which  is  subsequently  filled  to  the  mark  with 
water,  and  if  the  inverted  uranium  method  be  then  employed,  the  r&sults  are 
exceedingly  accurate.  This  method  is  especially  to  be  recommended  in  the 
estimation  of  somewhat  large  quantities  of  bismuth,  since  it  is  possible  that  in 
such  cases  a  large  amount  of  sodium  acetate  will  have  been  used,  which,  as  i^ 
well  known,  has  a  considerable  disturbing  effect  on  the  reaction  of  the  indicator. 

If  the  bismuth  solution  contain  a  large  excess  of  nitric  acid,  it  is  better  to 
neutralize  nearly  with  sodium  carbonate  "before  adding  sodium  acetate  and 
titrating. 

Fuller  details  of  both  the  above  processes  are  contained  in  J.  C.  S. 
1877  (p.  674)  and  1878  (p.  70). 

3.    Estimation  by  Alkaline  Arsenite. 

This  method  is  suggested  by  Reichard  (Z.  a.  C,  1899,  p.  100), 
but  wants  some  more  authority  to  recommend  it  as  useful. 

Method  of  PBOCEDtrBE :  A  weighed  quantity  of  the  bismuth  compound 
is  dissolved  in  acid,  an  excess  of  alkali  is  added,  and  the  liquid  is  treated  with 
chlorine  water  or  gas ;  or  the  oxidation  may  be  effected  by  the  direct  addition  of 
the  bismuth  solution  to  a  mixture  of  sodium  hypochlorite  and  caustic  soda. 
The  liquid  is  boiled  until  the  original  orange  colour  of  the  precipitate  is  changed 
to  a  dark  red.  The  excess  of  soda  and  chlorine  is  then  removed  by  repeated 
washing  with  water  by  decantation.  The  precipitate  is  boiled  with  a  solution  of 
arsenious  acid  in  caustic  soda  containing  O'Ol  gm.  of  AS2O3  per  1  c  c,  until  it  is 
completely  converted  into  the  white  hydrate  Bi.^  (OH),,,  "When  the  reduction 
is  complete,  the  liquid  is  strong;ly  acidified  with  sulphuric  acid  and  filtered  hot, 
then  the  residual  arsenious  acid  in  the  filtrate  is  titrated  with  permanganate.  If 
a  weaker  standard  solution  of  arsenic  is  used  the  reduption  is  very  slow.  In  any 
case  it  is  advisable  to  use  only  a  small  quantity  of  bismuth. 

BROMINE. 

Br  =  80. 

§  50.  This  element,  or  its  unoxidized  compounds,  can  be  estimated 
precisely  in  the  same  way  as  chlorine  by  ^/^q  silver  solution  (§  42), 
or  alkalimetrically  as  in  §  32,  or  by  thiocyanate  (§  43),  but  these 
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methods  are  seldom  of  any  avail,  since  the  absence  of  chlorine  or  its 
combinations  is  a  necessary  condition  of  accuracy. 

Bromine  in  aqueous  solution,  or  as  gas,  may  be  estimated  by 
absorption  with  solution  of  potassium  iodide,  in  many  cases  by  mere 
digestion,  and  in  other  cases  by  distillation,  in  any  of  the  forms  of 
apparatus  given  in  §  39,  and  the  operation  is  carried  out  precisely  as 
for  chlorine  (§  64).     1  eq.  1=  1  eq.  Br.  or  I  found  x  0'63  =  Br. 

A  process  for  the  estimation  of  bromine  in  presence  of  chlorine  is 
still  much  wanted  in  the  case  of  examiuing  kelp  liquors,  etc.  Heine 
(Journ.  f.  pract.  Ghem.  xxxvi.  184)  uses  a  colour  method  in  which 
the  bromine  is  liberated  by  free  chlorine,  absorbed  by  ether,  and 
the  colour  compared  with  an  ethereal  solution  of  bromine  of  known 
strength.  Fehling  states  that  with  care  the  process  gives  fairly 
accurate  results.  It  is  of  course  necessary  to  have  an  approximate 
knowledge  of  the  amount  of  bromine  present  in  any  given  solution. 

Reimann  (Annal.  d.  Ohem.  u.  Pharm.  cxv.  140)  adopts  the 
following  method,  which  gives  tolerably  accurate  results,  but  requires 
skill  and  practice. 

The  neutral  bromine  solution  is  placed  in  a  stoppered  vessel, 
together  with  a  globule  of  chloroform  about  the  size  of  a  hazel  nut. 
Chlorine  water  of  known  strength  is  then  added  cautiously  from 
a  burette,  protected  from  bright  light,  in  such  a  way  as  to  insure  first 
the  liberation  of  the  bromine,  which  colours  the  chloroform  orange 
yellow ;  then  more  chlorine  water,  until  the  yellowish  white  colour  of 
chloride  of  bromine  occurs  (KBr  +  2C1  =  KCl  +  BrCl). 

The  operation  may  be  assisted  by  making  a  weak  solution  of 
potassium  chromate,  of  the  same  colour  as  a  solution  of  chloride  of 
bromine  in  chloroform,  to  serve  as  a  standard  of  comparison. 

The  strength  of  the  chlorine  water  is  ascertained  by  potassium 
iodide  and  ^/lo  thiosulphate.     2  eq.  CI  =  1  eq.  Br. 

In  examining  mother-liquors  containing  organic  matter,  they  must 
be  evaporated  to  dryness  in  presence  of  free  alkali,  ignited,  extracted 
with  water ;  then  neutralized  with  hydrochloric  acid  before  titrating 
as  above. 

Cavazzi  (Gazz.  Ghim.  Ital.  xiii.  174)  gives  a  method  which 
answers  well  for  estimating  bromine  in  small  quantity,  when  mixed 
with  large  proportions  of  alkaline  chlorides.  It  is  based  on  the  fact 
that,  when  such  a  mixture  is  heated  to  100°  C.  with  barium  peroxide 
and  sulphuric  acid,  the  whole  of  the  bromine  is  liberated  with  a  mere 
trace  of  chlorine;  the  bromine  so  evolved  is  absorbed  in  any  convenient 
apparatus,  such  as  fig.  39.  The  distillation  is  made  in  a  350  c.c. 
flask  with  double-bored  stopper ;  one  bore  contains  an  open  tube 
reaching  to  the  bottom  of  the  flask,  the  other  carries  the  delivery  tube 
which  is  connected  with  the  JJ  tubes.  The  first  \J  tube  is  empty ; 
the  second  contains  20  c.c.  of  a  standard  solution  of  arsenious  acid  in 
hydrochloric  acid,  containing  0'005  gm.  ASgO.^  in  each  c.c,  and  is 
connected  with  an  aspirator  or  water  pump.  The  apparatus  is  arranged 
so  that  the  flask  and  empty  (J  tube  are  immersed  in  boiling  water, 
the  vapours  of  HjOj  are  thus  decomposed,  and  the  stream  regulated 
by  the  aspirator. 
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The  requisites  used  by  the  author  are — 

Barium  peroxide,  containing  63  ° j ^  BaOg. 

Dilute  sulphuric  acid  1:2. 

Arsenious  acid  dissolved  in  dilute  hydrochloric  acid,  5  gm.  of  pure 
AsgOj  per  liter. 

Standard  permanganate,  3 '55  gm.  per  liter. 

It  was  found  that  the  relative  strengths  of  the  arsenic  and  perman- 
ganate solutions,  when  titrated  together,  diluted,  and  boiling,  were, 
18'2  c.c.  of  the  latter  to  20  c.c.  of  the  former.  Therefore  1  c.c.  of 
permanganate  by  calculatioi!  =  0 '00888  gm.  Br. 

.  The  author  found  that  treating  2  gm.  of  KCl  in  the  apparatus, 
without  bromine,  always  gave  a  faint  trace  of  CI,  so  that  only  18  c.c. 
of  permanganate  were  required  for  the  20  c.c.  of  arsenic,  instead  of 
18'2  c.c. ;  and  this  he  regards  as  a  constant  for  that  quantity  of  material. 
The  examples  of  analysis  with  from  0'05  to  0'2  gm.  KBr,  and  all  with 
the  correction  of  0'2  c.c,  are  satisfactory. 

Norman  McCulloch  {G.  N.  Ix.  259)  has  described  a  method, 
devised  by  himself,  for  the  rapid  and  accurate  estimation  of  bromine, 
in  presence  of  iodine  or  chlorine,  in  any  of  the  ordinary  commercial 
forms  or  chemical  combinations,  free  from  oxidizing  and  reducing 
agents  and  metals  forming  bromides,  insoluble  in  hydrochloric  acid. 
The  author's  explanation  of  the  principles  upon  which  the  method  is 
based  is  complicated  and  voluminous,  to  which  the  reader  is  referred. 
I  have  not  been  able  to  verify  the  method,  but  as  the  author  is  known 
to  have  practical  experience,  as  well  as  theoretical  knowledge,  a  short 
summary  is  given  here. 

The  requisites  described  by  the  author  are — 

Standard  permanganate,  3'19  gm.  per  liter. 

Standard  potassium  iodide,  8'278  per  liter. 

The  solutions  should  agree  volume  for  volume,  but  it  is  preferable 
to  verify  them  by  dissolving  2-3  gm.  of  iodine  in  caustic  soda,  in 
a  150  c.c.  stoppered  bottle,  adding  HCl  in  good  excess,  cooling, 
then  adding  the  permanganate  from  a  burette,  until  nearly  colourless. 
A  little  chloroform  as  indicator  is  then  added,  and  the  permanganate 
cautiously  run  in,  with  shaking  until  the  violet  colour  of  the  iodine  is 
discharged,  owing  to  production  of  ICl,  due  to  the  reaction  of  CI 
liberated  by  the  permanganate  from  HCl. 

The  iodine  equivalent  of  the  permanganate  is  calculated  to  bromine 
by  the  coefficient  x  0'6713  and  each  c.c.  permanganate  should  represent 
about  0"004  gm.  of  Br. 

The  other  reagents  are  purified  chloroform,  made  by  adding  some 
permanganate,  then  HCl  till  colour  is  discharged,  then  a  little  KI  and 
the  I  so  liberated  again  discharged  with  permanganate,  finally  the 
chloroform  is  washed  free  from  all  acid. 

A  three  per  cent,  solution  of  hydrocyanic  acid,  made  by  decomposing 
a  solution  of  pure  potassium  cyanide,  with  excess  of  HCl,  and  adding 
permanganate  till  a  faint  pink  colour  remains.  40  gm.  of  KCN  in 
400  c.c.  of  water  with  70  c.c.  of  HCl  will  give  such  a  solution. 
Owing  to  its  poisonous  nature  great  caution  must  be  used  in  making 
this  solution,  and  to  avoid  as  much  as  possible  the  evolution  of  prussic 
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acid  the  temperature  must  be  kept  down  by  ice,  or  a  freezing  mixture 
of  nitre  and  sal  ammoniac.  If  the  cyanide  contains,  as  is  often  the 
case,  some  alkaline  carbonate,  this  should  be  removed  previously 
by  BaCl,  as  otherwise  COj  will  be  liberated  and  a  loss  of  HCN 
occur,  finally  the  cool  solution  is  rendered  faintly  pink  with  some 
permanganate. 

Solution  of  manganous  chloride  is  made  by  dissolving  500  gm.  of 
MnClj  +  iHjO  in  250  c.c.  of  warm  water.  This  solution  is  used  to 
prevent  the  liberation  of  free  chlorine  from  the  HCl  in  the  analysis. 

Method  or  Peocedtjbe  :  The  weighed  bromide,  containing  from  005  to 
0"15  gm.  of  Br  is  dissolved  in  15  cc  of  water  in  a  150  o.o.  stoppered  bottle,  and 
about  30  0.0.  of  the  manganese  solution  added ;  permanganate  is  then  run  in 
excess  of  the  required  quantity,  and  the  bottle  cooled  rapidly  to  10°  0.  by  ice  or 
a  freezing  mixture.  When'  cooled,  the  bottle  is  shaken  by  a  rotary  motion, 
aaid  about  15  c.c.  of  moderately  strong  HCl  slowly  added,  with  motion  of  the 
bottle  to  dissolve  the  manganic  hydroxide,  2-4  c.c.  of  hydrocyanic  solution  are 
then  delivered  in,  the  bottle  closed  and  returned  to  the  cooling  mixture  for  about 
half  an  hour.  The  liquid  is  then  titrated  with  the  standard  potassium  iodide, 
until  nearly  decolorized  from  the  decomposition  of  the  manganic  chloride,  and 
then  slightly  coloured  from  liberation  of  free  I.  Lastly,  the  slight  excess  of 
iodide  is  estimated  by  adding  a  littje  chloroform,  and  the  titration  finished  with 
permanganate.  The  bromine  is  calculated  by  taking  the  difference  between  the 
amounts  of  bromine,  represented  by  total  permanganate  and  iodide  used.  If 
iodine  is  present  it  is  of  course  recorded  as  bromine,  and  its  amount,  if  required, 
must  be  ascertained  by  some  other  method  capable  of  its  estimation  in  the 
presence  of  bromine. 

The  author  gives  several  very  good  results  with  pure  sodium 
bromide. 


CADMIUM. 

Cd=  111-6. 

§  51.  This  metal  may  be  estimated,  as  is  the  case' with  many 
others,  by  precipitation  as  sulphide,  and  decomposing  the  sulphide 
with  a  ferric  salt,  the  iron  being  reduced  to  the  ferrous  state  in 
proportion  to  the  amount  of  sulphide  present. 

Follenius  has  found  that  when  cadmium  is  precipitated  as  sulphide 
in  acid  liquids,  the  precipitate  is  apt  to  be  contaminated  with  salts 
other  than  sulphide  to  a  small  extent.  The  separation  as  sulphide 
is  best  made  by  passing  HgS  into  the  hot  liquid  which  contains  the 
cadmium,  and  which  should  be  acidified  with  10  per  cent,  of  con- 
centrated sulphuric  acid  by  volume.  From  hydrochloric  acid  solutions 
thie  metal  is  only  completely  separated  by  HjS  when  the  hot  solution 
contains  not  more  than  5  per  cent,  of  acid  of  sp.  gr.  I'll,  or  14  per 
cent,  if  the  liquid  is  cold. 

Ferric  chloride  is  to  be  preferred  for  the  decomposition  of  the 
cadmium  sulphide,  and  the  titration  is  carried  out  precisely  as  in  the 
case  of  zinc  (§  84.4). 

P.  von  Berg  (Z.  a.  G.  xxvi.  23)  gives  a  good  technical  process  for 
the  estimation  of  either  cadmium  or  zinc  as  sulphides,  by  means  of 
iodine,  as  follows  : — 
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Method  of  Peocedxtee  :  The  washed  sulphide  of  zinc  or  cadmium,  is 
allowed  to  drain  upon  the  filter,  and  then  transferred,  together  with  the  filter,  to 
a  stoppered  flask  containing  800  c.c.  of  water  deprived  of  air  by  boiling  and  the 
passage  of  carbonic  acid  gas.  The  whole  is  well  shaken  to  break  up  the  pre- 
cipitate and  bring  it  into  the  most  finely  divided  condition  possible,  so  that  the 
sulphide  may  not  be  protected  from  the  action  of  the  iodine  by  separated  sulphur. 
A  moderate  quantity  of  hydrochloric  acid  is  added,  there  being  no  necessity  to 
entirely  dissolve  the  sulphide,  and  then  an  excess  of  iodine  solution  of  known 
strength.  The  residual  free  iodine  is  then  titrated  with  thiosulphate  without 
loss  of  time.  The  whole  operation,  from  the  transference  of  the  sulphide  to  the 
flask  to  the  final  titration,  occupies  about  five  minutes,  and  gives  results  varying 
between  98'8  and  100'2  per  cent.  The  reaction  proceeds  according  to  the 
equation,  ZnS  +  2HC1  +  21  =  ZqC\  x  2HI  +  S. 

Cadmium  may  also  be  estiijiated,  when  existing  as  sulphate  or 
nitrate,  by  precipitation '  as  oxalate,  and  titration  of  the  washed 
precipitate  by  permanganate.  The  details  are  carried  out  precisely 
as  in  the  case  of  estimating  zinc  as  oxalate  (§  84.6). 


CALCIUM. 

Ca  =  40.- 

1  c.c.  ^/lo  permanganate         =  0"0028  gm.  CaO 

=  0-0050  gm.  CaCOg 
=  0-0086  gra.  CaSO^  +  SHaO 
„  normal  oxalic  acid  =  0-0280  gm.  CaO 

Cryst.  oxalic  acid  x  0-444         =CaO 
Double  iron  salt  x  0-07143    =CaO 

§  '52.  The  estimation  of  calcium  alkalimetrically  has  already  been 
given  (§  18),  but  that  method  is  of  limited  application,  unless  calcium 
oxalate,  in  which  form  Ca  is  generally  separated  from  other  bases,  be 
converted  into  carbonate  or  oxide  by  ignition,  and  thus  determined 
with  normal  nitric  acid  and  alkali.  This  and  the  following  method  by 
Hemp  el  are  as  exact  in  their  results  as  the  determination  by  weight ; 
and  where  a  series  of  estimations  have  to  be  made,  the  method  is  very 
convenient." 

Titration  with  Permanganate. — The  readiness  with  which 
calcium  can  be  separated  as  oxalate  facilitates  the  use  of  this  method, 
so  that  it  can  be  applied  successfully  in  a  great  variety  of  instances. 
It  is  not  necessary  here  to  enter  into  detail  as  to  the  method  of 
precipitation ;  except  to  say,  that  it  may  occur  in  either  ammoniaoal 
or  weak  acetic  acid  solution ;  and  that  it  is  absolutely  necessary  to 
remove  aU  excess  of  ammonium  oxalate  from  tlie  precipitate  by 
washing  with  warm  water  previous  to  titration. 

Method  op  Peoobduee  :  When  the  clean  precipitate  is  obtained,  a  hole  is 
made  in  the  filter,  and  the  bulk  of  the  precipitate  is  washed  through  the  funnel 
into  a  flask;  the  filter  is  then  treated  with  small  quantities  of  hot  dilute 
sulphuric  acid,  and  again  washed  into  the  flask.  Hydrochloric  acid  in  moderate 
quantity  may  be  safely  used  for  the  solution  of  the  oxalate,  since  there  is 
not  the  danger  of  liberating  free  chlorine  which  exists  in  the  case  of  iron 
(Fleischer,  Titrirmethode,  p,  76),  but  the  sulphuric  is  better. 
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When  the  precipitate  is  completely  dissolved,  the  solution  is  freely  diluted 
with  water,  and  further  acidified  with  sulphuric  acid,  warmed  to  60°  or  70°,  and 
the  standard  permanganate  cautiously  delivered  into  the  liquid  with  constant 
agitation  until  a  faint  permanent  pink  tinge  occurs,  precisely  as  in  the  case  of 
standardizing  permanganate  with  oxalic  acid  (§  34.2c). 

Pkocedueb  foe  Limb  in  Blast  Pubnacb  Slags  :  Place  about  1  gm.  of  the 
very  finely-ground  slag  into  a  beaker,  cover  with  water,  and  boil  gently,  then  add 
gradually  Strong  HCl  until  the  whole  is  dissolved,  including  SiO^.  Dilute  the 
liquid,  nearly  neutralize  with  ammonia,  and  add  a  solution  of  ammonium  acetate. 
The  silica  and  alumina  form  a  flocoulent  precipitate  which  is  easily  washed  on 
a  filter.  The  filtrate  and  washings  are  concentrated  somewhat,  and  the  CaO 
precipitated  with  ammonium  oxalate  and  free  ammonia;  the  precipitate  is 
dissolved  as  before  described  in  hot  dilute  sulphuric  acid,  and  titrated  with 
permanganate.  If  much  manganese  is  present,  the  calcium  oxalate  must  be 
re-dissolved  and  re-preoipitated  before  the  titration  is  made. 

In  all  cases  where  a  clean  oxalate  precipitate  can  ■  be  obtained,  such 
as  mineral  waters,  manures,  etc.,  very  exact  results  are  obtainable ; 
in  fact,  quite  as  accurate  as  by  the  gravimetric  method.  Ample 
testimony  on  this  point  is  given  by  Fresenius,  Mohr,  Hempel, 
•and  others. 

Tucker  {Iron,  Nov.  16,  1878)  has  given  the  results  of  many 
experiments  made  by  him  upon  mixtures  of  Ca  with  abnormal 
proportions  of  iron,  magnesia,  alumina,  etc. ;  and  even  here  the 
numbers  obtained  did  not  vary  more  than  2  to  3  per  cent,  from  the 
truth.  In  the  case  of  large  proportions  of  these  substances  it  wiU  be 
preferable  to  re-precipitate  the  oxalate,  so  as  to  free  it  from  adhering 
contaminations  previous  to  titration. 

Indirect  Titration. -In  the  case  of  calcium  salts  soluble  in  water 
and  of  tolerably  pure  nature,  the  estimation  by  permanganate  can  be, 
made  by  adding  to  the  solution  a  measured  excess  of  normal  oxalic 
acid,  neutralizing  with  ammonia  in  slight  excess,  and  heating  to 
boiling,  so  as  to  rapidly  separate  the  precipitate.  The  mixture  is  then 
cooled,  diluted  to  a  measured  volume,  filtered  through  a  dry  filter,  and 
an  aliquot  portion  titrated  with  permanganate  after  acidifying  with 
sulphuric  acid  as  usual.  A  great  variety  of  calcium  salts  may  be 
converted  into  oxalates  by  a  short  or  long  treatment  with  oxalic  acid 
or  ammonium  oxalate,  including  calcium  sulphate,  phosphate,  tartrate, 
citrate,  etc. 

CERIUM. 

Ce=140. 

§  53.  Stolba  (Z.  a.  G.  xix.  194)  states  that  the  moist  cerium 
oxalate  may  be  titrated  precisely  as  in  the  case  of  calcium  oxalate  with 
permanganate,  and  with  accurate  results.  No  examples  or  details, 
however,  are  given.  It  is  probable  that  it  is  only  correct  in  the  case 
of  the  pure  substance. 

This  method  has,  however,  been  examined  by  P.  E.  Browning  and 
A.  Lynch  (Amer.  Journ.  Science,  viii.  No.  48),  who  prepared  the 
oxalate  from  pure  cerium  chloride  by  ammonium  oxalate.  Definite 
volumes  of  the  cerium  solution,  the  exact  strength  of  which  was 
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known,  were  used  for  precipitation  at  a  warm  temperature,  varying 
from  0-1  to  0-2  gm.  of  CeClj,,  some  trials  were  made  on  neutral 
volumes  and  some  slightly  acid  with  HCl  (in  which  case  about  1  gm. 
of  manganous  sulphate  was  used).  The  precipitate,  after  being 
carefully  washed,  was  dissolved  in  about  10  c.c.  of  dilute  hot  H2SO4, 
and  then  made  up  to  about  500  c.c.  with  hot  water  at  about  80°  C.^ 
when  the  titration  with  permanganate  was  immediately  made.  The 
results  obtained  were,  both  in  the  neutral  and  acid  solutions,  very  near 
the  amounts  of  cerium  taken.  Bunsen's  method,  originated  many 
years  ago,  showed  that  the  oxide  of  cerium  obtained  by  ignition  of 
the  oxalate  might  be  estimated  volumetrically  by  dissolving  it  in 
strong  HCl  with  a  few  crystals  of  KI  in  a  small  sealed  flask,  which 
was  heated  on  a  water-bath  till  the  oxide  was  dissolved  and  the  free 
iodine  liberated.  The  iodine  was  then  titrated  with  thiosulphate  in 
the  usual  way  and  the  amount  of  cerium  calculated  therefrom. 

A  modification  of  this  method  was  adopted  with  satisfactory  results 
by  Browning,  Hanford,  and  Hall,  as  follows  ; — 

Method  of  Pkocedtjbe  :  "Weighed  portions  of  the  pure  cerium  dioxide, 
about  01  to  0'15  gm.,  were  placed  in  small  glass-stoppered  bottles  of  a,bout 
100  c.c.  capacity,  together  with  1  gm.  of  potassium  iodide  free  from  iodate  and 
a  few  drops  of  water  to  dissolve  the  iodide.  A  current  of  CO2  was  passed  into 
the  bottle  for  about  five  minutes  to  expel  the  air,  10  c.c.  of  pure  strong  HCl 
were  added,  the  stopper  inserted,  and  the  bottle  heated  gently  upon  a  steam 
radiator  for  about  one  hour  until  the  dioxide  dissolved  completely  and  the  iodine 
was  set  free.  After  cooling  the  bottle,  to  prevent  loss  of  iodine  upon  removing 
the  stopper,  the  contents  were  carefully  washed  into  about  400  c.c.  of  water,  and 
titrated  with  ^/lo  sodium  thiosulphate  to  determine  the  amount  of  iodine 
liberated  according  to  the  reaction — 

aCeOs  +  SHCl  +  2KI  =  2CeCl3  +  2KC1  +  4H2O  +  Ij. 

A  few  blank  determinations  were  carried  through  in  the  bottles  without  the 
cerium  dioxide  to  determine  the  amount  of  iodine  set  free  under  these  conditions. 
The  amount  obtained  was  uniformly  equal  to  0-04  c.c.  of  the  ^/lo  thiosulphate 
solution,  which  was  taken  as  the  correction  and  applied  to  all  the  determinations. 

Estimatiou  in  the  Presence  of  other  Bare  Earths.    G.  von 

K  nor  re  (2.  a.  C,  1897,  685-688).  This  is  based  on  the  fact  that  the  yellow 
eerie  salts  are  reduced  by  hydrogen  peroxide  in  the  presence  of  free  acid  to 
colourless  cerous  salts,  as  in  the  equation : 

200(804)2  +  H2O2  =  062(804)3  +  H2SO4  +  O2. 
The  cold  solution  of  the  oerio  salt  is  mixed  with  an  excess  of  a  dilute  solution  of 
hydrogen  peroxide,  of  which  the  strength  is  known,  and  when  all  colour  has 
disappeared  the  excess  of  peroxide  is  titrated  back  with  permanganate. 

If  the  permanganate  be  standardized  on  iron,  the  amount  of  cerium  present 
may  be  expressed  in  terms  of  iron,  56  parts  of  the  latter  being  equivalent  to  140 
parts  of  cerium.  It  is  advisable  to  use  a  dilute  solution  of  permanganate  (not 
more  than  2  gm.  of  KMn04  per  liter). 

Notwithstanding  Eose's  statement  that  permanganate  is  slowly  decolorized 
by  a  solution  of  cerous  sulphate,  the  author  finds  that  the  end-reaction  can  be 
readily  recognised.  With  a  freshly  prepared  acidified  solution  of  a  eerie  salt  the 
reduction  takes  place  instantaneously,  but  if  the  solution  has  been  exposed  to 
the  air  for  some  time,  as  long  as  fifteen  minutes  may  be  necessary  for  complete 
decolorization.  The  results  obtained,  however,  in  both  cases  are  identical.  By 
boiling  an  old  solution  after  the  addition  of  sulphuric  acid,  and  cooling  before 
adding  the  hydrogen  peroxide,  the  rate  of  reduction  is  accelerated,  and  the 
reaction  takes  place  abnost  as  rapidly  as  in  a  freshly  prepared  solution. 
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Either  sulphurio  or  nitric  acid  may  be  used,  but  it  is  essential  that  the 
acidification  shall  take  place  before  the  addition  of  the  hydrogen  peroxide,  since 
otherwise  by-reactions  occur  and  the  results  are  too  high. 

A  method  of  Gibbs  (Z.  a.  C,  1864,  p.  395)  is  modified  by  Job 
(Compt  Bend.,  1899,  p.  101)  as  follows  :— 

A  known  volume  of  the  cerium  solution  is  treated  in  the  cold  with  peroxide 
of  lead,  and  a  large  excjess  of  concentrated  nitric  acid,  in  order  to  oxidize  any 
cerous  salts  present,  then  the  mixture  is  agitated,  filtered,  and  the  filtrate  titrated 
with  dilute  hydrogen  peroxide.  The  determination  of  cerium  by  this  method 
may  be  carried  out  equally  well  in  presence  of  thorium,  lanthanum,  and 
didymium,  and  should  thus  be  of  great  use  in  directly  determining  cerium  in 
the  crude  oxalates  from  monazite  sand. 


CHLORINE. 

01=35-45. 

1  u.c.  ^/lo  silver  solution  =  0'003545  gm.  CI. 

=  0-005845  gm.  NaCl. 

§  54.  The  powerful  affinity  existing  between  chlorine  and  silver  in 
solution,  and  tlie  ready  precipitation  of  tbe  resulting  chloride,  seem  to 
have  led  to  the  earliest  important  volumetric  process  in  existence,  viz., 
the  assay  of  silver  by  the  wet  method  of  Gay  Lussac.  The  details 
of  the  process  are  more  particularly  described  under  the  article  relating 
to  the  assay  of  silver  (§  74) ;  the  determination  of  chlorine  is  just  the 
converse  of  the  process  there  described,  and  the  same  precautions,  and 
to  a  certain  extent  the  same  apparatus,  are  required. 

The  solutions  required,  however,  are  systematic,  and  for  exactness 
and  convenient  dilution  are  of  decinormal  strengtli  as  described  in  §  41. 
In  many  cases  it  is  advisable  to  possess  also  centinormal  solutions, 
made  by  diluting  100  c.c.  of  ^/lo  solution  to  1  liter. 

1.    Direct  Precipitation  with  ^  Silver. 

Very  weak  solutions  of  chlorides,  such  as  drinking  waters,  are  not  easily 
examined  for  chlorine  by  direct  precipitation,  unless  they  are  considerably 
concentrated  by  evaporation  previous  to  treatment,  owing  to  the  fact  that,  unless 
a  tolerable  quantity  of  chloride  can  be  formed,  it  will  not  collect  together  and 
separate  so  as  to  leave  the  liquid  clear  enough  to  tell  on  the  addition  of  fresh 
silver  whether  a  distinct  formation  of  chloride  occurs.  The  best  effects  are 
produced  when  the  mixture  contains  chlorine  equal  to  from  li  to  2  gm.  of  salt 
per  100  c.c.  Should  the  proportion  be  much  less  than  this,  the  difficulty  of 
Ijrecipitation  may  be  overcome  by  adding  a  quantity  of  freshly  precipitated 
chloride,  made  by  mixing  equal  volumes  of  ^/lo  salt  and  silver  solution,  sha,king 
vigorously,  pouring  off  the  clear  liquid,  and  adding  the  cUoride  to  the  mixture 
under  titration.  The  best  vessel  to  use  for  the  trial  is  a  well-stoppered  round 
white  bottle,  holding  100  to  150  c.c.  and  fitting  into  a  paper  case,  so  as  to  prevent 
access  of  strong  light  during  the  titration.  Supposing,  for  instance,  a  neutral 
solution  of  potassium  chloride  requires  titration,  20  or  30  c.c.  are  measured  into 
the  shaking  bottle,  a  few  drops  of  strong  nitric  acid  added  (free  acid  must 
always  be  present  in  direct  precipitation),  and  a  round  number  of  o.c.  of  silver 
solution  added  from  the  burette.  The  bottle  is  placed  in  its  case,  or  may  be 
enveloped  in  a  dark  cloth  and  vigorously  shaken  for  half  a  minute,  then  un- 
covered, and  gently  tapped  upon  a  table  or  book,  so  as  to  start  the  chloride 
dovrnward  from  the  surface  of   the  liquid  where  it  often   swims.      A  quick 
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clarification  indicates  excess  of  silver.  The  nearer  the  point  of  exact  counter- 
balance the  more  difficult  to  obtain  a  clear  solution  by  shaking,  but  a  little 
practice  soon  accustoms  the  eye  to  distinguish  the  faintest  precipitate. 

In  case  of  overstepping  the  balance  in  any  trial,  it  is  only  necessary 
to  add  to  the  liquid  under  titration  a  definite  volume  of  ^/lo  salt 
solution,  and  finish  the  titration  in  the  same  liquid,  deducting,  of 
course,  the  same  number  of  c.c.  of  silver  as  has  been  added  of  salt 
solution. 

Fuller  details  and  jjrecautions  are  given  in  §  74. 

2.  Precipitation  by  ^  Silver  in  Neutral  Solution  with 

Chromate  Indicator  (see  §  41,  2  b). 

3.  Titration  with  —  Silver  and  Thiocyanate  (see  §  43). 

This  method  gives  very  accurate  results  if,  after  the  chlorine  is 
precipitated  with  excess  of  ^ /lo  silver,  the  silver  chloride  is  filtered 
off,  washed  well,  and  the  filtrate  and  washings  titrated  with  ^/lo 
thiocyanate  for  the  excess  of  silver. 

Method  of  Peoceduee  :  The  material  to  be  titrated,  such  as  water  residues, 
beer  ash,  or  other  substances  in  which  the  chlorine  is  to  be  estimated  being 
brought  into  clear  solution,  a  known  volume  of  •''^/lo  silver  in  excess  is  added, 
having  previously  acidified  the  mixture  with  nitric  acid;  the  mixture  is  well 
stirred,  and  the  supernatant  liquid  filtered  off  through  a  small  filter,  the 
chloride  well  washed,  and  to  the  filtrate  and  washings,  5  c.c.  of  ferric  indicator 
(§  43.3)  and  the  same  volume  of  nitric  acid  (§  43.4)  are  added.  The  flask  is 
then  brought  under  the  thiocyanate  burette,  and  the  solution  delivered  in  with 
a  constant  gentle  movement  of  the  liquid  until  a  permanent  light^brown  colour 
appears.  If  the  silver  chloride  is  not  removed  from  the  liquid  previous  to 
titration  a  serious  error  may  occur,  owing  to  the  ready  solubility  of  the  chloride 
in  the  thiocyanate  solution. 

4.    By  Distillation  and  Titration  with  Thiosulphate 
or  Arsenite. 

In  cases  where  chlorine  is  evolved  direct  in  the  gaseous  form  or 
as  the  representative  of  some  other  body  (see  §  39),  a  very  useful 
absorption  apparatus  is  shown  in  fig.  39.  The  little  flask  a  is  used  as 
a  distilling  vessel,  connected  with  the  bulb  tubes  by  an  india-rubber 
joint;*  the  stoppers  for  the  tubes  are  also  of  the  same  material,  the 
whole  of  which  should  be  cleansed  from  sulphur  by  boiling  in  weak 
alkali.  A  fragment  of  solid  magnesite  may  with  advantage  be  added 
to  the  acid  liquid  in  the  distilling  flask  ;  in  all  other  respects  the 
process  is  conducted  exactly  as  is  described  in  §  39. 

This  apparatus  is  equally  well  adapted  to  the  absorption  of  ammonia 
or  other  gases,  and  possesses  the  great  recommendation  that  there  is 
scarcely  a  possibility  of  regurgitation. 

Mohr's  apparatus  (fig.  40)  is  also  serviceable  for  this  method. 

*  India-rubber  and  especially  vulcanized  rubber  is  open,  to  some  objection  in  these  analyses 
and  apparatus  is  now  readily  to  be  had  with  glass  connections. 
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CHLORINE    GAS   AND    BLEACHING    COMPOUNDS. 

1  C.C.  ^/lo  arsenious  or  thiosulphate  solution  =  0-003545  gm.  CI. 
1  liter  of  chlorine  at  0°  C,  and  760  m.m.,  weighs  3-167  gm. 

§  55.  Chlorine  water  may  be  titrated  with  thiosulphate  by- 
adding  a  measured  quantity  of  it  to  a  solution  of  potassium  iodide,  then 
delivering  the  thiosulphate  from  a  burette  till  the  colour  of  the  free 
iodine  has  disappeared ;  or  by  using  an  excess  of  the  reducing  agent, 
then  starch,  and  titrating  residually  with  ^/^o  iodine.  When  arsenious 
solution  is  used  for  titration,  the  chlorine  water  is  delivered  into 
a  solution  of  sodium  carbonate,  excess  of  arsenious  solution  added,  then 
starch  and  ^/jq  iodine  till  the  colour  appears,  or  iodized  starch-paper 
may  be  used. 

Bleaching  Powder.— The  chief  substance  of  importance  among 
the  compounds  of  hypochlorous  acid  is  the  so-called  chloride  of  lime. 
The  estimation  of  the  free  chlorine  contained  in  it  presents  no  difficulty 
when  arsenious  solution  is  used  for  titration. 

Commercial  bleaching  powder  consists  of  a  mixture  in  variable 
proportions  of  calcium  hypochlorite  (the  true  bleaching  agent),  calcium 
chloride,  and  hydrate ;  and  in  some  cases  the  preparation  contains 
considerable  quantities  of  chlorate,  due  to  imperfect  manufacture  or 
age.  It  is  generally  valued  and  sold  in  this  country  by  its  percentage 
of  chlorine.  In  France  it  is  sold  by  degrees  calculated  from  the  volume 
of  gaseous  chlorine  :  100°  French  =  31'78  per  cent.  English. 

1.    Titration  by  Arsenious  Solution  (Penot). 

The  first  thing  to  be  done  in  determining  the  value  of  a  sample  of 
bleaching  powder  is  to  bring  it  into  solution,  which  is  best  managed 
as  follows : — 

The  sample  is  well  and  quickly  mixed,  and  7'17  gm.  weighed,  put  into 
a  mortar,  a  little  water  added,  and  the  mixture  rubbed  to  a  smooth  cream ;  more 
water  is  then  stirred  in  with  the  pestle,  allowed  to  settle  a  little  while,  then 
poured  off  into  a  liter  flask  ;  the  sediment  again  rubbed  with  water,  poured  off, 
and  so  on  repeatedly,  until  the  whole  of  the  chloride  has  been  conveyed  into  the 
flask  without  loss,  and  the  mortar  washed  quite  clean.  The  flask  is  then  filled  to 
the  mark  with  water,  well  shaken,  and  50  c.c.  of  the  milky  liquid  taken  out  with 
a  pipette,  emptied  into  a  beaker,  and  the  ^/lo  arsenious  solution  delivered  in 
from  a  burette  until  a  drop  of  the  mixture  taken  out  with  a  glass  rod,  and 
brought  in  contact  with  the  prepared  starch-paper  (§  40)  gives  no  blue  stain. 

The  starch-paper  may  be  dispensed  with  by  adding  arsenious  solution  in  excess, 
then  starch,  and  titrating  residually  with  ^/lo  iodine  till  the  blue  colour  appears. 
The  number  of  c.c.  of  arsenic  used  shows  direct  percentage  of  available  chlorine. 

2.  Bunsen's  Method- 
ic or  20  c.c.  of  the  chloride  of  lime  solution,  prepared  as  above,  are  measured 
into  a  beaker,  and  an  excess  of  solution  of  potassium  iodide  added  ;  the  mixture 
is  then  diluted  somewhat,  acidified  with  acetic  acid,  and  the  liberated  iodine 
titrated  with  ^/lo  thiosulphate  and  starch;  1  eq.  iodine  so  found  represents 
1  eq.  chlorine. 

The  presence  of  chlorate  does  not  aifect  the  result  when  acetic  acid 
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is  used.  If  it  be  desired  to  estimate  the  amount  of  chlorate  in  bleach, 
the  following  method  has  been  devised  by  R.  Presenius.  It  depends 
on  the  fact  that  hypochlorites  are  decomposed  by  lead  acetate  with 
formation  of  lead  peroxide,  whUst  the  chlorate  which  may  be  present 
is  unaffected. 

Method  of  Peocedueb  :  20  gm.  of  bleaching  powder  are  ground  up  with 
water  in  repeated  quantities  and  made  vip  to  a  liter;  after  settling,  50  c.o. 
=  1  ,gm.  of  bleach  are  filtered  off  through  a  dry  filter,  put  into  a  flask,  and  mixed 
with  a  solution  of  lead  acetate  in  some  excess.  There  is  formed  at  first  a  white 
precipitate  of  lead  chloride  and  lead  hydroxide;  these  being  acted  on  by  the 
hypochlorite  become  first  yellow,  then  brown,  with  liberation  of  chlorine  and 
passing  into  lead  peroxide.  After  the  precipitate  has  settled,  more  lead  solution 
is  added,  to  be  sure  that  the  conversion  is  complete.  The  mixture  is  allowed  to 
stand  in  the  open  flask,  with  freqiient  shaking,  till  all  smell  of  chlorine  has 
disappeared,  which  occurs  in  from  eight  to  ten  hours.  The  precipitate  is  then 
filtered  off  and  washed  till  the  wash-water  is  free  from  acid.  The  washings  are 
evaporated  somewhat,  added  to  the  filtrate,  and  the  whole  mixed  with  sddium 
carbonate  in  slight  excess,  to  precipitate  the  lead  and  lime  as  carbonates — these 
are  well  washed,  the  filtrate  and  washings  evaporated  nearly  to  dryness,  then 
transferred  to  either  aPreseniusor  Mohr  apparatus  (fig.  39  or  40)  and  distilled 
with  HCl  as  directed  in  §  39.     1  eq.  :  1  =  01305. 

Mixtures    of    CMorides,    Hypochlorites,    and    Ghlorites.— 

It  is  known  that  chlorine  actiag  upon  alkaline  and  alkaline-earthy 
hydrates  gives  rise  to  chlorides,  and  at  the  same  time  to  chlorates,  or  to 
hypochlorates,  according  as  the  temperature  and  the  concentration  are 
higher  or  lower.  In  average  conditions  the  three  kinds  of  salts  are 
formed  simultaneously. 

A  mixture  of  the  same  salts  is  produced  if  solutions  of  sodium 
chloride  are  submitted  to  electrolysis,  according  to  the  processes 
recently  used  for  the  manufacture  of  free  chloriae  and  of  caustic  soda, 
pr  of  chlorates,  or  hypochlorites. 

In  these  various  cases  it  is  of  great  industrial  importance  to  determine 
easily  the  proportion  of  each  of  the  salts  present. 

For  the  analysis  of  such  a  mixture  of  salts,  the  subjoined  method  is 
recommended  as  at  once  expeditious  and  accurate.  All  the  determma- 
tions  are  performed  successively  upon  the  same  solution  (A.  Carnot, 
Compt.  Rend,  cxxii.  449). 

Method  of  Peooeduee  :  1.  The  mixture  of  hypochlorite,  chlorate,  and 
chloride  is  poured  into  a  beaker.  There  is  then  run  into  it  from  a  burette  a 
standard  solution  of  alkaline  arsenite  until  the  hypochlorite  is  completely  reduced. 
To  find  the  exact  moment  when  the  reduction  is  completed,  a  drop  of  the  liquid 
is  placed  upon  a  porcelain  plate  in  contact  with  a  drop  of  solution  of  potassium 
iodide  and  starch. 

.  On  the  mixture  of  the  two  drops  there  appears  a  blue  colour  as  long  as  there 
remains  any  hypochlorite  not  reduced.  As  soon  as  the  mixture  ceases  to  become 
coloured,  the  volume  of  the  arsenite  liquid  is  noted,  and  the  proportion  of 
hypochlorite  or  hypochlorous  acid  which  has  transformed  it  into  arsenic  acid 
is  obtained ;  or,  consequently,  that  of  the  corresponding  chlorine. 

AS.2O3  +  CaCl202= As-Ps  +  CaCla. 
or 

AS2O3  +  2NaC10 = AS2O5  +  2NaCl. 

.2.  The  liquid  (which  now  contains  merely  chlorate  and  chloride)  is  slightly 
acidified  with  sulpburic  acid,  and  a  quantity  of  ammonium-ferrous  sulphate 
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added,  at  least  twenty  times  of  that  of  the  supposed  chlorates.  Heat  to  about 
100°,  adding  in  small  successive  quantities  5  o.c.  of  sulphm-io  acid  diluted  with 
15  CO.  of  water.  It  is  best  to  use  a  tap-funnel,  letting  the  acid  fall  in  drop  by 
drop.  After  having  stoppered  the  vessel,  to  avoid  contact  of  air,  it  is  allowed 
to  cool  for  a  short  time,  and  the  excess  of  ferrous  salt  is  then  titrated  with 
permanganate.  As  the  quantity  of  ferrous  salt  which  was  introduced  is  known, 
by  difference  the  quantity  which  has  been  peroxidized  at  the  expense,  of  the 
chlorate  reduced  to  the  state  of  chloride  is  found. 

NaClOa  +  6PeO=NaCl  +  Fe^O^. 

It  is  thus  easy  to  calculate  the?  proportion  of  chlorate  or  of  chloric  acid,  or  the 
corresponding  quantity  of  chlorine. 

3.  The  total  chlorine,  which  is  now  entirely  present  in  the  state  of  chloride, 
is  determined  as  follows: — The  rose  tint  produced  by  the  permanganate  is 
removed  by  adding  a  trace  of  ferrous  sulphate.  Then  add  a  measured  volume  of . 
standard  silver  nitrate,  more  than  enough  to  precipitate  all  the  chlorine,  and 
determine  the  excess  of  the  silver  salt  by  means  of  standard  thiooyanate  (§  43). 
The  ferric  salt  previously  formed  by  the  peroxidation  of  the  ferrous  salt  serves 
as  an  indicator,  by  producing  a  permanent  red  colouration  as  soon  as  there  is 
no  more  silver  salt  to  precipitate.  The  arsenic  acid  produced  in  the  first 
operation  does  not  interfere  in  the  least. 

In  order  to  avoid  the  use  of  too  large  a  quantity  of  silver  nitrate,  which 
would  be  necessary  on  account  of  the  large  proportion  of  chlorine  to  be 
precipitated,  an  aliquot  part  of  the  solution  may  be  taken. 

The  chlorine  found  in  the  state  of  a  chloride  in  the  original  liquid  is  easily 
calculated  by  deducting  from  the  total  chlorine  just  determined  the  two 
quantities  already  found  in  the  state  of  hypochlorite  and  of  chlorate. 

The  three  operations  succeed  each  other  without  interruption,  and  without 
separate  preparation,  and  are  completed  in  a  short  time. 

In  a  number  of  experiments  with  mixtures,  the  discrepancies  found  between 
the  experimental  results  and  the  calculated  numbers  rarely  reached  1  m.gm.- 
when  operating  upon  from  250  to  500  m.gm. 

Mixturesof  Chlorides,  Chlorates,  and  Perchlorates. — A.Carnot 
(Compt.  Send,  cxxii.  452).  Perchlorates  are  found  with  chlorides  and  chlorates 
in  the  products  of  the  calcination  of  chlorates.  Hypochlorites  are  only  produced 
in  the  cold  or  by  wet  methods ;  but  in  such  cases  no  perchlorates  are  formed,  nor 
can  the  latter  he  reduced  by  the  usual  reagents  in  solution,  dry  heat  being 
necessary  to  accomplish  this  result. 

In  analyzing  such  mixtures,  the  chlorides  and  chlorates  are  estimated  first,  by 
titrating  one  portion  of  the  solution  for  the  chlorides  by  Volhard's  method, 
and  the  other  part  for  the  total  chlorine  after  reduction  of  the  chlorates  by  the 
aid  of  ferrous  sulphate;  or,  an  alternative  method,  both  titrations  can  be 
performed  on  the  same  liquid,  the  chlorides  first — with  sodium  arsenate  as 
indicator  in  preference  to  potassium  chromate,  which  would  interfere  with 
the  subsequent  reaction — and  .then  the  total  chlorine  after  reduction  of  the 
chlorates. 

The  perchlorates  are  determined  by  heating  the  powdered  substance,  mixed 
with  four  or  five  times  its  weight  of  purified  quartz-sand,  in  a  platinum  crucible, 
the  mixture  being  covered  by  a  layer  of  the  same  sand  1  or  2  cm.  deep.  The 
bottom  of  the  crucible  is  kept  at  a  red  heat  for  about  twenty  to  thirty  minutes, 
and  this  is  sufficient  to  completely  reduce  the  chlorates  and  perchlorates, 
volatilization  of  the  chloride  being  prevented  by  the  condensing  effect  of  the 
upper  layer  of  sand.  An  aqueous  solution  is  then  made,  the  total  chlorides 
titrated  as  before,  and  the  perchlorate  estimated  by  difference. 

Estimation  of  Perchlorate  in  Chili  Salpetre.— Ahrens  and 
Hett  (Chem.  Centr.,  1898,  ii.  558).  20  gm.  of  the  powdered  sample  are 
introduced  into  a  flat  200  c.c.  platinum  dish  moistened  with  2-3  cc  of  cold 
saturated  caustic  soda,  1  gm.  of  pure  manganese  dioxide  added,  and  the  whole 
evaporated  to  dryness ;  the  dish  is  then  covered  and  heated  to  redness.    When 


176  VOLUMETRIC   ANALYSIS.  §  55. 

cold,  the  fused  mass  is  treated  with  lOO  c.c.  of  hot  water,  allowed  to  cool,  and 
then  made  up  to  250  c.o. ;  50  c.o.  of  the  filtrate  are  acidified  with  10-15  c.o.  of 
nitric  acid  of  sp.  gr  =  l'20,  and  a  solution  of  permanganate  is  added  drop  by 
drop  until  the  colour  is  permanent  for  a  minute,  showing  that  all  the 
nitrous  acid  has  been  oxidized.  The  chlorine  is  then  estimated  by  Volhard's 
process,  and  the  difference  between  the  amounts  of  chlorine  found  before  and 
after  fusion  is  calculated  into  perchlorate.  Iodides  present  in  the  sample  do  not 
interfere,  as  they  are  oxidized  to  iodates  by  the  permanganate. 

The  lodometric  Estimation  of  Chloric  and  Nitric  Acids.— 

The  following  methods  hy  McGowan  (J.  C.  S.  Ixix.  530  and  /.  C.  S. 
Ixi.  87)  depend  on  the  principle  that,  when  a  fairly  concentrated 
solution  of  a  nitrate  or  chlorate  is  warmed  with  an  excess  of  pure, 
strong  hydrochloric  acid,  a  nitrate  is  completely  decomposed,  and  the 
production  of  nitrosyl  chloride  and  chlorine  is  quantitative,  the 
reaction  being 

HNOg  +  3HC1  =  NOCH- CI2  +  2H2O. 

If  the  operation  is  conducted  in  an  atmosphere  of  carbonic  acid,  and 
the  escaping  gases  are  passed  through  a  solution  of  potassium  iodide, 
an  amount  of  iodine  is  liberated  exactly  equivalent  to  the  whole  of  the 
chlorine  present  (free  and  combined),  nitric  oxide  escaping.  1  mol.  of 
nitric  acid  thus  yields  3  atoms  of  chlorine  or  iodine.  The  iodine  can 
then  be  titrated  in  the  usual  manner  with  thiosulphate.  With 
chlorates  only  chlorine  is  evolved.  De  Koninck  and  Nihoul 
(Zeit.  fiir  angew.  Chem.  August  15,  1890)'  give  details  of  a  process 
depending  upon  the  same  principle. 

Method  of  Peoceduee  eoe  Niteates  :  It  is,  of  course,  absolutely  essential 
that  air  should  be  completely  excluded  from  the  apparatus  as,  if  any  were 
present,  the  escaping  nitric  oxide  would  be  re-oxidized  to  nitrogen  trioxide  or 
tetroxide,  and  this  would  in  its  turn  liberate  a  further  quantity  of  iodine  from 
the  iodide  solution. 

The  apparatus  required  is  very  simple,  and  can  readily  be  made  by  any 
one  moderately  expert  at  glass-blowing.  The  main  point  to  be  attended  to 
is  to  have  no  corks  or  rubber  stoppers,  etc.,  for  the  escaping  chlorine  to  act 
upon.  Fig.  42  is  a  sketch  of  the  apparatus :  the  condensing  arrangement  for 
the  chlorine  does  its  work  perfectly,  and  may  therefore  be  used  with 
advantage,  not  only  for  this,  but  also  for  other  similar  methods  in  which 
iodine  is  set  free.  The  measurements  given  are  those  of  the  apparatus  as 
used  by  the  author. 

^  is  a  small,  round-bottomed  flask,  into  the  neck  of  which  a  glass  stopper,  x, 
is  accurately  ground  (with  fine  emery  and  oil).  The  capacity  of  the  bulb  is 
about  46  CO.,  and  the  length  of  the  neck,  from  x  to  y,  90  m.m.  The  first 
condenser  is  a  simple  tube,  slightly  enlarged  at  the  foot  into  two  small  bulbs. 
The  length  from  »  to  4  is  300  m.m,,  from  i  to  c  180  m.m.,  and  from  e  to  f 
30  m.m.  The  capacity  of  the  bulb  B  is  25  c.c,  and  the  total  capacity  of  the  two 
bulbs  and  tube,  up  to  the  top  of  C,  41  cc  This  condenser  is  immersed,  up  to 
the  level  of  c,  in  a  beaker  of  water.  2)  is  a  Geissler  bulb  apparatus,  and 
E  a  chloride  of  calcium  tube,  filled  with  broken  glass,  which  acts  as  a  tower 
^  is  a  small  funnel,  attached  by  rubber  and  lip  to  the  branch  tube  h. 
Between  the  tube  i  and  the  wash-bottle  for  the  carbonic  acid  is  placed  a 
short  piece  of  glass  tubing,  «■,  containing  a  strip  of  filter-paper,  slightly 
moistened  with  iodide  -of  starch  solution.  This  tube  *  is  really  hardly 
necessary,  as  no  chlorine  escapes  backwards  if  a  moderate  current  of  carbonic 
acid  is  kept  passing,  but  it  serves  as_  a  check.  The  joints  p  and  q  are  of 
narrow  rubber  tubing.  The  joint  0  is  made  by  grinding  one  tube  into  the 
other,    k  is  the  outlet  tube. 
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The  operation  is  performed  in  the  following  manner: — The  evolution  flask  is 
washed  and  thoroughly  dried,  and  the  nitrate  (say  about  0'25  gm.  of  potassium 
nitrate)  is  dropped  into  it  from  the  weighing  tube.  1  to  2  o.o.  of  water  are  now 
added,  and  the  bulb  is  gently  warmed,  so  as  to  bring  the  nitrate  into  solution, 
after  which  the  stopper  of  the  flask  is  firmly  inserted  into  it.  About  15  o.c,  or 
so,  of  a  solution  of  potassium  iodide  (1  in  4)  are  run  into  the  first  condensing 
tube,  any  iodide  adhering  to  the  upper  portion  of  the  tube  being  washed  down 
with  a  little  water,  and  5  c.c.  of  the  same  solution,  mixed  with  8  to  10  o.o.  of 
water,  are  sucked  into  the  Geissler  bulbs,  whilst  the'  glass  in  tower  H  is  also 
thoroughly  moistened  with  the  iodide.  The  Geissler  bulbs  should  be  so 
arranged  that  gas  only  bubbles  through  the  last  of  them,  the  liquid  in  the 
others  remaining  quiescent. 


.^"^ 


Fig.  42. 

All  the  joints  haying  been  made  tight,  the  COj  is  turned  on  briskly,  and 
passed  through  the  apparatus  until  a  small  tubeful  collected  at  I,  over  caustic 
potash  solution,  shows  that  no  appreciable  amount  of  air  is  left  in  it.  The  small 
outlet  tube  I  is  now  replaced  by  a  chloride  of  calcium  tube,  filled  with  broken 
glass  which  has  been  moistened  with  the  above  iodide  solution,  and  closed  by 
a  cork  through  which  an  outlet  tube  passes,  the  object  of  this  "  trap  "  tube  being 
to  prevent  any  air  getting  back  into  the  apparatus ;  and  the  brisk  current  of 
CO2  is  continued  for  a  minute  or  two  longer,  so  as  to  practically  expel  all  the  air 
from  this  last  tube.  The  stream  of  gas  is  now  stopped  for  an  instant,  and  about 
15  CO.  of  pure  concentrated  hydrochloric  acid,  free  from  chlorine,  run  into  A 
through  the  funnel  g  (into  the  tube  of  which  it  is  well  to  have  run  a  few  drops 
of  water  before  beginning  to  expel  the  air  from  the  apparatus),  and  A  is  shaken 
so  as  to  mix  its  contents  thoroughly.  A  slow  current  of  CO2  is  now  again 
turned  on  (1  to  2  bubbles  through  the  wash-bottle  per  second),  and  A  is  gently 
warmed  over  a  burner.  It  is  a  distinct  advantage  that  the  reaction  does  not 
begin  until  the  mixed  solutions  are  warmed,  when  the  liquid  becomes  orange- 
coloured,  the  colour  again  disappearing  after  the  nitrosyl  chloride  and  chlorine 
have  been  expelled.  The  warming  should  be  very  gentle  at  first,  in  order  to 
make  sure  of  the  conversion  of  all  the  nitric  acid,  and  also  because  the  first 
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escaping  vapours  are  relatively  very  rich  in  chlorine  ;  after  which  the  liquid  in 
A  is  briskly  boiled.  A  very  little  practice  enables  the  operator  to  judge  as  to  the 
proper  rate  of  warming.  When  the  volume  of  liquid  in  A  has  been  reduced  to 
about  7  c.c,  or  so  (by  which  time  it  is  again  colourless),  the  stream  of  CO2  is 
slightly  quickened,  and  the  apparatus  allowed  to  cool  down  a  little.  The  burner 
is  now  set  aside  for  a  few  minutes,  and  2  cc,  or  so,  more  of  hydrochloric  acid, 
previously  warmed  in  a  test-tube,  run  in  gently  through^;  there  is  no  feir 
either  of  the  iodide  solution  running  back,  or  of  any  bubbles  of  air  escaping 
through  y,  if  this  is  done  carefully.  This  is  a  precautionary  measure,  in  case  a 
trace  of  the  liberated  chlorine  might  have  lodged  in  the  comparatively  cool 
liquid  in  tube  h.  The  CO.^  is  once  more  turned  on  slowly,  and  the  liquid 
in  A  is  boiled  again  until  it  is  reduced  to  about  5  c.c.  It  is  now  only 
necessary  to  allow  the  apparatus  to  cool  down,  passing  CO2  all  the  time, 
after- which'  the  contents  of  the  condensers  are  transferred  to  a  flask  and 
titrated  with  thiosulphate.  At  the  end  of  a  properly  conducted  experiment,  the 
glass  in  the  upper  part  of  tower  IE  should  be  quite  colourless,  and  there  should 
only  be  a  mere  trace  of  iodine  showing  in  the  lower  part  of  the  tower,  while  the 
liquid  in  the  last  bulb  of  the  Geissler  apparatus  ought  to  be  only  pale  yellow. 
During  the  operation  the  stopper  of  A  and  the  various  joints  can  be  tested  for 
tightness  from  time  to  time  by  means  of  a  piece  of  iodide  of  starch  paper,  and, 
before  disjointing,  it  is  well  to  test  the  escaping  gas  (say,  at  m)  in  the  same  way, 
to  make  sure  that  all  nitric  oxide  has  been  thoroughly  expelled. 

Example  :  0-2627  gm.  of  pure  KNO3  was  taken.  The  liberated  iodine 
required  38-56  c.c.  of  thiosulphate  (of  which  1  c.c.  =0-006805  gm.  KNOj)  for 
conversion.  This  gave  0-2624  gm.  nitrate  found,  or  99-89  per  cent. 
,  Method  of  Peocbduee  foe  Chloeates  :  The  apparatus  employed  is  the 
same  as  for  nitrates,  but  since  it  is  unnecessary  in  this  estimation  to  previously 
expel  the  air  present  by  a  current  of  CO2,  those  tubes  which  come  after  the 
tower  E  are  dispensed  with.  The  details  of  the  operation  are  also  practically 
the  same  as  in  the  case  of  a  nitrate,  only  simpler.  Comparatively  dilute  hydro- 
chloric acid  may  be  employed,  and  the  CO2  is  required  merely  to  ensure  a 
regular  passage  of  the  vapours  through  the  iodine  solution,  and  to  prevent  any 
.  chlorine  escaping  backwards.  This  is  tested,  as  before,  by  the  small  piece  of 
iodide  of  starch  paper  in  tube  s,  which  should  be  so  placed  as  never  to  get  warm. 

The  chlorate  is  weighed  out  into  the  dry  evolution  flask  A,  then  dissolved  in  8 
to  10  c.c.  of  water,  and,  after  all  the  necessary  connections  have  been  made,  8  to 
10  c.c.  of  pure  concentrated  hydrochloric  acid  are  run  in  through  the  funnel  .9. 
Since  the  reaction  begins  in  the  cold,  the  CO2  must  be  turned  on  immediatelj', 
and  kept  passing  at  the  rate  of  about  four  bubbles  per  second.  Care  should  be 
taken  to  heat  very  gently  at  first,  until  the  bulk  of  the  chlorine  has  come  over, 
after  which  the  lamp  flame  may  be  gradually  turned  up  and  the  liquid  boiled, 
exactly  as  in  the  case  of  the  nitrate ;  this  ensures  that  no  chlorine  escapes  back- 
wards. And,  as  before,  after  all  the  chlorine  has  been  apparently  driven  out,  and 
the  solution  has  become  colourless,  a  second  quantity  of  warm  hydrochloric  acid 
(1  in  2)  is  run  in,  and  the  boiling  repeated  for  a  few  minutes. 

Chlorates,  lodates,  and  Bromates. 

0120,,=  150-74.  1205  =  333.  Br205  =  239-5.  The  compounds  of 
cUorio,  iodic,  and  broniic  anhydrides  may  all  be  determined  by  distilla- 
tion or  digestion  vrith  excess  of  hydrochloric  acid ;  vrith  chlorates  the 
quantity  of  acid  must  be  considerably  in  excess. 

In  each  case  1  eq.  of  the  respective  anhydrides  taken  as  monobasic 
or  their  compounds,  liberates  6  eq.  of  chlorine,  and  consequently  6  eq, 
of  iodine  -when  decomposed  in  the  digestion  flask.  In  the  case  of 
distillation,  however,  iodic  and  bromic  acids  only  set  free  4  eq.  iodine, 
while  iodous  and  bromous  chlorides  remain  in  the  retort.  In  both 
these  cases  digestion  is  preferable  to  distillation. 
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Example  :  0'2043  gm.  pure  potassium  chlorate,  equal  to  tbe  sixth  part  of 
nhm  eq.  was  decomposed  by  digestion  with  potassium  iodide  and  strong  hydro- 
chloric acid  in  the  bottle  shown  in  fig.  41.  After  the  reaction  was  complete,  and 
the  bottle  cold,  the  stopper  was  removed,  and  the  contents  washed  out  into  a 
beaker,  starch  added,  and  103  o.o.  ^/lo  thiosulphate  delivered  in  from  the 
burette ;  then  again  23'2  c.c.  of  ^/loo  iodine  solution,  to  reproduce  the  blue 
colour;  this  latter  was  therefore  equal  to  2'32  c.c.  ^/lo  iodine,  which  deducted 
from  the  103  c.c.  thiosulphate  gave  100'68  c.c,  which  multiplied  by  the  factor 
0-002043,  gave  0-2056  gm.,  instead  of  0-2043  gm. 

CHBOMIXJM. 

Cr=52-1. 

1.    Reduction  by  Iron. 

§  56.  The  estimation  of  chromates  is  very  simply  and  successfully 
performed  by  the  aid  of  ferrous  sulphate,  being  the  converse  of  the 
process  devised  by  Penny  for  the  estimation  of  iron  (see  §  37). 

Method  of  Phocbdueb  :  A  very  small  beaker  or  other  convenient  vessel  is 
partly  or  wholly  filled,  as  may  be  requisite,  with  perfectly  dry  and  granular  double 
sulphate  of  iron  and  ammonia ;  the  exact  weight  then  taken  and  noted.  The  chro- 
mium compound  is  brought  into  solution,  not  too  dilute,  acidified  with  sulphuric 
acid,  and  small  quantities  of  the  iron  salt  added  from  time  to  time  with  a  dry  spoon, 
taking  care  that  none  is  spilled,  and  stirring  with  a  glass  rod,  until  the  mixture 
becomes  green,  and  the  iron  is  in  excess,  best  known  by  a  small  drop  being 
brought  in  contact  \iith  a  drop  of  potassium  ferrioyanide,  if  a  blue  colour 
appears  at  the  point  of  contact,  the  iron  is  in  excess.  It  is  necessary  to  estimate 
this  excess,  which  is  most  conveniently  done  by  ^/lo  bichromate  being  added 
until  the  blue  colour  produced  by  contact  with  the  indicator  disappears.'  The 
vessel  containing  the  iron  salt  is  again  weighed,  the  loss  noted  ;  the  quantity  of 
the  salt  represented  by  the  ^/lo  bichromate  deducted  from  it,  and  the  remainder 
multiplied  by  the  factor  required  hy  the  substance  sought.  A  freshly  made 
standard  solution  of  iron  salt,  well  acidified  with  sulphuric  acid,  may  be  used  in 
place  of  the  dry  salt. 

Example  :  0-5  gm.  pure  potassium  bichromate  was  taken  for  analysis,  and  to 
its  acid  solution  4-15  gm.  double  iron  salt  added.  3-3  c.c.  of  n/iq  bichromate 
were  required  to  oxidize  the  excess  of  iron  salt ;  it  was  found  that  0-7  gm.  of  the 
salt=l7-85  c.c.  bichromate,  consequently  3-3  c.c.  of  the  latter  were  equal  to 
0-12985  gm.  iron  salt;  this  deducted  from  the  quantity  originally  used  left 
4-02015  gm.,  which  multiplied  by  0-1255  gave  0-504  gm.  instead  of  0-5  gm. 

In  the  case  of  lead  chromate  being  estimated  in  this  vray,  it  is  best 
to  mix  both  the  chromate  and  the  iron  salt  together  in  a  mortar, 
rubbing  them  to  powder,  adding  hydrochloric  acid,  stirring  well 
together,  then  diluting  with  water  and  titrating  as  before.  Where 
pure  double  iron  salt  is  not  at  hand,  a  solution  of  iron  wire  in 
sulphuric  acid,  freshly  made,  and  of  ascertained  strength,  may  be  used. 

2.    Estimation  of  Chromates  by  Distillation  with 
Hydrochloric  Acid. 

When  chromates  are  boiled  with  an  excess  of  strong  hydrochloric 
acid  in  one  of  the  apparatus  (fig.  39  or  40),  every  1  eq.  of  chromic  acid 
liberates  3  eq.  chlorine.  For  instance,  with  potassium  bichromate  the 
reaction  may  be  expressed  as  follows — 

KaCr^O.  -I- 1 4HC1  =  2KC1  -I-  Cr^Clg  -H  7H2O  -I-  6C1. 

X  2 
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If  the  liberated  chlorine  is  conducted  into  a  solution  of  potassium 
iodide,  3  eq.  of  iodine  are  set  free,  and  can  be  estimated  by  ■*^/io 
arsenite  or  thiosulphate.  3  eq.  of  iodine  so  obtained  =  381-5  represent 
1  eq.  chromic  acid  =  100-40.  The  same  decomposition  takes  place  by- 
mere  digestion,  as  described  in  §  39. 

3.    Chrome  Iron  Ore,  Steel,  etc. 

The  ore  varies  in  quality,  some  samples  being  very  rich,  whUe 
others  are  very  poor,  in  chromium.  In  all  cases  the  sample  is  to 
be  first  of  all  brought  into  extremely  fine  poioder.  About  a  gram  is 
rubbed  tolerably  fine  in  a  steel  mortar,  then  finished  fractionally  in 
an  agate  mortar. 

Christomanos  recommends  that  the  coarse  powder  should  be 
ignited  for  a  short  time  on  platinum  previous  to  powdering  with  the 
agate  mortar;  after  that  it  should  be  sifted  through  the  finest  material 
that  can  be  used,  and  the  coarser  particles  returned  to  the  mortar  for 
regrinding. 

Previous  to  analysis  it  should  be  again  ignited,  and  the  analysis 
made  on  the  dry  sample. 

O'Neill's  Process. — The  very  finely  powdered  ore  is  fused  with  ten 
times  its  weight  of  potassium  bisulphate  for  twenty  minutes,  taking  care  that  it 
does  not  rise  over  the  edge  of  the  platinum  crucible ;  when  the  fusion  is  complete, 
the  molten  mass  is  caused  to  flow  over  the  sides  of  the  crucible,  so  ss  to  prevent 
the  formation  of  a  solid  lump,  and  the  crucible  set  aside  to  cool.  The  mass  is 
transferred  to  a  porcelain  dish,  and  lixiviated  with  warm  water  until  entirely 
dissolved  (no  black  residue  must  occur,  otherwise  the  ore  is  not  completely 
decomposed)  ;  sodium  carbonate  is  then  added  to  the  liquid  until  it  is  strongly 
alkaline ;  it  is  then  brought  on  a  filter,  washed  slightly,  and  the  filter  dried. 
When  perfectly  dry,  the  precipitate  is  detached  from  the  filter  as  much  as 
possible;  the  filter  burned  separately;  the  ashes  and  precipitate  mixed  with 
about  twelve  times  the  weight  of  the  original  ore,  of  a  mixture  of  two  parts 
potassium  chlorate  and  three  parts  sodium  carbonate,  and  fused  in  a  platinum 
crucible  for  twenty  minutes  or  so ;  the  resulting  mass  is  then  treated  with  boiling 
water,  filtered,  and  the  filtrate  titrated  for  chromic  acid  as  in  §  56.1. 

The  ferric  oxide  remaining  on  the  filter  is  titrated,  if  required,  by 
any  of  the  methods  described  in  §§  63  and  64. 

Britton's  Process. — Reduce  the  mineral  to  the  finest  state  of  division 
possible  in  an  agate  mortar.  Weigh  off  0'5  gm.,  and  add  to  it  4  gm.  of  flux, 
previously  prepared,  composed  of  one  part  potassium  chlorate  and  three  parts 
soda-lime;  thoroughly  mix  the  mass  by  triturating  in  a  porcelain  mortar,  and 
then  ignite  in  a  covered  platinum  crucible  at  a  bright-red  heat  for  an  hour  and 
a  half  or  more.  20  minutes  is  sufiicient  with  the  gas  blowpipe.  The  mass  will 
not  fuse  but  when  cold  can  be  turned  out  of  the  crucible  by  a  few  gentle  taps, 
leaving  the  interior  of  the  vessel  clean  and  bright.  Triturate  in  the  mortar 
again  and  turn  the  powder  into  a  tall  beaker,  and  add  about  20  c.c.  of  hot 
water,  and  boil  for  two  or  three  minutes ;  when  cold  add  15  c.c.  of  HCl,  and 
stir  with  a  glass  rod,  till  the  solid  matter,  with  the  exception  probably  of  a  little 
silica  in  flakes,  becomes  dissolved.  Both  the  iron  and  chromium  will  then  be  in 
the  highest  state  of  oxidation — I'e203  and  Cr.jOj.  Pour  the  fluid  into 
a  white  porcelain  dish,  and  dilute  with  washings  of  the  beaker  to  about  3  oz. 
Immediately  after,  also,  add  cautiously  1  gm.  of  metallic  iron  of  known  purity, 
or  an  equivalent  quantity  of  double  iron  salt,  previously  dissolved  in  dilute 
sulphuric  acid,  and  further  dilute  with  cold  water  to  about  5  oz.,  to  make  up  the 
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volume  in  the  dish  to  about  8  oz.,  then  titrate  with  ^/lo  permanganate  the 
amount  of  ferrous  oxide  remaining.  The  difference  between  the  amount  of  iron 
found  and  of  the  iron  weighed  will  be  the  amount  oxidized  to  sesquioxide  by  the 
chromic  acid.  Every  one  part  so  oxidized  will  represent  0320  of  Or or.4'529  of 
CrjOj,  in  which  last  condition  the  substance  usually  exists  in  the  ore. 

If  the  amount  of  iron  only  in  the  ore  is  to  be  determined,  the  process  is  still 
shorter.  After  the  fluxed  mineral  has  been  ignited  and  reduced  to  powder,  as 
already  directed,  dissolve  it  by  adding  first,  10  o.c.  of  hot  water  and  applying, 
a  gentle  heat,  and  then  15  c.c.  of  HCl,  continuing  the  heat  to  incipient  boiling 
till  complete  decomposition  has  been  effected ;  cool  by  immersing  the  tube  in 
a  bath  of  cold  water,  add  pieces  of  pure  metallic  zinc  sufficient  to  bring  the  iron 
to  the  condition  of  protoxide  and  the  chromium  to  sesquioxide,  and  apply  heat 
till  small  bubbles  of  hydrogen  cease,  and  the  zinc  has  become  quite  dissolved ; 
then  nearly  fill  the  tube  with  cold  water,*  acidulated  with  one-tenth  of  sulphuric 
acid,  and  pour  the  contents  into  the  porcelain  dish,  add  cold  water  to  make  up  the 
volume  to  about  250  c.c,  and  titrate  with  standard  permanganate  or  bichromate. 

Sell's  Process. — This  method  is  described  in  /.  G.  S.  1879 
(p.  292),  and  is  carried  out  by  first  fusing  the  finely  ground  ore  vrith 
a  mixture  of  sodium  bisulphate  and  fluoride  in  the  proportion  of 
1  mol.  bisulphate,  and  2  mol.  fluoride,  and  subsequent  titration  of  the 
chromic  acid  by  standard  thiosulphate  and  iodine. 

From  O'l  to  0'5  gm.  of  the  ore  is  placed  on  the  top  of  ten  times  its  weight  of 
the  above-mentioned  mixture  in  a  large  platinum  crucible,  and  ignited  for  fifteen 
minutes;  an  equal  weight  of  sodium  bisulphate  is  then  added  and  well  in- 
corporated by  fusion,  and  stirring  with  a  platinum  wire ;  then  a  further  like 
quantity  of  bisulphate  added  in  the  same  way.  When  complete  decomposition 
has  occurred,  the  mass  is  boiled  with  water  acidulated  with  sulphuric  acid,  and 
the  solution  diluted  to  a  definite  volume  according  to  the  quantity  of  ore 
originally  taken. 

To  insure  the  oxidation  of  all  the  chromium  and  Jron  previous  to  titration, 
a  portion,  or  the  whole,  of  the  solution  is  heated  to  boiling,  and  permanganate 
added  until  a  permanent  red  colour  occurs.  Sodium  carbonate  is  then  added  in 
slight  excess,  and  sufficient  alcohol  to  destroy  the  excess  of  permanganate ;  the 
manganese  precipitate  is  then  filtered  off,  and  the  clear  solution  titrated  with 
^/lo  thiosulphate  and  iodine 

The  author  states  that  the  analysis  of  an  ore  by  this  method  may 
be  accomplished  in  one  hour  and  a  half. 

For  the  oxidation  of  salts  of  chromium,  the  same  authority 
recommends  boiling  with  potash  or  sodium  carbonate  (to  which 
a  small  quantity  of  hydrogen  peroxide  is  added)  for  15  minutes. 

For  the  preliminary  fusion  and  oxidation  of  chrome  iron  ore, 
Dittmar  recommends  a  mixture  of  two  parts  borax  glass,  and  one 
and  a  half  part  each  of  sodium  and  potassium  carbonate.  These  are 
fused  together  in  a  platinum  crucible  until  all  effervescence  ceases, 
then  poured  out  into  a  large  platinum  basin  or  upon  a  clean  iron  plate 
to  cool,  broken  up,  and  preserved  for  use. 

Ten  parts  of  this  mixture  is  used  for  one  part  of  chrome  ore,  and 
the  fusion  made  in  a  platinum  crucible,  closed  for  the  first  five  minutes, 
then  opened  for  about  forty  minutes,  frequently  stirring  with  a  platinum 
wire,  and  using  a  powerful  Bunsen  flame.  The  gas  blowpipe  hastens 
this  method  considerably. 

The  above  described  methods  of  treating  the  ores  of  chromium  so  as 
to  obtain  complete  decomposition,  are  apparently  now  superseded  to 
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a  great  extent  by  the  use  of  sodium  peroxide,  but  the  action  of  this 
agent  is  so  energetic  upon  platinum,  gold,  silver,  nickel,  or  porcelain 
that  its  use  requires  great  care.  Many  well  known  authorities  on  the 
analysis  of  chrome  ores  use  a  basic  mixture  such  as  was  first  suggested 
by  Clark,  but  modified  by  Stead,  i.e.,  magnesia  or  lime  four  parts, 
potassium  and  sodium  carbonates  of  each  one  part.  Clark's  original 
mixture  of  magnesia  and  caustic  soda  acts  on  platinum,  but  Stead's 
mixture  does  not. 

The  fusion  is  made  by  mixing  the  very  iinely  ground  sample  with  ten  times 
its  weight  of  the  basic  mixture  in  a  platinum  crucible,  and  heating  to  bright 
redness  at  the  back  of  a  gas  muffle  for,  about  an  hour  "When  the  crucible  is 
removed  and  cool  the  mass  is  found  sintered  together.  It  is  removed  to  a  beaker, 
and  the  crucible  washed  out  with  water,  and  dilute  sulphuric  acid.  The 
decomposition  is  generally  complete,  but  if  any  black  specks  are  found  they 
must  be  separated  by  filtration,  dried,  and  again  fused  with  some  of  the  basic 
mixture;  finally  the  whole  is  mixed  with  excess  of  ferrous  salt,  and  the 
unoxidized  iron  titrated  with  bichromate  as  before  described. 

Rideal  and  Rosenblum  (/.  S.  C.  I.  xiv.  1017)  give  a  series  of 
experiments  on  the  estimation  of  chromium  in  ores,  steels,  etc.,  and 
on  the  use  of  sodium  peroxide,  which  latter  they  find  has  a  most 
destructive  effect  on  all  kinds  of  vessels  in  which  the  decomposition  is 
made — nickel  seems  the  best  material  if  not  exposed  to  too  high 
a  temperature,  but  they  found  also  that  a  good  deal  of  nickel  was 
dissolved  from  the  crucibles  by  the  sulphuric  acid  used  to  dissolve  the 
melt,  and  they  therefore  attach  great  importance  to  the-  filtration  of 
the  aqueous  solution  of  the  melt,  so  as  to  remove  nickel  and  iron 
oxides,  which  otherwise  interfere  with  the  titration  by  masking  the 
colour  of  the  indicator.  - 

Perrochrome,  Chromium  Steel,  etc.— SpUller  and  Brenner 
(Chem.  Zeit.,  1897,  ii.  p.  3,  4)  describe  an  improved  method  which 
gives  better  results  than  the  previous  method  advocated  by  Spuller 
and  Kalman. 

Method  op  Peocedtjee  foe  Peeeocheome  :  0-35  gm.  of  the  finely 
powdered  sample  mixed  in  a  silver  dish  with  2  gm.  of  dry  powdered  sodium 
hydroxide  and  covered  with  4  gm.  of  sodium  peroxide,  is  heated  until  the 
mixture  begins  to  melt,  when,  as  a  consequence  of  the  strong  chemical  action, 
the  whole  mass  soon  becomes  liquefied.  The  dish  is  then  again  heated  for  tea 
minutes  over  a  powerful  burner,  and  5  gm.  of  sodium  peroxide  is  cautiously 
added,  stirring  all  the  while  with  a  silver  spatula.  After  heating  for  thirty 
minutes  more,  another  5  gm.  of  sodium  peroxide  is  added  and  the  heating 
continued  for  twenty  minutes,  when  a  final  5  gm.  of  the  peroxide  is  added. 

When  cold,  the  silver  basin  is  placed  in  a  deep  porcelain  dish  and  filled  with 
water ;  when  the  lixiviation  is  completed,  which  takes  a  few  minutes  only,  the 
silver  dish  is  lifted  out  and  well  rinsed  with  hot  water.  A  brisk  current  of  CO2 
is  then  passed  through  the  liquid  for  half  an  hour,  the  whole  allowed  to  cool, 
introduced  into  a  liter  measure,  and  made  up  to  the  mark  with  water.  After 
shaking  and  filtering,  250  c.c.  are  taken  and  the  chromic  acid  titrated  by  a 
permanganate  solution  of  which  1  c.c.  equals  about  U-005  gm.  of  iron,  and  a 
solution  of  ferrous  ammonium  sulphate  containing  7  gm.  of  the  salt  in  500  c.c. 
The  chromium  solution  is  diluted  with  1  liter  of  cold  water  which  has  been 
previously  boiled  and  acidified  with  20  c.c.  of  sulphuric  acid  (1  :  5  by  volume)  ; 
100  c.c.  of  ferrous  ammonium  sulphate  are  added,  and  the  mixture  titrated  back 
mth  permanganate.     The  strength  of  the  ferrous  solution  is  determined  by  a 
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blank  experiment  under  similar  conditions.  If  the  solution  of  the  melt  appears 
green,  it  is  advisable  to  add  first  a  few  c.c.  of  permanganate  and  then  some  more 
sodium  peroxide,  when  a  pure  yellow  liquid  will  be  obtained.      ,  ' ' 

Method  oe  Peocbdubk  fob  CaitOME  Steel:  2gm.of  the  sample  is  dissolved 
m  20  O.C.  of  warm  hydrochloric  acid  contained  in  a  porcelain  dish,  10  c.c.  of 
dilute  sulphuric  acid  (1  :  1)  are  added,  and  the  whole  evaporated  to  drjrness ;  the 
residue  is  then  transferred  to  a  silver  dish  and  heated  with  2  gm.  of  sodiuin 
hydroxide  and  5  gm.  of  sodium  peroxide,  imtil  the  sulphates  are  decomposed  and 
the  mass  begins  to  cake.  A  strong  heat  is  now  applied  and  another  5  gm.  of  the 
peroxidfe  is  added.  When  the  mass  begins  to  fuse,  it  is  well  stirred  with  a  silver 
spatula,  and  after  20  minutes  another  5  gm.  of  peroxide  is  added ;  after  another 
20  minutes,  when  the  oxidation  is  complete,  a  further  addition -of  5  gm.  of  the 
soda  is  made  and  the  mass  is  allowed  to  cool.  The  melt  is  then  extracted,  as  in 
the  former  case,  but  the  liquid  is  made  up  to  500  c.c.  only,  and  250  c.c.  of  the 
filtrate  (1  gm.  of  sample)  are  taken  for  the  titration  of  the  chromium.  lA  this 
case,  the  authors  prefer  titrating  according  to  Zulkowsky's  method;  the 
liquid  is  put  into  a  long,  narrow  beaker,  mixed  with  10  c.c.  of  a  10  per  cent, 
solution  of  potassium  iodide,  and  acidified  with  pure  hydrochloric  acid.  ,  To 
another  beaker  containing  20  c.c.  of  a  solution  of  potassium  bichrrim^te 
(0'9833  gm.  per  liter),  250  c.c.  of  water  are  added,  then  10  c.c.  of  a  10  per 
.cent,  solution  of  potassium  iodide  and  a  little  hydrochloric  acid.  After  being 
left  for  15  minutes  in  a.  dark  place,  both  liquids  are  titrated  with  solution 
of  sodium  thiosulphate  containing  4'96  gm.  of  the  salt  per  liter.  The  amount 
of  chromium  being  known  in  the  one  solution,  the  quantity  contained  in  the 
other  is  readily  calculated. 

Rideal  and  Rosenblum  have  obtained  excellent  results  with 
ferrochrome,  by  fusion  with  sodium  peroxide  alone.  The  manner 
of  procedure  was  as  foUows  : — 

About  0'5  gm.  of  a  very  finely  powdered  ferrochrome  was  mixed  with  3  gm.  of 
sodium  peroxide  and  heated  very  gently  in  a  nickel  crucible,  until  the  mass 
began  to  melt,  and  then  to  glow  by  itself.  The  heating  was  then  continued  for 
ten  minutes,  and  after  the  mass  was  partially  cooled  1  gm.  of  sodium  peroxide 
was  added  and  the  heating  continued  for  another  five  minutes. 

The  crucible,  when  still  moderately  warm,  was  placed  in  a  suitable  porcelain 
basin,  which  was  then  half  filled  with  hot  water  and  covered  with  a  clock  glass. 
The  melt  easily  dissolved  in  the  hot  water,  the  solution  obtained  being  of  a  deep 
purple  colour,  due  to  sodium  ferrate,  which  is  abundantly  formed  during  the 
fusion.  The  solution  also  contained  sodium  manganate,  resulting  from  the 
oxidation  of  the  manganese  which  is  present  in  ferrochrome.  ' 

To  decompose  both  these  salts  a  small  quantity  of  sodium  peroxide  was  added, 
on  which  the  solution  immediately  lost  its  purple  colour.  The  solution  was  then 
boiled  for  ten  minutes  to  decompose  the  excess  of  sodium  peroxide,  and  the 
insoluble  residue  of  iron,  nickel,  and  manganese  oxide  was  filtered  off.  An 
excess  of  sulphuric  acid  was  then  added  to  the  solution,  and  after  cooling  it  was 
titrated  in  the  usual  manner  with  permanganate. 

Galbraith's  method,  modified  somewhat  by  Stead  (Jour.  Iron  and 
Steel  Institute,  1893,  153),  is  considered  the  most  rapid  method  for  the 
estimation  of  chromium  in  irons  and  steels. 

The  sample  is  dissolved  in  dilute  sulphuric  acid,  filtered,  the  solution  diluted^ 
to  about  300  c.c.  and  heated  to  boiling.  Strong  solution  of  potassium  per- 
manganate is  now  added  until  the  red  colour  is  permanent  for  ten  minutes,  then 
80  c.c.  of  10  per  cent,  hydrochloric  acid,  and  the  liquid  heated  until  decolorized; 
150  c.c.  of  water  are  added,  about  100  c.c.  boiled  off  to  expel  the  chlorine,  and 
the  chromium  is  then  titrated.  The  residue  insoluble  in  dilute  sulphuric  acid  is 
mixed  with  0-5  gm.  of  the  basic  mixture  previously  mentioned,  and  heated  to 
intense  redness  for  half  an  hour;  the  chromium  is  afterwards  titrated  in 
hydrochloric  acid  solution  with  ferrous  sulphate  and  bichromate. 
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Another  process  consists  in  dissolTing  2  gm.  of  the  sample  in  hydrochloric 
acid  ;  without  iiltering,  the  liquid  is  nearly  neutralized  with  a  2  per  cent, 
solution  of  caustic  soda,  and  after  diluting  to  300  c.c,  10  c.o.  of  a  5  per 
cent,  solution  of  sodium  phosphate  and  30  gm.  of  sodium  thiosulphate  are 
added.  After  boiling  to  expel  the  SOj,  20  c.o.  of  a  saturated  solution  of  sodium 
acetate  are  added,  and  the  hoiling  continued  for  five  minutes  ;  the  precipitated 
chromium  phosphate  is  then  washed  with  a  2  per  cent,  solution  of  ammonium 
nitrate,  dried,  calcined,  and  fused  with  the  basic  mixture.  The  melt,  dissolved 
in  30  0.0.  of  hydrochloric  acid  and  150  c.c.  of  water,  is  boiled  for  ten  minutes 
and  titrated.  The  process  may  be  used  in  presence  of  vanadium.  In  tMs  case, 
the  chromium  must  be  titrated  by  means  of  ferrous  sulphate  and  permanganate 
in  presence  of  sulphuric  acid. 

E, ideal  and  Rosenblum's  experimenbs  appear  to  show  that  sodium 
peroxide,  if  certain  conditions  be  observed  in  its  use,  is  a  very  valuable 
agent  for  the  analysis  of  chrome  oye,  ferrochrome,  and  chrome  steel,  as 
it  removes  the  two  mam  defects  of  former  methods,  viz.,  the  necessity 
of  repeated  fusion  to  effect  complete  decomposition  and  the  inconvenient 
slowness  of  these  processes.  The  conditions  which  should  be  observed 
are  summarized  by  them  as  follows  : — 

(1)  Great  care  should  be  taken  to  reduce  the  chrome  ore  or  the  ferrochrome 
to  an  almost  impalpable  powder.  This  can  be  done  without  much  difficulty  if 
the  ore  or  the  alloy  be  crushed  in  a  steel  mortar  until  »  powder  is  obtained 
which  will  pass  through  a  linen  bag.  This  powder  is  then  ground  in  an 
agate  mortar  to  the  required  degree  of  fineness,  a  little  water  being  added  to 
facilitate  the  grinding. 

(a)  The  water  solution  of  the  melt,  before  acidulation,  must  be  freed  from 
an  excess  of  sodium  peroxide.  Whenever  sodium  ferrate  or  sodium  mauganate 
is  formed  during  the  fusion  it  must  be  decomposed  in  the  water  solution 
of  the  melt. 

(3)  Ab  the  result  of  the  analysis  depends  to  a  large  extent  upon  the  titration, 
and  especially  upon  a  clear  perception  of  its  final  point,  it  is  important  that  the 
solution  in  which  the  chrome  is  to  be  determined  should  be  as  free  as  possible 
from  other  metallic  salts,  as  for  instance,  iron,  manganese,  and  nickel  salts. 
We  have  also  observed  that  the  ferricyanide  solution  which  is  used  as  an 
indicator  is  most  satisfactory  when  it  contains  no  more  than  1  per  cent,  of 
ferricyanide. 

lodometric  IBstimatioii  of  Chromic  Acid.— H.  P.  Seubert 
and  Henke  {Zeit.  f.  ang.  C,  1900,  1147)  have  devised  a  method 
which  depends  upon  the  reaction  : 

K2Cr20,  +  6KI  +  THjSO^  =  4X380^  +  Cr2(S0  J3  +  7H2O  +  61. 
Under  ordinary  circumstances  the  action  takes  considerable  time. 
The  authors  have  made  an  exhaustive  investigation  of  its  rate  of 
progress  when  the  different  bodies  are  present  in  different  quantities. 
Increasing  the  proportion  of  acid  accelerates  the  reaction  more  than 
increasing  the  proportion  of  potassium  iodide  doesj  dilution  greatly 
retards  it.  The  following  are  convenient  proportions  to  use  : 
Bichromate,  0'05  gm. ;  potassium  iodide,  0'5  gm. ;  sulphuric  acid, 
1-8  gm. ;  total  volume,  100  c.c.  If  less  than  0-05  gm.  of  bichromate 
be  present,  the  other  quantities  should  stiU  be  kept  the  same.  If  there 
be  more  bichromate,  the  iodide  and  acid  should  be  proportionatelj' 
increased  without  adding  more  water,  unless  there  be  more  than 
0'25  gm.  The  reaction  is  complete  in  about  six  minutes.  The  liquid 
should  then  be  diluted  and  titrated  with  thiosulphate  solution,  using 
starch  as  indicator. 
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COBALT. 

Co  =  59. 

Estimation  by  Fermangauate  and  Mercuric  Oxide 
CO.  'W^inkler). 

§  57.  The  volumetric  estimation  of  cobalt  especially  in  the  presence 
of  other  metals  is  not  yet  very  satisfactory.  The  method  here  mentioned 
is  worthy  of  notice,  and  with  an  alteration  suggested  by  H,  B.  Harris 
(/.  Am.  G.  S.,  1898,  173)  is  capable  of  giving  fair  technical 
results.  This  alteration  is  to  carry  out  the  titration  in  a  hot 
solution ,  instead  of  a  cold  one,  as  appears  to  have  been  done 
by  Winkler.  If  an  aqueous  solution  of  cobaltous  chloride  or 
sulphate  be  treated  with  an  emulsion  of  precipitated  mercuric 
oxide,  no  decomposition  ensues ;  but  on  the  addition  of  per- 
manganate to  the  mixture,  hydrated  cobaltic  and  manganic  oxides 
are  precipitated,  and  the  mercuric  oxide  is  simply  used  to  mechanically 
separate  the  resulting  oxides.  It  is  probable  that  no  definite  formula 
can  be  given  for  the  reaction,  and  therefore  practically  the  working 
effect  of  the  permanganate  is  best  established  by  a  standard  solution  of 
cobalt  of  known  strength,  say  metallic  cobalt  dissolved  as  chloride,  or 
neutral  cobaltous  sulphate. 

Method  of  Peooedube  ;  The  solution  of  about  O'l  to  0'2  gm.  of  the  metal 
free  from,  any  great  excess  of  acid,  is  placed  in  a  flask,  diluted  to  about  200  cc, 
and  a  tolerable  quantity  of  mercuric  emulsion  (precipitated  from  the  nitrate  or  ■ 
perohlorate  by  alkali  and  washed)  added.  Permanganate  from  a  burette  is  then 
slowly  added  to  the  hot  solution  with  constant  shaking  until  the  rose  colour 
appears  in  the  clear  liquid  above  the  bulky  brownish  precipitate. 

The  appearance  of  the  mixture  is  somewhat  puzzling  at  the  beginning, 
but  as  more  permanganate  is  added  the  precipitate  settles  more  freely, 
and  the  end  as  it  approaches  is  very  easily  distinguished.  The  final 
ending  is  when  the  rose  colour  is  persistent  for  a  minute  or  two ; 
subsequent  bleaching  must  not  be  regarded.. 

The  actual  decomposition  as  between  cobaltous  chloride  and  per- 
manganate may  be  formulated  thus — 

6C0CL  +  5HgO  +  K^Mn^Os  +  H2O  =  3Co2(OH)6  +  SHgCla 
-h  2KCU  2Mn02H20 

but  as  this  exact  decomposition  cannot  be  depended  upon  in  aU  the 
mixtures  occurring,  it  is  not  possible  to  accept  systematic  numbers 
calculated  from  normal  solutions. 

Solutions  containing  manganese,  phosphorus,  arsenic,  active  chlorine 
or  oxygen  compounds,  or  organic  matter,  cannot  be  used  in  this 
estimation;  moderate  quantities  of  copper  or  lead  are  of  no  consequence. 
Nor  is  antimony  when  its  quantity  is  double  or  more  than  the  cobalt, 
but  if  left  the  results  are  too  high. 

A  further  modification  of  this  method  was  advocated  by  von  Reis 
"and  "Wiggert,  and  possesses  the  advantage  of  being  easy  and  simple  in 
execution.  Very  fair  results  were  obtained  by  H.  B.  Harris  on  trial 
at  the  same  time  as  the  examination  of  "Winkler's  method. 
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Method  of  Peoceduee  :  The  solution  of  cobalt  is  mixed  with  an  emulsion 
of  zinc  oxide  and  heated  to  hoiUng.  A  standard  solution  of  permanganate 
is  then  added  in  known  quantity,  but  more  than  enough  to  precipitate  the 
oxidized  cobalt.  The  latter  precipitate  settles  to  the  bottom,  the  excess  of 
permanganate  is  then  found  by  titration  with  a  standard  solution  of  ferrous 
ammonium  sulphate. 

E.  L.  Taylor  (C.  Ji^.,  Ixxxviii.  184)  has  experimented  on  Hose's  method  of 
separating  cobalt  from  nickel,  and  has  improved  it  by  using  a  perfectly  neutral 
solution  instead  of  a  strongly  acid  solution  as  used  by  Eose;  the  latter 
neutralized  the  solution  by  calcium  or  barium  carbonate,  but  the  Coj  so 
produced  reta,rded  or  altogether  stopped  the  precipitation  of  the  cobalt  oxide. 
By  the  new  process  the  result  is  that,  a  dilute  neutral  solution  of  cobalt 
may  be  quantitatively  precipitated  by  barium  or  calcium  carbonate  in  presence 
of  bromine  water.  If  the  liquid  from  which  the  cobalt  is  to  be  precipitated  is 
acid,  the  acid  must  be  neutralized  by  an  excess  of  carbonate  and  well  boiled  to 
expel  all  the  C02,  and  then  cooled  before  the  bromine  water  is  added.  Not  only 
C02  but  zinc  also  stops  the  precipitation. 

The  composition  of  the  black  oxide  is  not  quite  clear,  but  it  is  fairly  constant 
in  composition,  and  if  dissolved  with  HCl  and  KI  the  amount  is  ascertained  by 
titrating  the  liberated  iodine.  The  method  has  been  tested  by  J.  H.  Davidson 
in  the  assay  of  cobalt  ores,  and  he  finds  it  much  more  rapid  than  the  usual  methods 
and  suflEiciently  accurate  for  assay  purposes. 

COPPEB. 

Cu  =  63. 

1  c.c.  ^/lo  solution  =  0-0063  gm.  Cu. 

Iron  X  1-125  =  Cu. 

Double  Iron   Salt  x  0-1607  =  Cu. 

1.    Eeduction   by   Grape    Sugar    and    subsequent   titration 
■with  Ferric  Chloride  and  Permanganate  (Schwarz). 

§  58.  Thts  proeess  is  based  upon  the  fact  that  grape  sugar 
precipitates  cuprous  oxide  from  an  alkaline  solution  of  the  metal 
containing  tartaric  acid ;  the  oxide  so  obtained  is  collected  and 
mixed  with  ferric  chloride  and  hydrochloric  acid.  The  result  is  the 
following  decomposition  : — 

CU2O  +  Fe^CIe  +  2HC1  =  2CuCl2  +  2F6CI2  +  H^O. 
Each  equivalent  of  copper  reduces  one  equivalent  of  ferric  to  ferrous 
chloride,  which  is  estimated  by  permanganate  with  due  precaution. 
The  iron  so  obtained  is  calculated  into  copper  by  the  requisite  factor. 

Method  or  Peoceduee  :  The  weighed  substance  is  brought  into  solution  by 
nitric  or  sulphuric  acid  or  water,  in  a  porcelain  dish  or  glass  flask,  and  most  of 
the  acid  in  excess  saturated  with  sodium  carbonate ;  neutral  potassium  tartrate 
is  then  added  in  not  too  large  quantity,  and  the  precipitate  so  produced  dissolved 
to  a  clear  blue  liquid  by  adding  caustic  pota.sh  or  soda  in  excess  ;  the  vessel  is 
next  heated  cautiously  to  about  50°  C.  in  the  water  bath,  and  sufficient  grape 
sugar  added  to  precipitate  the  copper  present ;  the  heating  is  continued,  until  the 
precipitate  is  of  a  bright  red  colour,  and  the  upper  liquid  is  brownish  at  the  edges 
from  the  action  of  the  alkali  on  the  sugar;  the  heat  must  never  exceed  90°  C. 
"When  the  mixture  has  somewhat  cleared,  the  upper  fluid  is  poured  through 
a  moistened  filter,  and  afterwards  the  precipitate  brought  on  the  same,  and 
washed  with  hot  water  till  thoroughly  clean ;  the  precipitate  which  may  adhere  ' 
to  the  dish  or  flask  is  well  washed,  and  the  filter  containing  the  bulk  of  the 
protoxide  put  with  it,  and  an  excess  of  solution  of  ferric  chloride  (free  from 
nitric  acid  or  free  chlorine)  added,  together  with  a  little  sulphuric  acid ;  the 
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whole  is  then  warmed  and  stirred  until  the  cuprous  chloride  is  all  dissolved.  It  is 
then  filtered  into  a  good-sized  flask,  the  old  and  new  filters  being  both  well  washed 
with  hot  water,  to  which  at  first  a  little  free  sulphuric  acid  should  be  added,  in 
order  to  be  certain  of  dissolving  all  the  oxide  in  the  folds  of  the  paper.  The 
entire  solution  is  then  titrated  with  permanganate  in  the  usual  way.  Bichromate 
may  also  be  used,  but  the  end  of  the  reaction  is  not  so  distinct  as  usual,  from  the 
turbidity  produced  by  the  presence  of  copper. 

A  modification  of  this  permanganate  method,  which  gives  very  good 
technical  results,  has  been  devised  by  R.  K.  Meade  {J.  Am.  G.  S.  xx. 
No  8),  in  which  the  copper  is  precipitated  as  thiocyanate.  The  author 
considers  it  superior  in  accuracy  to  the  iodide  method ;  but  with  this 
I  cannot  agree,  except  in  certain  cases. 

Method  of  Pboceduee  :  The  copper  is  brought  into  solution  as  a  sulphate, 
either  by  dissolving  it  in  sulphuric  acid  or  evaporation  of  its  solution  with 
sulphuric  acid.  The  greater  part  of  the  free  acid  is  neutralized  by  ammonia,  the 
solution  warmed,  sulphurous  acid  added  until  the  solution  smells  strongly  of  the 
reagent,  and  then  a  slight  excess  of  ammonium  or  potassium  thiocyanate.  The 
copper  is  immediately  precipitated  as  cuprous  thiocyanate.  Stirring  and 
wanning  renders  the  precipitate  heavy  and  easily  handled:  The  solution  is 
filtered  through  asbestos,  using  the  pump,  and  well  washed.  The  precipitate 
and  filter  are  thrown  into  the  beaker  in  which  the  precipitation  was  made  and 
heated  vrith  a  solution  of  caustic  soda  or  caustic  potash.  ])ouble  substitution 
takes  place.      Hydrated  cuprous  oxide  and  potassium  or  sodium  thiocyanate 

2CuSCN  +  2K0H  =  Cu2(OH)2  +  2KSCN. 
The  oxide  is  filtered  on  asbestos  and  washed  well  with  hot  water.  The 
precipitate  and  filter  are  again  placed  in  the  same  beaker  and  an  excess  of  ferric 
chloride  or  ferric  sulphate  (free  from  nitric  acid,  free  chlorine,  or  ferrous  salts), 
together  with  a  little  dilute  sulphuric  acid,  added.  The  copper  oxide  reduces 
a  corresponding  amount  of  iron  from -the  ferric  to  the  ferrous  condition — 

Cu^O + FE^Cls  +  2HC1  =  2CUCI2  +  2PeCla  +  HjO. 

The  beaker  is  warmed  and  stirred  until  all  the  copper  oxide  is  dissolved.  The 
solution  is  then  poured  through  a  perforated  platinum  disk,  and  the  asbestos 
which  stays  behind  upon  it  washed  with  water,  to  which  has  been  added  a  little 
sulphuric  acid  and  a  little  -ferric  chloride  or  sulphate.  The  solution  is  then 
titrated  with  permanganate.  The  iron  equivalent  to  the  permanganate  used 
multiplied  by  1'125  gives  the  weight  of  copper  in  the  sample. 

Instead  of  sulphurous  acid,  ammonium  or  sodium  bisulphite  may  be  used  to 
reduce  the  copper.  A  solution  of  equal  weights  of  sodium  bisulphite  and 
potassium  thiocyanate  answers  well  as  a  reagent  for  the  precipitation  of  the 
metal.  Since  copper  is  the  only  metal  precipitated  by  an  alkaline  thiocyanate 
from  an  acid  solution,  the  presence  of  arsenic,  antimony,  bismuth,  zinc,  and  other 
materials  which  render  the  electrolytic,  the  cyanide,  and  the  iodine  method 
inaccurate,  will  not  affect  the  results. 

The  caustic  alkali  solution,  used  to  convert  the  cuprous  thiocyanate  into 
cuprous  hydroxide,  must  not  be  too  strong,  or  some  of  the  metal  will  go  into 
solution,  colouring  the  liquid  blue.  About  a  half  normal  solution  of  caustic 
potash,  made  by  dissolving  28  gm.  of  the  salt  in  a  liter  water,  is  a  convenient 
strength.  Either  ferric  sulphate  or  ferric  chloride  may  be  used  to  dissolve  the 
cuprous  oxide.  The  former  is  probably  the  safest,  but  the  latter  appears  to 
dissolve  the  precipitate  the  more  readily  of  the  two. 

2.    Beduction  by  Zinc  and  subsequent  titration  with  Ferric 
Chloride  and  Permanganate  (Fleitmann). 

The  metallic  solution,  free  from  nitric  acid,  bismuth,  or  lead,  is 
precipitated  with  clean  sticks  of   pure  zinc;   the  copper   collected, 
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washed,  and  dissolved  in  a  mixture  of  ferric  chloride  and  hydrochloric 
acid ;  a  little  sodium  carbonate  may  he  added  to  expel  the  atmospheric 
air.     The  reaction  is — 

Cu  +  FegClg  =  CuClg  +  2F6CI2. 

When  the  copper  is  all  dissolved,  the  solution  is  diluted  and 
titrated  with  permanganate;  56  Fe  =  31'5  Cu. 

If  the  original  solution  contains  nitric  acid,  bismuth,  or  lead,  the 
decomposition  by  zinc  must  take  place  in  an  ammoniacal  solution,  from 
which  the  precipitates  of  either  of  the  above  metals  have  been  removed 
by  filtration ;  the  zinc  must  in  this  case  be  finely  divided  and  the 
mixture  warmed.  The  copper  is  all  precipitated  when  the  colour  of 
the  solution  has  disappeared'  It  is  washed  first  with  hot  water,  then 
with  weak  HCl  and  water  to  remove  the  zinc,  again  with  water,  and 
then  dissolved  in  the  acid  and  ferric  chloride  as  before. 

3.    Estimation  as  Cuprous  Iodide. 

This  excellent  method  is  based  on  the  fact  that  when  jDotassium 
iodide  is  mixed  with  a  salt  of  copper  in  acid  solution,  cuprous  iodide 
is  precipitated  as  a  dirty  white  powder,  and  iodine  set  free.  If  the 
latter  is  then  immediately  titrated  with  thiosulphate  and  starch,  the 
corresponding  quantity  of  copper  is  found. 

The  solution  of  the  metal,  if  it  contain  nitric  acid,  is  evaporated 
with  sulphuric  acid  till  the  former  is  expelled,  or  the  nitric  acid 
is  neutralized  with  sodium  carbonate,  and  acetic  acid  added;  the 
sulphate  solution  must  be  neutral,  or  only  faintly  acid;  excess  of  acetic 
acid  is  of  no  consequence,  and  therefore  it  is  always  necessary  to  get 
rid  of  all  free  mineral  acids  and  work  only  with  free  acetic  acid. 

J.  W.  "Westmoreland  {J.  S.  C.  I.  v.  51),  who  has  had  very  large 
experience  in  examining  a  variety  of  copper  products,  and  has  worked 
the  process  in  my  own  .laboratory,  strongly -recommends  it  for  the 
estimation  of  copper  in  its  various  ores,  etc.  The  metal  may  very 
conveniently  be  separated  from  a  hot  sulphuric  acid  solution  by 
sodium  thiosulphate  :  this  gives  a  flocculent  precipitate  of  subsulphide 
mixed  with  sulphur,  which  filters  readily,  and  can  be  washed  with 
hot  water.  Arsenic  and  antimony,  if  present,  are  also  precipitated ; 
tin,  zinc,  iron,  nickel,  cobalt,  and  manganese  are  not  precipitated. 
On  igniting  the  precipitate  most  of  the  arsenic  and  the  excess  of 
sulphur  is  expelled,  an  impure  subsulphide  of  copper  being  left. 
Sulphuretted  hydrogen  may  of  course  be  used  instead  of  the  thio- 
sulphate, but  its  use  is  objectionable  to  many  operators,  beside  which, 
under  some  circumstances,  a  small  amount  of  copper  remains  in  the 
solution,  and  moreover  iron  in  small  quantity  is  also  precipitated  with 
the  copper,  and  cannot  be  entirely  removed  by  washing.  If  HjS  is 
used  it  should  be  passed  for  some  time,  and  the  precipitate  allowed  to 
stand,  a  few  hours  to  settle — after  filtration  and  washing  the  CuS 
should  be  redissolved  in  HNOg  and  reprecipitated  with  the  gas,  it  is 
then  quite  free  from  iron. 

Standardizing  the  Thiosulphate  Solution.— This  may  be  done 
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on  pure  electrotype  copper,  but  this  is  not  always  to  be  had  pure,  and 
the  safest  standard  is  high  conductivity  wire,  dissolved  first  in  nitric 
acid,  boiling  to  expel  nitrous  fumes,  diluting,  neutralizing  with  sodium 
carbonate  till  a  precipitate  occurs,  then  adding  acetic  acid  till  clear. 
The  liquid  is  then  made  up  to  a  definite  volume,  and  a  quantity  equal 
to  about  0-5  gm.  Cu  taken  in  a  flask  or  beaker,  about  ten  times  the 
copper  weight  of  potassium  iodide  added,  and  when  dissolved  the 
thiosulphate  is  run  in  from  a  burette  until  the  free  iodine  is  nearly 
removed,  add  then  some  starch,  and  finish  the  titration  in  the  usual 
way.  The  thiosulphate  will  of  course  need  to  be  checked  occasionally. 
If  strictly  ^fio  thiosulphate  is  used,  each  c.c.  =  0-0063  gm.  Cu. 

Method  of  Peooedtibb  :  For  estimating  the  copper  in  iron  pyrites  or  burnt 
ore  5  gm.  of  the  substance  should  be  taken,  2  gm.  for  30-40  °/„  mattes  or  1  gm. 
for  60  %  mattes,  and  with  precipitates  it  is  best  to  dissolve  say  5  gm.  and  dilute 
to  a  definite  volume,  and  take  as  much  as  would  represent  from  O'o  to  0'7  gm.  of 
Cu  for  titration.  The  solution  is  made  with  nitric  acid,  to  which  hydrochloric  is 
also  added  later  on,  and  then  evaporated  to  dryness  with  excess  of  sulphuric  acid 
to  convert  the  bases  into  sulphates ;  the  residue  is  treated  with  warm  water  and 
any  insoluble  PbS04,  etc.,  filtered  off.  The  filtrate  is  heated  to  boiling  and 
precipitated  with  thiosulphate,  this  precipitate  is  filtered  off,  washed  with  hot 
water,  dried,  and  roasted ;  the  resulting  copper  oxide  is  then  dissolved  in  nitric 
acid,  and  after  the  excess  of  acid  is  chiefly  removed  by  evaporation,  sodium 
carbonate  is  added  so  as  to  precipitate  part  of  the  copper  and  ensure  freedom 
from  mineral  acid,  acetic  acid  is  added  till  a  clear  solution  is  obtained ;  about 
ten  parts  of  potassium  iodide  to  one  of  copper,  supposed  to  be  present,  are  then 
added,  and  the  titration  carried  out  in  the  usual  way. 

A  slight  variation  of  this  method  as  used  in  America  is  described  by 
A.  H.  Low  (/.  Am.  G.  S.  xviii.  No.  5  and  xxiv.  1082).  A  solution 
of  thiosulphate  is  used,  containing  about  19  gm.  per  liter,  which  is 
standardized  upon  about  0*2  gm.  of  pure  copper  foil  dissolved  in  nitric 
acid  sp.  gr.  1-2.  6  or  7  gm.  of  crystallized  zinc  acetate  or  20  c.c. 
of  saturated  solution  of  the  acetate  are  used  in  each  estimation  to 
counteract  the  nitric  acid  used  for  dissolving  the  copper.  1  c.c.  of  it 
represents  about  0"005  gni.  of  copper. 

Method  of  Procedueb  :  Treat  1  gm.  of  the  copper  substance  in  a  flask  of 
250  c.c.  capacity  with  5  or  6  c.c.  of  strong  nitric  acid,  and  boil  50  c.c.  geintly. 
Then  add  5  c.c.  of  bromine,  and  again  boil  till  all  nitrous  fumes  and  bromine  are 
expelled.  As  soon  as  the  incrusted  matter  has  dissolved,  add  a  slight  excess  of 
ammonia,  the  excess  boiled  off,  then  add  3  to  4  c.c.  of  acetic  acid  which  dissolves 
any  precipitated  copper  hydroxide,  after  cooling  add  3  gm.  of  KI  and  titrate 
with  thiosulphate  as  usual.  Por  ores,  0'5  gm.  is  treated  with  nitric  acid,  the 
decomposition  completed  with  hydrochloric  acid,  and  all  other  acids  then  expelled 
by  evaporating  with  sulphuric  acid.  Alter  diluting  and  filtering,  the  copper  is 
precipitated  by  means  of  aluminium,  filtered  off,  washed, — using  hydrogen 
sulphide  water  during  the.  washing — then  dissolved  in  nitric  acid  and  bromine  as 
above,  after  which  the  titration  is  effected  as  usual.  The  aluminium  is  used  as 
follows :— Place  in  the  beaker  two  pieces  of  sheet  aluminium,  which,  for  the  sake 
of  convenience  in  subsequent  washing,  may  be  prepared  as  follows ; — Stout  sheet 
aluminium,  say  about  one-sixteenth  of  an  inch  in  thickness,  is  cut  into  pieces  an 
inch  and  a  half  square,  and  then  the  four  corners  are  bent,  for  about  a  quarter  of 
an  inch,  alternately  up  and  down  at  right-angles.  This  scheme  prevents  the 
pieces  from  lying  flat  against  each  other  or  upon  the  bottom  of  the  beaker,  and 
their  washing  is  thus  facilitated.  The  same  pieces  of  aluminium  may  be  used 
repeatedly,  as  they  are  but  little  attacked  each  time.  Add  5  c.c.  of  strong 
sulphuric  acid,  cover  the  beaker,  and  heat  to  boiling.     Boil  strongly  for  about 
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seven  minutes.  Unless  tlie  bulk  of  the  solution  is  excessive,  this  will  be  quite 
sufficient  with  all  percentages  of  copper.  Ordinarily  the  aluminium  will  be 
found  to  be  clean,  and  nearly  or  quite  free  from  precipitated  copper.  If,  by 
chance,  the  copper  adheres  to  any  considerable  extent,  it  will  usually  become 
.loosened  by  a  little  additional  boiling,  or  it  may  be  removed  by  the  aid  of  a  glass 
rod.  Transfer  the  solution  back  to  the  original  flask,  and,  by  means  of  a  wash- 
hottle  of  hot  water,  rinse  in  also  as  much  of  the  copper  as  possible,  leaving  the 
aluminium  behind.  Drain  the  beaker  as  completely  as  possible,  and  temporarily 
set  it  aside  with  the  aluminium,  which  may  still  retain  a  little  copper.  Allow 
the  copper  in  the  flask  to  settle,  and  then  decant  the  liquid  through  a  filter. . 
Again  wash  the  copper  similarly  two  or  three  times  with  a  little  hot  water, 
retaining  it  as  completely  as  possible  in  the  flask.  Finally,  wash  the  filter  once 
or  twice  and  endeavour  to  rinse  all  metallic  particles  down  into  the  point.  Now 
pour  upon  the  aluminium  in  the  beaker  5  c.c.  of  nitric  acid  (1'2  sp.  gr.)  and 
water,  and  warm  the  beaker  gently,  but  do  not  heat  to  boiling,  as  the  aluminium 
would  be  thereby  unnecessarily  attacked.  See  that  any  copper  present  is 
dissolved,  and  pour  the  warm  solution  through  the  filter  last  used,  thus  dissolving 
any  contained  particles  of  copper,  and  receive  the  filtrate  in  the  flask  containing 
the  main  portion  of  the  copper.  At  this  stage  do  not  wash  either  the  aluminium 
or  the  filter,  but  simply  remove  the  flask  and  set  the  beaker  in  its  place  and 
proceed  as  above. 

4.    Estimation  by  Potassium  Cyanide  (Parkes  and 
C.  Mohr). 

This  well-known  and  nmcli-used  process  for  estimating  copper 
depends  upon  the  decoloration  of  an  ammoniacal  solution  of  copper 
by  potassium  cyanide.  Tlie  reaction  (which  is  not  absolutely  uniform 
with  variable  quantities  of  ammonia)  is  such  that  a  double  cyanide  of 
copper  and  ammonia  is  formed ;  cyanogen  is  also  liberated,  which 
reacts  on  the  free  ammonia,  producing  urea,  oxalate  of  urea,  ammonic 
cyanide  and  formate  (Liebig).  Ovsdng  to  the  intiuence  exercised  by 
variable  quantities  of  ammonia,  or  its  neutral  salts,  upon  the 
decoloration  of  a  copper  solution  by  the  cyanide,  it  has  been 
suggested  by  Beringer  to  substitute  some  other  alkali  for 
neutralizing  the  free  acid  in  the  copper  solution  other  than  aminonia. 
The  suggestion  has  been  adopted  by  Da  vies  (C.  N.  Iviii.  131)  and 
by  Fessenden  (C.  N.  Ixi.  131),  who  both  recommend  sodium 
•  carbonate.  My  own  experiments  completely  confirm  their  statement 
that  none  of  the  irregularity  common  to  variable  quantities  of 
ammonia  or  its  salts  occurs  with  soda  or  potash.  Suppose  for 
example  that  copper  has  been  separated  as  sulphide,  and  brought 
into  solution  by  nitric  acid,  the  free  nitro-sulphuric  acid  is  neutralized 
with  Na2Cog,  and  an  excess  of  it  added  to  redissolve  the  precipitate. 
The  cyanide  solution  is  then  cautiously  ran  into  the  light  blue 
solution  until  the  colour  is  just  discharged.  My  own  experience  is, 
that  it  is  impossible  to  redissolve  the  whole  of  the  precipitate  without 
using  a  very  large  excess  of  soda ;  but  there  is  no  need  to  add  such 
an  excess,  as  the  precipitate  easily  dissolves  when  the  cyanide  is 
added.  I  have  used  a  modification  of  this  method,  which  gives 
excellent  results,  viz.,  to  neutralize  the  acid  copper  solution  either  with 
NagCOg  or  N'aHO,  add  a  trifling  excess,  and  then  1  c.c.  of  ammonia 
0'960  sp.  gr. ;  a  deep  blue  clear  solution  is  at  once  given,  which 
permits  6i  very  sharp  end-reaction  with  the  cyanide. 


§  58.  .  COPPER.  191 

J.  J.  and  C.  Beringer  (O.  N.  xlix.  iii.)  have  already  adopted  the 
method  of  neutralizing  the  acid  copper  solution  with  soda,  then 
adding  ammonia,  but  the  proportion  they  recommend  is  larger 
than  necessary. 

In  standardizing  the  cyanide,  it  is  advisable  to  arrange  so  that 
copper  is  precipitated  with  soda  exactly  as  in  the  titrati6n  of  a  copper 
ore ;  that  is  to  say,  free  nitric  or  riitro-sulphuric  acid  should  be  added, 
then  neutralized  with  slight  excess  of  soda,  cleared  with  1  c.c.  of 
ammonia,  then  titrated  with  cyanide.  Large  quantities  of  nitrate  or 
sulphate  of  soda  or  potash,  however,  make  very  little  difference  in 
the  quantity  of  cyanide  used. 

It  has  generally  been  thought  that  where  copper  and  iron  occur  together,  it  is 
necessary  to  separate  the  latter  before  using  the  cyanide:  P.  Eield,  however, 
has  stated  that  this  is  not  necessary  (C.  N.  i.  25) ;  and  I  can  fully  endorse  his 
statement  that  the  presence  of  the  suspended  ferric,  oxide  is  no  hindrance  to  the 
estimation  of  the  copper;  in  fact,  it  is  rather  an  advantage,  as  it  acts  as  an 
indicator  to  the  end  of  the  process. 

While  the  copper  is  in  excess,  the  oxide  possesses  a  purplish-brown  colour,  but 
as  this  excess  lessens,  the  colour  becomes  gradually  lighter,  until  it  is  orange 
brown..  If  it  be  now  allowed  to  settle,  which  it  does  very  rapidly,  the  clear 
liquid  above  will  be  found  nearly  colourless.  A  little  practice  is  of  course 
necessary  to  enable  the  operator  to  hit  the  exact  point. 

It  is  impossible  to  separate  the  ferric  oxide  by  filtration  without 
leaving  some  copper  in  it,  and  no  amount  of  washing  will  remove 
it.  For  example,  10  c.c.  of  a  copper  solution  with  10  c.c.  of  ferric 
solution  were  directly  titrated  with  cyanide  after  treatment  with 
NaHO  in  slight  excess  and  1  c.c.  of  ammonia.  The  cyanide 
required  was  12  c.c.  Another  10  c.c.  of  the  same  copper  and  iron 
solutions  were  then  precipitated  with  soda  and  ammonia  in  same  pro- 
portions. This  gave  a  complete  solution  of  the  copper  with  the  feiTic 
oxide  suspended  in  it.  The  solution  was  filtered  and  the  ferric  oxide 
well  washed  with  hot  water,  then  the  filtrate  cooled  and  titrated  with 
cyanide,  9 '5  c.c.  only  being  required.  On  treating  bhe  ferric  oxide  on 
the  filter  with  nitric  acid,  neutralizing  with  NatlO  and  NHj  in  proper 
proportions  exactly,  2'5  c.c.  of  cyanide  were  required,  showing  that 
the  ferric  oxide  had  retained  20  per  cent,  of  the  copper. 

I  strongly  recommend  that  oiDerators  who  have  to  deal  with  copper 
.  determination  upon  samples  containing  much  iron,  should  practise  the 
use  of  the  cyanide  method  in  the  presence  of  the  iron,  and  accustom 
their  eyes  to  the  exact  colour  which  the  ferric  oxide  takes  when  the 
titration  is  finished,  always,  however,  with  this  proviso,  that  the 
cyanide  solubion  is  standardized  upon  a  known  weight  of  copper  in 
the  presence  of  a  moderate  amount  of  iron. 

The  solution  of  potassium  cyanide  should  be  titrated  afresh  at 
intervals  of  a  few  days.  Further  details  of  this  process  are  given  in 
§  58.8. 

Dulin  (Jour.  Ainer.  Cliem.  Soc.  xvii.  346)  advocates  the  cyanide 
process  for  copper  ores  as  follows  : — 

Method  of  Pbocedtjbe  :  The  ore  is  treated  in  the  way  described  in  §  58.3  to 
obtain  a  solution  of  the  copper  practically  free  from  silver  and  lead.      The 
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copper  is  then  precipitated  upon  aluminium  foil  as  there  mentioned.  Should 
cadmium  be  present  it  is  also  precipitated  to  some  extent,  but  only  after  the 
copper  is  thrown  down.  If  care  be  teken  to  stop  the  boiling  immediately  after 
the  copper  is  precipitated,  which  a  practised  eye  will  readily  detect,  the  amount 
of  cadmium  precipitated  is  so  small  as  to  .cause  no  sensible  error.  The  liquid 
being  decanted  from  the  copper  and  foil,  the  latter  are  washed  well  with  hot 
water,  taking  care  to  lose  no  metal ;  when  quite  clean,  dilute  nitric  acid  is  added 
and  boiled  till  the  copper  is  dissolved,  the  liquid  then  neutralized  with  excess  of 
ammonia,  and  titrated  with  cyanide  in  the  usual  way. 

5.    Estimation  as  Sulphide  (Pelouze). 

It  is  first  necessary  to  have  a  solution  of  pure  copper  of  known 
strength,  which  is  best  made  by  dissolving  39  "523  gm.  of  pure  cupric 
sulphate  in  1  liter  of  water ;  each  c.c.  will  contain  0"01  gm.  Cu. 

Precipitation  in  Alkaline  Solution. — This  process  is  based  on 
the  fact  that  if  an  ammoniacal  solution  of  copper  is  heated  to  from 
40°  to  80°  C,  and  a  solution  of  sodium  sulphide  added,  the  whole  of 
the  copper  is  precipitated  as  oxysulphide,  leaving  the  liquid  colourless. 
The  loss  of  colour  indicates,  therefore,  the  end  of  the  process,  and 
this  is  its  weak  point.  Special  practice,  however,  will  enable  the 
operator  to  hit  the  exact  point  closely. 

Casamajor  (C.  N.  xlv.  167)  uses  instead  of  ammonia  the  alkaline 
tartrate  solution  same  as  for  Fehling,  adding  a  slight  excess  so  as  to 
make  a  clear  blue  solution.  The  addition  of  the  sulphide  gives  an 
uitense  black  brown  precipitate,  which  is  stirred  vigorously  tiU  clear. 
The  copper  sulphide  agglomerates  into  curds,  and  the  reagent  is  added 
imtil  no  further  action  occurs  with  a  drop  of  the  sodium  sulphide. 
This  modification  can  also  be  used  for  lead.  PbSO^  is  easily  soluble 
in  the  tartrate  solution,  and  can  be  estimated  by  the  sodium  sulphide 
in  the  same  way  as  copper. 

The  colour  of  the  solution  is  not  regarded,  but  the  clotty 
precipitate  of  sulphide,  which  is  easily  cleared  by  vigorous  stirring. 
Very  good  results  may  be  gained  by  this  modification. 

Copper  can  also  be  first  separated '  by  glucose,  or  as  thiocyanate 
(Eivot),  then  dissolved  in  HNOg,  and  treated  with  the  tartrate. 

Precipitation  in  Acid  Solution. — The  copper  solution  is  placed 
in  a  small  stoppered  flask  of  tolerable  size  (400  or  500  c.c),  freely 
acidified  with  hydrochloric  acid,  then  diluted  with  about  200  c.c, 
of  hot  water. 

The  alkaline  sulphide  is  then  delivered  in  from  a  burette,  the 
stopper  replaced,  and  the  mixture  well  shaken ;  the  precipitate  of 
copper  sulphide  settles  readily,  leaving  the  supernatant  liquid  clear ; 
fresh  sulphide  solution  is  then  at  intervals  added  until  no  more 
precipitate  occurs.  The  calculation  is  the  same  as  in  the  case 
of  alkaline  precipitation,  but  the  copper  is  precipitated  as  pure 
sulphide  instead  of  oxysulphide. 

6.    Estimation  by  Stannous  Chloride  (Weil). 

This  process  is  based  on  the  fact,  that  a  solution  of  a  cupric  salt  in 
large  excess  of  hydrochloric  acid  at  a  boiling  heat  shows,  even  when 
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the  smallest  trace  is  present,  a  greenish-yellow  colour.  If  to  such 
a  solution  stannous  chloride  is  added  in  minute  excess,  a  colourless 
cuprous  chloride  is  produced,  and  the  loss  of  colour  indicates  the  end 
of  the  process. 

2CUCI2  +  SnCl^  =  CU2CI2  +  SnCl^. 

The  change  is  easily  distinguishable  to  the  eye,  but  should  any 
doubt  exist  as  to  whether  stannous  chloride  is  in  excess,  a  small 
portion  of  the  solution  may  be  tested  with  mercuric  chloride.  Any 
precipitate  of  calomel  indicates  the  presence  of  stannous  chloride. 

The  tin  solution  is  prepared  as  described  in  §  37.2. 

A   standard   copper   solution  is   made  by  dissolving  pure  copper 
sulphate   in   distilled   water,   in  the   proportion  of   39-523  gm.  per  ■ 
liter  =10  gm.  of  Cu. 

Method  of  Procedure  for  Copper  alone. — 10  c.c.  of  the  copper 
solution  =  O'l  gm.  of  Cu  are  put  into  a  white-glass  flalk,  25  0.0.  of  pure  strong 
hydrochloric  acid  added,  placed  on  a  sand-bath  and  brought  to  boiling  heat ;  the 
tin  solution  is  then  quickly  delivered  in  from  a  burette  until  the  colour  is  nearly 
destroyed,  finally  a  drop  at  a  time  till  the  liquid  is  as  colourless  as  distilled  water. 
No  oxidation  will  take  place  during  the  boiling,  owing  to  the  flask  being  filled 
with  acid  vapours. 

A  sample  of  copper  ore  is  prepared  in  the  usual  way  by  treatment  with  nitric 
acid,  which  is  afterwards  removed  by  evaporating  with  sulphuric  acid.  Silica, 
lead,  tin,  silver,  or  arsenic,  are  of  no  consequence,  as  when  the  solution  is  diluted 
with  water  to  a  definite  volume,  the  precipitates  of  these  substances  settle  to  the 
bottom  of  the  measuring  flask,  and  the  clear  liquid  may  be  taken  out  for  titration. 
In  case  antimonic  acid  is  present  it  will  be  reduced  with  the  copper,  but  on 
exposing  the  liquid  for  a  night  in  an  open  basin,  the  copper  will  be  completely 
re-oxidized  but  not  the  antimony ;  a  second  titration  will  then  show  the  amount 
of  copper. 

Method  of  Procedure  for  Ores  containing  Copper  and  Iron. 

— In  the  case  of  copper  ores  where  iron  is  also  present,  the  quantity  of  tin 
solution  required  will  of  course  represent  both  the  iron  and  the  copper.  In  this 
case  a  second  titration  of  the  original  solution  is  made  with  zinc  and  perman- 
ganate, and  the  quantity  so  found  is  deducted  from  the  total  quantity;  the 
amount  of  tin  solution  corresponding  to  copper  is  thus  found. 

ExAMPLB :  A  solution  was  prepared  from  10  gm.  of  ore  and  diluted  to 
250  c.c;  10  c.c.  required  26''75  c.c.  of  tin  solution  whose  strength  was  16'2  c.c. 
for  0-1  gm.  of  Cu. 

10  CO.  of  ore  solution  were  diluted,  warmed,  zinc  and  platinum  added  till 
reduction  was  complete,  and  the  solution  titrated  with  permanganate  whose 
quantity  =  0-0809  gm.  of  Pe. 

The  relative  strength  of  the  tin  solution  to  iron  is  18-34  c.c.  =  0-1  gm.  of  Pe: 
thus — 

63         :         56         =0-1     .     0-0888. 

therefore  0-1  gm.  of  Cu= 0-0888  gm.  of  Pe  =  16-2  c.c.  of  SnClj 
whence     0-0888     :    0-1  =  16-2     :     18-34 
thus  0-0809  Pe  (found  above)  =  14-837  c.c.  of  SnCla 

0-1     :     0-0809  =  18-34     -     14-837  hence 

Iron  and  copper  =     26-750  0.0.  SnCls 

Subtract  for  iron  =     14-837 


Leaving  for  Copper  11-913 

10  c.c.  of  ore  solution  therefore  contained  16*2  :  0-1  :  :   11-913=00735  gm.  of 

O 


194  A'OLUMETRIC   ANALYSIS.   .  §  58. 

Cu,  and.  as  10  gm.  of  ore=250  c.o.  contained  1'837  gm.  of  Cu  =  18'37  per  cent. 
Analysis  by  weight  as  a  control  gave  18'34  per  cent.  Cu. 
Pe  volumetrically  20'25  per  cent.,  l)y  weight  20-10  per  cent. 

The  method   is   specially   adapted  for   the   technical   analysis   of 
fahl-ores. 


7.    Volhard's  method. 

The  necessary  standard  solutions  are  described  in  §  43.  Each  c.c. 
of  ■'^/lo  thiocyanate  represents  0'0063  gm.  Cu. 

Method  or  Phoceduee  :  The  copper  in  sulphuric  or  nitric  acid  solution  is 
evaporated  to  remove  excess  of  acid,  or  if  the  acid  is  small  in  quantity  neutralized 
with  sodium,  carbonate,  washed  into  a  300  c.c.  flask,  and  enough  aqueous  solution 
of  SO2  added  to  dissolve  the  traces  of  basic  carbonate  and  leave  a  distinct  smell 
of  SO2.  Heat  to  boiling,  and  run  in  from  a  burette  the  thiocyanate  until  the 
addition  produces  no  change  of  colour,  add  3  or  4  c.c,  and  note  the  entire 
quantity,  allow  to  cool,  fill  to  mark,  and  shake  well.  100  c.c.  are  then  filtered 
through  a  dry  filter,  10  ex.  of  ferric  indicator  with  some  nitric  acid  added,  then 
titrated  with  ^/lo  silver  till  colourless :  then  again  thiocyanate  till  the  reddish 
colour  occurs.  The  volume  of  silver  solution,  less  the  final  correction  with 
thiocyanate,  deducted  from  the  original  thiocyanate,  will  give  the  volume  of  the 
latter  required  to  precipitate  the  copper. 

The  process  is  not  accurate  in  presence  of  Fe,  Ag,  Hg,  CI,  I  or  Br. 

8.    Technical  Examination  of  Copper  Ores   (Steinbeck's 

Process^ 

In  1867  the  Directors  of  the  Mansfield  Copper  Mines  offered 
a  premium  for  the  best  method  of  examining  these  ores,  the  chief 
conditions  being  tolerable  accuracy,  simplicity  of  working,  and  the 
possibility  of  one  operator  making  at  least  eighteen  assays  in  the  day. 

The  fortunate  competitor  was  Dr.  Steinbeck,  whose  process 
satisfied  completely  the  requirements.  The  whole  report  is  contained 
in  Z.  a.  C.  viii.  1,  and  is  also  translated  in  C.  N.  xix.  181.  The 
following  is  a  condensed  resume  of  the  process,  the  final  titration  of 
the  copper  being  accomplished  by  potassium  cyanide  as  in  §  58.4. 
A  very  convenient  arrangement  for  filling  the  burette  with  standard 
solution  where  a  series  of  analyses  has  to  be  made,  and  the  burette 
continually  emptied,  is  shown  in  fig.  43  ;  it  may  be  refilled  by  simply 
blovring  upon  the  surface  of  the  liquid. 

(a)    The  extraction  of  the  Copper  from  the  Ore. — 5  gm.  of 

pulverized  ore  are  put  into  a  flask  with  from  40  to  50  c.c.  of  hydrochloric  acid 
(specific  gravity  1'16),  whereby  all  carbonates  are  converted  into  chlorides,  while 
carbonic  acid  is  expelled.  After  a  while  there  is  added  to  the  fluid  in  the  flask 
6  c.c.  of  a  special  nitric  acid,  prepared  by  mixing  equal  bulks  of  water  and  pure 
nitric  acid  of  1'2  sp.  gr.  As  regards  certain  ores,  however,  specially  met  with  in 
the  district  of  Mansfield,  some,  having  a  very  high  percentage  of  sulphur  and 
bitumen,  have  to  be  roasted  previous  to  being  subjected  to  this  process ;  and 
others,  again,  require  only  1  c.c.  of  nitric  acid  instead  of  6.  The  flask  containing 
the  assay  is  digested  on  a  sand-bath  for  half  an  hour,  and  the  contents  boiled  for 
about  fifteen  minutes ;  after  which  the  whole  of  the  copper  occurring  in  the  ore, 
and  all  other  metals,  are  in  solution  as  chlorides.  The  blackish  residue,  consisting 
of  sand  and  schist,  has  been  proved  by  numerous  experiments  to  be  either  entirely 
free  from  copper,  or  to  contain  at  the  most  only  O'Ol  to  0'03  per  cent. 
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(i)  Separation  of  the  Copper.— The  solution  of  metallic  and  earthy 
chlorides,  and  some  free  HCl,  ohtained  as  just  described,  is  separated  by  filtration 
from  the  insoluble  residue,  and  the  fluid  run  into  a  covered  beaker  of  about  400 
c.c.  capacity.  In  this  beaker  a  rod  of  metallic  zinc,  weighing  about  50  gm.,  has 
been  previously  placed,  fastened  to  a  piece  of  stout  platinum  foil.  The  zinc  to 
be  used  for  this  purpose  should  be  as  much  as  possible  free  from  lead,  and  at  any 
rate  should  not  contain  more  than  from  O'l  to  0'3  per  cent,  of  the  latter  metal. 
The  precipitation  of  the  copper  in  the  metallic  state  sets  in  already  during  the 


Fig.  43. 

filtration  of  the  warm  and  concentrated  fluid,  and  is,  owing  especially  also  to  the 
entire  ab?ence  of  nitric  acid,  completely  finished  in  from  half  to  three-quarters 
of  an  hour  after  the  beginning  of  the  filtration.  If  the  fluid  be  tested  with  SHj 
no  trace  of  copper  can  or  should  be  detected ;  the  spongy  metal  partly  covers 
the  platinum  foil,  partlj'  floats  about  in  the  liquid,  and  in  case  either  the  ore 
itself  or  the  zinc  applied  in  the  experiment  contained  lead,  small  quantities  of 
that  metal  will  accompany  the  precipitated  copper.  After  the  excess  of  zinc  (for 
an  excess  must  always  be  employed)  has  been  removed,  the  metal  is  repeatedly 
and  carefully  washed  by  decanfeition  with  freah  water,  and  care  taken  to  collect 
together  every  particle  of  the  spongy  mass. 

(e)  Estimation  of  the  precipitated  Copper.— To  the  spongy 
metallic  mass  in  the  beaker  glass,  wherein  the  platinum  foil  is  left,  since  some  of 
the  metal  adheres  to  it,  8  c.c.  of  the  special  nitric  acid  are  added,  and  the  copper 
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dissolved  by  the  aid  of  moderate  heat  in  the  form  of  cupric  nitrate,  which,  in 
the  event  of  any  small  quantity  of  lead  being  present,  will  of  course  be 
contaminated  with  lead. 

When  copper  ores  are  dealt  with  containing  above  6  per  cent,  of  copper,  which 
may  be  approximately  estimated  from  the  bulk  of  the  spongy  mass  of  precipitated 
metal,  16  c.c.  of  nitric  acid,  instead  of  8,  are  applied  for  dissolving  the  metal. 
The  solution  thus  obtained  is  left  to  cool,  and  next  mixed,  immediately  before 
titration  with  cyanide,  with  10  c.c.  of  special  solution  of  liquid  ammonia, 
prepared  by  diluting  1  volume  of  liquid  ammonia  (sp.  gr.  0'93)  with  2  volumes 
of  distilled  water. 

The  titration  with  cyanide  is  conducted  as  described  in  §  58.4. 

In  the  case  of  such  ores  as  yield  over  6  per  cent,  of  copper,  and  when  a  double 
quantity  of  nitric  acid  has  consequently  been  used,  the  solution  is  diluted  with 
water,  and  made  to  occupy  a  bulk  of  100  c.c. ;'  this  bulk  is  then  exactly  divided 
into  two  portions  of  50  c.c.  each,  and  each  of  these  separately  mixed  with  10  c.c. 
of  ammonia,  and  the  copper  therein  volumetrically  determined.  The  deep  blue 
coloured  solution  only  contains,  in  addition  to  the  copper  compound,  ammonium 
nitrate ;  any  lead  which  might  have  been  dissolved  having  been  precipitated  as 
hydrated  oxide,  which  does  not  interfere  with  the  titration  with  cyanide.  The 
solution  of  the  last-named  salt  is  so  arranged,  that  1  c.c.  thereof  exactly  indicates 
0005  gm.  of  copper  (about  21  gm.  of  the  pure  salt  per  liter).  Since,  for  every 
assay,  5  gm.  of  ore  have  been  taken,  1  c.c.  of  the  titration  jBluid  is  equal  to  O'l 
per  cent,  of  copper,  it  hence  follows  that,  by  multiplying  the  number  of  c.c.  of 
cyanide  solution  used  to  make  the  blue  colour  of  the  copper  solution  disappear 
by  O'l,  the  percentage  of  copper  contained  in  the  ore  is  immediately  ascertained. 

Steinbeck  tested  this  method  specially,  in  order  to  see  what 
influence  is  exercised  thereupon  by  (1)  ammonium  nitrate,  (2)  caustic 
ammonia,  (3)  lead.  The  copper  used  for  the  experiments  for  this 
purpose  was  pure  metal,  obtained  by  galvanic  action,  and  was  ignited 
to  destroy  any  organic  matter  which  might  accidentally  adhere  to  it, 
and  next  cleaned  by  placing  it  in  dilute  nitric  acid.  5  gm.  of  this 
metal  were  placed  in  a  liter  flask,  and  dissolved  in  266 '6  c.c.  of  special 
nitric  acid,  the  flask  gently  heated,  and,  after  cooling,  the  contents 
diluted  with  water,  and  thus  brought  to  a  bulk  of  1000  c.c.  30  c.c. 
of  this  solution  were  always  applied  to  titrate  one  and  the  same  solution 
of  cyanide  under  all  circumstances.  When  5  gm.  of  ore,  containing 
on  an  average  3  per  cent,  of  copper,  are  taken  for  assay,  that  quantity 
of  copper  is  exactly  equal  to  0-150  gm.  of  the  chemically  pure  copper. 
The  quantity  of  nitric  acid  taken  to  dissolve  5  gm.  of  pure  copper 
(266'6  c.c.)  was  purposely  taken,  so  as  to  correspond  with  the  quantity  of 
8  c.c.  of  special  nitric  acid  which  is  applied  in  the  assay  of  the  copper 
obtained  from  the  ore,  and  this  quantity  of  acid  is  exactly  met  with  in 
30  c.c.  of  the  solution  of  pure  copper. 

The  influence  of  double  quantities  of  ammonium  nitrate  and  free 
caustic  ammonia  (the  qu.antity  of  copper  remaining  the  same)  is  shown 
as  follows  : — 

(a)  30  c.c.  of  the  normal  solution  of  copper,  containing  exactly  0"150  gm.  of 
copper,  were  rendered  alkaline  with  10  c.c.  of  special  ammonia,  and  were  found 
to  require,  for  entire  decoloration,  29'8  c.c.  of  cyanide.  A  second  experiment, 
again  with  30  c.c.  of  copper  solution,  and  otherwise  under  identically  the  same 
conditions,  required  29'9  c.c.  of  cyanide.     The  average  is  29'85  c.c. 

(A)  "When  to  30  c.c.  of  the  copper  solution,  first  8  c.c.  of  special  nitric  acid 
are  added,  and  then  20  c.c.  of  special  ammonia  instead  of  only  8,  whereby  the 
quantity  of  free  ammonia  and  of  ammonium  nitrate  is  double  what  it  was  in  the 
case  of  a,  there  is  required  of  the  same  cyanide  30'0  c.c.  to  produce  decoloration. 
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A  repetition  of  the  experiment,  exactly  under  the  same  conditions,  gave  30'4  o.o. 
of  the  cyanide ;  the  average  is,  therefore,  30'35  c.o.  The  difference  amounts  to 
only  0'05  per  cent,  of  copper,  which  may  he  allowed  for  in  the  final  calculation. 

When,  however,  large  quantities  of  ammoniaoal  salts  are  present  in 
the  fluid  to  be  assayed  for  copper,  by  means  of  cyanide,  and  especially 
when  ammonium  carbonate,  srdphate,  and  worse  still,  chloride  are 
simultaneously  present,  these  salts  exert  a  very  disturbing  influence.* 
The  presence  of  lead  in  the  copper  solution  to  be  assayed  has  the  effect 
of  producing,  on  the  addition  of  10  c.c.  of  normal  ammonia,  a  milkiness 
with  the  blue  tint ;  but  this  does  not  at  all  interfere  with  the  estima- 
tion of  the  copper  by  means  of  the  cyanide,  provided  the  lead  be  not 
in  great  excess ;  and  a  slight  milldness  of  the  solution  even  promotes 
the  visibility  of  the  approaching  end  of  the  operation. 

Steinbeck  purposely  made  some  experiments  to  test  this  point,  and 
his  results  show  that  a  moderate  quantity  of  lead  has  no  influence. 

Experiments  were  also  carefully  made  to  ascertain  the  influence  of 
zinc,  the  result  of  which  showed  that  up  to  5  per  cent,  of  the  copper 
present,  the  zinc  had  no  disturbing  action;  but  a  considerable  variation 
occurred  as  the  percentage  increased  above  that  proportion.  Care  must 
therefore  always  be  taken  in  washing  the  spongy  copper  precipitated 
from  the  ore  solution  by  means  of  zinc. 

The  titration  must  always  take  place  at  ordinary  temperatures, 
since  heating  the  animoniacal  solution  while  under  titration  to  40°  or 
45°  C.  considerably  reduces  the  quantity  of  cyanide  required. 

9.    Estimation  of  Copper  by  Colour  Titration. 

This  method  can  be  adopted  with  very  accurate  results,  as  in  the 
case  of  iron,  and  is  available  for  slags,  poor  cupreous  pyrites,  waters, 
etc.  (see  Carnelly,  C.  N.  xxxii.  308). 

The  reagent  used  is  the  same  as  in  the  case  of  iron,  viz.,  potassium 
ferrocyanide,  which  gives  a  j^urple-brown  colour  with  very  dilute 
solutions  of  copper.  This  reaction,  however,  is  not  so  delicate  as  it  is 
with  iron,  for  1  part  of  the  latter  in  13,000,000  parts  of  water  can  be 
detected  by  means  of  potassium  ferrocyanide ;  while  1  part  of  copper 
in  a  neutral  solution,  containing  ammonium  nitrate,  can  only  be 
detected  in  2,500,000  parts  of  water.  Of  the  coloured  reactions  which 
copper  gives  with  difierent  reagents,  those  with  sulphuretted  hydrogen 
and  potassium  ferrocyanide  are  by  far  the  most  delicate,  both  showing 
their  respective  colours  in  2,500,000  parts  of  water. 

Of  the  two  reagents  sulphuretted  hydrogen  is  the  most  delicate;  but 
potassium  ferrocyanide  has  a  decided  advantage  over  sulphuretted 
hydrogen  in  the  fact  that  lead,  when  not  present  in  too  large  quantity, 
does  not  interfere  with  the  depth  of  colour  obtained,  whereas  to 
sulphuretted  hydrogen  it  is,  as  is  well  known,  very  sensitive.! 

*  I  have  retained  this  teclinical  process  ia  its  original  form,  notwithstanding  the  use  of 
ammonia,  because  it  is  systematic,  and  the  results  obtained  by  it  are  all  comparable  among 
themselves.  Of  course  soda  or  potash  may  be  used  in  place  of  ammonia,  if  the  cyanide  is 
standardized  with  them. 

tin  colour  titrations  of  this  character  it  is  essential  that  the  comparisons  be  made  under 
the  same  circumstances  as  to  temperature,  dilution,  and  admixture  of  foreign  substances, 
otherwise  serious  errors  will  arise. 
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And  though  iron  if  present  would,  without  special  precaution  being 
taken,  prevent  the  determination  of  copper  by  means  of  ferrocyanide ; 
yet,  by  the  method  as  described  below,  the  amounts  of  these  metals 
contained  together  in  a  solution  can  be  estimated  by  this  reagent. 

Ammonium  nitrate  renders  the  reaction  much  more  delicate ;  other 
salts,  as  ammonium  chloride  and  potassium  nitrate,  have  likewise  the 
same  effect.  ^ 

The  method  of  analysis  consists  in  the  comparison  of  the  purple- 
brown  colours  produced  by  adding  to  a  solution  of  potassium  ferrocyanide 
— first,  a  solution  of  copper  of  known  strength;  and,  secondly,  the 
solution  in  which  the  copper  is  to  be  determined. 

The  solutions  and  materials  required  are  as  follows  : — 

(1)  Standard  copper  solution. — Prepared  by  dissolving  0'395  gm. 
of  pure  CuSO^,  SHgO  in  one  liter  of  water.     1  c.c.=0-l  m.gm.  Cu. 

(2)  Solution  of  ammonium  nitrate. — Made  by  dissolving  100  gm. 
of  the  salt  in  one  liter  of  water. 

(3)  Potassium  ferrocyanide  solution — 1   :  25. 

(4)  Two  glass  cylinders  holding  rather  more  than  150  c.c.  each,  the 
point  equivalent  to  that  volume  being  marked  on  the  glass.  They 
must  both  be  of  the  same  tint,  and  as  colourless  as  possible. 

A  burette,  graduated  to  y^y  c.c.  for  the  copper  solution;  a  5  c.c. 
pipette  for  the  ammonium  nitrate ;  and  a  small  tube  to  deliver  the 
ferrocyanide  in  drops. 

Method  of  Peoceduee  :  Pive  drops  of  the  potassium  ferrocyanide  are 
placed  in  each  cylinder,  and  then  a  measured  quantity  of  the  neutral  solution  in 
which  the  copper  is  to  he  determined  is  placed  into  one  of  them,  and  both  filled 
up  to  the  mark  with  distilled  water,  5  c.c.  of  the  ammonium  nitrate  solution 
added  to  each,  and  then  the  standard  copper  solution  ran  gradually  into  the 
other  till  the  colours  in  hoth  cylinders  are  of  the  same  depth,  the  liquid  being 
well  stirred  after  each  addition.  The  number  of  c.c.  used  are  then  read  off. 
Each  CO.  corresponds  to  O'l  m.gm.  of  copper,  from  which  the  amount  of  copper 
in  the  solution  in  question  can  he  calculated. 

The  solution  in  which  the  copper  is  to  be  estimated  must  be  neutral; 
for  if  it  contain  free  acid  the  latter  lessens  the  depth  of  colour,  and 
changes  it  from  a  purple-brown  to  an  earthy-brown.  If  it  should  be 
acid,  it  is  rendered  slightly  alkaline  with  ammonia,  and  the  excess  of 
the  latter  got  rid  of  by  boiling.  The  solution  must  not  be  alkaline,  as 
the  brown  coloration  is  soluble  in  ammonia  and  decomposed  by  potash 
or  soda ;  if  it  be  alkaline  from  ammonia,  this  is  remedied  as  before  by 
boiling  it  off;  while  free  potash  or  soda,  should  they  be  present,  are 
neutralized  by  an  acid,  and  the  latter  by  ammonia. 

Lead,  when  present  in  not  too  large  quantity,  has  little  or  no  effect 
on  the  accuracy  of  the  method.  The  precipitate  obtained  on  adding 
potassium  ferrocyanide  to  a  lead  salt  is  white ;  and  this,  except  when 
present  in  comparatively  large  quantity  with  respect  to  the  copper, 
does  not  interfere  with  the  comparison  of  the  colours. 

When  copper  is  to  be  estimated  in  a  solution  containing  iron,  the 
following  inethod  is  adopted  : — 

A  few  drops  of  nitric  acid  are  added  to  the  solution  in  order  to  oxidize  the  iron, 
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the  liquid  evaporated  to  a  small  bulk,  and  the  iron  precipitated  by  ammonia. 
Even  when  very  small  quantities  of  iron  are  present,  this  can  be  done  easily  and 
completely  if  there  be  only  a  very  small  quantity  of  fluid.  The  precipitate  of 
ferric  oxide  is  then  filtered  off,  lyashed  once,  dissolved  in  nitric  acid,  and  re- 
precipitated  by  ammonia,  filtered  and  washed.  The  iron  predpitate  is  now  free 
from  copper,  and  in  it  the  iron  can  be  estimated  by  dissolving  in  nitric  acid, 
making  the  solution  nearly  neutral  vpith  ammonia,  and  determining  the  iron  by 
the  method  in  §  64.4.  The  filtrate  from  the  iron  precipitate  is  boiled  till  the 
ammonia  is  completely  driven  off,  and  the  copper  estimated  in  the  solution  so 
obtained  as  already  described. 

When  the  solution  containing  copper  is  too  dilute;  to  give  any 
coloration  directly  with  ferrocyanide,  a  measured  quantity  of  it  must 
be  evaporated  to  a  small  bulk,  and  filtered  if  necessary;  and  if  it 
contain  iron,  also  treated  as  already  described. 

In  the  determination  of  copper  and  iron  in  water,  for  which  the 
method  is  specially  applicable,  a  measured  quantity  is  evaporated 
to  dryness  with  a  few  drops  of  nitric  acid,  ignited  to  get  rid  of  any 
organic  matter  that  might  colour  the  liquid,  dissolved  in  a  little  boUing 
water  and  a  drop  or  two  of  nitric  acid ;  if  it  is  not  all  soluble  it  does 
not  matter.  Ammonia  is  next  added  to  precipitate  the  iron,  the  latter 
filtered  off,  washed,  re-dissolved  in  nitric  acid,  and  again  precipitated 
by  ammonia,  filtered  off,  and  washed.  The  filtrate  is  added  to  the 
one  previously  obtained,  the  iron  estimated  in  the  precipitate,  and  the 
copper  in  the  imited  filtrates. 

There  is  in  use  at  several  copper  works  what  is  known  as  Heines 
"blue  test,"  that  is  an  ammoniacal  solution  of  copper,  but  the  difficulty 
has  been  to  keep  strictly  correct  standards  for  comparison  except  they 
are  freshly  made;  G.  L.  Heath  (/.  Am.  G.  S.  xix.  21)  has  solved 
this  difficulty  by  making  the  standard  from  copper  sulphate  instead  of 
nitrate. 

Method  or  Peoceduee  :  About  0'3  gm.  of  pure  copper  is  dissolved  in  5  c.c. 
each  of  nitric  acid  (sp.  gr.  1'4)  and  sulphuric  acid  (sp.  gr.  1"84).  Evaporate 
carefully  till  fumes  of  the  latter  acid  are  given  off.  "When  cold  dissolve  in  25  c.c. 
of  water  and  add  ammonia  in  suflBcient  excess  to  give  a  clear  solution.  This  is 
then  diluted  with  weak  ammonia,  about  1  6,  and  graduated  so  that  each  c.c. 
shall  represent  0"0025  gm.  Cu.  Standards  can  then  be  made  up  so  that  200  o.c.^ 
diluted  with  the  weak  ammonia  shall  contain  from  O'l  to  1'3  gm.  of  Cu.  The 
standards  are  kept  in  tall  well-stoppered  cylinders  of  white  glass  marked  at 
200  c.c.  and  kept  cool  and  free  from  sunlight  and  last  a  long  time. 

The  method  is  generally  in  use  for  lean  blast  furnace  slags,  such  as  contain  a 
good  deal  of  iron,  and  alumina,  and  lime.  The  method  for  these  samples  is  as 
follows : — 2'5  gm.  of  the  finely  ground  material  are  heated  in  a  porcelain  dish  with 
15  CO.  of  nitric  acid,  and  after  adding  5  c.c.  of  sulphuric  acid  the  evaporation  is 
continued  until  the  mass  has  become  a  thick,  but  rather  soft,  paste ;  it  is  then 
treated  with  70  c.c.  of  water  to  dissolve  the  copper  sulphate,  and  30  c.c.  of 
ammonia  are  added.  The  liquid  is  filtered,  and  the  residue  after  being  twice 
washed  with  10  c.c.  of  dilute  ammonia  (1  :  10),  is  rinsed  back  into  the  dish, 
using  50  0.0.  of  water,  taking  care  not  to  damage  the  filter,  and  enough  sulphuric 
acid  is  added  to  redissolve  the  iron  and  alumina ;  25  c.c.  of  ammonia  are  again 
added,  and  the  filtrate  and  ammoniacal  washings  are  mixed  with  the  main  filtrate, 
which  is  then  transferred  to  one  of  the  tall  cylinders  of  thin,  colourless  glass,  and 
made  up  with  dilute  ammonia  to  200  c.c.  The  colour  of  the  liquid  is  compared 
with  those  of  a  series  of  copper  solutions  of  known  strength  contained  in  similar 
cylinders.  The  colour  is  best  seen  by  placing  the  sample  and  standard  cylinder 
in  front  of  a  window,  and  with  a  piece  of  white  paper -behind  them. 
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CYANOGEN. 

CN  =  26. 

1  c.c.  ^/lo  silver  solution  =  0-0052  gm. 

Cyanogen. 
=  0-0054  gm. 

Hydrocyanic  acid. 
=  0-01302  gm. 

Potassium  cyanide. 
»    ^/lo  iodine  solution  =  0-003255  gm. 

Potassium  cyanide. 

1.    By  Standard  Silver  Solution  (Liebig). 

§  59.  This  ready  and  accurate  method  of  estimating  cyanogen  in 
prussic  acid,  alkaline  cyanides,  etc.,  was  discovered  by  Liebig,  and  is 
fully  described  in  Ann.  der  Chem.  und  Pharm.  Ixxvii.  102.  It  is 
based  on  the  fact  that  when  a  solution  of  silver  nitrate  is  added  to 
an  alkaUne  solution  containing  cyanogen,  with  constant  stirring,  no 
permanent  precipitate  of  silver  cyanide  occurs  until  all  the  cyanogen 
has  combined  with  the  alkali  and  the  silver,  to  form  a  soluble  double 
salt  (in  the  presence  of  potash,  for  example,  KCy,  AgCy).  If  the 
slightest  excess  of  silver,  over  and  above  the  quantity  required  to  form 
this  combination,  be  added,  a  permanent  precipitate  of  silver  cyanide 
occurs,  the  double  compound  being  destroyed.  If,  therefore,  the  silver 
solution  be  of  known  strength,  the  quantity  of  cyanogen  present  is 
easily  found;  1  eq.  of  silver  in  this  case  being  equal  to  2  eq.  cyanogen. 

So  fast  is  this  double  combination,  that,  when  sodium  chloride 
is  present  no  permanent  precipitate  of  silver  chloride  occurs,  untU 
the  quantity  of  silver  necessary  to  form  the  compound  is  slightly 
overstepped. 

Siebold,  however,  has  pointed  out  that  this  process,  in  the  case  of 
free  hydrocyanic  acid,  is  liable  to  serious  errors  unless  the  following 
precautions  are  observed  : — 

(a)  The  solution  of  sodium  or  potassium  hydrate  should  te  placed  in  the 
beaker  first,  and  the  hydrooj'anic  acid  added  to  it  from  a  burette  dipping  into  the 
alkali.  If,  instead  of  this,  the  acid  is  placed  in  the  beaker  first,  and  the  alkaUne 
hydrate  added  afterwards,  there  may  be  a  slight  loss  by  evaporation,  which 
becomes  appreciable  whenever  there  is  any  delay  in  the  addition  of  the  alkali. 

(S)     The  mixture  of  hydrocyanic  acid  and  alkali  should  be  largely  diluted  with ' 
water  before  the  silver  nitrate  is  added.    The  most  suitable  proportion  of  water  is 
from  ten  to  twenty  times  the  volume  of  the  officinal  orofScheele's  acid.  "With 
such  a  degree  of  dilution,  the  final  point  of  the  reaction  can  be  observed  with 
greater  precision. 

(c)  The  amount  of  alkali  used  should  be  as  exactly  as  possible  that  required 
for  the  conversion  of  the  hydrocyanic  acid  into  alkaline  cyanide,  as  an  in- 
suflEicienoy  or  an  excess  both  affect  the  accuracy  of  the  result.  It  is  advisable  to 
make  first  a  rough  estimation  with  excess  of  soda  as  a  guide,  then  finish  with  a 
solution  as  neutral  as  possible.  As  a  guide  to  the  neutrality,  or  rather  the  slight 
amount  of,  alkalinity  of  the  solution,  a  little  indicator  C4B  may  be  used,  which 
gives  a  red  colour  with  alkaline  hydroxides,  but  is  not  acted  upon  by  HOy  or 
alkaline  cyanides. 

L.  W.  Andrews  {G.  N.  Ixxxviii.  239)  has  devised  another  method 
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for  the  estimation  of  hydrocyanic  acid  and  cyanides  which  requires  the 
following  solutions  : — 

a,  deoinormal  solutions  of  hydrochloric  acid  and  of  potassium  (or  sodium) 
hydroxide ;  h,  a  nearly  saturated  solution  of  mercuric  chloride,  containing  ahout 
40  gm.  of  the  pure  re-crystallized  salt  per  litre.  The  exact  strength  of  this 
solution  need  not  be  known ;  c,  a  saturated  solution  of  pure  paranitrophenol  in 
water.  This  is  to  be  preferred  to  the  solution  in  alcohol  often  recommended  as 
an  indicator.  The  aqueous  solution  keeps  indefinitely  in  the  light  or  in 
the  dark. 

To  determine  hydrocyanic  acid  or  a  simple  cyanide,  dilute  the  solution  till 
it  contains  not  more  than  about  1  per  cent,  of  hydrocyanic  acid  and  add  2 
drops  of  nitrophenol  solution.  If  this  imparts  a  yellow  colour,  add  deoi- 
normal hydrochloric  acid  until  the  colour  has  all  but  disappeared ;  if  it  is 
colourless,  add  deoinormal  potassium  hydroxide  till  the  solution  shows  a  very 
pale  yellow.  Now,  add  an  excess  of  the  mercuric  chloride  solution  (usually 
15  or  20  c.o),  stir  and  allow  to  stand  for  one  hour  at  the  temperature 
of  the  air. 

Example  :  A  solution  of  hydrocyanic  acid  which  had  by  gravimetric  analysis 
been  found  to  contain  3'40  per  cent.,  was  analyzed  by  the  above  method.  For 
that  purpose,  50  c.o.  were  measured  by  a  pipette  into  a  500  c.c.  flask,  filled  to  the 
mark,  and  shaken.  Five  c.c.  of  this  solution  were  mixed  with  10  c.c.  of  an 
approximately  deoinormal  mercuric  chloride  solution,  allowed  to  stand  for  an 
hour,  and  then  titrated  as  described.  Required,  e'SO"  c.c.  of  ^/lo  KOH, 
equivalent  to  0'01704  gm.  of  hydrocyanic  acid,  or  3'408  per  cent,  found. 

For  estimation  of  cyanides  in  the  presence  of  a  chloride,  Gatehouse 
adopts  the  following  method  :;— 

Measure  out  a  definite  amount  of  the  solution  containing  the  cyanide  and 
chloride.  Eun  into  it  from  a  burette  a  deoinormal  solution  of  AgNOs,  until 
a  permanent  turbidity  appears.  At  this  stage  of  the  process  each  c.c.  of 
AgNOj  solution  which  has  been  used  will  correspond  to  0'013036  gm.  of 
KCN.  Note  the  reading  of  the  burette,  and  run  into  the  solution  the  same 
volume  of  silver  solution  as  was  required  to  form  the  permanent  precipitate, 
and  again  note  the  reading.  From  this  point  the  AgNOs  added  is  used  in 
precipitating  the  chloride.  Then  add  a  few  drops  of  K2Cr04  solution  free 
from  chloride,  and  judging  the  end  of  the  reaction  by  the  appearance  of  the 
dark  red  silver  ohromate,  estimate  the  chloride  in  the  usual  manner. 

Caution. — In  using  the  pipette  for  measuring  hydrocyanic  acid,  it  is 
advisable  to  insert  a  plug  of  cotton  wool,  slightly  moistened  with  silver 
nitrate,  into  the  upper  end,  so  as  to  avoid  the  danger  of  inhaling  any 
of  the  acid ;  otherwise  it  is  decidedly  preferable  to  weigh  it. 

2.    By  Standard  Mercuric  Chloride  (Hannay). 

This  convenient  method  is  fully  described  by  the  author  (/.  G.  S. 
1878,  245),  and  is  well  adapted  for  the  technical  examination  of 
commercial  cyanides,  etc.,  giving  good  results  in  the  jDresence  of 
cyanates,  sulphocyanates,  alkaline  salts,  and  compounds  of  ammonia 
and  silver. 

The  standard  solution  of  mercury  is  made  by  dissolving  13-537  gm. 
HgClj  in  water,  and  diluting  to  a  liter.  Each  c.c.  =0-00651  gm.  of 
potassium  cyanide  or  0-0026  gm.  Cy. 

Method  of  Peoobdttbe  :  The  cyanide  is  dissolved  in  water,  and  the  beaker 
placed  upon  black  paper  or  velvet ;  ammonia  is  then  added  in  moderate  quantity. 
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and  the  mercuric  solution  cautiously  added  with  constant  stirring  until  a  bluish- 
white  opalescence  is  permanently  produced.  ■  With  pure  substances  the  reaction 
is  -very  delicate,  but  not  so  accurate  with  impure  mixtures  occurring  in 
commerce. 

3.    By  Iodine  (Fordos  and  Gelis). 

This  process,  which  is  principally  applicable  to  alkaline  cyanides, 
depends  on  the  fact,  that  -when  a  sohition  of  iodine  is  added  to  one 
of  potassium  cyanide,  the  iodine  loses  its  colour  so  long  as  any 
undecomposed  cyanide  remains.  The  reaction  may  be  expressed  by 
the  following  formula  : — 

CyK  +  2I=IK  +  ICy. 
Therefore,  2  eq.  iodine  represent  1  eq.  cyanogen  in  combination ;  so 
that  1  c.c.  of  ^/lo  iodine  expresses  the  half  of  ixi^TJis^  ^1-  cyanogen  or 
its  compounds.     The  end  of  the  reaction  is  known  by  the  yellow 
colour  of  the  icdine  solution  becoming  permanent. 

Commercial  cyanides  are,  however,  generally  contaminated  with 
caustic  or  monocarbonate  alkalies,  which  would  equally  destroy  the 
colour  of  the  iodine  as  the  cyanide ;  consequently  these  must  be 
converted  into  bicarbonates,  best  done  by  adding  carbonic  acid  water 
(ordinary  soda  water). 

ExiMPLE :  5  gm.  of  potassium  cyanide  were  weighed  and  dissohed  in  5C0  c.c. 
water;  then  10  c.c.  (  =  01  gm.  cyanide)  taken  with  a  pipette,  diluted  with  about 
i  liter  of  water,  100  c.c.  of  soda  water  added,  then  ^/lo  iodine  delivered  from  the 
burette  until  the  solution  posEessed  a  slight  hut  permanent  yellow  colour: 
25'5  c.c,  were  required,  which  multiplied  by  0'C032,'5  gave  O'OSECO  gm.  instead 
of  C'l  gm.,  or  63  per  cent,  real  cyanide.     Sulphides  must  of  course  be  absent. 

4.    By  '^  Silver  and  Chromate  Indicator. 

Vielhaber  (Arch.  Fharm.  [3]  xiii.  408)  has  shown  that  weak 
solutions  of  prussic  acid,  such  as  bitter-almond  water,  etc.,  may  be 
readily  titrated  by  adding  magnesium  hydrate  suspended  in  water 
until  alkaline,  adding  a  drop  or  two  of  chromate  indicator,  and 
delivering  in  ^/lo  silver  until  the  red  colour  appears,  as  in  the  case 
of  titrating  chlorides.     1  c.c.  silver  solution=0'0027  gm.  HCy. 

This  method  may  be  found  serviceable  in  the  examination  of  opaque 
solutions  of  hydrocyanic  acid,  such  as  solutions  of  bitter-alinond  oil, 
etc. ;  but  of  course  the  absence  of  chlorine  must  be  insured,  or,  if 
present,  the  amount  must  be  allowed  for. 

It  is  preferable  to  add  the  HCy  solution  to  a  mixture  of  magnesia 
and  chromate,  then  immediately  titrate  with  silver. 

5.    Cyanides  used  in  Gold  Extraction. 

An  interesting  series  of  papers  on  this  subject  have  been  contributed 
by  Clennell  (C.  N.  bxvii.  227)  and  Bettel  (idem  286,  298).  The 
experiments  carried  out  by  these  chemists  are  far  too  voluminous  to  be 
reproduced  here,  but  a  short  summary  of  the  results  may  be  acceptable 
for   the  technical  examination  of   the  origiral  solutions   and   their 
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nature  after  partial  decomposition  and  admixture  with  ziac  and  other 
impurities  which  naturally  occur  in  the  processes  of  gold  extraction. 
The  results  of  both  chemists  point  to  the  fact  that  the  estimation  of 
cyanide  in  the  weak  solutions  used  in  the  MacArthur-Forrest 
process  is  much  hampered  by  zinc  double  cyanide,  by  thiocyanates, 
also  by  ferro-  and  ferricyanides,  together  with  organic- matters  which 
occur  in  the  liquors  after  leaching  the  ores.  According  to  Clennell 
the  presence  of  ferrooyanides  gives  too  high  a  result  when  the  silver 
process  of  Liebig  is  used,  but  is  not  of  much  consequence  unless  the 
cyanide  is  relatively  small  as  compared  with  the  ferrocyanide ;  with 
the  iodine  process  the  interference  of  ferrocyanide  is  much  less,  and 
very  fair  technical  results  may  be  obtained  in  the  presence  of  both 
ferro  and  ferri  salts  by  this  process.  The  silver  process  appears  to  be 
fairly  serviceable  where  the  quantity  of  ferrocyanide  is  not  too  large ; 
the  reddish  precipitate  which  forms  at  first  from  the  ferri  salt  is  soluble 
in  the  presence  of  excess  of  cyanide,  and  a  definite  end-reaction  can  be 
obtained.  Thiocyanates  render  the  silver  process  useless,  but  do  not 
interfere  with  the  iodine  process.  Ammonium  carbonate  interferes 
with  the  silver  process  unless  potassium  iodide  is  added  so  as  to  produce 
silver  iodide,  which  is  insoluble  in  the  ammonia  salt.  Ferrooyanides, 
in  the  absence  of  other  reducing  agents,  may  be  accurately  estimated, 
as  in  §  60. 1 ;  the  presence  of  cyanides  and  ferricyanides  does  not 
seriously  interfere.  Ferricyanides  may  be  estimated  as  in  §  60.2 ; 
ferrooyanides  do  not  seriously  interfere,  but  cyanides  render  the  results 
somewhat  low.  These  remarks  apply  to  solutions  not  complicated  by 
admixture  of  zinc  or  other  matters  which  naturally  occur  in  the  cyanide 
liquors  after  they  have  been  in  contact  with  the  ore.  For  the  actual 
methods  which  have  been  found  useful  in  examining  the  usual  cyanide 
liquors  the  following  processes,  devised  by  Bettel,  are  given  not  as 
being  absolutely  correct,  but  sufficiently  so  for  technical  purposes,  and 
occupying  little  time  in  the  working ; — 

It  is  necessary  to  state  at  the  outset  that  the  following  remarks  have  reference 
to  the  MaoArthur-l^orrest  working  solutions  containing  zinc,  an  element 
which  complicates  the  analysis  in  a  truly  surprising  manner.  Before  dealing 
with  the  analysis  proper,  attention  is  drawn  to  the  peculiarities  of  a  solution  of 
the  double  cyanide  of  zinc  and  potassium,  usually  written  K2ZnCy4.  As  is  stated 
in  works  on  chemistry,  this  cyanide  is  alkaline  to  indicators.  Now  here  lies  the 
peculiarity.  To  phenolphthalein  the  alkalinity,  as  tested  by  ^/lo  acid,  is  equal 
to  19'5  parts  of  cyanide  of  potassium  out  of  a  possible  130'2  parts.  "With 
methyl  orange  as  indicator,  the  whole  of  the  metallic  cyanide  may  be  decomposed 
^7    ho  acid)  as  under :  — 

K^ZnCji  +  4HC1= ZnClj  +  2KC1  +  4HCy. 

On  titration  with  silver  nitrate  solution  the  end-reaction  is  painfully  indefinite. 
If  caustic  alkali  in  excess  (a  few  c.c.  normal  soda)  be  added  to  a  known  quantity 
of  potassium  zinc  cyanide  solution  together  with  a  few  drops  of  potassium  iodide, 
and  standard  silver  solution  added  to  opalescence,  the  reaction  will  indicate 
sharply  the  total  cyanogen  present  in  the  double  cyanide  even  in  the  presence  of 
ferrooyanides.  If  to  a  solution  of  potassium  zinc  cyanide  be  added  a  small 
quantity  of  ferrocyanide  of  potassium,  and  the  silver  solution  added,  the 
flocoulent  precipitate  of  what  is  supposed  to  be  normal  zinc  ferrocyanide 
(ZngFeCyij)  appears,  the  end-reaction  is  fairly  sharp,  and  indicates  19'5  parts  of 
potassium  cyanide  out  of  the  actual  molecular  contents  of  130'2  KCy.     If,  how- 
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ever,  an  excess  of  ferrooyanide  be  present,  the  flocculent  precipitate  does  not 
appear,  but  in  its  place  one  gets  an  opalescence  which  speedily  turns  to 
a  finely  granular  (sometimes  slimy)  precipitate  of  potassium  zinc  ferrooyanide 
K2Zn3T'e2Cyi2.  This  introduces  a  personal  equation  into  the  analysis  of  such 
a  solution,  for  if  the  silver  solution  be  added  rapidly  the  results  are  higher  than 
if  added  drop  by  drop,  as  this  ferrooyanide  of  zinc  and  potassium  separates  out 
slowly  in  dilute  solutions  alkaline  or  neutral  to  litmus  paper. 

For  the  estimation  of  free  hydrocyanic  acid  use  is  madg  of  Siebold's 
ingenious  method  for  estimating  alkalies  in  carbonates  and  bicarbonates,  by 
reversing  the  process,  adding  bicarbonate  of  soda,  free  from  carbonate,  to  the 
solution  to  be  titrated  for  hydrocyanic  acid  and  free  cyanide.  This  is  the  one 
instance  where  hydrocyanic  acid  turns  carbonic  acid  out  of  its  combinations,  and 
as  such  is  interesting. 

2KHOO3  +  AgNOs  +  2HCy = KAgOys  +  KNO3  +  2CO2  +  2H2O. 
The  methods  of  analysis  are  as  follows  : — 

1.  Free  Cyanide. — 50  o.c.  of  solution  are  taken  and  titrated  with  silver 
nitrate  to  faint  opalescence  or  first  indication  of  a  flocculent  precipitate.  This 
will  indicate  (if  sufficient  ferrooyanide  be  present  to  form  a  flocculent  precipitate 
of  zinc  ferrooyanide)  the  free  cyanide,  and  cyanide  equal  to  7'9  per  cent,  of  the 
potassium  zinc  cyanide  present. 

W.  J.  Sharwood  {J.  Am.  C.  S.,  1897,  400-434),  after  criticising  the  various 
processes  in  use,  recommends  the  following  scheme.  To  the  solution  containing 
the  cyanogen,  5  o.c.  of  ammonia  and  2  0.0.  of  a  5  per  cent,  solution  of  potassium 
iodide  are  added,  and  then  standard  solution  of  silver  nitrate  until  a  faint, 
permanent  cloudiness  is  produced.  If  the  solution  contains  sulphides  in  small 
amount,  5-10  c.c.  of  a  solution  made  by  dissolving  0'5  gm.  of  iodine  and  2  gm. 
of  potassium  iodide  in  100  c.c.  of  water  is  used  in  place  of  the  potassium  iodide, 
but  a  special  check  should  be  made  in  such  case.  If  the  amount  of  sulphide  is 
large,  it  must  be  removed  by  means  of  a  solution  of  sodium  plumbite ;  an  aliquot 
part  of  the  filtrate  is  then  titrated. 

If  zinc  is  present,  a  large  excess  of  alkali  should  be  added ;'  in  this  case,  the 
cyanogen  found  represents,  not  only  the  potassium  cyanide,  but  also  the  double 
zinc  compound.  By  estimating  the  zinc,  the  amount  of  free  potassium  cyanide 
may  be  readily  calculated,  as  Ijiart  of  zinc  corresponds  with  4  parts  of  potassium 
cyanide.  A  similar  allowance  must  be  made  if  small  quantities  of  copper  are 
present.  If  calcium,  magnesium,  or  manganese  are  present,  ammonium  chloride 
must  be  added,  whilst  soda  is  used  in  presence  of  aluminium  or  lead. 

Por  technical  purposes,  it  is  best  to  prepare  a  silver  nitrate  solution  containing 
1'305  gm.  of  this  salt  per  100  c.c. ;  taking  samples  of  10  o.c.  each,  1  c.c.  of  the 
silver  represents  O'l  per  cent,  of  potassium  cyanide. 

2.  Hydrocyanic  Acid. — To  50  c.c.  of  the  solution  add  a  solution  of 
alkaline  bicarbonate,  free  from  carbonate  or  excess  of  carbonic  acid.  Titrate  as 
for  free  cyanide.     Deduct  the  first  from  the  second  result 

=  HCy  1  o.c.  AgN03= 2^5^  =  0-00829  7,,  HCy. 

3.  Double  Cyanides. — Add  excess  of  normal  caustic  soda  to  50  c.c.  of 
solution  and  a  few  drops  of  a  10  per  cent,  solution  of  KI,  titrate  to  opalescence 
withAgNOa.  This  gives  1,  2,  and  3.  Deduct  1  and  2  =  KjZnCy^  as  KOy  less 
7'9  per  cent. 

A  correction  is  here  introduced.  The  KCy  found  in  3  is  calculated  to 
KsZnCyi.  Factor:  KCy  (as  KsZuCy^)  x  0-9423  =  KsZnCyi.  Add  to  this  7-9 
per  cent,  of  total,  or  for  every  92-1  parts  of  K2ZnCy4  add  7*9  parts.  If  this 
fraction,  calculated  back  to  KCy,  be  deducted  from  1,  the  true  free  cyanide 
(calculated  to  KOy)  is  obtained. 

4.  Ferrocyanides  and  Thiooyanatea. — In  absence  of  organic 
matters  it  is  found  that  an  acidified  solution  of  a  simple  cyanide,  such  as  KCy, 
or  a  double  cyanide  (as  K2ZnOy4),  i.e.,  solution  of  HCy,  is  not  affected  by  dilute 
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permanganate.  On  the  other  hand,  acidified  solutions  of  ferrooyanides  and 
sulphocyanides  are  rapidly  oxidized — the  one  to  ferrooyanide,  the  other  to 
H3S04  +  HCy. 

If,  now,  the  ferrooyanogen  be  removed  as  Prussian  blue,  by  ferric  chloride  in 
an  acid  solution,  the  filtrate  will  contain  ferric  and  hydrio  thiocyanate,  both  of 
which  are  oxidized  by  permanganate  as  if  iron  were  not  present ;  by  deducting 
the  smaller  from  the  larger  result,  we  get  the  permanganate  consumed  in 
oxidizing  ferrooyanide,  the  remainder  equals  the  permanganate  consumed  in 
oxidizing  thiocyanate. 

The  method  of  titration  is  as  follows  (in  presence  of  zinc) : — A  burette  is  filled 
with  the  cyanide  solution  for  analysis,  and  run  into  10  or  20  c.c.  ^/loo  KsMnjOg 
strongly  acidified  with  H2SO4  until  colour  is  just  discharged.    Kesult  noted  (a). 

A  solution  of  ferric  sulphate  or  chloride  is  acidified  with  H2SO4  and  50  c.c. 
of  the  cyanide  solution  poured  in.  After  shaking  for  about  half  a  minute,  the 
Prussian  blue  is  separated  from  the  liquid  by  filtration,  and  the  precipitate  and 
filter-paper  washed.    The  filtrate  is  next  titrated  with  ^lioo  KsMn^Oa  (b). 

Let  c  =  c.o.  permanganate  required  to  oxidize  ferrooyanide. 

Then  a—b  =  c. 

(c)     1  c.c.  ^Iioo  K2Mn2O8=O003684  gm.  K4PeCy6. 

(J)     1  c.c.  N/100  K2Mn20a= 0-0001618  gm.  KCNS. 

5.  Oxidizable  Organic  Matter  in  Solution. — In  treating  spruit 
tailings,  or  material  containing  decaying  vegetable  matter,  the  following  method 
is  used  for  testing  coloured  solution. 

(a)     Prepare  a  solution  of  a  thiocyanate,  so  that  1  c.o.=N/ioo  S.^lSln.20s. 

(i)  To  50  c.c.  solution  add  sulphuric  acid  in  excess,  and  then  a  large  excess 
of  permanganate,  ^/loo.  Keep  at  60-70°  0.  for  an  hour.  Then  cool  and  titrate 
back  with  the  KONS  solution. 

Result  O  consumed  in  oxidizing  organic  matter. 
„    O         „  „         K2PeCy5. 

„    O         „  „         KCNS. 

After  estimating  KCNS  and  K4l'eCy6,  a.  simple  calculation  gives  the  oxygen 
to  oxidize  organic  matter.  This  result  multiplied  by  9  will  give  approximately 
the  amount  of  organic  matter  present. 

In  order  to  clarify  such  organically  charged  solutions,  they  are  shaken  up 
with  powdered  quicklime  and  filtered ;  the  solution  is  then  of  a  faint  straw 
colour,  and  is  in  a  proper  condition  for  analysis.  In  such  clarified  solution  the 
oxidizable  organic  matter  is  no  longer  present,  and  the  estimations  are  readily 
performed. 

6.  Alkalinity. — Potassium  cyanide  acts  as  caustic  alkali,  when  neutralized 
by  an  acid ;  the  end-reaction,  however,  is  influenced  to  some  extent  by  the 
hydrocyanic  acid  present,  and  is  therefore  not  sharp.  It  is  possible,  however, 
to  estimate — 

By  N/io  acid  100  7,,  KCy  >  w-h,     i,      1  v,iv,  1  •  •  .^i-    + 

By  »/io  acid  I'Q  I  of  KjZnCy,  ...  j  ^'^^  phenolphthalem  as  mdioator. 

By  N/io  acid  100  7o  of  zinc  in  K2ZnCy4   )   Tir.,,         ..    1  •  j-„„4.„„ 

By»/loacidl00  7;ofZn  +  KinZnK2O2J  "^'^^  "^^^^^^  °™Se  as  mdioator. 
By  n/io  acid  the  K2O  in  ZnK202        ...      With  phenolphthalein  as  indicator. 

.  It  will  be  necessary  to  point  out  the  decompositions  which  result  from  adding 
alkali,  or  a  carbonate  of  an  alkali,  to  a  working  solution  containing  zinc. 

K2ZnCy4  +  4KH0 =ZnK202  +  4KCy. 
K2ZnCy4  +  4Na2C03  +  2H2O = 2KCy  +  2NaOy  +  ZnNa202  +  4NaHC03. 

Bioarbonates  have  no  action  upon  potassium  or  sodium  zinc  cyanide. 
Potassium  or  sodium  zinc  oxide  (in  solution  as  hydrate)  acts  as  an  alkali 
towards  phenolphthalein  and  methyl  orange. 

ZnK202  +  4HC1  =  2KC1  +  ZnCL  +  2H2O. 
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Calcium  and  magnesium  hydrates  decompose  tlie  double  salt  of  K2ZnCy4  to 
some  extent,  but  not  completely,  so  that  it  is  possible  to  find  in  one  and  the  same 
solution  a  considerable  proportion  of  alkalinity  towards  phenolphthalein,  due  to 
calcium  hydrate  in  presence  of  K2ZnCy4. 

The  total  alkalinity  as  determined  by  ^/lo  acid  with  methyl  orange  as 
indicator  gives,  in  addition  to  those  before  mentioned,  the  bicarbonates.  If  to  a 
solution  containing  sodium  bicarbonate  and  potassium  zinc  cyanide  be  added 
lime  or  lime  and  magnesia,  the  percentage  of  cyanide  will  increase,  the  zinc 
remaining  in  solution  as  zinc  sodium  oxide. 

Clennell  (C.  ]Sf.  Ixxi.  93)  gives  a  method  for  the  approximate  estimation 
of  alkaline  hydrates  and  carbonates  in  the  presence  of  alkaline  cyanides, 
as  follows : — 

(1)  Estimation  of  the  cyanide  by  direct  titration  with  silver. 

(2)  Estimation  of  the  hydrate  and  half  the  carbonate,  of  alkali  on  adding 
phenolphthalein  to  the  previous  solution  (after  titration  with  silver)  by  ^/lo 
hydrochloric  acid. 

(3)  Estimation  of  the  total  alkali  by  direct  titration,  in  another  portion  of 
the  solution,  with  ^/jo  hydrochloric  acid  and  methyl  orange. 

7.  rerrieyanide  Estimation. — This  is  effected  by  allowing  sodium 
amalgam  to  act  for  fifteen  minutes  on  the  solution  in  a  narrow  cylinder,  then 
estimating  the  ferrocyanide  formed  by  permanganate  in  an  acid  solution.  Deduct 
from  the  results  obtained  the  ferrocyanide  and  thiocyanate  previously  found, 
1  o.c.  N/ioo  permanganate =0-003293  gm.  KePe^Cyij. 

8.  Sulphides. — It  rarely  happens  that  sulphides  are  present  in  a  cyanide 
solution;  if  present,  however,  shake  up  with  precipitated  carbonate  of  lead, 
filter,  and  titrate  with  ^lioo  permanganate.  The  loss  over  the  previous  estima- 
tion (of  K4FeCyaKCNS,  etc.)  is  due  to  elimination  of  sulphides. 

1  C.C.  N/ioo  KaMnsOg^  0-00017  gm.  HjS,  or  0-00055  gm.  K^S. 

The  hydrogen  alone  being   oxidized   by  dilute  permanganate  in  acid  solution 
where  the  permanganate  is  not  first  of  all  in  excess. 

9.  Ammonia. — If  sufficient  silver  nitrate  be  added  to  a  solution  (say 
10  CO.)  to  wholly  precipitate  the  cyanogen  compounds  and  a  drop  or  two  of 
^/i  HCl  be  added,  the  whole  made  up  to  100  c.c,  and  filtered ;  then  10  c.c. 
distilled  w'.th  about  150  c.c.  of  ammonia  free  water  and  Nesslerized  in  the  usual 
way,  the  amoimt  of  ammonia  may  be  ascertained. 

10.  Copper. — This  metal  appears  to  be  in  some  cases  a  serious  obstacle  in 
the  working  of  cyanide  processes,  and  Clennell  has  devised  a  method  of 
estimating  it  which  gives  good  technical  results  when  not  less  than  0-02  gm. 
of  the  metal  is  present  in  the  cyanide  solution  to  be  examined,  and  where 
zinc,  iron,  and  silver  are  not  present  sulphocyanides  and  ammonium  salts  do 
not  materially  interfere  {J.  S.  C.  I.  xix..l4). 

This  method  depends  upon  the  facts — 

(1)  That  cyanide  of  copper  is  precipitated  from  solutions  of  the  double 
cyanides  of  copper  by  the  addition  of  dilute  mineral  acids. 

(2)  That  hydrocyanic  and  carbonic  acids  have  little  or  no  action  on 
methyl  orange. 

(3)  That  when  an  acid  is  added"  gradually  to  a  mixture  of  a  double  cyanide 
of  copper  with  free  alkali-metal  cyanides  and  caustic  or  carbonated  alkalies,  no 
precipitation  of  the  copper  occurs  until  the  whole  of  the  alkalies  and  free 
cyanides  have  been  neutralized,  the  first  appearance  of  a  permanent  white 
precipitate  of  copper  cyanide  corresponding  precisely  with  the  point  at  which 
the  solution  becomes  alkaline  to  methyl  orange. 

Method  of  Peoceduee  :  A  measured  volume  (say  from  10  to  50  c.c.)  of 
the  liquid  to  be  tested,  which  must  be  perfectly  clear  and  transparent,  is  placed 
in  a  100  c.c.  measuring  flask,  and  ^/lo  sulphuric  acid  is  added  drop  by  drop,  from 
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a  burette  with  continual  shaking  until  the  turbidity  formed  ceases  to  disappear, 
but  leaves  the  liquid  slightly  milky.  The  reading  of  the  burette  must  now  be 
carefully  noted.  This  point  is  in  general  perfectly  sharp  and  definite.  A  further 
quantity  of  sulphuric  acid  is  now  added,  more  than  sufficient  to  precipitate  th 
whole  of  the  copper.  (This  may  be  ascertained  if  necessary  by  a  preliminary 
experiment.  A  little  of  the  liquid  is  filtered  off.  If  the  filtrate  gives  no  further 
precipitation  on  addition  of  more  sulphuric  acid,  and  if  it  is  distinctly  acid  to 
methyl  orange,  the  reaction  may  be  considered  complete.) 

The  copper  being  thrown  down  as  a  white  curdy  precipitate  of  copper  cyanide, 
and  a  slight  excess  of  sulphuric  acid  being  present,  the  reading  of  the  burette  is 
again  taken. 

The  100  CO.  flask  is  now  filled  up  to  the  mark  with  distilled  water  and  the 
contents  thoroughly  agitated.  The  precipitate  generally  settles  rapidly  in  a 
flooculent  condition.  "Now  filter  off  50  c.c.  of  the  supernatant  liquid,  taking 
care  to  use  a  filter-paper  free  from  iron  or  other  substances  soluble  in  acids. 

The  filtered  liquid  is  now  titrated  with  the  addition  of  a  single  drop  of  methyl 
orange  of  0'25  per  cent,  strength,  using  "^/lo  sodium  carbonate,  until  the  pink 
colour  changes  to  a  scarcely  perceptible  yellowish  tinge. 

The  number  of  c.c.  of  sodium  carbonate  used,  multiplied  by  2,  gives  us  very 
approximately  the  equivalent  of  the  excess  of  sulphuric  acid  beyond  that 
required  to  precipitate  the  copper. 

The  operations  are  very  simple,  the  essential  points  being  to  note  carefully  the 
exact  point  at  which  permanent  precipitation  of  copper  cyanide  takes  place, 
the  amount  of  acid  added  beyond  this  point,  and  the  precise  amount  of 
sodium  carbonate  added.  The  eod-point  with  methyl  orange  leaves  something 
to  be  desired  in  point  of  sharpness,  but  by  carrying  out  the  test  exactly  as 
described  and  arranging  matters  so  that  the  final  bulk  of  solution  is  about  60  to 
70  c.c,  results  may  be  obtained  which  are  more  than  sufficiently  accurate  for  any 
technical  purpose.  The  actual  value  of  the  *'^/io  acid  on  copper  may  be 
ascertained  by  dissolving  a  known  weight  of  pure  copper  in  nitric  acid,  boiling 
to  expel  nitrous  fumes,  neutralizing  with  caustic  soda,  then  adding  cyanide 
until  a  clear  and  colourle.ss  solution  is  obtained,  and  titrating  with  the  acid 
as  above  described. 

Where  interfering  metals  are  present  it  becomes  necessary  to  eliminate  them 
before  making  the  test,  and  this  would  seem  at  first  sight  a  serious  limitation  to 
the  usefulness  of  the  method.  Experience  with  a  large  number  of  ores  and 
tailings  has  shown  however  that,  owing  to  the  extraordinarily  rapid  action  of 
cyanide  on  copper  compounds  when  a  pure  dilute  solution  of  potassium  cyanide 
has  been  allowed  to  leach  through,  or  has  been  left  in  contact  for  a  short  time 
with  a  sample  of  cupriferous  ore  or  tailings,  the  liquor  drawn  off  contains 
practically  no  other  impurity  than  the  double  cyanide  of  copper  and  potassium. 
In  all  such  cases  the  method  herein  detailed  may  be  successfully  applied. 

11.  Oxygen. — The  estimation  of  this  element  in  cyanide  solutions  is 
considered  to  be  valuable,  but  it  is  very  difficult  to  obtain  an  easy  method. 
A  process  has  been  submitted  to  gold  workers  by  A.  F.  Crosse  {Jour.  Chem.  and 
Met.  Soc.  of  S.  Africa,  1899,  107-112).  The  author's  method  for  testing 
cyanide  solutions  for  oxygen  is  an  adaptation  of  Threshes  method,  as  described 
here  in  §  71.  Before  the  method  can  be  used,  all  cyanides  and  absorbents 
of  iodine  must  be  removed.  Hence,  in  practice,  the  author  first  treats  the 
solution  to  be  examined  with  zinc  sulphate.  A  bottle  capable  of  holding 
2\  liters  of  the  liquid  to  be  tested  is  carefully  filled  and  well  stoppered,  its  exact 
capacity  being  known.  100  c.c.  of  the  solution  are  withdrawn  for  a  preliminary 
test,  and  are  titrated  with  zinc  sulphate  solution  (200  gm.  per  liter),  using 
phenolphthalein  as  an  indicator,  the  zinc  solution  being  run  into  the  cyanide 
until  the  magenta  colour  of  the  latter  is  just  destroyed.  The  quantity  of  the 
standard  zinc  solution  required  for  the  bulk  of  the  cyanide  in  the  large  bottle 
is  calculated  from  this  result,  and  the  correct  amount  is  added,  without 
allowing  air  to  enter  with  it,  the  stopper  of  the  bottle  being  replaced  as  soon 
as  possible.  The  mixture  of  cyanide  and  zinc  sulphate  is  then  thoroughly 
shaken  and  set  aside  for  the  resulting  heavy  flooculent  precipitate  of  zinc  cyanide 
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to  settle,  which  happens  after  some  time,  a  small  scum  usually  remaining  on  the 
surface.  The  clear  liquor  is  then  siphoned  off  without  undue  access  of  air  hy 
using  a  bent  glass  tube  passing  through  one  hole  of  a  doubly  perforated  cork 
fitted  into  the  bottle ;  the  second  hole  carries  a  short  glass  tube  (arranged  as  in  a 
washing-bottle),  through  which  air  is  blown  momentarily  to  start  the  action  of 
the  siphon.  The  end  of  the  immersed  limb  of  the  siphon  is  covered  with  a 
small  bag  of  lint,  which  filters  off  any  floating  particles  of  precipitate.  Two 
or  three  (290  to  300  c.c.)  pipettes  full  of  the  siphoned  solution  are  drawn 
off  and  retained.  A  preliminary  test  of  the  iodine-absorbing  power  of  the 
solution  (due  to  unprecipitated  double  cyanides)  is  then  made  by  adding  to  a 
quantity  equal  to  that  used  in  the  test,  0'9  c.c.  of  sulphuric  acid  (half  acid,  half 
water),  and  a  few  drops  of  potassium  iodide  and  starch.  Dilute  bromine  water 
(1  bromine  water  :  2  water)  is  added  until  a  blue  colour  is  obtained.  Another 
pipette  full  of  the  liquid  is  now  taken,  0'9  c.c.  of  sulphuric  acid  and  the 
required  amount  of  bromine  water  (found  from  the  preliminary  experiment) 
are  added,  the  stopper  is  put  into  the  wide-mouthed  bottle  used  in  Thresh's 
test,  and  the  pipette  is  turned  over  several  times.  1  c.c.  of  the  potassium  iodide 
and  sodium  nitrite  solution  is  then  added,  and  the  free  iodine — freed  in  pro- 
portion to  the  oxygen  in  the  solution — is  determined  by  means  of  standard 
sodium  thiosulphate. 

By  this  method  the  amount  of  oxygen  per  liter  in  certain  cyanide  solutions 
was  found  to  be  as  follows; — Solution  from  Siemens-Halske  process  before 
precipitation,  4'65  to  4'69  m.gm. ;  tap  water,  7'7  m.gm. ;  the  same  tap-water 
with  0"2  per  cent.  KCy  and  a  little  ferrooyanide,  V'6  m.gm. ;  solution  as  pumped 
on  to  a  leaching  vat,  6'3  m.gm. ;  the  same  solution  as  run  from  the  vat  thirty 
hours  later,  0'6  m.gm. ;  and  the  same  from  the  end  of  the  zinc  boxes,  0'3  m.gm. 

It  was  afterwards  discovered  that  the  cyanide  solutions  contained  a,  small 
quantity  of  nitrites.  The  process,  therefore,  was  altered  as  follows : — Add 
potassium  hydroxide,  and  then  zinc  sulphate ;  determine  the  thiosulphate 
required  by  Thresh's  method  with  clear  solution  decanted  from  precipitates 
formed  in  the  closed  bottle ;  make  a  qualitative  test  for  nitrites  by  acidifying  a 
little  of  the  clear  solution  with  dilute  sulphuric  acid,  and  adding  potassium 
iodide  and  starch ;  and  finally  apply  a  correction  for  the  nitrites  and  reagents 
used.  To  make  this  correction,  pour  into  a  very  strong  350-o.c.  flask,  a  quantity 
of  solution  equal  to  that  used  in  the  experiment  (say  293  c.c),  add  a  few  drops 
of  potassium  hydroxide,  and  close  the  flask  with  a  rubber  stopper  having  one 
perforation,  through  which  is  passed  a  glass  tube  with  a  glass  stopcock.  Boil  the 
solution  for  a  few  minutes  and  close  the  stopcock.  Cool  the  flask,  and,  when 
cold,  pour  the  liquid  into  the  pipette,  and  add  the  1  c.c.  of  iodide-and-nitrite 
solution  and  1  o.c.  of  sulphuric  acid  (1  :  1).  Then  let  it  stand  for  ten  minutes, 
and,  in  the  presence  of  coal-gas,  run  it  into  the  bottle  described  in  the  previous 
paper,  add  starch,  and  titrate  with  thiosulphate.  The  quantity  required  gives 
the  correction  for  nitrites  and  for  the  reagents,  as  the  same  amount  of  acid  and 
of  iodide  and  nitrite  solution  is  used  in  each  case, 

W.  J.  Sharwood,  chemist  to  the  Montana  Mining  Company,  has 
furnished  me  with  some  details  as  to  cyanide  solutions  written  by  him 
for  the  Engineeiinri  and  Mining  Journal,  1898,  p.  216,  hut  the  results 
are  too  voluminous  to  be  shown  here.  The  methods  adopted  were  as 
follows : — 

Pree  cyanide  was  estimated  by  silver  nitrate,  using  a  few  drops  of  5  per  cent, 
ferrooyanide  solution  as  indicator.  Total  cyanogen  was  obtained  by  continuing 
the  titration  with  silver  after  addition  of  caustic  soda  and  a  little  ammonia  and 
potassium  iodide ;  this,  however,  does  not  include  cyanogen  in  double  cyanides 
of  copper,  silver,  gold  or  mercury. 

Calcium  was  estimated  by  direct  precipitation  of  100  c.c.  of  the  solution  with 
ammonium  oxalate,  after  addition  of  ammonium  chloride  and  some  excess  of 
ammonia,  the  washed  precipitate  being  usually  dissolved  in  hot  dilute  sulphuric 
acid  and  titrated  with  permanganate ;  in  some  cases  the  precipitate  was  ignited 
and  weighed  as  oxide. 
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For  iron,  copper  and  zinc  100  c.o.  of  the  solution  were  twice  evaporated  with 
nitric  acid,  redissolved  in  dilute  sulphuric,  and  iron  precipitated  hy  ammonia  in 
excess,  the  precipitate  being  at  once  redissolved  in  hydrochloric  acid  and  iron 
estimated  colorimetrically  as  thiooyanate,  unless  the  quantity  sufficed  to  allow  of 
reduction  by  zinc  and  titration  by  permanganate.  Copper  was  approximately 
estimated  by  the  colour  of  the  ammoniacal  filtrate  from  the  iron.  It  was  then 
removed  by  acidulating  with  sulphuric  acid  and  heating  with  a  strip  of 
aluminium;  the  metal  was  then  washed,  redissolved  in  nitric  acid,  and 
determined  by  the  iodide  and  thiosulphate  method.  The  filtrate  after  removal 
of  iron  and  copper  was  neutralized  by  sodium  carbonate,  acidulated  with  a  fixed 
amount  of  hydrochloric  acid,  diluted  to  200  c.c,  heated,  and  zinc  estimated  in  it 
by  ferrooyanide  with  uranium  indicator. 

Thiooyanate  was  estimated  by  acidulating  10  or  20  c.c.  with  hydrochloric  acid, 
adding  ferric  chloride,  and  comparing  the  colour  with  standard  thiooyanate 
under  the  same  conditions ;  in  some  cases  ferrocyanides  precipitated  and  required 
to  be  filtered  off.  Perrocyanide  was  calculated  from  the  iron  found  above.  The 
methods  for  estimation  of  ferrocyanides  and  thiocyanates,  based  upon  oxidation 
by  permanganate,  were  found  to  be  totally  unreliable  when  tested  experi- 
mentally upon  solutions  containing  known  quantities  in  presence  of  the 
substances  accompanying  them  in  cyanide  solutions.  The  oolorimetrio  methods 
give  fairly  approximate  results. 

Sulphate  was  weighed  as  barium  sulphate,  precipitated  by  adding  barium 
chloride  to  100  c.c.  of  solution,  after  first  adding  some  excess  of  hydrochloric 
acid,  heating  till  odour  disappeared,  and  filtering  off  any  zinc  and  copper 
ferrocyanides,  Prussian  blue,  or  silver  chloride  that  fell  out. 

The  solid  residue  was  obtained  by  evaporating  20  to  50  c.c.  in  a  nickel  or 
platinum  dish ;  the  former  appears  to  be  the  less  attacked  by  cyanide  solutions 
and  fused  residues. 

Alkalinity  toward  methyl  orange  was  determined,  (a)  by  direct  titration  of  25 
or  50  c.c.  with  decinormal  acid,  (S)  by  adding  the  standard  acid  in  considerable 
excess,  heating  till  all  odour  disappeared,  and  titrating  back  with  standard  alkali ; 
the  results  were  rendered  somewhat  uncertain  by  the  precipitation  of  zinc  com- 
pounds and  ferrocyanides. 

The  same  authority  states  that  although  the  method  given  in  the 
first  part  of  these  gold  cyanide  processes  give  fair  results  with  tolerably 
pure  substances,  they  become  much  less  accurate  when  the  solutions 
are  much  worked  and  old,  owing  to  their  containing  organic  matters, 
and  various  decomposition  products  of  KGN. 

PERRO-  AND  FERRI-CYANIDES. 
Potassium  Perrocyanide. 

'K.^Cy^'Fe  + 3B.fi  =  4:22. 

Metallic  iron         x     7'541  =  Crystallized  Potassium  ferrocyanide. 
Double  iron  salt    x     1'077=  ,,  „  „ 

1.    Oxidation  to  Perricyanide  by  Permanganate  (De  Haen). 

§  60.  .  Feeeocyanide  may  be  estimated  by  potassium  permanganate, 
which  acts  by  converting  it  into  ferricyanide.  The  process  is  easy  of 
application,  and  the  results  accurate.  A  standard  solution  of  pure 
ferrocyanide  should  be  used  as  the  basis  upon  which  to  work,  but 
may,  however,  be  dispensed  with,  if  the  operator  chooses  to  calculate 
the  strength  of  his  permanganate  upon  iron  or  its  compounds.  If  the 
permanganate  is  decinormal,  there  is  of  course  very  little  need  for 
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calculation  (1  eq.  =422  must  be  used  as  the  systematic  number,  and 
therefore  1  c.c.  of  ^'^/^q  permanganate  is  equal  to  0-0422  gm.  of  yellow 
prussiate).  The  standard  solution  of  pure  ferrocyanide  contains  20  gm. 
in  the  liter :  each  c.c.  mil  therefore  contain  0*02  gm. 

Method  of  Pkooedube  :  10  o.o.  of  the  standard  prussiate  solution  are  put 
into  a  white  porcelain  dish  or  beaker  standing  on  white  paper,  and  250  o.o.  or  so 
of  water  added ;  it  is  then  acidified  pretty  strongly  with  sulphuric  aoid,  and  the 
permanganate  delivered  from  the  burette  until  a  pure  uranium  yellow  colour 
appears ;  it  is  then  cautiously  added  until  the  faintest  pink  tinge  occurs. 

E.  Eupp  and  A.  Schiedt  {Ber.  xxxv.  2430)  state  that  in  De  Haen's 
method  for  the  titration  of  ferrooyanides  with  permanganate  the  end-point  is 
indistinct,  and  the  results  are,  as  a,  rule,  from  1  to  3  per  cent,  too  high. 
Contrary  to  the  statement  in  the  text-books  that  ferrooyanides  cannot  be 
quantitatively  oxidized  with  iodine,  the  authors  show  that  satisfactory  results 
can  be  obtained  by  using  an  excess  of  iodine  solution  and  titrating  back  with 
thiosulphate.  In  presence  of  organic  matter  (tartrates)  the  oxidation  is  not 
complete.  Perricyanides  are  reduced  by  boiling  in  strongly  alkaline  solution 
with  ferrous  sulphate,  and  in  an  aliquat  portion  of  the  filtrate,  the  ferrocyanide 
produced  is  titrated. 

Ferrooyanides  in  Alkali  waste. — Acidulate  the  solution  vrith 
HCI,  and  add  strong  bleaching  powder  solution  with  agitation  until 
a  drop  of  the  liquid  gives  no  blue  colour  with  ferric  indicator.  The 
liquid  is  then  titrated  with  a  solution  of  copper  sulphate,  standardized 
on  pure  potassium  ferrocyanide,  using  dilute  ferrous  sulphate  as 
indicator ;  as  soon  as  no  more  blue  or  grey  colour  occurs,  but  a  faint 
reddening,  the  process  is  ended. 


POTASSIUM  PEBRICYATflDE. 

Metallic  iron  x  5'88         =  Potassium  ferricyanide. 

Double  iron  salt  x  1-68         =  „  ,, 

'^/lo  Thiosulphate        x  0-0329     =         „ 

2.    By  Iodine  and  Thiosulphate. 

This  salt  can  be  estimated  either  by  reduction  to  ferrocyanide  and 
titration  with  permanganate  or  bichromate  as  above,  or  by  Lenssen's 
method,  which  is  based  upon  the  fact,  that  when  potassium  iodide  and 
ferricyanide  are  mixed  with  tolerably  concentrated  hydrochloric  acid 
iodine  is  set  free. 

the  quantity  of  which  can  be  estimated  by  ^/jq  thiosulphate  and 
starch.  This  method  does  not,  however,  give  the  most  satisfactory 
results,  owing  to  the  variation  produced  by  working  with  dilute  or 
concentrated  solutions.  The  modification  shown  in  §  84.5  is, 
however,  more  acciu-ate,  and  is  as  follows : — Tlie  ferricyanide  is 
dissolved  in  a  convenient  quantity  of  water,  j)otassium  iodide  in 
crystals  added,  together  with  hydrochloric  acid  in  tolerable  quantity, 
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then  a  solution  of  pure  zinc  sulphate  in  excess ;  after  standing  a  few 
minutes  to  allow  the  decomposition  to  perfect  itself,  the  excess  of 
acid  is  neutralized  by  sodium  carbonate,  so  that  the  latter  slightly 
predominates. 

At  this  stage  all  the  zinc  f erricyanide  first  formed  is  converted  into 
■the  ferrocyanide  of  that  metal,  and  an  equivalent  quantity  of  iodine 
set  free,  which  can  at  once  be  titrated  with  ^ /w  thiosulphate  and 
starch,  and  with  very  great  exactness.  1  c.c.  ^/^q  thiosulphate= 
0'0329  gm.  potassium  ferricyanide. 

Another  method  consists  in  boiling  with  excess  of  potash,  then 
cooling,  and  adding  HjOj  tUl  the  colour  is  yellow.  The  excess  of 
the  peroxide  is  then  boiled  oif,  HjSO^  added,  and  titrated  with 
permanganate. 

3.    Reduction  of  Perri-  to  Perro- cyanide. 

This  process  is,  of  course,  necessary  when  the  determination  by 
permanganate  has  to  be  made,  and  is  best  effected  by  boiling  the 
weighed  ferricyanide  with  an  excess  of  potash  or  soda,  and  adding 
small  quantities  of  concentrated  solution  of  ferrous  sulphate  until 
the  precipitate  which  occurs  possesses  a  blackish  colour  (signifying 
that  the  magnetic  oxide  is  formed).  The  solution  is  then  diluted  to 
a  convenient  quantity,  say  300  c.c,  well  mixed  and  filtered  through 
a  dry  filter;  50  or  100  c.c.  may  then  be  taken,  sulphuric  acid  added, 
and  titrated  with  permanganate  as  before  described. 

Kassner  suggests  the  use  of  sodium  peroxide  for  the  reduction  of 
ferri-  to  ferro-cyanide  (Arch.  Pharm.  ccxxxii.  226)  as  being  rapid  and 
complete.  About  0'5  gm.  in  100  c.c.  water  requires  about  0'06  gm.  of 
the  peroxide ;  the  mixture  is  heated  till  all  effervescence  is  over, 
acidified  with  sulphuric  acid,  cooled,  and  titrated  with  permanganate 
in  the  usual  way. 

THIO  C  YAN  ATES. 

For  the  estimation  of  thiocyanic  acid  in  combination  with  the 
alkaline- or  earthy  bases,  Barnes  and  Liddle  (/.  <S.  C.  J.  ii.  122) 
have  devised  a  method  which  is  easy  of  application,  and  gives  good 
technical  results.     It  is  not,  however,  available  for  gas  liquors. 

The  method  depends  upon  the  fact  that  when  a  solution  of  a  cupric 
salt  is  added  to  a  solution  of  a  thiocyanate  in  presence  of  a  reducing 
agent,  as  sodium  bisulphite,  the  insoluble  cuprous  salt  of  thiocyanic 
acid  is  precipitated,  the  end  of  the  reaction  being  ascertained  by 
a  drop  of  the  solution  in  the  flask  giving  a  brown  colouration  when 
brought  in  contact  with  a  drop  of  ferrocyanide.  The  following  reactions 
take  place  : — 

2CuS0^  +  2KSCN  +  Na^SOg  +  H^O  = 

CugSaCsIs'a  +  K^SO^  +  2]SraHS04 
and 

2CuS0^  +  Ba(SCN)2  +  Na^SOj  +  HjO  = 

CugSjCgNa  +  BaSO^  +  2]SraHS04 
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The  following  solutions  are  required  : — 

1.  A  standard  solution  of  copper  sulphate  containing  6 '2375  gm. 
per  liter,  1  c.c.  of  which  is  equivalent  to  0-00145  gm.  SON. 

2.  A  solution  of  sodium  bisulphite  of  specific  gravity  1  '3. 

3.  A  solution  of  potassium  ferrocyanide  (1   :  20). 

Method  of  Peoceduee  :  About  3  gm.  of  the  sample  are  weighed  from  a 
stoppered  tube  into  a  liter  flask,  dissolved  in  water,  and  made  up  to  the  mark. 
After  well  mixing,  25  o.o.  are  measured  into  a  flask,  about  3  o.o.  of  the 
bisulphite  added,  and  the  whole  boiled.  Whilst  this  is  heating  a  burette  is 
filled  with  the  copper  solution,  and  a  white  porcelain  slab  is  dotted  over  with 
the  ferrocyanide.  When  the  liquid  in  the  flask  has  reached  the  boiling  point, 
20  0.0.  of  the  copper  solution  are  run  in,  well  shaken,  the  precipitate  allowed  to 
settle  for  about  a  minute,  a  drop  is  taken  out  by  means  of  a  glass  rod,  and 
brought  in  contact  with  a  drop  of  ferrocyanide,  and  should  no  brown  coloura- 
tion appear-,  more  of  the  copper  solution  is  run  in,  say  1  c.c.  at  a  time,  and  again 
tested.  This  is  continued  until  a  drop  gives  an  immediate  colour.  By  this 
means  an  approximation  to  the  truth  is  obtained.  It  will  be  observed,  during  a 
titration,  that  the  mixed  drops,  after  standing  for  a  minute,  or  even  less,  pro- 
duce a  brown  tint,  it  is  of  the  utmost  importance  that  the  colouration  be 
immediate. 

A  second  25  c.c.  of  the  thiocyanate  solution  are  run  into  a  clean  flask,  the 
bisulphite  added,  and  boiled  as  before. 

Suppose  that  in  the  first  experiment,  after  an  addition  of  27  c.c.  of  copper 
solution,  no  colour  was  formed  with  ferrocyanide,  but  that  28  c.c.  gave  an 
immediate  colour ;  then  in  the  second  experiment  27  o.o.  are  run  in  at  once,  and 
the  liquid  is  again  tested,  when  no  colour  should  appear.  The  copper  solution 
is  then  run  in  drop  by  drop  until  there  is  a  slight  excess  of  copper,  as  proved  by 
the  delicate  reaction  with  the  ferrocyanide.  The  second  experiment  is  thus 
rendered  more  exact  by  the  experience  gained  in  the  first. 

GOLD. 

Au= 196-5. 
1  c.c.  of  normal  oxalic  acid=0-0655  gm.  Gold. 

§  61.  The  technical  assay  of  gold  for  coining  purposes  is  invariably 
performed  by  cupellation.  Terohloride  of  gold  is,  however,  largely 
used  in  phofcpgraphy  and  electro-gilding,  and  therefore  it  may  be 
necessary  sometimes  to  ascertain  the  strength  of  a  solution  of  the 
chloride,  or  its  value  as  it  occurs  in  commerce. 

If  to  a  solution  of  gold  in  the  form  of  chloride  (free  from  nitric 
acid  and  the  free  hydrochloric  acid  nearly  neutralized  by  ammonia) 
an  excess  of  oxalic  acid  be  added,  in  the  course  of  from  eighteen  to 
twenty-four  hours  all  the  gold  will  be  precipitated  in  the  metallic  form, 
while  the  corresponding  quantity  of  oxalic  acid  has  been  dissipated  in 
the  form  of  carbonic  acid ;  if,  therefore,  the  quantity  of  oxalic  acid 
originally  added  be  known,  and  the  excess,  after  complete  precipitation 
of  the  gold,  be  found  by  permanganate,  the  amount  of  gold  will  be 
obtained. 

A  more  rapid  method  consists  in  boiling  the  neutral  gold  solution 
with  an  excess  of  standard  solution  of  potassium  oxalate  containing 
8-3  gm.  of  the  pure  salt  per  liter,  and  titrating  back  with  a  perman- 
ganate solution  which  has  the  same  working  strength  as  the  oxalate. 
Each  c.c.  of  oxalate  solution  decomposed  represents  0-00655  gm.  Au, 
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The  estimation  of  small  proportions  of  gold  in  solution  can  be  done 
by  iodine  and  thiosulphate  as  shown  by  Petersen  {Zeit.  f.  Anorg. 
Chem.  xix.  63),  and  the  method  has  been  verified  by  F.  A.  Gooch 
and  F.  H.  Morley  {Amer.  Jour.  Set.,  October,  1899).  These  chemists 
found  that  the  reduction  of  the  auric  salt  with  the  consequent  liberation 
of  iodine  was  somewhat  influenced  by  the  volume  of  the  solution,  the 
amount  of  iodine  present  and  the  time  of  action.  Their  experiments 
showed  that  the  best  effects  were  obtained  in  a  solution  of  pure  gold 
chloride  of  about  0-8  gm.  of  the  salt  to  the  liter  by  using  O'l  gm.  KI 
to  volumes  of  the  cliloride  ranging  between  25  and  50  c.c.  The  iodine 
and  thiosulphate  solutions  used  were  about  ^/loo  strength  verified 
against  each  other.     The  solution  of  KI  contained  10  gm.  per  liter. 

Method  of  Pbocedure  :  The  gold  solution  is  measured  from  a  burette  and 
the  potassium  iodide  added  in  the  proportion  above  mentioned;  there  must 
always  be  enough  of  this  to  more  than  redissolve  the  aurous  iodide  precipitated 
at  first.  A  clear  solution  of  starch  is  then  added,  and  the  blue  colour  produced 
by  it  is  just  removed  by  thiosulphate.  The  standard  iodine  is  then  added  until 
the  liquid  assumed  a  faint  rose  colour  and  the  amount  of  gold  is  obtained.  Of 
course  the  gold  value  of  the  standard  solutions  must  be  known  by  experiment 
upon  a  known  strength  of  pure  gold  solution.  For  very  small  quantities  of  gold 
^/  1000  solutions  of  iodine  and  thiosulphate  may  be  used  with  good  effect,  but  iu 
this  case  a  correction  of  O'l  c.c.  for  the  iodine  must  be  allowed  for  volumes  not 
exceeding  30  c.c.  of  the  gold,  because  that  is  the  amount  required  to  bring  out 
the  rose  colour  in  a  blank  experiment.  In  the  practical  use  of  this  process  for 
the  estimation  of  metallic  gold,  the  metal  can  of  course  be  got  into  solution  by 
chlorine  water  or  aqua  regia,  but  in  the  removal  of  the  excess  of  the  oxidizer  by 
evaporation  it  is  difficult  to  prevent  the  formation  of  aurous  chloride.  Gooch 
and  Morley,  however,  found  that  by  adding  ammonia  in  excess  to  the  solution, 
boiling  gently,  acidifying  with  HCl,  and  heating  if  necessary  to  redissolve  the 
precipitate  by  ammonia,  again  treating  with  ammonia  and  heating,  and  once 
more  acidifying.  The  ammonium  chloride  so  formed  acts  apparently  in  holding 
up  a  clear  solution  ready  for  titration. 

Colorimetric  Estimation  of  Gold  in  Ores.— This  method  is 
mentioned  as  being  of  service  in  Base's  Gold  Metallurgy. 

Method  of  Peoceduee  :  100  gm.  of  the  ore,  or  less  if  more  than  a  trace  of 
gold,  and  heat  it  in  a  stoppered  bottle  for  some  hours  with  10  c.c.  of  bromine  and 
100  0.0.  of  water.  Then  filter  off  the  liquid,  and  wash  the  residue  several 
times  with  water.  Evaporate  the  filtrate  till  it  no  longer  smells  of  bromine. 
Make  it  up  to  100  c.c.  and  raise  it  to  boiling.  Place  5-10  c.c.  of  a  fresh  saturated 
solution  of  stannous  chloride  in  a  beaker  and  rapidly  pour  upon  it  the  boiling 
extract.  A  precipitate  will  form  and  sink  to  the  bottom.  If  no  gold  be  present 
the  precipitate  has  a  slight  bluish  tint.  Gold  causes  it  to  be  purplish  red  to 
blackish  purple,  according  to  the  quantity  of  gold  present.  The  gold  is 
estimated  by  taking  small  quantities  of  standard  gold  solution,  making  up  to 
lOO  o.c,  boiling  and  pouring  into  stannous  chloride,  exactly  as  was  done  with  the 
ore  extract.  In  this  way  the  gold  can  be  approximately  estimated.  The  gold 
present  should  be  between  00001  and  0'00002  gm.  If  there  be  more  than 
O'OOOl  gm.  a  more  dilute  extract  of  ore  should  be  prepared.  If  less  than 
0"00002  gm.  be  present  a  larger  quantity  of  ore  should  be  used. 

Estimation  of  G-old  in  dilute  Cyanide  Solutions.— J.  Moir 
(J.  S.  C.  I.  abstr.  22,  1257)  gives  the  following  rapid  method :— 100  c.c.  of  the 
solution  are  boiled  for  two  minutes  with  about  1  gm.  of  sodium  peroxide,  to 
destroy  cyanides.  Next,  two  drops  of  10  per  cent,  lead  acetate  solution  are 
added,  and  about  0"2  gm.  of  aluminium  powder  is  stirred  in.  Metallic  lead  is 
thus  precipitated,  and  the  gold  is  also  extracted  by  the  galvanic  action.      The 
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whole  is  filtered  when  the  aluminium  has  dissolved  (the  filtrate  heing  free  from 
cyanide  as  well  as  gold).  The  black  precipitate  is  dissolved  in  10  c.c.  of  boiling 
60  per  cent,  aqua,  regia,  and  treated  carefully  with  stannous  chloride  solution 
until  the  yellow  colour  is  bleached,  whereupon  the  purple  tint  (purple  of 
Cassius)  develops,  and  is  constant  after  a  minute.  It  is  then  compared  with  a 
set  of  artificial  standards,  after  making  the  liquid  up  to  15  c.c.  in  a  tube  of  fixed 
diameter.  The  standard  tubes  are  filled  with  a  permanent  imitation  of  "  purple 
of  Oassius,"  made  by  mixing  copper  and  cobalt  salts  in  the  required  proportion. 
They  are  standardized  empirically.  The  shade  is  easily  visible  with  solutions 
carrying  1  part  of  gold  per  million,  and  by  looking  down  the  tubes  (as  in 
Nesslerising),  2  grains  per  ton  (1  in  seven  millions)  can  be  detected.  Of  course, 
even  less  than  this  can  be  recognised,  if  more  than  100  c.c.  of  solution  be  used 
at  the  beginning. 

IODINE. 

1=127-0. 
1.    By  Distillation. 

§  62.  Feeb  iodine  is  of  course  very  readily  estimated  by  solution 
in  potassium  iodide,  and  titration  with  starch,  and  "/lo  thiosulphate, 
as  described  in  §  38. 

Combined  iodine  in  haloid  salts,  such  as  the  alkaline  iodides,  must 
be  subjected  to  distillation,  with  hydrochloric  acid,  and  some  other 
substance  capable  of  assisting  in  the  liberation  of  free  iodine,  which 
is  received  into  a  solution  of  potassium  iodide,  and  then  titrated  with 
^/lo  thiosulphate  in  the  ordinary  way.  Such  a  substance  presents 
itself  best  in  the  form  of  ferric  oxide,  or  some  of  its  combinations ; 
if,  therefore,  hydriodic  acid,  or  what  amounts  to  the  same  thing,  an 
alkaline  iodide,  be  mixed  with  an  excess  of  ferric  oxide  or  chloride, 
and  distilled  in  the  apparatus  shown  in  fig.  39  or  40,  the  following 
reaction  occurs : — 

FegOg  +  2IH  =  2FeO  +  HjO  + 12. 

The  best  form  in  which  to  use  the  ferric  oxide  is  iron  alum. 

The  iodide  and  iron  alum  being  brought  into  the  little  flask  (fig.  40), 
sidphuric  acid  of  about  1'3  sp.  gr.  is  added,  and  the  cork  carrying 
the  stiU  tube  iaserted.  This  tube  is  not  carried  into  the  solution  of 
potassium  iodide  in  this  special  case,  but  within  a  short  distance  of  it ; 
and  the  end  must  not  be  drawn  out  to  a  fine  point,  as  there  represented, 
but  cut  off  straight.  The  reason  for  this  arrangement  is,  that  it  is 
not  a  chlorine  distillation  for  the  purpose  of  setting  iodine  free  from 
the  iodide  solution,  as  is  usually  the  case,  but  an  actual  distillation  of 
iodine,  which  would  speedily  choke  up  the  narrow  point  of  the  tube, 
and  so  prevent  the  further  progress  of  the  operation. 

As  the  distillation  goes  on,  the  steam  washes  the  condensed  iodine 
out  of  the  tube  into  the  solution  of  iodide,  which  must  be  present  in 
sufficient  quantity  to  absorb  it  all.  When  no  more  violet  vapours 
are  to  be  seen  in  the  flask,  the  operation  is  ended ;  but  to  make  sure, 
it  is  well  to  empty  the  solution  of  iodine  out  of  the  condensing  tube 
into  a  beaker,  and  put  a  little  fresh  iodide  solution  with  starch  in, 
then  heat  the  flask  again ;  the  slightest  traces  of  iodine  may  then  be 
discovered  by  the  occurrence  of  the  blue  colour  when  cooled.     In  case 
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this  occurs  the  d-istillation  is  continued  a  little  while,  then  both  liquids 
mixed,  and  titrated  with  ■'^/lo  thiosulphate  as  usual. 

It  has  been  previously  stated  that  the  rubber  joints  to  the  special 
apparatus  of  Fresenius,  Bunsen,  or  Mohr  for  iodine  distillations 
are  objectionable.  Topf  avoids  this  by  fitting  his  apparatus  together, 
so  that  although  rubber  is  used,  the  reagents  do  not  come  in  contact 
with  it  {Z.  a.  C.  xxvi.  293). 


Fig.  44. 

Another  form  of  apparatiis  designed  by  Stortenbeker  (Z.  a.  C. 
xxix.  273)  is  shown  in  fig.  44,  in  which  rubber  joints  are  entirely 
dispensed  with,  and  glass  connections  used.  The  connection  between 
the  distilling  tube  and  the  absorbing  apparatus  is  a  water  joint,  the 
tube  resting  in  a  socket  kept  wet  with  water,  the  chloride  of  calcium 
tube  is  filled  with  glass  pearls,  moistened  with  concentrated  solution 
of  potassium  iodide,  and  the  connection  with  the  absorbing  apparatus 
is  ground  in  like  an  ordinary  stopper.  The  absorbing  bulbs  are 
immersed  in  water  to  the  middle  of  the  bulbs,  and  the  iodide  solution 
filled  to  the  lower  end  of  them. 

Ferric  chloride  may  be  used  instead  of  the  iron  alum,  but  it  must 
be  free  from  nitric  acid  or  active  chlorine  (best  prepared  from  dry 
Fe^Og  and  HCl). 

The  iodides  of  silver,  mercury,  and  copper  cannot  be  accurately 
analyzed  in  this  way,  but  must  be  specially  treated.  They  should  be 
dissolved  in  the  least  possible  quantity  of  sodium  thiosulphate  solution, 
and  precipitated  boUing  with  sodium  sulphide,  then  filtered;  the 
filtrate  contains  the  whole  of  the  iodine  free  from  metal.  The  filtrate 
is  evaporated  to  dryness  and  ignited,  then  dissolved  in  water,  and 
distOed  with  a  good  excess  of  ferric  salt  (Mensel,  Z.  a.  C.  xii.  137). 

2.    Mixtures  of  Iodides,  Bromides,  and  Chlorides. 

Donath  {Z.  a.  C.  xix.  19)  has  shown  that  iodine  may  be  accurately 
estimated  by  distillation  in  the  presence  of  other  halogen  salts,  by 
means  of  a  solution  containing  about  2  to  3  per  cent,  of  chromic  acid, 
free  from  sulphuric  acid. 
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In  the  case  of  iodides  and  chlorides  together  the  action  is  perfectly- 
regular,  and  the  whole  of  the  iodine  may  be  received  into  potassium 
iodide  without  any  interference  from  the  chlorine. 

In  the  case  of  bromides  being  present,  the  chromic  solution  must  be 
rather  more  dilute,  and  the  distillation  must  not  be  continued  more 
than  two  or  three  minutes  after  ebuUitioh  has  commenced,  otherwise 
a  small  amount  of  bromide  is  decomposed. 

The  reaction  in  the  case  of  potassium  iodide  may  be  expressed  thus ; 

6KI  +  8Cr03=Ie  +  Cr^Oa  +  SKjCr^Oy 

The  distillation  may  be  made  in  Mohr's  apparatus  (fig.  40),  using 
about  50  c.c.  of  chromic  solution  for  about  0'3  gm.  I. 

The  titration  is  made  with  thiosulphate  in  the  usual  way. 

A  much  less  troublesome  method  of  estimating  iodine  in  the  presence 
of  bromides  or  chlorides  has  been  worked  out  by  Cook  (/.  G.  S.  1885, 
471),  and  depends  on  the  fact  that  hydrogen  peroxide  liberates  iodine 
completely  from  an  alkaline  base  in  the  presence  of  excess  of  acetic 
acid,  while  neither  bromine  nor  chlorine  are  affected. 

Hydrogen  peroxide  alone  will  only  partially  liberate  iodine  from 
potassium  iodide,  but  with  excess  of  a  weak  organic  acid  to  combine 
with  the  alkaline  hydroxide,  the  liberation  is  complete.  Strong 
mineral  acids  must  not  be  used,  or  bromine  and  chlorine,  if  present, 
would  also  be  set  free. 

•  Method  of  Peocbduee  :  The  solution  is  strongly  acidified  with  acetic  aoid, 
and  sufiEloient  hydrogen  peroxide  added  to  liberate  the  iodine  (5  o.c.  will  suffice 
for  1  gm.  KI).  The  mixture  is  allowed  to  stand  from  half  an  hour  to  an  hour ; 
the  whole  of  the  iodine  separates,  some  being  in  the  solid  state  if  the  quantity  is 
considerable.  Chloroform  is  now  added  in  sufficient  volume  to  dissolve  the 
iodine,  the  solution  syphoned  off,  and  the  globule  repeatedly  washed  with  small 
quantities  of  water  to  remove  excess  of  peroxide,  then  titrated  with  thiosulphate, 
with  or  without  starch,  in  the  usual  way.  If  the  peroxide  is  not  completely 
removed  by  washing,  it  will  decompose  the  sodium  iodide  produced  in  the 
titration,  and  so  liberate  traces  of  iodine. 

The  results  obtained  by  Cook  in  mixtures  of  bromides,  iodides,  and 
chlorides,  were  about  99  per  cent,  of  the  iodine  present. 

Gooch  and  Browning  (Amei:  Jour.  Science  xxxix.  March,  1890, 
also  C.  N.  Ixi.  279)  publish  a  method  of  estimating  iodine  in  halogen 
salts  of  the  alkalies  which  gives  excellent  results,  and  which  is  based 
on  the  fact  that  arsenic  acid  in  strongly  acid  solution  liberates  iodine, 
becoming  itself  reduced  to  arsenious  acid,  according  to  the  equation. 

HgAsO^  +  2HI  =  HgAsO.,  +  HgO  +  21. 

A  very  careful  series  of  experiments  are  detailed  in  the  original  paper, 
the  outcome  of  the  whole  being  summarized  in  the  following  process : — 

Method  of  Peocbduee  :  The  substance  (which  should  not  contain  of 
chloride  more  than  an  amount  corresponding  to  0'5  gm.  of  sodium  chloride,  nor 
of  bromide  more  than  corresponds  to  0'5  gm.  of  potassium  bromide,  nor  of  iodide 
much  more  than  the  equivalent  of  0'5  g.m.  of  potassium  iodide)  is  dissolved  in 
water  in  a  conical  beaker  of  300  c.c.  capacity,  and  to  the  solution  are  added  2 
gm.  of  potassium  binarsenate  dissolved  in  water,  and  20  c.c.  of  a  mixture  of 
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sulphuric  acid  and  water  in  equal  volumes,  and  enough  water  to  increase  the 
total  volume  to  100  o.o.  or  a  little  more.  A'  platinum  spiral  is  introduced,  a 
trap  made  of  a  straight  two-bulb  drying  tube,  out  off  short,  is  hung  with  the 
larger  end  downward  in  the  neok  of  the  flask,  and  the  liquid  is  boiled  until  the 
level  reaches  a  mark  put  upon  the  flask  to  indicate  a  volume  of  35  o.o.  Great 
care  should  be  taken  not  to  press  the  concentration  beyond  this  point  on  account 
of  the  double  danger  of  losing  arsenious  chloride  and  setting  up  reduction  of  the 
arsenate  by  the  bromide.  On  the  other  hand,  though  35  c.c.  is  the  ideal  volume 
to  be  attained,  failure  to  concentrate  below  40  c.c.  introduces  no  appreciable 
error.  The  liquid  remaining  is  cooled  and  nearly  neutralized  by  sodium  hydrate 
(ammonia  is  not  equa,lly  good),  neutralization  is  completed  by  potassium 
bicarbonate,  an  excess  of  20  c.c.  of  the  saturated  solution  of  the  latter  is  added, 
and  the  arsenious  oxide  in  solution  is  titrated  by  standard  iodine  in  the  presence 
of  starch. 

"With  ordinary  care  the  method  is  rapid,  reliable,  and  easily 
executed,  and  the  error  is  small.  In  analyses  requiring  extreme 
accuracy,  all  but  accidental  errors  may  be  eliminated  from  the  results 
by  applying  the  corrections  indicated. 

The  indicated'  corrections  are  based  on  a  long  series  of  experiments, 
which  cannot  well  be  given  here,  but  the  results  may  be  stated  shortly 
as  follows : — 

When  no  chloride  or  bromide  is  present  the  iodine  may  be  estimated 
with  a  mean  error  of  0'2  m.gm.  in  0'5  gm.  or  so  of  .the  alkaline  iodide. 
When  sodium  chloride  is  present  there  is  a  slight  deficiency  in  iodine, 
which  is  proportional  to  the  amount  of  iodide  decomposed.  For  about 
0-56  gm.  of  potassium  iodide  and  0-5  gm.  of  sodium  chloride  the 
deficiency  in  iodine  amounted  to  O'OOll  gm.  When  the  iodide  is 
decreased,  say  to  one-tenth  or  less,  the  deficiency  falls  to  0'0002  gm. 
The  presence  of  potassium  bromide  liberates  traces  of  bromine,  and 
consequently  increases  the  AsOg,  and  gives  apparent  excess  of  iodine, 
the  mean  error  being  O'OOOS  gm.  for  0'5  gm.  of  bromide. 

The  simultaneous  action  of  the  chloride  and  bromide  tends  of 
course  to  neutralize  the  error  due  to  each.  Thus  in  a  mixture  weighing 
about  1'5  gm.  and  consisting  of  sodium  chloride,  potassium  bromide, 
and  potassium  iodide  in  equal  parts,  the  mean  error  amounts  to 
,- 0-0003  gm.  The  largest  error  in  the  series  is  -t- 0-0016  gm.,  when 
the  bromide  was  at  its  maximum,  and  no  chloride  was  present;  and 
the  next  largest  was  —  0-0013  gm.,  when  the  chloride  was  at  its 
maximum  and  no  bromide  was  present. 

From  a  series. of  experiments  detailed  in  the  original  paper,  it  was 
deduced  that  the  amount  of  iodine  to  be  added,  in  each  case,  may  be 
obtained  by  multiplying  the  product  of  the  weights  in  grams  of  sodium 
chloride  and  potassium  iodide  by  the  constant  0-004 ;  and  the  amount 
to  be  subtracted,  by  multiplying  the  weight  in  grams  of  potassium 
bromide  by  0-0016;  but  in  order  to  make  use  of  these  corrections, 
the  approximate  amounts  of  these  salts  must  be  known. 


3.    Titration  -with  ^  Silver  and  Thiocyanate. 

The  thiocyanate  and  silver  solutions  are  described  in  §  43. 

The  iodide  is  dissolved  in  300  or  400  times  its  weight  of  water  in 
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a  well-stoppeied  flask,  and  *'/]o  silver  delivered  in  from  the  burette 
■with  constant  shaking  until  the  precipitate  coagulates,  showing  that 
silver  is  in  excess.  Feiric  indicator  and  nitric  acid  are  then  added  in 
proper  proportion,  and  the  excess  of  silver  estimated  hy  thiocyanate 
as  described  in  §  43. 


4.    Oxidation  of  comtained' Iodine  by  Chlorine  (Golfier 
Besseyre  and  Dupre), 

This  vs^onderfully  sharp  method  of  estimating  iodine  depends  upon 
its  conversion  into  iodic  acid  by  free  chlorine.  "When. a  solution  of 
potassium  iodide  is  treated  with  successive  quantities  of  chlorine 
water,  first,  iodine  is  liberated,  then  chloride  of  iodine  (ICl)  formed. 
If  starch,  chloroform,  benzole,  or  bisulphide  of  carbon  be  added,  the 
first  will  be  turned  blue,  whfle  any  of  the  others  wiU  be  coloured 
intense  violet.  A  further  addition  of  chlorine,  in  sufficient  quantity, 
produces  pentachloride  of  iodine  (IClj),  or  rather,  as  water  is  present, 
iodic  acid  (lOgH).  No  colouration  of  the  above  substances  is  pro- 
duced by  these  compounds,  and  the  accuracy  with  which  the  reaction 
takes  place  has  been  made  use  of  by  Golfier  Besseyre  and  Dupr^ 
independently  of  each  other,  for  the  purpose  of  estimating  iodine. 
The  former  suggested  the  use  of  starch,  the  latter  chloroform  or 
benzole,  with  very  dilute  chlorine  water.  Dupr^'s  method  is 
preferable  on  many  accounts. 

Example  :  30  c.o.  of  weak  cUorine  water  were  put  into  a  beaker  with 
potassium  iodide  and  starch,  and  then  titrated  with  ^/loo  thiosulphate,  of  which 
17  CO.  were  required. 

10  c.c.  of  solution  of  potassium  iodide  containing  O'OIO  gm.  of  iodine  were 
put  into  a  stoppered  hottle,  chloroform  added,  and  the  same  chlorine  water  as 
ahove  delivered  in  from  the  burette,  with  constant  shaking,  until  the  red  colour 
of  the  chloroform  had  disappeared  :  the  quantity  used  was  85'8  c.c.  The  excess 
of  chlorine  was  then  ascertained  by  adding  sodium  bicarbonate,  potassium  iodide, 
and  starch.  A  slight  blue  colour  occurred ;  this  "nas  removed  by  ^/loo  thiosul- 
phate, of  which  1'2  c.c.  was  used,  'isow,  as  30  c.c.  of  the  chlorine  solution 
required  17  c.c,  the  85"8  c.c.  required  48'62  c.o.  of  thiosulphate.  From  this, 
however,  must  be  deducted  the  r2  c.c.  in  excess,  leaving  47'42  c.o. 
^|^oo  =  4'742  c.c.  of  */io  solution,  which  multipUed  by  0'C02]1,  the  one- 
sixth  of  TTs^TTTT  ^1-  (^  ^q.  of  lodic  acid  liberating  6  eq.  iodine),  gave  0'010056  gm. 
iodine  instead  of  O'Ol  gm. 

Mohr  suggests  a  modification  of  this  method,  which  dispenses  with 
the  use  of  chloroform,  or  other  simOar  agent. 

The  weighed  iodine  compound  is  brought  into  a  stoppered  flask,  and  chlorine 
water  delivered  from  a  large  burette  until  all  yellow  colour  has  disappeared.  A 
drop  of  the  mixture  brought  in  contact  with  a  drop  of  starch  must  produce  no 
blue  colour;  sodium  bicarbonate  is  then  added  till  the  mixture  is  neutral  or 
slightly  alkaline,  together  with  potassium  iodide  and  slarch;  the  blue  colour  is 
then  removed  by  ^/lo  thiosulphate.  The  strength  of  the  chlorine  water  being 
known,  the  calculation  presents  no  difBculty. 

Mohr  obtained  by  this  means  O'OIOIOS  gm.  iodine,  instead  of 
1-01  gin. 
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5.    Oxidation  toy  Permanganate  (Reinige). 

This  process  for  estimating  iodine  in  presence  of  bromides  and 
chlorides  gives  satisfactory  results. 

When  potassium  iodide  and  permanganate  are  mixed,  the  rose 
colour  of  the  latter .  disappears,  a  brown  precipitate  of  manganic 
peroxide  results,  and  free  potash  with  potassium  iodide  remains  in 
solution.     1  eq.  1=127  reacts  on  1  eq.  K2Mn208=316,  thus — 

KI  +  KaMnaOg  =  KIO3  +  KgO  +  2Mn02. 

Heat  accelerates  the  reaction,  and  it  is  advisable,  especially  with  weak 
solutions,  to  add  a  small  quantity  of  potassium  carbonate  to  increase 
the  alkalinity.     No  organic  matter  must  be  present. 

The  permanganate  and  thiosulphate  solutions  required  in  the  process 
may  conveniently  be  of  ^/lo  strength,  but  their  reaction  upon  each 
other  must  be  definitely  fixed  by  experiment  as  follows  :-^2  c.c.  of 
permanganate  solution  are  freely  diluted  with  water,  a  few  drops  of 
sodium  carbonate  added,  and  the  thiosulphate  added  in  very  small 
portions  until  the  rose  colour  is  just  discharged.  The  slight  turbidity 
produced  by  the  precipitation  of  hydrated  manganic  oxide  need  not 
interfere  with  the  observation  of  the  exact  point. 

Method  of  Pbocedttee  :  The  iodine  compound  being  dissolved  in  water, 
and  always  existing  only  in  combination  with  alkaline  or  earthy  bases,  is  heated 
to  gentle  boiling,  rendered  alkaline  with  sodium  or  potassium  carbonate,  and 
permanganate  added  till  in  distinct  excess,  best  known  by  removing  the  liquid 
from  the  fire  for  a  minute,  when  the  precipitate  will  subside,  leaving  the  upper 
liquid  rose-coloured  ;  the  whole  may  then  be  poured  into  a  500-o.c.  ilask,  cooled, 
diluted  to  the  mark,  and  100  c.c.  taken  out  for  titration  with  thiosulphate.  The 
amount  so  used,  being  multiplied  by  5,  will  give  the  proportion  required  for  the 
whole  liquid,  whence  can  be  calculated  the  amount  of  iodine.  To  prove  the 
accuracy  of  the  process  in  a  mixture  of  iodides,  bromides,  and  chlorides,  with 
excess  of  alkali,  the  following  experiment  was  made.  7  gm.  commercial 
potassium  bromide,  the  same  of  sodium  chloride,  with  1  gm.  each  of  potassium 
hydrate  and  carbonate,  were  dissolved  in  a  convenient  quantity  of  water,  and 
heated  to  boiling ;  permanganate  was  then  added  cautiously  to  destroy  the  traces 
of  iodine  and  other  impurities  affecting  the  permanganate  so  long  as  deooloura^ 
tion  took  place;  the  slightest  excess  showed  a  green  colour  (manganate).  To 
the  mixture  was  then  added  0'1246  gm.  pure  iodine,  and  the  titration  continued 
as  described  :  the  result  was  0'125  gm.  I. 

With  systematic  solutions  of  permanganate  and  thiosulphate  the 
calculation  is  as  follows  : — 

1  c.c.  ^/lo  solution  =  0'0127  gm.  I. 

6.    By  Ifitrous  Acid  and  Carbon  Bisulphide  (Fresenius). 

This  process  requires  the  following  standard  solutions  : — ■ 

(a)  Potassium  iodide,  about  5  gm.  per  liter. 

(b)  Sodium  thiosulphate,  J^  normal,  12-4  gm.  per  liter,  or 
thereabout. 

(c)  Nitrous  acid,  prepared  by  passing  the  gas  into  tolerably  strong 
sulphuric  acid  until  saturated. 
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(d)  Pure  carbon  bisulphide. 

(e)  Solution  of  sodium  bicarbonate,  made  by  dissolving  5  gm.  of 
the  salt  in  1  liter  of  water,  and  adding  1  c.c.  of  hydrochloric  acid. 

Method  of  Proceduee  :  The  strength  of  the  sodium  thiosulphate  in 
relation  to  iodine  is  first  ascertained  by  placing  50  c.c.  of  the  iodide  solution  into 
a  500  c.c.  stoppered  flask,  then  about  150  c.c.  water,  20  c.c.  carbon  bisulphide, 
then  dilute  sulphuric  acid,  and  lastly,  10  drops  of  the  nitrous  solution.  The 
stopper  is  then  replaced,  and  the  whole  well  shaken,  set  aside  to  allow  the  carbon 
liquid  to  settle,  and  the  supernatant  liquid  poured  into  another  clean  flask.  The 
carbon  bisulphide  is  then  treated  three  or  four  times  successively  with  water  in 
the  same  way  till  the  free  acid  is  mostly  removed,  the  washings  being  all  mixed 
in  one  flask ;  10  c.c.  of  bisulphide  are  then  added  to  the  washings,  well  shaken, 
and  if  at  all  coloured,  the  same  process  of  washing  is  carried  on.  Finally,  the 
two  quantities  of  bisulphide  are  brought  upon  a  moistened  filter,  washed  till  free 
from  acid,  a  hole  made  in  the  filter,  and  the  bisulphide  which  now  contains  all 
the  iodine  in  solution  allowed  to  run  into  a  clean  small  flask,  30  c.c.  of  the  sodium 
bicarbonate  solution  added,  then  brought  under  the  thiosulphate  burette,  and  the 
solution  allowed  to  flow  into  the  mixture  while  shaking  until  the  violet  colour  is 
entirely  discharged.  The  quantity  so  used  represents  the  weight  of  iodine  con- 
tained in  50  c.c.  of  the  standard  potassium  iodide,  and  may  be  used  on  that  basis 
to  ascertain  any  unknown  weight  contained  in  a  similar  solution. 

"When  very  small  quantities  of  iodine  are  to  be  titrated,  weaker  solutions 
and  smaller  vessels  may  be  used. 

7.    By  ^  Silver  Solution  and  Starch  Iodide  (Pisani.) 

The  details  of  this  process  are  given  under  the  head  of  silver  assay 
(§  73.3),  and  are  of  course  simply  a  reversal  of  the  method  there  given. 
This  method  is  exceedingly  serviceable  for  estimating  small  quantities 
of  combined  iodine  in  the  presence  of  chlorides  and  bromides,  inasmuch 
as  the  silver  solution  does  not  react  upon  these  bodies  until  the  blue 
colour  is  destroyed. 

IRON. 

re  =  56. 

ractors. 

1  c.c.  ^/lo  permanganate,  bichromate, 

or  thiosulphate  =  0'0056  Fe 

=  0-0072  FeO 
=  0-0080  Fe^Og 

ESTIMATION  IN  THE  FERROUS  STATE. 

1.    Verification  of  the  standard  solutions  of 
Permanganate  or  Bichromate. 

§  63.  The  estimation  of  iron  in  the  ferrous  state  has  already  been 
incidentally  described  in  §§  34,  35,  and  37.  The  present  and  following 
sections  are  an  amplification  of  the  methods  there  given,  as  applied 
more  distinctly  to  ores  and  products  of  iron  manufacture ;  but  before 
applying  the  permanganate  or  bichromate  process  to  these  substances, 
and  since  many  operators  prefer,  with  reason,  to  standardize  such 
solutions  upon  metallic  iron,  especially  for  use  in  iron  analysis,  the 
best  method  is  given  in  §  34.2a.    The  apparatus  used  is  shown  in  fig.  45. 
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Instead  of  the  two  flasks,  many  operators  use  a  single  flask,  fitted 
with  caoutchouc  stopper,  through  which  a  straight  glass  tube  is  passed, 
fitted  with  an  india-rubber  slit  valve  (known  as  Bunsen's  valve), 
which  allows  gas  or  vapour  to  pass  out,  but  closes  by  atmospheric 
pressure  when  the  evolution  ceases.  Another  arrangement  is  described 
in  §  34.2a. 


Pig.  45. 

A  large  number  of  technical  operators  do  not  trouble  themselves 
to  arrange  auy  apparatus  of  the  kind  described,  but  simply  dissolve 
a  weighed  quantity  of  wire  of  known  ferrous  contents  in  a  conical 
beaker  covered  with  a  clock .  glass.  If  kept  from  draughts  of  cold  air 
while  dissolving  so  as  to  avoid  convection,  it  is  said  that  practically  no 
oxidation  takes  place. 

The  double  iron  salt  (§  34.2i)  is  a  very  convenient  material  for 
adjusting  standard  solutions,  but  it  must  be  most  carefully  made  from 
pure  materials,  dried  perfectly  in  the  granular  form,  and  kept  from  the 
light  in  small  dry  bottles,  weU  closed. 

It  should  be  borne  in  mind  that  ferrous  compounds  are  much  more 
stable  in  sulphuric  than  in  hydrochloric  acid  solution,  and  whenever 
possible,  sulphuric  acid  should  be  used  as  the  solvent.  When  hydro- 
chloric acid  must  be  used,  and  permanganate  is  employed,  some 
manganous  or  ammonium  sulphate  should  be  added  unless  the  solution 
is  very  dilute. 

2.    Eeduetion  of  Perric  Compounds  to  the  Ferrous  State. 

This  may  be  accomplished  by  metallic  zinc  or  magnesium,  for  use  with 
permanganate,  or  by  stannous  chloride  or  an  alkaline  sulphite  for  bichromate 
solution.  The  magnesium  method  is  elegant  and  rapid,  but  costly.  In  the 
case  of  zinc  being  used,  the  metal  must  either  be  free  from  iron,  or  if  it  contain 
any,  the  exact  quantity  must  be  known  and  allowed  for ;  and  further,  the  pieces 
of  zinc  used  must  be  entirely  dissolved  before  the  solution  is  titrated.*    The 

*  Beete  {C.  JV.  liu.  269)  suggests  the  following  convenient  arrangement :— A  strip  of  thin 
platinum  foil,  1  in.  square,  is  perforated  with  pin  holes  all  over,  theii  hent  into  a  U  form, 
and  the  ends  connected  with  platinum  wire  so  as  to  form  a  hasket.  In  this  is  placed  a  piece 
of  amalgamated  zinc  and  the  whole  suspended  by  a  stout  platinum  wire  in  the  reducing 
fldsk.  When  lowered  into  the  solution,  another  strip  of  platinum  foil,  2  in,  square,  is 
dropped  in  and  leaned  against  the  wire  carrying  the  basket ;  a  very  free  evolution  of 
hydrogen  is  then  obtained  from  the  foil.  When  the  reduction  is  complete,  the  basket  is 
l^tedont  and  well  washed  into  the  beaker  containing  the  liquid  to  be  treated.  C.  Jones' 
reductor  is  often  used,  as  described  on  page  223.  Another  method  with  zinc  dust  is 
shown  on  the  next  page. 
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Solution  to  be  reduced  by  zinc  should  not  contain  more  than  0'15  gm.  Pe  per 
250  CO.,  and  for  this  quantity  about  10  gm.  of  Zn  and  25  c.c.  H2SO4  are 
advisable;  when  the  zinc  is  all  dissolved,  the  whole  should  be  boiled  with 
exclusion  of  air,  then  cooled  rapidly  before  titration  with  the  permanganate.'  In 
the  case  of  stannous  chloride  the  solution  must  be  clear,  and  is  best  made  to 
contain  10  to  15  gnl.  per  liter,  as  directed  in  §  37.2.  The  point  of  exact 
reduction  in  the  boiling  hot  and  somewhat  concentrated  acid  liquid  may  be 
known  very  closely  by  the  discharge  of  colour  in  the  ferric  solution ;  but  may  be 
made  sure  by  the  use  of  a  saturated  aqueous  solution  of  mercuric  chloride  as 
mentionedin  §  37. 

It  is  exceedingly  difficult  to  hit  the  exact  point  of  reduction  so 
that  there  shall  be  neither  excess  of  tin  nor  unreduced  iron,  and 
technical  iron  analysts  now  almost  universally  use  mercuric  chloride 
as  a  precaution  against  excess  of  tin  solution.  The  general  method 
of  procedure  is  to  dissolve  the  material  in  diluted  hydrochloric  acid 
(1  acid  2  vcater)  in  a  conical  beaker  moderately  heated  over  a  rose 
burner ;  vehen  solution  is  complete  the  sides  of  the  vessel  are  washed 
down  with  hot  water,  the  liquid  brought  to  gentle  boUing,  and  strong 
tin  solution  added  from  a  dropping  bottle  until  the  colour  of  the  iron 
solution  is  nearly  discharged,  a  dilute  tin  solution  is  then  dropped  in 
until  all  colour  has  disappeared,  and  there  is  a  decided  slight  excess  of 
tin.  Cold  air-free  water  is  then  washed  over  the  sides  of  the  Weaker, 
the  vessel  covered  with  a  clock-glass  placed  in  a  bowl  of  cold  water 
and  allowed  to  cool,  and  a  slight  excess  of  the  mercuric  solution  is 
then  added,  and  the  titration  with  bichromate  is  at  once  completed  in 
the  usual  way. 

Some  technical  operators  prefer  to  use  sodium  sulphide  or 
ammonium  bisulphite  for  the  reduction.  In  the  case  of  using  the 
sodium  sulphite  the  solution  of  iron  must  not  be  too  acid  and 
should  be  dilute,  say  a  volume  of  half  a  liter  for  J  gm.  of  Fe,  the 
sulphite  is  added  and  the  flask  gently  heated  till  the  liquid  is 
colourless.  It  is  then  boiled  briskly  till  all  SOj  is  dissipated,  when 
■cooled  it  is  ready  for  titration  with  bicliromate.  In  the  case  of  ores 
containing  titanium  it  is  preferable  to  avoid  the  use  of  zinc  for 
reduction,  as  it  reduces  also  more  or  less  the  titanium ;  alkaline 
sulphide  does  not. 

The  procedure  with  ammonium  bisulphite  is  as  follows  : — (Austen,  C.  N.  xlvi. 
287.)  To  the  acid  solution  of  the  ore  or  metal,  diluted  and  filtered,  ammonia  is 
added  until  a  faint  precipitate  of  ferric  oxide  occurs.  This  is  re-dissolved  with  a 
few  drops  of  HCl,  and  some  strong  solution  of  bisulphite  added,  in  the  proportion 
of  about  1  c.c.  for  each  O'l  gm.  of  ore,  or  0'05  gm.  Fe.  The  mixture  is  well 
stirred,  boiling  water  added,  then  acidified  with  dilute  sulphuric  acid,  and  boiled 
for  half  an  hour :  it  is  then  ready  for  titration. 

D.  J.  Carnegie  [J.  C.  S.  liii.  468)  points  out  the  value  of  zinc  dust  for  the 
rapid  reduction  of  ferric  solutions,  and  suggests  the  following  method  of  carrying 
it  out. 

The  bottom  of  a  dry  and  narrow  beaker  is  covered  with  zino  dust  sifted  through 
muslin.  A  known  volume  of  ferric  solution,  previously  nearly  neutralized  with 
ammonia,  is  placed  in  the  beaker  and  shaken  with  the  zinc  dust ;  then  a  known 
volume  of  dilute  sulphuric  acid  is  added  and  shaken  for  a  few  moments.  The 
reduction  is  much  more  rapid  in  neutral  than  in  acid  solutions,  but  of  course 
acid  in  this  case  must  be  present  in  excess  to  keep  the  iron  in  solution. 
Carnegie  withdraws  a  portion  of  the  reduced  solution  from  the  undissolved 
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zinc  by  help  of  a  filter,  such  as  is  described  on  p.  18,  and  as  measured  volumes 
have  been  used,  an  aliquot  part  taken  with  a  pipette  may  be  at  once  titrated,  and 
the  amount  of  iron  found.* 

Clemens  Jones  in  a  paper  read  before  the  Amerioan  Institute  of  Mining 
Engineers,  and  which  is  reproduced  in  0.  if.  Ix.  93,  adopts  the  plan  suggested  by 
Carnegie,  and  has  designed  a  special  apparatus  for  filtering  the  ferric  solution 
through  a  column  of  zinc  dust.  This  arrangement  gives  complete  reduction  in 
a  very  short  period  of  time,  and  is  serviceable  where  a  large  number  of  titrations 
have  to  be  carried  on. 


estim:a.tion  of  iron  in  the  ferric  state. 

1.    Dlract  Titration  of  Iron  by  Stannous  Chloride  (see  §  37). 

2.    Direct  Titration  of  Iron  by  Titanous  Chloride. 

§  64.  TiTANoas  chloride  (TiClg)  has  been  mentioned  in  §  33  as 
a  rapid  and  powerful  deoxidiser.  It  was  brought  to  this  volumetric 
use  by  E.  Knecht  {Journ.  Dyers  and  Oolourists  Soa.  xix.  ISTo.  6),  It 
was  used  by  him  for  ascertaining  tlie  purity  of  azo  dyes  and  nitro 
compounds,  etc. 

Being  naturally  very  sensitive  to  oxygen  or  air,  it  is  necessary  to 
preserve  its  solution  under  a  slight  pressure  of  hydrogen.  The 
method  of  doing  this  is  shewn  by  fig.  46.  Sufficient  of  the  TiClg 
solution  is  prepared  to  completely  fill  the  storage  vessel,  which  is 
connected  with  the  burette,  both  storage  vessel  and  burette  being 
kept  under  constant  hydrogen  pressure  from  the  small  hydrogen 
generator  where  the  gas  is  produced  from  granulated  zinc  and  dilute 
sulphuric  acid.  When  liquid  is  withdrawn  from  the  burette,  the 
pressure  is  released  and  hydrogen  is  at  once  generated,  so  that  the 
interior  of  the  apparatus  which  is  not  filled  with  liquid  contains 
hydrogen  at  a  pressure  of  about  three  inches.  By  this  simple  means 
the  solution  may  be  kept  unchanged  for  a  considerable  period.  The 
same  arrangement  is  used  in  the  titration  of  the  azo  and  other  nitro 
compounds.  For  ferric  salts  the  same  standard  solution  as  is  used  in 
titrating  the  azo  dyes,  viz.,  about  1  per  cent,  of  TiClg.  A  fairly  pure 
solution  of  this  salt  is  made  commercially  of  about  20  per  cent, 
strength  for  dyeing  purposes,  therefore  to  prepare  a  standard  solution 
50  c.c.  of  the  commercial  titanous  chloride  solution  is  mixed  with  the 
same  volume  of  strong  hydrochloric  acid,  and  boiled  in  a  flask  for 
a  few  minutes,  then  made  up  to  a  liter  with  distilled  water,  which  has 
been  previously  boiled  with  a  little  HCl  and  a  small  piece  of  marble  to 
expel  dissolved  oxygen. 

To  asc3rtain  the  exact  strength  of  the  above  mentioned  solution 

*  Commercial  zinc  duat  is  probably  a  by-producfc  in  zinc  manufacture,  and  cannot  there- 
fore be  obtained  pure.  Samples  examined  by  myself,  and  apparently  otbers  also,  do  not. 
however,  contaia  much  iron,  but  a  good  deal  oE  zinc  oxide  wifcb  traces  of  cadmium  and  lead. 
Carnegie  slates  that  the  oxide  may  be  removed  by  repeatedly  digestiag  with  weak  acid, 
and  still  better,  by  treatment  with  ammonium  chloride  and  ammonia,  the  well- washed  dust 
being  finally  dried  on  porous  tiles  in  a  vacuum.  I  find  that  by  wasliing  once  with  strong 
alcololafter  the  water  and  finally  with  ether,  the  du3t  may  be  rapidly  dried  in  good  con-, 
dition,  and  when  a  quantity  of  such  puri&ed  dast  is  obtained,  its  amount  of  Iron  may  easily 
be  estimated  once  for  all,  and  allowed  for  In  titration.,  G-ood  zinc  dust  is  undoubtedly  a 
valuable  reagent  in  a  laboratory  for  other  purpo3e3  beside  iron  titrations. 
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35  gm.  of  pure  ferrous 
ammonium  sulphate  are  dis- 
solved in  dilute  sulphuric 
acid,  and  made  up  to  a  liter 
at  16°. 

25  c.c.  of  this  ferrous 
solution  =  0'1 25  gm.  Fe  are 
then  measured  into  a  flask, 
and  weak  permanganate 
solution  run  in  until  a  pink 
colour  is  just  perceptible  and 
all  the  iron  is  in  the  ferric 
state.  This  solution  is  then 
titrated  with  the  titanous 
solution  at  ordinary  temper- 
ature, and  the  end  of  the 
process  is  found  by  mixing 
a  drop  of  the  solution  with 
a  drop  of  solution  of  potas- 
sium sulphocyanide  on  a 
white  plate  tiU  the  red  colour 
no  longer  appears.  The  exact 
strength  of  the  ferric  solution 
being  known,  the  iron  value 
per  c.c.  of  the  titanous  chloride 
solution  is  easily  calculated. 
The  reaction  which  takes  place 
is, 

FeCla  -I-  TiClg  =  FeClj  +  TiCl^. 

In  a  solution  containing 
both  ferric  and  ferrous  com- 
pounds the  ferrous  salt  may 
be  first  estimated  by  per- 
manganate. All  the  iron 
being  now  in  the  ferric  state 
may  be  estimated  by  the 
titanous  chloride  and  the 
relative  proportions  of  each 
ascertained. 

2.    Titration  by  Sodium 
Thiosulphate. 

Scherer  first  suggested 
the  direct  titration  of  iron 
thiosulphate,  which  latter  was 
added  to  a  solution  of  ferric 
chloride  until  no  further  violet 
colour  was  produced.      This 
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was  found  by  many  to  be  inexact;  but  Kremer  (Journ.  f.  Pract. 
Chem.  Ixxxiv.  339)  has  made  a  series  of  practical  experiments, 
the  result  of  which  is  that  the  following  modified  method  can  be 
recommended. 

The  reaction  which  takes  place  is  such  as  to  produce  ferrous 
chloride,  sodium  tetrathionate,  and  chloride.  2S203Na2  +  FogClg + 
2HCl  =  S40gH2  +  4NaCl  +  2reCl2.  The  thiosulphate,  which  may 
conveniently  be  of  ^/lo  strength,  is  added  in  excess,  and  the  excess 
determined  by  iodine  and  starch. 

Method  of  Psocbdueb  :  The  iron  solution,  oontainiBg  not  more  than  1  per 
cent,  of  metal,  which  must  exist  in  the  ferric  state  without  any  excess  of  oxidizing 
material  (best  obtained  by  adding  excess  of  hydrogen  peroxide,  then  boiling  till 
the  excess  is  expelled),  is  moderately  acidified  with  hydrochloric  acid,  sodium 
acetate  added  till  the  mixture  is  red,  then  dilute  hydrochloric  acid  until  the  red 
colour  disappears;  then  diluted  till  the  iron  amounts  to  i  or  i  per  cent.,  and 
^/lo  thiosulphate  added  in  excess,  best  known  by  throwing  in  a  particle  of 
potassium  sulphocyanide  after  the  violet  colour  produced  has  disappeared ;  if  any 
red  colour  occurs,  more  thiosulphate  must  be  added.  Starch  and  ^lio  iodine 
are  then  used  to  ascertain  the  excess.  A  mean  of  several  experiments  gave 
100-06  Fe,  instead  of  100. 

J.  T.  Norton  (J.  Am.  C.  S.  1899,  p.  25)  has  carefuUy  experimented 
on  this  method  and  found  that  it  needs  careful  management  to  insure 
accurate  results.  The  volume  of  dilution  and  amount  of  acid  must 
be  carefully  regulated,  so  also  must  the  amount  of  thiosulphate  used 
in  excess.  There  should  always  be  at  least  15  c.c.  of  thiosulphate  in 
excess  with  O'l  gm.  of  ferric  oxide  and  1  c.c.  of  strong  hydrochloric 
acid  in  not  less  than  400  or  500  c.c.  of  freshly  boiled  water  used  for 
dilution.  The  time  occupied  in  reduction  should  be  as  short  as 
possible. 

Method  of  Peocedueb  :  In  treating  ferric  oxide,  the  following  method  is 
reconunended : — Dissolve  an  amount  not  exceeding  0"2  gm.  of  the  oxide  in  2  c.c. 
of  hydrochloric  acid,  evaporate  to  a  pasty  mass,  dilute  to  about  800  c.c.  with 
freshly-boiled  water,  add  a  drop  of  potassium  sulphocyanide,  and  into  this 
solution  run  50  o.o.  of  ^ lio  sodium  thiosulphate ;  allow  the  liquid  to  stand  until 
perfectly  colourless,  and  determine  the  excess  of  thiosulphate  by  ^/lo  iodine  and 
starch.  For  quantities  of  iron  oxide  up  to  0"2  gm.  this  process  is  quick  and  most 
accurate ;  when  care  is  taken  to  preserve  the  relations  of  acidity  and  dilution, 
twice  the  amount  of  ferric  oxide  mentioned  above  may  be  handled. 

The  accuracy  of  the  process  is  not  interfered  with  by  the  presence 
of  salts  of  the  alkalies,  strontia,  lime,  magnesia,  alumina,  or  manganous 
oxide;  neither  do  salts  of  nickel,  cobalt,  or  copper,  unless  their  quantity 
is  such  as  to  give  colour  to  the  solution. 

The  process  is  a  rapid  one,  and  with  care  gives  very  satisfactory 
results. 


3.    Estimation  with  Iodine  and  Sodium  Thiosulphate. 

When  ferric  chloride  is  digested  with  potassium  iodide  in  excess, 
iodine  is  liberated,  which  dissolves  in  the  free  potassium  iodide — 

FeCL  +  KI  =  Fed,  +  KCl  + 1. 
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Method  of  Peocedueb  :  The  hydrochloric  acid  solution,  which  must 
contain  no  free  chlorine  or  nitric  acid,  and  all  the  iron  in  the  ferric  state,  is 
nearly  neutralized  with  caustic  potash  or  soda,  transferred  to  a  well-stoppered 
flask,  and  an  excess  of  strong  solution  of  potassium  iodide  added ;  it  is  then 
heated  to  50°  or  60°  C.  on  the  water  bath,  closely  stoppered,  for  about  twenty 
minutes ;  the  flask  is  then  cooled,  starch  added,  and  titrated  with  thiosulphate 
till  the  blue  colour  disappears.  This  process  gives  very  satisfactory  results  in 
the  absence  of  all  substances  liable  to  affect  the  potassium  iodide,  such  as  free 
chlorine  or  nitric  acid,  and  is  particularly  serviceable  for  estimating  small 
quantities  of  iron. 

Instead  of  stirch  another  indicator  is  suggested  by  Haswell  {Zeits.f.  angew. 
Chem.  xlix.  1265).  To  an  aliquot  portion  of  the  solution  of  the  ferric  salt 
a  little  cupric  sulphate  and  salicylic  acid  are  added  as  an  indicator,  and  then 
from  a  burette  sta,ndard  thiosulphate  solution  is  run  in  until  the  violet  coloration 
is  entirely  destroyed.  The  liquid  is  then  titrated  back  with  the  solution  of  the 
ferric  salt,  until  the  colour  just  reappears. 

4.    Estimation  of  Iron  by  Colour  Titration. 

These  methods,  which  approach  in  delicacy  the  Nessler  test  for 
ammonia,  are  applicable  for  very  minute  quantities  of  iron,  such  as 
may  occur  in  the  ash  of  bread  when  testing  for  alum,  water  residues, 
alloys,  and  similar  cases. 

It  is  first  necessary  to  have  a  standard  solution  of  iron  in  the  ferric  state,  which 
can  be  made  by  dissolving  1'004  gm.  of  iron  wire  in  nitro-hydrochloric  acid, 
precipitating  with  ammonia,  washing  and  re-dissolving  the  ferric  oxide  in  a  little 
hydrochloric  acid,  then  diluting  to  one  liter.'  1  c.c.  of  this  solution  contains 
1  milligram  of  pure  iron  in  the  form  of  ferric  chloride.  It  may  be  further  diluted, 
when  required,  so  as  to  contain  ^  milligram  in  a  c.c,  and  this  is  the  best 
standard  to  use.*  The  solution  for  striking  the  colour  is  either  potassium 
ferrocyanide  or  thiocyanate  dissolved  in  water  (1  :  20). 

Peocedueb  with  Peeeoctanide  :  The  material  containing  a  minute 
unknown  quantity  of  iron,  say  a  water  residue,  is  dissolved  in  hydrochloric  acid, 
and  diluted  to  100  c.c,  or  any  other  convenient  measure.  10  c.c.  are  placed 
into  a  white  glass  cylinder  marked  at  100  c.c,  1  c.c  of  concentrated  nitric  acid 
added  (the  presence  of  free  acid  is  always  necessary  in  this  process),  then  diluted 
to  the  mark  with  distilled  water,  and  well  stirred. 

1  c.c.  of  ferrocyanide  solution  is  then  added,  well  mixed,  and  allowed  to  stand 
at  rest  a  few  minutes  to  develop  the  colour. 

A  similar  cylinder  is  then  filled  with  a  mixture  of,  say  1  c.c.  of  standard  iron 
solution,  1  CO.  nitric  acid  and  distilled  water,  and  1  c.c.  ferrocyanide  added ;  if 
this  does  not  approach  the  colour  of  the  first  mixture,  other  quantities  of  iron 
are  tried  until  an  exact  similarity  of  colour  occurs.  The  exact  strength  of  the 
iron  solution  being  known,  it  is  easy  to  arrive  at  the  quantity  of  pure  iron 
present  inthe  substance  examined,  and  to  convert  it  into  its  state  of  combination 
by  calculation. 

Carter  Bell  (/.  S.  O.  I.  viii.  175)  adopts  the  following  plan  in  the 
case  of  waters  : — 70  c.c.  of  the  water  are  evaporated  to  dryness  in 
a  platinum  dish,  and  gently  ignited  to  burn  off  organic  matters. 
1  c.c.  of  dilute  nitric  acid  (50  c.c.  of  strong  acid  in  a  liter)  is  then 
poured  over  the  residue  from  a  pipette,  and  evaporated  to  dryness  in 
the  water  bath;  the  residue  is  then  dissolved  in  1  c.c.  of  a  10  per 

-  *  A  solution  of  this  strength  can  also  be  made  by  weighing  0*7  gm.  of  pure  ammonium- 
ferrous  sulphate  (§  34.2  b),  dissol-ring  in  water,  acidifying  with  sulphuric  acid,  adding 
sufficient  permanganate  solution  to  convert  the  iron  exactly  into  ferric  salt,  then  diluting 
to  1  liter.  Hydrogen  peroxide  may  also  be  used  in  place  of  permanganate,  taking  care  to 
dissipate  the  excess  by  boiling. 
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cent,  hydrochloric  acid,  5  or  10  c.c.  of  distilled  water  added,  and  the 
solution  filtered  and  washed  through  a  small  filter,  and  made  up  to 
50  c.c.  in  a  Nessler  glass;  and  finally  tested  with  1  c.c.  each  of 
ferrocyanide  solution  and  nitric  acid. 

With  Thioeyanate.— Thomson  (/.  C.  S.  1885,  493)  recommends 
this  method  as  being  specially  available  in  the  presence  of  other 
ordinary  metals  and  organic  matters,  silver,  copper,  and  cobalt  being 
the  only  interfering  substances.  The  delicacy  is  said  to  be  such,  that 
1  part  of  iron  can  be  recognised  in  50  million  parts  of  water.  The 
presence  of  free  mineral  acids  greatly  adds  to  the  sensitiveness. 
The  standard  ferric  solution  may  be  the  same  as  for  ferrocyanide ; 
and  in  preparing  the  material  for  titration,  the  weighed  quantity  is 
dissolved  in  an  appropriate  acid,  evaporated  nearly  to  dryness,  taken 
up  with  water,  converted  into  the  ferric  state  by  cautious  addition  of 
permanganate,  then  diluted  with  water  to  a  measured  volume,  and  an 
aliquot  portion  taken  for  titration. 

The  standard  iron  used  by  Thomson  =  Y\i-  m.gm.  per  c.c.  (0'7  gm. 
double  iron  salt  [oxidized]  per  liter). 

Example  :  Into  two  colourless  glass  oyliaders  marked  at  100  c.c.  pour  5  c.c. 
of  nitric  or  hydrochloric  acid  (1  :  5),  together  with  15  c.c.  of  dilute  thioeyanate, 
and  to  one  glass  a  measured  volume  of  the  solution  to  be  tested ;  fill  up  both 
glasses  to  the  mark  with  pure  water.  If  iron  be  present,  a  blood  red  colour 
more  or  less  intense  will  bs  produced.  Standard  iron  is  then  cautiously  added 
from  a  burette  to  the  other  glass  till  the  colour  agrees.  The  quantity  of  Fe 
taken  should  not  require  more  than  2  or  3  c.c.  of  the  standard  to  equal  it,  or  the 
colour  will  be  too  deep  for  comparison. 

If  other  metals  are  present  which  form  two  sets  of  salts,  they  must 
be  in  the  higher  state  of  oxidation,  or  the  colour  is  destroyed.  Oxalic 
acid  also  destroys  it.  Examples  in  the  presence  of  a  great  variety  of 
metals  show  very  good  results. 

IRON    ORES. 

§  65.  The  great  desideratum  in  the  analysis  of  iron  ores  is  to  get 
them  into  the  finest  possible  state  of  division,  and  ten  minutes'  hard 
work  with  the  agate  mortar  will  often  save  hours  of  treatment  of  the 
material  with  acids.  The  operator  of  experience  can  generally  teU  if 
the  ore  to  be  examined  wiU  dissolve  in  acids.  Some  clay  iron  stones 
■  and  brown  haematites  contain  organic  matters,  and  they  are  best  first 
roasted  in  an  open  platinum  crucible,  gradually  raising  the  heat  to 
redness ;  this  course  is  advisable  also  when  an  ore  contains  pyrites ; 
this  latter  is  easily  converted  to  Fe^Og  by  roasting.  The  proportion  in 
iron  ores  is  generally  under  half  a  per  cent.  Some  ores  give  a  residue 
in  any  case  by  treatment  with  HCl,  this  should  be  separated  by 
filtration  and  fused  with  sodium  carbonate  which  will  render  all  the 
iron  in  a  soluble  state.  In  the  analysis  of  iron  ores  it  is  very  often 
necessary  to  determine  not  only  the  total  amount  of  iron,  but  also  the 
state  in  which  it  exists ;  for  instance,  magnetic  iron  ore  consists  of 
a  mixture  of  the  two  oxides  in  tolerably  definite  proportions,  and  it  is 
sometimes  advisable  to  know  the  quantities  of  each. 
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In  order  to  prevent,  therefore,  in  such  cases,  the  further  oxidation 
of  the  ferrous  oxide,  the  httle  flask  apparatus  (fig.  47)  adopted  hy 
Mohr  is  recommended,  or  fig.  45  is  equally  serviceable. 

The  left-hand  flask  contains  the  weighed  ore  in  a  finely  powdered  state,  to 
which  tolerably  strong  hydrochloric  acid  is  added  ;  the  other  flask  contains 
distilled  water  only,  the  tube  from  the  first  flask  entering  to  the  bottom  of  the 
second.  When  the  ore  is  ready  in  the  flask  and  the  tubes  fltted,  hydrochloric 
acid  is  poured  in,  and  a  few  grains  of  sodium  bicarbonate  added  to  produce  a  flow 
of  COj.  The  air  of  the  flask  is  thus  dispelled,  and  as  the  acid  dissolves  the  ore, 
the  gases  evolved  drive  out  in  turn  the  COj,  which  is  partly  absorbed  by  the  water 
in  the  second  flask.  When  the  ore  is  all  dissolved  and  the  lamp  removed,  the 
water  immediately  rushes  out  of  the  second  flask  into  the  first,  diluting  and 
cooling  the  solution  of  ore,  so  that,  in  the  majority  of  cases,  it  is  ready  for 
immediate  titration.  If  not  sufficiently  cool  or  dilute,  a,  sufficient  quantity  of 
boiled  and  cooled  distilled  water  is  added. 


Kg.  47. 

When  the  total  amount  of  iron  present  in  any  sample  of  ore  has  to 
be  determined,  it  is  necessary  to  reduce  any  peroxide  present  to  the 
state  of  protoxide  previous  to  titration. 

Beduction  to  the  Ferrous  state  may  be  done  by  sodium  sulphite 
in  dilute  solution,  but  not  so  with  stannous  chloride ;  the  latter  must 
be  used  in  a  boiling  and  concentrated  solution  strongly  acidified  with 
hydrochloric  acid.  Most  technical  operators  now  use  the  tin  method, 
which,  by  the  help  of  mercuric  chloride  as  described  §  37.2,  is 
rendered  both  rapid  and  trustworthy.  Both  with  the  sulphite  and 
tin  method  bichromate  is  the  invariable  titrating  solution.  When 
permanganate  is  to  be  used  for  titration  the  reduction  is  always  best 
made  with  ziac  or  magnesium  in  sulphuric  or  very  weak  hydrochloric 
acid  solution.  With  bichromate,  the  best  agent  is  either  pure  sodium 
sulphite,  ammonium  bisulphite,  or  stannous  chloride. 
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1.  Red  and  Brown  Hsematites. — Ked  haematite  consists 
generally  of  ferric  oxide  accompanied  with  matters  insoluble  in 
acids.  Sometimes,  however,  it  contains  phosphoric  acid,  manganese, 
and  earthy  carbonates. 

Brown  hsematite  contains  hydrated  ferric  oxide,  often  accompanied 
by  small  quantities  of  ferrous  oxide,  manganese,  and  alumina ;  some- 
times traces  of  copper,  zinc,  nickel,  cobalt,  with  lime,  magnesia,  and 
sihca ;  occasionally  also  organic  matters. 

In  cases  where  the  total  iron  only  has  to  be  estimated,  it  is 
advisable  to  ignite  gently  to  destroy  organic  matters,  then  treat  with 
strong  hydrochloric  acid  at  near  boiling  heat  till  all  iron  is  dissolved, 
and  in  case  ferrous  oxide  is  present  add  small  quantities  of  potassium 
chlorate,  afterwards  evaporating  to  dryness  to  dissipate  free  chlorine ; 
then  dissolve  the  iron  with  hot  dilute  hydrochloric  acid,  filter,  and 
make  up  to  a  given  measure  for  reduction  and  titration. 

In  some  instances  the  insoluble  residue  persistently  retains  some 
iron  in  an  insoluble  form  ;  when  this  occurs,  resort  must  be  had  to 
fluxing  the  residue  with  sodium  carbonate,  followed  by  solution  in 
hydrochloric  acid. 

2.  Magnetic  Iron  Ore. — The  ferrous  oxide  is  determined  first 
by  means  of  the  apparatus  fig.  45  or  47.  The  ore  is  put  into  the 
vessel  in  a  state  of  very  fine  powder,  strong  hydrochloric  acid  added, 
together  with  a  few  grains  of  sodium  bicarbonate,  and  heat  applied 
gently  with  the  lamp  until  the  ore  is  dissolved,  then  diluted  if 
necessary,  and  titrated  with  bichromate  or  permanganate.  Technical 
operators  generally  use  only  a  covered  beaker. 

3.  Spathose  Iron  Ore. — The  total  amount  of  ferrous  oxide  in 
this  carbonate  is  ascertained  directly  by  solution  in  hydrochloric  acid; 
as  the  carbonic  acid  evolved  is  generally  sufficient  to  expel  all  air,  the 
tube  dipping  under  water  may  be  dispensed  with.  If  the  ore  contains 
pyrites  it  should  be  first  roasted,  but  this  of  course  converts  the 
ferrous  carbonate  into  FcgO,. 

As  the  ore  contains,  in  most  cases,  the  carbonates  of  manganese, 
lime,  and  magnesia,  these  may  all  be  determined,  together  with  the 
iron,  as  follows  : — 

A  weighed  portion  of  ore  is  brought  into  solution  in  hydrochloric  acid,  after 
ignition  if  pyrite  is  present,  and  filtered,  if  necessary,  to  separate  insoluble 
silioious  matter. 

The  solution  is  then  boiled,  with  a  few  drops  of  nitric  acid  to  peroxidize  he 
iron,  diluted,  nearly  neutralized  with  ammonia,  and  a  solution  of  ammonium 
acetate  added,  then  boiled  for  two  minutes  and  allowed  to  settle.  The  precipitate 
is  collected  on  a  filter  and  washed  with  boiling  water,  containing  a  little 
ammonium  acetate.  It  is  then  dissolved  off  the  filter  in  HCl,  which  also 
dissolves  any  Alj^Oj  or  P-2O5  which  may  be  present.  The  liquid  is  then 
evaporated,  reduced,  and  titrated  as  usual. 

The  filtrate  from  the  above  is  concentrated  by  evaporation,  cooled,  3  or  4  o.c  of 
bromine  added,  and  well  mixed  by  shaking ;  when  most  of  the  bromine  is 
dissolved  the  liquid  is  rendered  alkaline  by  ammonia,  and  gently  warmed  till  the 
Mn  separates  in  large  flocks  as  hydrated  oxide,  which  is  collected  and  titrated  by 
one  of  the  methods  in  §  67. 
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The  filtrate  from  the  last  is  mixed  with  ammonium  oxalate  to  precipitate  the 
lime,  which  is  estimated  hy  permanganate,  as  in  §  52. 

The  filtrate  from  the  lime  contains  the  magnesia,  which  may  be  precipitated 
with  sodium  phosphate  and  ammonia,  and  the  precipitate  weighed  as  usual,  or 
titrated  with  uranium  solution. 

4.  Estimation  of  Iron  in  Silicates.— Wilbur  and  Whittlesey 
(C.  N.  xxii.  2)  give  a  series  of  determinations  of  iron  existing  in 
various  silicates,  either  as  mixtures  of  ferric  and  ferrous  salts  or  of 
either  separately,  which  appear  very  satisfactory. 

The  very  finely  powdered  silicate  is  mixed  with  rather  more  than  its  own 
weight  of  powdered  fluor-spar  or  cryolite  (free  from  iron)  in  a  platinum 
crucible,  covered  with  hydrochloric  acid,  and  heated  on  the  water-bath  until  the 
silicate  is  all  dissolved.  During  the  digestion  either  carbonic  acid  gas  or  coal  gas 
free  from  HjS  is  supplied  over  the  surface  of  the  liquid  so  as  to  prevent  access  of 
air.  When  decomposition  is  complete  (the  time  varying  with  the  nature  of  the 
material),  the  mixture  is  diluted  and  titrated  with  permanganate  in  the  usual 
way  for  ferrous  oxide ;  the  ferric  oxide  can  then  be  reduced  by  zinc  and  its 
proportion  found. 

By  Hydrofluoric  Acid. — 2  gm.  of  the  finely  powdered  silicate  are 
placed  in  a  deep  platinum  crucible,  and  40  o.c.  of  hydrofluoric  acid  (containing 
about  20  per  cent.  HP)  added.  The  mixture  is  heated  to  near  the  boiling  point 
and  occasionally  stirred  with  a  platinum  wire  until  the  decomposition  of  the 
silicate  is  complete,  which  occupies  usually  about  ten  minutes.  10  c.c.  of  pure 
H2SO4  diluted  with  an  equal  quantity  of  water  are  then  added,  and  the  heat 
continued  for  a  few  minutes.  The  crucible  and  its  contents  are  then  quickly 
cooled,  diluted  with  fresh  boiled  water,  and  the  ferrous  salt  estimated  with 
permanganate  or  bichromate  as  usua,l. 

Leeds  {Z.  a.  C.  xvi.  323)  recommends  that  the  finely  povrdered 
silicate  be  mixed  with  a  suitable  quantity  of  dilute  sulphuric  acid, 
and  air  excluded  by  COj  during  the  action  of  the  hydrofluoric  acid. 
The  titration  may  then  at  once  be  proceeded  with  when  the  decompo- 
sition is  complete. 

If  the  hydrofluoric  acid  has  been  prepared  in  leaden  vessels,  it 
invariably  contains  SOj ;  in  such  cases  it  is  necessary  to  add  to  it, 
previous  to  use,  some  hydrogen  peroxide  (avoiding  excess)  so  as  to 
oxidize  the  SOj. 

The  process  is  a  rapid  and  satisfactory  one,  yielding  much  more 
accurate  results  than  the  method  of  fusion  with  alkaline  carbonates  or 
acid  potassium  sulphate. 

5.    Colorimetric  estimation  of  Carbon  in  Steel  and  Iron.— 

The  method  devised  by  Eggertz,  and  largely  adopted  by  chemists 
for  estimation  of  combined  carbon,  is  well  known,  but  is  open  to  the 
objection  that  minute  quantities  of  carbon  cannot  be  discriminated  by 
it,  owing  to  the  colour  of  the  ferric  nitrate  present.  Stead  (C.  N^ 
xlvii.  285)  in  order  to  overcome  this  diiflculty  has  devised  a  method 
described  as  follows  : — 

In  some  careful  investigations  on  the  nature  of  the  colouring  matter 
which  is  produced  by  the  action  of  dilute  nitric  acid  upon  white  iron 
and  steel,  it  was  found  it  had  the  property  of  being  soluble  in  potash 
and  soda  solutions,  and  that  the  alkaline  solution  had  about  two  and 
a  half  times  the  depth  of  colour  possessed  by  the  acid  solution.    This 


§  65.  IRON.  231 

"being  so,  it  was  clear  that  the  colouring  matter  might  readily  be 
separated  from  the  iron,  and  be  obtained  in  an  alkaline  solution,  by 
simply  adding  an  excess  of  sodium  hydrate -to  the  nitric  acid  solution 
of  iron,  and  that  the  coloured  solution  thus  obtained  might  be  used  as 
a  means  of  determiniiig  the  amount  of  carbon  present.  Upon  trial 
this  was  found  to  be  the  case,  and  that  as  small  a  quantity  as  0'03  per 
cent,  of  carbon  could  readily  be  determined. 

The  selutions  required  are  : — 

Nitric  acid,  1  '20  sp.  gr. 

Sodium  hydroxide,  solution  1'27  sp.  gr. 

Mbthod  or  Peoceduee  :  One  gm.  of  the  steel  or  iron  to  be  tested  is  weighed 
off  and  placed  in  a  200  c.o.  beaker,  and  after  covering  with  a  watch-glass,  12  o.o. 
of  standard  nitric  acid  are  added.  The  beaker  and  contents  are  then  placed  on  a 
warm  plate,  heated  to  about  90°  to  100°  C,  and  there  allowed  to  remain  until 
dissolved,  which  does  not  usually  take  more  than  ten  minutes.  At  the  same  time 
a  standard  iron  containing  a  known  quantity  of  carbon  is  treated  in  exactly  the 
same  way,  and  when  both  are  dissolved  30  o.o.  of  hot  vi  ater  are  added  to  each, 
and  13  o.c.  soda  solution. 

The  contents  are  now  to  be  well  shaken,  and  then  poured  into  a  glass 
measviring  jar  and  diluted  till  they  occupy  a  bulk  of  60  c.o.  After  again  well 
mixing  and  allowing  to  stand  for  ten  minutes  in  a  warm  place,  they  are  filtered 
through  dry  filters,  and  the  filtrates,  only  a  portion  of  which  is  used,  are 
compared.  This  may  be  done  by  pouring  the  two  liquids  into  two  separate 
measuring  tubes  in  such  quantity  or  proportion  that  upon  looking  down  the 
tubes  the  colours  appear  to  be  equal. 

Thus  if  50  measures  of  the  standard  solution  are  poured  into  one  tube,  and  if 
the  steel  to  be  tested  contains  say  half  as  much  as  the  standard,  there  will  be  100 
measures  of  its  colour  solution  required  to  give  the  same  tint.  The  carbon  is 
therefore  inversely  proportional  to  the  bulk  compared  with  the  standard,  and  in 
the  above  assumed  case,  if  the  standard  steel  contained  0'05  per  cent,  carbon,  the 
following  simple  equation  would  give  the  carbon  in  the  sample  tested : — 

005  X  50     _  „„_  , 

— — — —  =0  025  per  cent. 

The  proportions  here  given  must  be  strictly  adhered  to  in  order  to  insure 
exactness.  The  colours  from  low  carbon  irons  differ  in  tint  from  those  in 
high  carbon  steels,  and  therefore  a  low  standard  specimen  must  be  used  for 
comparison.  It  is  evident  that  the  safest  plan  to  insure  absolute  comparison  is 
to  weigh  and  dissolve  a  known  standard  steel  or  iron  for  each  batch  of  tests. 

Stead  has  devised  a  special  colorimeter  for  the.  process,  but  it  is 
evident  that  any  of  the  usual  instruments  may  be  used. 

Arnold  {Steel  Works  Analysis,  p.  46)  gives  the  following  con- 
ditions as  necessary  for  the  accurate  working  of  the  Eggertz  test : — 

(a)  The  standard  steel  should  have  been  made  by  the  same  process  as 
the  sample. 

(J)  The  standard  should  be  in  the  same  physical  condition,  as  far  as  this  can 
be  secured  by  mechanical  means. 

(c)  The  standard  should  noi  differ  greatly  in  the  percentage  of  carbon. 

(d)  The  solution  of  the  standard  and  the  samples  should  be  made  at  the  same 
time,  and  under  identical  conditions,  and  the  comparisons  should  be  made 
without  delay. 

(e)  Above  all,  the  standard  should  be  above  suspicion,  its  carbon  contents 
having  been  settled  on  the  mean  of  several  concordant  combustions  made  on 
different  weights  of  steel  from  a  homogeneous  bar. 
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6.  Estimation  of  Phosphorus  in  Iron  and  Steel.— Dudley 
and  Pease  (/.  Anal.  Chem.  vii,  108)  adopt  the  following  method:— 

1  gm.  of  the  sample  is  dissolved  in  an  Erlenmej'er  flask,  in  75  c.o.  of  nitric 
acid  of  sp.  gr.  1'15 :  when  dissolved,  it  is  boiled  for  a  minute  and  mixed  with 
10  c.o.  of  a  solution  of  potassium  permanganate,  and  then  again  boiled  until 
manganese  dioxide  begins  to  separate.  The  liquid  is  now  cleared  by  the 
cautious  addition  of  pure  ferrous  sulphate ;  heated  to  85°  C,  and  mixed  with 
75  c.c.  of  ammonium  molybdate  solution  at  27°  C.  After  shaking  for  five 
minutes  in  a  whirUng  apparatus,  the  precipitate  is  washed  with  solution  of 
ammonium  sulphate  until  the  washings  give  no  colouration  with  ammonium 
sulphide,  and  then  dissolved  in  a  mixture  of  5  c.o.  of  ammonia  and  25  c.c.  of 
water.  The  solution  is  now  mixed  with  10  c.c.  of  strong  sulphuric  acid,  diluted 
to  200  c.o.  and  reduced  with  zinc.  The  solution  is  then  titrated  with  per- 
manganate. The  volume  of  the  latter  which  represents  1  gm.  of  Pe  equals 
0-0172444  gm.  of  P. 

7.  Estimation  of  Sulphur  in  Iron  and  Steel.— J.  Thill 
gives  the  foUo-wing  method  (Z.  a.  G.  xxxviii.  342). 

Method  of  Peocedtjee  :  By  attacking  the  metal  with  hydrochloric  acid  in 
the  well-known  apparatus  used  for  this  purpose,  the  sulphur  is  liberated  as 
sulphuretted  hydrogen.  The  gas  is  received  in  25  c.c.  of  a  decinormal  solution 
of  arsenious  acid,  to  which  has  been  added  50  c.c.  of  a  cold  saturated  solution  of 
bicarbonate  of  soda.  Care  should  be  taken  that  the  gas  is  not  given  off 
too  rapidly. 

When  the  attack  is  finished,  the  gas  which  still  fills  the  apparatus  is  driven  out 
by  means  of  a  current  of  carbonic  acid,  and  the  passage  of  this  current  of  gas  is 
continued  until  the  hydrochloric  acid  carried  with  it  has  neutralized  the  alkaline 
solution,  and  precipitated  almost  the  whole  of  the  trisulphide  of  arsenic.  This 
operation  takes  eight  or  ten  minutes. 

A  few  c.o.  of  hydrochloric  acid  are  added,  and  the  volume  made  up  to  500  c.c. 
and  filtered.  The  filtrate  is  collected  in  a  dry  beaker,  and  100  c.o.  are  taken,  and 
titrated  with  ^/so  iodine,  after  adding  starch  and  a  sufficient  quantity  of 
ammonium  carbonate  to  render  the  solution  alkaline. 

Prom  the  number  of  c.c.  of  iodine  used,  is  subtracted  the  number  of  c.c. 
required  by  25  c.c.  of  a  decinormal  solution  of  arsenious  acid.  The  difference 
corresponds  to  the  sulphuretted  hydrogen  given  off.  This  result,  multiplied  by 
0'0024b45,  gives  the  amount  of  sulphur  contained  in  the  sample. 


LEAD. 

Pb=  206-9. 

§  66.  The  accurate  estimation  of  lead  is  in  most  cases  better 
effected  by  weight  than  by  measure ;  there  are,  however,  instances  in 
which  the  latter  may  be  used  with  advantage.  The  precipitation  as 
oxalate  or  carbonate  is  only  of  use  where  the  lead  exists  in  the  form 
of  a  tolerably  pure  salt  or  metal. 

1.  As  Oxalate  (Hempel). — The  acetic  lead  solution,  which  must 
contain  no  other  body  precipitable  by  oxalic  acid,  is  put  into  a  300  c.c.  flask,  and 
a  measured  quantity  of  normal  oxalic  acid  added  in  excess,  the  flask  filled  to  the 
mark  with  water,  shaken,  and  put  aside  to  settle ;  100  c.c.  of  the  clear  liquid  may 
then  be  taken,  acidified  with  sulphuric  acid,  and  titrated  with  permanganate  for 
the  excess  of  oxalic  acid.  The  amount  so  found  multiplied  by  3,  and  deducted 
from  that  originally  added,  will  give  the  quantity  combined  with  the  lead. 

2.  Alkalimetric   Method   (Mohr). — The    lead    is    precipitated   as 
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carbonate  by  means  of  a  slight  excess  of  ammonium  carbonate,  together  with  free 
ammonia:  the  precipitate  well  washed,  and  dissolved  in  a  measured  excess  of 
normal  nitric  acid :  neutral  solution  of  sodium  sulphate  is  then  added  to 
precipitate  the  lead  as  sulphate.  Without  filtering,  the  excess  of  nitric  acid  is 
then  estimated  by  normal  alkali,  each  c.c.  combined  being  equal  to  01032  gm.  of 
lead. 

The  following  process  for  carbonate  ores,  pig  lead,  and  specially 
for  red  and  white  leads  and  litharge,  is  worked  out  by  J.  H. 
Wainwright  (J.  Am.  C.  S.  xix.  389).  The  necessary  solutions 
are  :  potassium  bichromate,  of  such  strength  that  1  c.c.  represents 
about  O'Ol  gm.  of  metallic  lead,  not  much  more  or  less,  and  may  be 
standardized  either  upon  pure  metal,  or  on  white  lead  which  has  been 
accurately  analyzed  for  actual  lead  by  weight ;  silver  nitrate  solution 
as  outside  indicator,  not  exceeding  2  or  3  per  cent,  in  strength. 

Method  of  Peocbdueb:  From  1  to  1'5  gm.  of  ore  or  litharge,  etc.,  is 
dissolved  in  10  to  15  c.c.  of  nitric  acid  (sp.  gr.  1'20),  the  solution  neutralized 
with  ammonia  in  excess,  and  a  considerable  excess  of  acetic  acid  added.  It  is 
then  boiled,  and  potassium  bichromate  solution  in  sufficient  quantity  to 
precipitate  nearly  all  the  lead  is  run  in  from  a  burette.  The  liquid  is  boiled 
until  the  precipitate  becomes  orange-coloured,  after  which  the  titration  is  finished, 
the  final  point  being  indicated  by  contact  with  silver  nitrate  as  an  outside 
indicator  on  a  white  plate. 

The  precautions  to  be  observed  are : — 

The  solution  of  the  lead  salt  must  be  as  concentrated  as  possible,  and  decidedly 
acid  with  acetic  acid.  There  must  be  absence  of  other  metals,  especially  such  as 
can  exist  in  lower  forms  of  oxidation.  Antimony  and  tin,  unless  thoroughly 
oxidized,  and  bismuth  are  particularly  to  be  avoided.  During  titration  the 
solution  should  be  kept  as  near  the  boiling-point  as  possible.  The  strength  of 
the  bichromate  solution  should  not  vary  much  from  that  given  above,  nor  the 
solution  of  silver  nitrate. 

In  the  case  of  dealing  with  ores  containing  small  quantities  of  silver,  it  is 
desirable  to  precipitate  this  before  filtration  with  a  little  solution  of  sodium 
chloride.  In  this  case  it  is  well  to  employ  larger  drops  of  the  silver  nitrate  used 
as  indicator. 

The  method  is  specially  suitable  for  such  substances  as  white  lead,  red  lead, 
litharge,  etc.  Bed  lead  is  dissolved  by  treating  it  with  nitric  acid,  and  adding  a 
dilute  solution  of  oxalic  acid  drop  by  drop  until  the  lead  oxide  is  completely 
dissolved.  If  organic  matter  is  present  the  solution  should  be  filtered  before 
titration.  White  lead  can  be  dissolved  directly  in  acetic  acid,  and  the  solution 
titrated  without  filtration.  In  the  case  of  white  lead  ground  in  oil,  the  sample 
should  be  dissolved  in  dilute  nitric  acid,  the  solution  boiled,  filtered,  neutralized 
with  ammonia  in  excess,  and  an  excess  of  acetic  acid  added.  The  method  can 
also  be  used  with  lead  bullion,  and  alloys  containing  tin  and  antimony,  but  the 
sample  must  be  thoroughly  oxidized  by  repeated  evaporation  with  fuming  nitric 
acid,  and  the  solution  filtered  before  titration. 

Iiead.  In  various  Ores. — An  investigation  of  many  methods  of 
estimating  this  metal  has  been  carried  out  by  J.  C.  Bull  (Analyst 
xxviii.  15).  The  best  results,  including  the  foregoing  bichromate 
process,  were  obtained  by  the  molybdate  and  the  ferrocyanide 
methods.  The  initial  procedure  in  all  the  trials  was  to  separate  the 
lead  as  sulphate,  which  contained  also  gangue  and  other  insoluble 
sulphates,  by  treating  the  ore  with  nitric  or  nitro-hydrochloric  acid, 
evaporating  with  sulphuric  acid  and  filtering  off  from  soluble  sulphates 
after  being  diluted. 
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The  Molybdate  Method. — The  mixture  of  lead  sulphate  and  impurities 
obtained  as  ahove  is  boiled  for  at  least  ten  minutes  with  ammonium  acetate 
solution ;  the  solution  is  then  acidified  with  acetic  acid,  diluted  to  200  c.c,  again 
boiled,  and  a  standard  ammonium  molybdate  solution  added  until  all  the  lead  is 
precipitated.  The  end-point  is  ascertained  by  shaking  the  solution  vigorously, 
allowing  it  to  stand  for  a  few  minutes,  and  testing  1  drop  of  the  clear  liquid -with 
1  drop  of  a  solution  of  1  part  tannin  iu  300  parts  water  and  1  drop  of  a  lead 
solution ;  the  appearance  of  a  yellow  colour  indicates  the  presence  of  ammonium 
molybdate  in  excess.  The  molybdate  solution  is  prepared  by  dissolving  9 
grammes  of  the  salt  in  1  liter  of  water  and  standardizing  against  lead-  sulphate. 
Since  the  indicator  is  not  very  sensitive,  requiring  about  0'8  c.c.  of  molybdate  to 
affect  it,  a  blank  must  be  made  to  ascertain  the  correction  due  to  this.  This 
method  gave  very  good  results  when  tried  on  the  ores;  the  presence  of  antimony, 
bismuth,  and  calcium  had  no  effect  on  it ;  but  in  the  presence  of  barium  and,  to 
a  lesser  extent,  strontium,  it  gave  low  results. 

The  Ferrocyanide  Method. — The  mixture  containing  the  lead 
sulphate  is  gently  heated  to  boiling  with  10  c.c.  of  a  saturated  solution  of 
ammonium  carbonate.  After  cooling,  the  precipitate  is  transferred  to  a  filter, 
thoroughly  washed,  and  then  placed  with  the  filter-paper  in  a  flask  containing  a 
hot  mixture  of  5  c.c.  glacial  acetic  acid  and  25  c.c.  water.  This  is  boiled 
until  the  lead  carbonate  has  dissolved,  diluted  to  150  c.c,  heated  to  60°  C,  and 
titrated  with  standard  1  per  cent,  potassium  ferrocyanide  solution,  drops  of 
uranium  acetate  solution  placed  on  a  white  tile  being  used  as  indicator.  Here 
also  the  correction  due  to  the  indicator  must  be  determined.  This  method  also 
gave  very  good  results  when  no  interfering  metals  were  present. 

4.  Lead  in  Citric  and  Tartaric  Acids,  etc. — Warington 
has  worked  out  tlie  best  method  of  ascertaining  the  proportions  of 
lead  in  these  commercial  acids,  and  shows  that  ammonium  sulphydrate 
is  to  be  preferred  to  sulphuretted  hydrogen  for  the  process,  inasmuch 
as  the  tint  produced  is  much  more  uniform  throughout  a  long  scale, 
and  very  free  from  turbidity.  Warington's  description  of  the 
method  is  as  follows  : — 

The  depth  of  tint  produced  for  the  same  quantity  of  lead  present  is  far  greater 
in  an  ammoniacal  tartrate  or  citrate  solution  than  in  the  same  volume  of  water ; 
it  is  quite  essential,  therefore,  if  equality  of  tint  is  to  be  interpreted  as  equalily 
of  lead,  that  all  comparisons  should  be  between  two  citrate  and  tartrate  solutions, 
and  not  between  one  of  these  and  water. 

To  carry  out  the  method  it  is  necessary  to  have  solutions  of  lead-free  tartaric 
and  citric  acid  supersaturated  with  pure  ammonia;  these  solutions  should 
develop  no  colour  when  treated  with  ammonium  sulphydiate.  A  convenient 
strength  is  100  gm.  of  acid  in  300  c.c.  of  final  solution.* 

Of  the  tartaric  or  citric  acid  to  be  examined,  40  gm.  are  taken  and  dissolved  in 
a  little  water ;  warm  water  is  most  convenient  for  crystal  and  cold  for  powder ; 
the  solution  is  best  prfepared  in  a  flask.  To  the  cold  solution  pure  strong 
ammonia  is  gradually  added  till  it  is  in  slight  excess  ;  the  final  point  is  indicated 
in  the  case  of  tartaric  acid  by  the  solution  of  the  acid  ammonium  tartrate  first 
formed;  in  the  case  of  citric  acid  it  is  conveniently  shoWn  by  a  fragment  of 
turmeric  paper  floating  in  the  liquid.  "When  an  excess  of  ammonia  is  leached 
the  liquid  is  cooled,  diluted  to  120  c.c,  and  filtered. 

As  a  preliminary  experiment  10  c.c  are  taken,  diluted  to  50  c.c  in  the 
measuring  cylinder,  and  placed  in  a  I\'esslerizing  glass,  one  drop  of  ammonium 
sulphydrate  solution  added,  and  the  whole  well  stirred;  the  colour  developed 
indicates  what  volume  of  solution  should  be  taken  for  the  determination,  this 
volume  may  range  from  5  c.c  to  50  c.c.     If  less  than  50  c.c  are  taken  the 

*  The  Biacdflid  lead  eoluticns  are  taade  by  dissolTing  1*6  gm.  of  cryBtallized  lead  nitrate 
dried  over  Eulphuric  acid  in  a  liter  of  water,  each  c.c.=0"001  gm.  Pb.  A  weaker  solution  is 
also  made  ly  diluting  ICO  c.c.  of  this  to  a  liter. 
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volume  is  brought  to  50  o.o.  with  water,  and  one  drop  of  ammonium  sulphydrate 
is  then  added. 

The  tint  thus  adopted  has  now  to  he  matched  with  the  pure  solutions.  A 
volume  of  the  pure  ammoniaoal  tartrate  or  citrate,  identical  with  that  taken  of 
the  acid  under  examination,  receives  a  measured  quantity  of  lead  solution  from 
the  burette;  the  volume  is  brought  to  50  o.c,  it  is  placed  in  a  Nesslerizing  glass, 
and  receives  one  drop  of  ammonium  sulphydrate;  the  experiment  is  repeated 
till  a  match  is  obtained.  As  in  the  previous  method,  the  best  comparison  of 
tints  is  obtained  by  making  finally  three  simultaneous  experiments,  one  with  the 
acid  under  examination,  the  other  two  with  pure  acid  containing  slightly  varying 
amounts  of  lead,  the  aim  being  that  the  tint  given  by  the  acid  to  be  analyzed 
shall  lie  within  this  narrow  scale.  In  following  this  method,  considerable  use 
has  to  be  made  of  the  weaker  of  the  two  lead  solutions  already  mentioned. 

The  whole  time  required  for  a  determination  of  lead  by  this  method  now  given 
is  about  li  hour  :  this  time  will  be  somewhat  shortened  as  the  operator  becomes 
familiar  with  the  tints  produced  by  varying  proportions  of  lead.  If  traces  of 
copper  or  riron  are  present,  any  interference  on  their  part  may  be  removed  by 
adding  to  the  alkaline  solution  a  few  drops  of  potassium  cyanide  solution. 

5.  Colorimetric  estimation  for  Waters. — When  there  is  no 
other  metal  than  lead  present,  simple  addition  of  freshly  made 
sulphuretted  hydrogen  water  in  the  presence  of  weak  acetic  acid  as 
suggested  by  Miller  gives  good  results,  comparison  being  made  with 
a  standard  solution  of  lead  acetate  containing  0'1831  gm.  per  liter. 
Each  c.c.  =  0-0001  gm.  lead.  The  estimation  is  made  in  colourless 
glass  cylinders  in  the  same  way  as  described  for  copper  or  iron  §§  58, 
64,  taking  care  that  the  comparative  testa  are  made  under  precisely 
the  same  conditions. 

MAGNESIUM. 

Mg  =  24-36. 

§  67.  An  alkalimetric  process  for  the  estimation  of  this  substance 
has  been  adopted  by  Stolba,  a  reference  to  which  is  made  in  §  28,  but 
the  time  and  trouble  required  to  wash  out  the  ammonia  by  alcohol 
renders  the  method  too  difficult  for  general  purposes.  A  much  shorter 
procedure  has  been  devised  by  R.  K.  Meade  (/.  Am.  C.  S.  xxi.  746). 

The  method  is  based  on  the  same  principles  as  Williamson's  process  for  the 
estimation  of  arsenic  described  here  in  §  47.  He  found  that  when  a  solution  of 
arsenic  acid  contained  sufficient  sulphuric  or  hydrochloric  acid,  the  arsenic  is 
quickly  reduced  to  arsenious  acid  even  in  the  cold.  Por  every  molecule  of 
arsenic  acid  so  reduced  there  corresponds  two  atoms  of  magnesium,  two 
molecules  or  four  atoms  of  iodine  are  liberated,  l-his  latter  is  titrated  with 
sodium  thiosulphate,  and  from  the  volume  of  standard  solution  required,  the 
magnesium  calculated. 

The  standard  solutions  are  conveniently  made  as  follows : — 

Standard  sodium  arsenate  is  prepared  by  dissolving  12'29  gm.  of  pure  arsenious- 
acid  in  nitric  acid,  evaporating  on  a  water-bath  to  dryness,  neutralizing  with 
sodium  carbonate  in  solution,  and  when  dissolved  made  up  to  a  liter  with 
distilled  water.    Each  c.c.  =  0'005  gm.  of  MgO. 

The  standard  solution  of  sodium  thiosulphate  is  made  to  correspond  to  this 
either  by  direct  titration,  or  by  making  it  equal  to  a  standard  iodine  solution 
made  by  dissolving  52'24  gm.  of  pure  iodine,  and  75  gm.  of  potassium  iodide  in 
about  200  o.c.  of  water,  and  making  up  to  one  liter.     Each  c.c.  =  0005  gm.  MgO. 

Method  or  Peoceduee  :  Pour  the  magnesia  solution,  which  should  not 
contain  too  great  an  excess  of  ammonium  chloride  or  oxalate  into  a  conical  flask. 
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-or  a  gas-tottle  of  sufficient  size.  Add  one-third  the  volume  of  the  solution  of 
strong  ammonia  and  50  c.c.  of  sodium  arsenate.  Cork  up  tightly  and  shake 
vigorously  for  ten  minutes.  Allow  the  precipitate  to  settle  somewhat  then  filter 
Tind  wash  with  a  mixture  of  water  and  strong  ammonia  (3'1)  until  the  washings 
cease  to  react  for  arsenic  ;  avoid,  however,  using  an  -excess  of  the  washiiig  fluid. 
Dissolve  the  precipitate  in  dilute  hydrochloric  acid  (1:1),  allowing  the  acid 
solution  to  run  into  the  flask  in  which  the  precipitation  was  made,  and  wash  the- ' 
filter-paper  with  the  dilute  acid,  until  the  washings  and  solution  measure  80  or 
100  CO.  Cool,  and  add  from  3  to  5  gm.  of  potassium  iodide,  free  from  iodate ; 
allow  the  solution  to  stand  a  few  minutes,  and  then  run  in  the  standard 
thiosulphate  until  the  colour  of  the  liberated  iodine  fades  to  a  pale  straw  colour. 
Add  starch,  and  titrate  until  the  blue  colour  of  the  iodide  of  starch  is  discharged. 
If  preferred,  an  excess  of  thiosulphate  may  be  added,  then  starch  and  standard 
iodine  until  the  blue  colour  is  produced.  On  adding  the  iodide  of  potassium  to 
the  acid  solution,  a  brown  precipitate  forms,  which,  however,  dissolves  when  the 
thiosulphate  is  added. 

Experience  has  proved  that  the  whole  process  can  he  done  within  an  hour,  and 
the  results  in  the  case  of  dolomite,  limestone,  slag  and  cement  are  very  near 
^ihose  given  by  gravimetric  methods. 

MANGAIfESE. 

Mn  =  55,  MnO  =  7l,  Mn02  =  87. 

Factors. 

Metallic  iron  v  0-63393  =  MnO. 

„         „  X  0-491      =Mn. 

„         „  X  0-7768    =Mn02. 

Double  iron  salt  x  0-0911    =MnO. 

Cryst.  oxalic  acid  x  0-6916   =Mn02. 

Double  iron  salt  x  O'lll      =  MnOj. 

1  c.c.  ^/lo  solution  =  0-00355  gm.  MnO  or  =  0-00435  gm.  MnOa. 

§  68.  All  the  oxides  of  manganese,  wibh  the  exception  of  the 
first  or  protoxide,  when  boiled  with  hydrochloric  acid,  yield  chlorine 
in  the  following  ratios  :^ 

Mn203=l  eq.  0=    2  eq.  CI. 

MngO^=l  eq.  0=    2  eq.  CI. 

Mn  02=1  eq.  0=    2  eq.  CI. 

Mn  Og  =  2  eq.  0  =    4  eq.  CI. 

Mn20y  =  5  eq.  0  =  10  eq.  CI. 

The  chlorine  so  produced  can  be  allowed  to  react  upon  a  known 
weight  of  ferrous  salt;  and  when  the  reaction  is  completed,  the 
unchanged  amount  of  iron  salt  is  found  by  permanganate  or 
bichromate. 

Or,  the  chlorine  may  be  led  by  a  suitable  arrangement  into  a  solution 
of  potassium  iodide,  there  setting  free  an  equivalent  quantity  of 
iodine,  which  is  found  by  the  aid  of  sodium  thiosulphate. 

Or,  in  the  case  of  manganese  ores,  the  reaction  may  take  place  with 
oxalic  acid,  resulting  in  the  production  of  carbonic  acid,  which  can 
■be  weighed  as  in  Fresenius'  and  Wills'  method,  or  the  amount  of 
Unchanged  acid  remaining  after  the  action  can  be  found  by  per- 
manganate. 
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The  largely  increased  use  of  manganese  in  the  manufacture  of  steel 
has  now  rendered  it  imperative  that  some  rapid  and  trustworthy 
methods  of  estimation  should  be  devised,  and  this  has  been  done  by 
well-known  chemists.     The  first  method  described  appears  to  have 
been  simultaneously  arranged   by  Pattinson  and   Kessler;    both, 
have   succeeded   in   finding  a  method   of    separating  manganese  as.. 
dioxide,  of  perfectly  definite  composition.      Pattinson  found  that 
the  regular  precipitation  was  secured  by  ferric  chloride,  and  Kessler 
by  zinc  chloride.     Wright  and  Menke  have  experimented  on  both, 
processes  with  equally  satisfactory  results,  but  give  a  slight  preference - 
to   zinc.     Pattinson    titrates    the   resulting    MnOg   with   standard 
bichromate,  and  Kessler  with  permanganate. 

Pattinson's  method  has  been  fully  described  (/.  G.  S.  1879,  365), , 
and  again  with  slight  modifications  in  /.  iS.  C  /.  x.  337. 

1.    Precipitation   as   MnOj  and  Titration  with   Bichromate 

(Pattinson). 

The  author's  own  description  of  the  method  is  as  follows : — 
This  method  depends  upon  the  whole  of  the  manganese  being- 
precipated  as  hydrated  dioxide  by  calcium  carbonate,  when  chlorine 
or  bromine  is   added   to   a   solution  of   manganous   salt  containing 
also  a  persalt  of  iron  or  a  salt  of  zinc,  and  under  certain  conditions  of' 
temperature,  etc.     This  method  is  now  adopted  by  many  chemists - 
both  in  private  laboratories  and  in  the  laboratories  of  steel  works ; , 
and  it  is  therefore  thought  that  the  following  description  of  it  in. 
its  sUghtly  modified  form,  as  now  used  for  determining  manganese  in 
manganiferous  iron  ores,  manganese  ores,  spiegeleisen,  ferromanganese,, 
etc.,  will  not  be  out  of  place. 

Method  of  PEOCEDtJEE  :  A  quantity  of  tlie  sample  to  be  analyzed,  containing  - 
not  more  than  about  0'25  gm.  of  manganese,  is  dissolved  in  hydrochloric  acid. 
In  the  case  of  spiegeleisen  and  ferromanganese,  about  3-4  c.c.  of  nitric  acid, 
are  afterwards  added  to  oxidize  the  iron.     In  the   case  of  manganese  ores, 
ferromanganese,  and  manganese  slags,  which  do  not  contain  as  much  iron  as 
manganese,  there  is  added  to  the  solution  as  much  iron,  in  the  form  of  ferric 
chloride,  as  will  make  the  quantities  of  iron  and  manganese  in  the  solution  about 
equal.     An  excess  of  iron  is  no  drawback,  except  that  a  larger  precipitate  has. 
afterwards  to  be  filtered  and  washed. 

The  excess  of  acid  in  the  solution  is  then  neutralized  by  the  addition  of  calcium- 
carbonate,  which  is  added  until  a  slight  reddening  of  the  solution  is  produced. 
The  solution  is  then  rendered  very  slightly  acid  by  dropping  into  it  just  enough - 
hydrochloric  a«id  to  remove  the  red  colour. 

Then  add  in  all  cases  30  c.c.  of  a  solution  of  zinc  chloride  containing  0'5  gm. 
of  metallic  zinc.  The  liquid  is  then  brought  to  the  boiling  point,  and  diluted 
with  boiling  water  to  about  300  o.o. 

60  c.c.  of  a  solution  of  calcium  hypochlorite  made  by  dissolving  about  33  gm. 
of  bleaching  powder  per  liter  and  filtering,  are  then  poured  into  the  manganese- 
solution  ;•  but  to  the  hypochlorite  solution,  before  pouring  it  into  the  manganese  ■ 
solution,  there  should  be  added  just  enough  hydrochloric  aoid  to  give  it  a  faint 
permanent  greenish-yellow  colour  after  gentle  agitation. 

The  object  of  this  addition  of  acid  is  to  prevent  a  precipitate  forming  when . 
the  hypochlorite  is  added,  due  to  the  alkalinity  of  this  solution.  When 
hydrochloric  acid  is  added  in  this  way  to  the  solution  of  calcium  hypochlorite,. 
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the  manganese  solution  remains  clear  on  the  addition  of  the  calcium  hypochlorite, 
and  any  possible  local  precipitation  of  manganese  in  a  lower  state  of  oxidation 
than  MnOj  is  obviated! 

Finally,  add  to  the  manganese  solution  about  3  gm.  of  calcium  carbonate 
diffused  in  about  15  c.c.  of  boiling  water.  After  the  first  evolution  of  carbonic 
acid  has  ceased,  during  which  time  the  cover  is  kept  on  the  beaker,  the 
precipitate  is  stirred  to  make  it  collect  together,  and  2  c.c.  of  alcohol  or  methylated 
spirit  are  added  and  it  is  again  stirred. 

The  precipitate  is  then  thrown  upon  a  large  filter  and  washed,  at  first  with 
cold  water  until  the  greater  part  of  the  chlorine  is  removed,  and  afterwards,  to 
make  the  washing  more  rapid,  with  warm  water  at  about  155°  F.  (65°  0.).  It  is 
washed  until,  after  draining,  a  drop  shaken  down  straight  from  the  precipitate 
by  gently  jolting  the  funnel,  shows  no  indication  of  chlorine  when  tested  with  a 
strip  of  iodized  starch-paper.  As  a  matter  of  practice  two  or  three  washings  are 
given  after  there  has  ceased  to  be  any  indication  of  chlorine. 

By  carrying  out  the  process  in  the  manner  here  described,  the  temperature  of 
the  liquid,  immediately  after  the  precipitation  is  complete,  is  about  1V0°  F. 
(77°  C),  and  it  is  found  that  the  best  and  most  constant  results  are  obtained 
when  the  temperature  after  precipitation  is  near  this  point. 

70  c.c.  of  an  acidified  solution  of  ferrous  sulphate,  containing  about  0'7  gm.  of 
iron,  and  made  by  dissolving  crystallized  ferrous  sulphate  in  a  mixture  of  one 
part  of  monohydrated  sulphuric  acid  and  three  parts  of  water,  are  then  accurately 
measured  off  by  a  pipette  and  run  into  the  beaker  in  which  the  precipitation  was 
made.  The  precipifaite,  together  with  the  filter  paper,  are  then  removed  from 
the  funnel  and  placed  in  the  solution  of  ferrous  sulphate  in  the  beaker.  The 
precipitate  readily  dissolves  even  in  the  cold  (sometimes  it  may  be  necessary  to 
add  a  little  more  acid  to  dissolve  the  ferric  hydrate  completely),  the  manganese 
dioxide  converting  its  equivalent  of  ferrous  sulphate  into  ferric  sulphate.  A 
sufficient  quantity  of  cold  water  is  now  added,  and  the  ferrous  sulphate  still 
remai?ning  is  titrated  with  a  standard  solution  of  potassium  bichromate. 

The  exact  amount  of  ferrous  sulphate  in  70  c.c.  of  the  ferrous  sulphate  solution 
is  determined  by  measuring  off  into  a  clean  beaker  another  portion  of  70  c.c, 
and  titrating  with  standard  bichromate  solution.  The  difference  between  the 
amounts  of  that  solution  required  gives  the  quantity  of  ferrous  sulphate  oxidized 
by  the  manganese  dioxide,  and  from  this  the  percentage  of  manganese  in  the 
sample  can  be  calculated. 

The  ferrous  sulphate  solution  should  be  standardized  from  day  to  day,  as  it 
undergoes  slow  oxidation  on  exposure  to  air. 

A  solution  of  bromine  in  water  may  of  course  be  used  instead  of  the 
hypochlorite  solution,  in  which  case  no  acid  is  added  to  the  bromine  solution. 
When  using  bromine  a  solution  containing  about  0'7  gm.  of  bromine  (about  22 
gm.  per  liter)  should  be  used,  and  90  c.c.  of  this  solution  used  for  precipitating 
about  0.25  gm.  of  manganese. 

The  unpleasantness  of  working  vidth  bromine  may  be  mitigated,  to  some 
extent,  by  adding  to  the  bromine  solution  before  pouring  it  into  the  liquid  con- 
taining the  manganese,  a  few  drops  of  a  solution  of  sodium  hydrate  until  nearly 
all,  but  not  quite  all,  the  bromine  is  taken  up.  If  an  excess  of  sodium  hydrate 
were  added  to  the  bromine  it  would  produce  a  precipitate  on  pouring  it  into  the 
manganese  solution,  and  this  is  to  be  avoided. 

It  is  preferable  to  have  both  zinc  and  iron  in  solution  with  the  manganese 
When  working  with  either  of  these  alone  all  the  manganese  is  obtained  in  the 
form  of  dioxide,  but  with  iron  alone  there  is  a  greater  tendency  to  the  formation 
of  permanganate,  than  when  zinc  is  also  present.  This  point  was  also  noticed  by 
Wright  and  Menke  {J.  C.  8.  Trans.  1880,  43).  When  zinc  alone  is  present 
it  is  found  that  the  precipitation  of  the  dioxide  does  not  take  place  so  rapidly  as 
when  iron  is  also  present.  When  both  iron  and  zinc  are  used,  there  is  very 
seldom  any  permanganate  formed,  if  care  is  taken  not  to  use  an  vinnecessary  large 
excess  of  chlorine  or  bromine,  but  occasionally  there  is  a  small  quantity  formed, 
especially  if  the  precipitate  is  left  to  stand  some  considerable  time  before  filtering. 
It  was  found  that  the  addition  of  a  very  small  quantity  of  alcohol  immediately 
after  the  precipitation  of  the  manganese  is  complete,  entirely  prevents  the 
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formation  of  permanganate  even  when  a  large  excess  of  chlorine  has  been 
used,  and  for  this  reason  it  is  well  to  add  it. 

When  filtering  paper  has  been  wetted  with  the  solution  containing  free 
chlorine  or  bromine  and  afterwards  washed  clean,  it  hag  no  reducing  action 
either  upon  potassium  bichromate  or  upon  ferric  sulphate.  The  addition  of  the 
filter  together  with  the  precipitate  to  the  solution  of  ferrous  sulphate  therefore 
does  not  influence  the  result. 

It  must  be  pointed  out  that  the  presence  of  lead,  copper,  nickel,  cobalt,  and 
chromium  in  the  substances  under  examination  interferes  with  the  accuracy  of 
this  method  of  titrating  manganese. 

It  was  found  that  so  large  a  proportion  as  1  per  cent,  of  lead,  copper,  and  nickel 
does  not  greatly  interfere  with  the  test,  but  the  interference  of  cobalt  and, 
especially  of  chromium,  is  serious.  All  these  substances,  except  chromium, 
form,  under  the  conditions  of  the  test,  higher  oxides  insoluble  in  water,  which 
are  precipitated  with  the  manganese  dioxide,  and  which  oxidize  ferrous  sulphate 
to  ferric  sulphate ;  whilst  chromium  forms  some  insoluble  ohromate  which  goes 
down  with  the  manganese  dioxide. 

Fortunately  these  metals  rarely,  if  ever,  occur  in  the  ores  of  manganese  or  in 
spiegeleisen  and  ferromanganese  in  sufficient  quantity  to  affect  the  practical 
accuracy  of  this  test. 

This  volumetric  method  cannot,  however,  be  applied  to  the  determination  of 
manganese  in  alloys  of  these  metals,  such  as  ferroohrome  or  in  ores  containing 
these  metals,  without  previously  separating  them  from  the  solution  containing, 
the  manganese. 

The  method  as  above  described  is  undoubtedly  one  of  the  best 
volumetric  ones  knovm  for  the  estimation  of  manganese  in  various 
compounds  and  ores;  but  Saniter  in  criticising  the  method  gives  it 
credit  for  slightly  low  results,  and  advocates  the  standardizing  of  the 
bichromate,  not  upon  iron,  but  upon  a  manganese  oxide  of  known 
composition  {J.  S.  0.  I.  xiii.  112). 

Atkinson  {J.  S.  G.  I.  v.  365)  gives  the  following  short  description 
of  the  method  as  practically  in  daily  use  in  a  large  steel  works. 

Weigh  out  0'5  gm.  or  0'6  gm.  of  an  ore  containing  about  20  per  cent, 
manganese,  dissolve  in  7  or  8  c.c.  of  strong  HCl,  and  when  dissolved,  wash 
the  whole,  without  filtering,  into  a  large  narrow-sided  beaker.  When  cold  it  is 
neutralized  with  precipitated  calcium  carbonate,  until  the  liquid  assumes  a 
reddish  hue.  40  or  50  o.c.  of  saturated  bromine  water  are  added,  and  the 
mixture  allowed  to  stand  in  the  cold  for  half-an-hour.  At  the  expiration  of  that 
time  the  beaker  is  nearly  filled  up  with  boiling  water,  and  precipitated  calcium 
carbonate  added  until  there  is  no  further  effervescence,  and  part  of  the  carbonate 
is  evidently  unacted  upon.  A  small  quantity  of  alcohol  is  then  added,  the  whole 
well  stirred,  and  the  precipitate  allowed  to  settle.  The  clear  liquid  is  filtered  off 
and  fresh  boiling  water  added  to  the  residue  in  the  beaker,  a  little  alcohol  being 
used  to  reduce  any  permanganate  which  is  formed.  The  filtration  and  washing 
are  repeated  until  the  filtrate  when  cooled  no  longer  turns  iodized  starch-paper 
blue.  During  the  washing  about  1'9  to  2'5  gm.  of  pure  granular  ferrous- 
ammonium  sulphate  are  weighed  out,  washed  into  the  beaker  in  which  the 
precipitation  took  place,  and  about  30  to  50  c.c.  of  dilute  sulphuric  acid  added. 
The  filter  containing  the  precipitated  MnOj,  is  then  placed  in  the  beaker,  and 
the  latter  is  quickly  dissolved  by  the  oxidation  of  a  portion  of  the  ferrous  salt 
into  ferric  sulphate.  The  remaining  ferrous  iron  is  then  titrated  with  bichromate 
in  the  usual  way.  The  difference  in  the  number  of  c.c.  of  bichromate  used  from 
the  number  which  the  original  weight  of  the  ferrous-ammonium  sulphate  would 
have  required  if  directly  titrated,  is  a  measure  of  the  quantity  of  MnOj  present. 
for  rapidity  and  simplicity  this  volumetric  process  leaves  nothing  to  be 
desired ;  duplicate  experiments  agree  within  very  narrow  limits ;  and  if  the 
assumption  is  accepted  that  the  presence  of  ferric  chloride  enables  the  complete 
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oxidation  of  the  manganese  to  the  state  of  peroxide,  no  other  process  can 
compete  with  it. 

Pattinson  prefers  to  use  bleach  solution  to  bromine,  because  the 
formation  of  permanganate  is  more  easily  seen.  In  any  case  not  more 
than  a  trace  of  permanganate  should  be  formed,  and  if  the  first 
experiment  shows  this  to  be  the  case,  another  trial  must  be  com- 
menced with  less  oxidizing  material. 

J.  W.  Westmoreland  describes  a  modified  method  which  is 
designed  to  overcome  some  objections  raised  against  the  above 
processes. 

With  ferro-manganese  and  ores  containing  ahout  50  to  60  "/„  of  Mn  ahout 
0'4  gm.  is  taken;  ores  with  40°/„  0'5  gm. ;  manganiferous  iron  ores,  with  say 
about  20%  each  of  Pe  and  Mn,  0'V5  gm. ;  spiegeleisen  and  silicospiegels,  with 
ahout  25  %  Mn,  the  same. 

The  material  having  been  brought  into  solution  by  any  of  the  methods 
described,  is  concentrated  to  a  small  bulk  in  a  large  conical  beaker.  A  solution 
of  ferric  chloride,  containing  about  the  same  amount  of  iron  "as  there  is 
approximately  of  Mn,  is  added,  together  with  a  solution  of  zinc  chloride, 
containing  about  0'5  gm.  of  Zn.  The  excess  of  acid  is  then  neutralized  with 
caustic  potash,  so  that  the  bulk  of  liquid  is  about  80  c.c,  to  this  is  added 
about  60  c.c.  of  saturated  bromine  water,  more  for  ferro-manganese,  less  for 
manganiferous  iron  ores,  and  zinc  oxide  emulsion  *  is  gradually  dropped  in  with 
shaking,  until  the  Fe  and  Mn  are  precipitated,  care  must  be  taken  to  avoid 
a  large  excess  of  zinc  oxide,  the  beaker  is  then  filled  up  with  boiling  tap-water, 
and  the  clear  liquid  poured  through  a  filter,  previously  adding  a  few  drops  of 
alcohol.  The  beaker  is  then  filled  with  boiling  water  five  times  in  succession, 
the  precipitate  being  stirred  up  with  the  hot  water  each  time  of  washing  and 
allowed  to  settle.  It  is  then  brought  on  the  filter,  and  again  freely  washed  with 
boiling  distilled  water.  The  filter  and  contents  are  then  transferred  to  the 
beaker,  an  excess  of  acid  solution  of  ferrous  sulphate  added,  and  when  the 
precipitate  is  dissolved  the  liquid  is  diluted  with  cold  distilled  water,  and  the 
excess  of  ferrous  iron  estimated  at  once  with  permanganate.  The  value  of  the 
iron  solution  in  metallic  iron  is  found  by  titrating  the  same  volume  of  iron 
solution  as  has  actually  been  used  for  dissolving  the  Mn  precipitate,  and  the  Fe 
oxidized  multiplied  by  0'491=Mn. 

It  is  absolutely  necessary,  in  order  to  get  accurate  results,  to  wash 
the  precipitate  as  thoroughly  as  mentioned. 

2.    Volhard's  Permanganate  Method. 

This  is  now  largely  used  by  Continental  and  American  chemists, 
especially  vnth  certain  modifications ;  the  details  of  the  original 
process  being  as  follows  : — 

A  quantity  of  material  is  taken  so  as  to  contain  from  0'3  to  05  gm.  Mn, 
dissolved  in  hydrochloric  or  nitric  acid,  evaporated  in  porcelain  to  dryness,  first 
adding  a  little  ammoniiim  nitrate,  then  heated  over  the  flame  to  destroy  organic 
matter.  The  residue  is  digested  with  HCl,  adding  a  little  strong  H2SO4,  and 
again  evaporated  to  dryness,  first  on  the  water-bath,  then  with  greater  heat  till 

•  The  emulsion  of  zinc  oxide  may,  of  course,  be  readily  made  by  rubbing  down  pure  zinc 
oxide  in  water  so  as  to  be  about  the  consistence  of  cream.  Emmerton  (Trans.  Amer.  Inst. 
M'vn.  Sng.  x.  201)  suggests  the  following  method  of  preparing  this  reagent.  Dissolve 
ordinary  zinc  white  in  HCl,  add  the  powder  until  there  remains  some  undissolved,  then  add 
a  little  bromine  water ;  heat  the  mixture,  filter  and  precipitate  the  zinc  oxide  from  the  filter 
with  the  slightest  possible  excess  of  ammonia.  Wash  thoroughly  by  deoantation,  and 
filially  wash  into  an  approximate  bottle  with  enough  water  to  give  a  proper  consistence.  By 
this  method  a  very  finely  divided  oxide  is  obtained,  owing  to  its  not  being  dried. 
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vapours  of  SO3  occur.  It  is  then  washed  into  a  liter  flask  and  neutralized  with 
sodium  hydrate  or  carbonate ;  sufficient  pure  zinc  oxide,  made  into  a  cream,  is 
added  to  precipitate  all  the  iron.  The  flask  is  filled  to  the  mark,  shaken,  and 
200  CO.  filtered  off  into  a  boiling  flask,  acidified  with  2  drops  of  nitric  acid, 
sp.  gr.  1"2,  heated  to  boiling,  and  titrated  with  ^/lo  permanganate  while  still 
hot.  Owing  to  the  presence  of  the  trace  of  nitric  acid,  most  operators  now 
deduct  0'2  c.c.  of  permanaganate  before  calculating  the  manganese. 

Sarnstrbm's  method  of  using  this  process  for  ■  estimating 
manganese  in  iron  ores  as  described  by  Mixer  and  Du  Bois  is  to 
precipitate  the  iron  in  dilute  hot  solution  by  sodium  carbonate,  care 
being  taken  to  add  no  more  than  is  just  sufficient  to  precipitate  the 
iron  ;  then  titrating  (without  filtering  off  the  ferric-  oxide)  with 
permanganate.  Using  the  soda  in  this  way  does  not  give  perfect 
neutralization,  yet  it  gives  excellent  results,  as  shown  both  by  Mixer 
and  Du  Bois  and  G.  Auchy.  This  is  difficult  to  explain,  as 
mentioned  by  the  latter  chemist,  because  in  working  either 
Volhard's  method  or  Stone's  modification  of  it,  there  must  be  a 
much  larger  quantity  of  zinc  emulsion  used  than  is  necessary  to 
precipitate  the  iron,  in  order  to  avoid  too  high  results.  But  aU 
experiments  show  that  Sarnstrbm's  process  is  quite  free  from  this 
error.  Auchy  is  of  opinion  that  either  the  ferric  oxide  by  its 
presence  in  some  way  prevents  high  results  when  solutions  are 
incompletely  neutralized,  or  by  its  presence  prevents  the  precipitation 
of  manganese  dioxide,  except  the  solution  be  thoroughly  neutralized 
when  titrated ;  the  permanganate  simply  colouring  the  solution,  and 
no  manganese  precipitated  unless  more  sodium  carbonate  is  added. 

G.  E.  Stone's  modification  of  the  original  Volhard's  method  gives 
an  easier  and  quicker  result,  as  no  evaporation  with  sulphuric  acid  is 
needed,  and  the  precipitate  of  ferric  oxide  rapidly  subsides  in  the  faint 
nitric  acid  solution. 

Method  of  Procedtibb  :  The  necessary  precautions,  as  given  by  G.  Auchy, 
are  printed  in  italics.  3'3  gm.  of  drillings  are  dissolved  in  50  c.c.  of  nitric  acid 
(sp.  gr.  1-20)  and  washed  into  a  500  c.c.  measuring  flask.  Two-thirds  of  the 
amount  of  sodium  carbonate  solution  necessary  for  complete  neutralization  are 
added,  and  the  liquid  cooled.  Zinc  oxide  emulsion  is  then  added  until  the 
solution  stiffens,  an  excess  being  avoided.  After  dilution  to  about  three-fourths 
the  capacity  of  the  flask  the  whole  is  allowed  to  siand  until  the  ferric  o'xide 
begins  to  settle,  and  a  consideraile  excess  of  zinc  oxide  emulsion  then  added  to 
the  colourless  solution.  After  being  made  up  to  the  mark  and  well  shaken  the 
precipitate  is  allowed  to  settle,  and  250  c.c.  of  the  clear  solution  heated  in  a  flask 
to  boiling  and  titrated  with  permanganate  of  strength  0'0056.  After  making 
the  necessary  deductions  for  impurities  in  the  sodium  carbonate  and  zinc  oxide, 
which  have  been  previously  ascertained,  the  number  of  c.c.  of  permanganate 
taken  is  divided  by  10,  and  0"02  per  cent,  deducted  from  the  result. 

3.    Estimation  by  conversion  into  Permanganic  Acid. 

This  method  was  originally  devised  by  Schneider,  in  which  the 
manganese  is  oxidized  by  bismuth  peroxide  in  the  presence  of  nitric 
acid  to  permanganic  acid.  Further  experiments  were  afterwards 
carried  on  by  Ramage  and  Reddrop  {J.G.  S.  Ixvi.  268),  the  result 
of  which  was  that  they  used  sodium  bismuthate  in  the  solid  state  for 
the  conversion  of  the  manganese. 
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Their  paper  gives  details  of  the  experiments  on  ferro  manganese, 
Spiegel,  silico  spiegel,  iron  and  steel,  but  these  details  are  too  much  to 
be  produced  here ;  but  the  final  method  for  wrought  iron,  steel,  and 
pig  iron  is  as  follows  : — 

Weigh  out  I'l  gm.  of  the  sample,  and  place  it  in  a  beaker  or  hoiling-tube ;  add 
30  0.0.  of  dilute  nitric  aoid  (sp.  gr.  1'2)  and  boil.  If  a  part  remains  undissolved, 
decant  the  solution,  filter  off  carbonaceous  matter  if  necessary,  and  add  more 
nitric  acid  up  to  25  c.c.  If  the  sample  dissolves  completely  use  the  25  c.c.  of  acid 
to  wash  the  tube.  If  the  sample  contains  much  silicon  care  must  be  taken, 
when  boiling,  not  to  unduly  concentrate  the  aoid,  or  the  silicic  aoid  will  separate 
in  a  form  which  blocks  up  the  filter. 

Cool  the  solution  in  a  beaker  to  about  16°,  oxidize  with  2  gm.  of  sodium 
bismuthate,  stir  for  three  minutes,  and  filter  through  an  asbestos  filter  into  a 
clean  flask.  Add  ^/lo  hydrogen  peroxide  solution  from  a  burette  until  the 
reddish  colour  disappears ;  then  add  from  1'5  to  3'0  c.c.  in  excess,  and  titrate 
with  ^/lo  potassium  permanganate. 

Each  0.0.  of  ^/lo  hydrogen  peroxide  reduced  by  the  sample =0'1  per  cent,  of 
manganese. 

The  reddish  colour  mentioned  above  is  produced  by  a  secondary  reaction  during 
the  titration,  probably  between  the  permanganic  aoid  and  the  reduced  manganous 
nitrate.  A  small  quantity  of  manganic  salt  appears  to  be  formed,  and  the  yellow 
colour  of  this  masks  the  colour  of  the  permanganic  acid.  This  yellow  solution  is 
more  difficult  to  reduce  than  the  solution  of  permanganic  acid,  and  the  tinctorial 
power  of  the  compound  is  much  less  than  that  of  the  acid ;  hence  the  necessity 
for  adding  an  excess  of  hydrogen  peroxide. 

A  modification  of  this  method  has  been  adopted  by  Ibbotson  and 
Brearley  (C.  N.  Ixxxiv.  247). 

These  authors  consider  that  the  reduction  of  the  permanganate 
during  and  after  filtration  is  caused  by  the  presence  of  carbon.  It  is 
therefore  essential  to  complete  the  oxidation  of  the  carbon  in  hot 
solution,  and  should  certainly  be  done  with  high  carbon  steels.  The 
method  generally  adopted  by  them  is  as  follows  : — 

Dissolve  1"1  gm.  of  the  metal  in  35  c.c.  of  1'20  nitric  aoid,  and  then  add 
bismuthate  a  little  at  a  time  to  the  somewhat  cooled  solution  until  a  permanganate 
colour  persists,  or  on  boiling  is  decomposed  to  manganic  oxide.  Clear  up  the 
pernianganate  or  the  dioxide  precipitate  with  a  little  hydrogen  peroxide, 
sulphurous  acid,  or  ferrous  sulphate  free  from  manganese.  Cool  the  solution, 
and  add  about  10  c.c.  of  water  and  a  considerable  excess  of  bismuthate. 
Filter,  wash  with  dilute  (3  or  4  per  cent.)  nitric  aoid,  and  titrate  with  ^/lo 
permanganate. 

Unlike  hydrogen  peroxide,  the  excess  of  ferrous  sulphate  does  not  react  with 
ferric  nitrate,  and  is  therefore  preferable.  It  can  be  safely  used  in  cold  nitric  aoid 
solutions  as  above,  if  the  titration  is  not  needlessly  delayed.  Molybdenum, 
titanium,  and  vanadium  do  not  interfere  in  this  modification  as  they  do  in 
Bamage's  process.  If  chromium  be  present,  it  is  liable  to  be  slowly  but 
completely  oxidized  by  bismuthate  to  chromic  acid,  thus  giving  high  results 
for  manganese.  The  bismuthate  should  therefore  be  added,  and  the  solution 
shaken  and  filtered  quickly.  The  presence  of  tungsten  introduces  no  error; 
but  in  steels  containing  much  tungsten,  and  particularly  in  chrome  tungsten 
.steels,  the  precipitate  has  a  tendency  to  pass  the  filter.  The  joint  presence 
of  tungsten  and  hydrofluoric  aoid  causes  the  results  to  be  high  and  very 
erratic,  so  the  hydrofluoric  aoid  should  be  previously  driven  off  with  sulphuric 
aoid. 

A  simplification  ofReddrop  and  Eamage's  process  has  been  made 
by  Dufty  (G.  N.  Ixxxiv.  248.)  for  use  in  iron  works. 
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This  colorimetrio  process  is  as  follows ; — The  nitric  acid  solution  is  transferred 
(after  the  carbon  has  been  estimated  by  the  Eggertz  method)  to  a  graduated 
stoppered  test-mixer,  the  carbon  tube  being  rinsed  out  into  the  mixer,  and  the 
solution  then  made  up  to  a  definite  volume  with  nitric  acid  (sp.  gr.  1'20,  is  used 
throughout).  A  standard  steel,  of  known  Mn  contents,  is  treated  in  like  manner, 
being  diluted  to  the  same  volume  as  the  sample.  Equal  quantities  of  bismuthate 
are  then  added  through  a  dry  funnel,  and  the  contents  thoroughly  mixed,  the 
mixing  being  repeated  five  minutes  later.  After  being  allowed  to  settle  in  a, 
dark  cupboard,  which  usually  takes  about  thirty  minutes,  measured  quantities 
of  the  clear  pink  solutions  are  transferred  by  means  of  a  pipette  to  stoppered 
carbon  tubes,  and  the  colours  compared  in  the  usual  manner. 

In  practice  it  has  been  found  most  convenient  to  weigh  out  O'l  gm.  of  steel, 
dissolving  in  2  or  3  c.c.  HNO3,  according  to  carbon  contents,  and  after  the 
carbon  is  estimated  transferring  to  25  c.c.  test-mixers,  and  diluting  with  HNO3 
to  20  c.c.  if  the  manganese  be  under  0"8  per  cent.,  or  to  25  c.c.  if  over  that 
percentage.  0'2  gm.  bismuthate  is  then  added  to  each  tube,  and  after  mixing 
and  allowing  to  settle,  exactly  5  c.c.  are  transferred  to  the  comparing  tubes,  the 
standard  being  diluted  to  a  convenient  tint  for  comparison  {e.g.,  0'82  standard  to 
16"4  CO.).  The  standard  used  for  the  carbon  estimation  may  conveniently  be 
used  for  determining  the  manganese,  and  one  standard  solution  will  serve  for  a 
batch  of  determinations  as  in  colour-carbon. 

The  above  modification  of  the  "  bismuthate  process  "  has  been  used 
for  some  time  with  satisfaction.  For  steel  works  with  Siemens 
or  Bessemer  plant,  where  a  large  number  of  analyses  have  to  be 
made  as  rapidly  as  possible,  the  advantages  of  this  modification 
over  the  original  volumetric  process  are  obvious ;  a  considerable  saving 
in  time  not  only  being  efiected,  but  90  per  cent,  less  "  bismuthate  "  is 
required  for  each  estimation. 

4.    Estimation  of  Manganese  in  small  quantities  (Chatard). 

Tills  method  depends  upon  the  production  of  permanganic  acid  by 
the  action  of  nitric  acid  and  lead  peroxide,  originally  used  by  Crum 
as  a. qualitative  test.  The  accuracy  of  the  process  as  a  quantitative 
one  can,  however,  only  be  depended  on  when  the  quantity  of 
manganese  is  very  small,  such  as  exists  in  some  minerals,  soils,  etc. 

The  material  to  be  examined  is  dissolved  in  nitric  acid  and  boiled 
with  lead  peroxide,  by  which  means  any  manganese  present  is  con- 
verted to  permanganate ;  the  quantity  so  produced  is  then  ascertained 
by  a  weak  freshly  made  standard  solution  of  oxalic  acid  or 
ammonium  oxalate. 

The  process  gives  good  results  in  determining  manganese  in 
dolomites  and  limestones,  where  the  proportions  amount  to  from 
^  to  2  per  cent.  In  larger  quantities  the  total  conversion  of  the 
manganese  cannot  be  depended  on. 

Thorpe  and  Hambly  (/.  C.  S.  liii.  182)  found  that  the  final  point 
in  the  titration  with  ammonium  oxalate  was  apt  to  be  obscured  by  the 
precipitation  of  lead  carbonate,  and  they  suggest  a  modification  which 
consists  in  using  some  dilute  sulphuric  acid  with  the  lead  peroxide  and 
nitric  acid  during  the  oxidation  of  the  manganese ;  no  lead  then  passes 
into  solution,  and  the  filtered  liquid  remains  perfectly  clear  on  titration. 
These  operators  found  the  method  quite  trustworthy  for  quantities  of 
manganese  below  O'l  gm.,  and  carried  out  as  follows  : — 
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Method  of  Peoceduee  ;  To  the  manganese  solution,  which  must  be  free 
from  chlorine  and  not  too  dilute,  say  about  25  c.c,  add  5  o.c.  of  nitric  acid  (sp. 
gr.  1-4),  2-3  gm.  of  lead  peroxide,  and  10-20  c.c.  of  dilute  sulphxirio  acid 
(1  :  2).  Boil  gently  for  about  four  minutes,  wash  down  the  sides  of  the  flask 
with  hot  water,  and  continue  the  boiling  for  half  a  minute.  Allow  the  lead 
sulphate  and  peroxide  to  subside  and  filter  at  once  (best  with  filter  pump  through 
asbestos,  previously  ignited  and  washed  with  dilute  H2SO4).  Wash  the  residue 
in  flask  with  boiling  water  by  decantation,  heat  the  clear  filtrate  to  60°  C,  and 
titrate  with  ^/lo  ammonium  oxalate. 

Peters  avails  himself  of  this  method  for  estimating  manganese  in 
pig  iron  or  steel,  by  weighing  O'l  gm.  of  the  sample  and  boiling  in  3 
or  4  c.c.  of  nitric  acid  until  solution  of  the  metal  is  complete,  adding 
0-2  or  0-3  gm.  PbOj,  and  again  boiling  for  two  or  three  minutes, 
without  filtering  oS  the  insoluble  graphite,  if  such  should  be  present. 
The  solution  is  then  cooled,  filtered  through  asbestos  into  a  suitable 
graduated  tube,  and  the  colour  compared  with  a  standard  solution  of 
permanganate  contained  in  a  similar  tube. 

The  standard  permanganate  is  best  made  by  diluting  1  c.c.  of  -"^/lo 
solution  with  109  c.c.  of  water ;  each  c.c.  will  then  represent 
O'OOOOl  gm.  Mn.  It  has  been  previously  mentioned  that  accurate 
results  by  this  method  can  only  be  obtained  by  using  very  small 
quantities  of  material.  Peters  finds  this  to  be  the  case,  and  hence 
recommends,  that  for  irons  containing  from  O'lO  to  0'35  per  cent,  of 
Mn,  O'l  gm.  should  be  operated  upon ;  when  from  0-8  to  1  per  cent, 
is  present,  0-1  gm.  of  the  sample  is  weighed,  and  one-fourth  of  the 
solution  only  treated  with  Pb02 ;  in  still  richer  samples  proportionate 
quantities  must  be  taken.  As  a  guide,  it  is  well  to  assume,  that  when 
the  amount  of  iron  taken  yields  a  colour  equal  to  25-35  c.c.  of  the 
standard,  the  whole  of  the  Mn  is  oxidized.  The  actual  amount  of 
manganese  in  any  test  should  not  exceed  half  a  milligram  (C.  N 
xxxiii.  35). 

5.    Technical  Examination  of  Manganese  Ores  used  for 
Bleaching  Purposes,  etc. 

The  ore,  when  powdered  and  dried  for  analysis,  rapidly  absorbs 
moisture  on  exposing  it  to  the  air,  and  consequently  has  to  be  weighed 
quickly ;  it  is  better  to  keep  the  powdered  and  dried  sample  in  a  small 
light  stoppered  bottle,  the  weight  of  which,  with  its  contents  and 
stopper,  is  accurately  known.  About  1  or  2  gm.  or  any  other  quantity 
within  a  trifle,  can  be  emptied  into  the  proper  vessel  for  analysis,  and 
the  exact  quantity  foimd  by  reweighing  the  bottle. 

A  hardened  steel  or  agate  mortar  must  be  used  to  reduce  the 
mineral  to  the  finest  possible  powder,  so  as  to  insure  its  complete  and 
rapid  decomposition  by  the  hydrocliloric  acid. 

Considerable  discussion  has  occurred  as  to  the  best  processes  for 
estimating  the  available  oxygen  in  manganese  ores,  arising  from  the 
fact  that  many  of  the  ores  now  occurring  in  the  market  contain  iron 
in  the  ferrous  state ;  and  if  such  ores  be  analyzed  by  the  usual  iron 
method  with  hydrochloric  acid,  a  portion  of  the  chlorine  produced  is 
employed  in  oxidizing  the  iron  contained  in  the  original  ore.     Such 
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ores,  if  examined  by  Fresenius  and  Wills'  method,  show  therefore 
a  higher  percentage  than  by  the  iron  method,  since  no  such  con- 
sumption of  chlorine  occurs  in  the  former  process.  Manufacturers 
have  therefore  refused  to  accept  certificates  of  analysis  of  such  ores 
when  based  on  Fresenius  and  Wills'  method.  This  renders  the 
volumetric  processes  of  more  importance,  and  hence  various  experi- 
ments have  been  made  to  ascertain  their  possible  sources  of  error. 

The  results  show  that  the  three  following  methods  give  very 
satisfactory  results  (see  Scherer  and  Eumpf,  C.  N.  xx.  302;  also 
Pattinson,  ihid.  xxi.  266;  and  Paul,  xxi.  16). 

e.    Direct  Analysis  by  Distillation  with  Hydrochloric  Acid. 

This  is  the  quickest  and  most  accurate  method  of  finding  the 
quantity  of  available  oxygen  present  in  any  of  the  ores  of  manganese 
or  mixtures  of  them.  It  also  possesses  the  recommendation  that  the 
quantity  of  chlorine  which  they  liberate  is  directly  expressed  in  the 
analysis  itself ;  and,  further,  gives  an  estimate  of  the  quantity  of 
hydrochloric  acid  required  for  the  decomposition  of  any  particular 
sample  of  ore,  which  is  a  matter  of  some  moment  to  the  manu- 
facturer of  bleaching  powder. 

The  apparatus  for  the  operation  may  be  those  shown  in  figs.  39  or 
40.     For  precautions  in  conducting  the  distillation  see  §  39. 

Method  of  Pboceduee  :  In  order  that  the  percentage  of  dioxide  shall  be 
directly  expressed  hy  the  number  of  o.c.  of  ^/lo  thiosulphate  solution  used, 
0"436  g.m.  of  the  properly  dried  and  powdered  sample  is  weighed  and  put  into 
the  little  flask ;  solution  of  potassium  iodide  in  sufficient  quantity  to  absorb  all 
the  iodine  set  free  is  put  into  the  large  tube  (if  the  solution  containing  ^  eq.  or 
33"2  gm.  in  the  liter  be  used,  about  70  or  80  c.c.  will  in  ordinary  cases  be 
sufficient)  ;  very  strong  hydrochloric  acid  is  then  poured  into  the  distilling  flask, 
and  the  operation  conducted  as  in  §  39.  Each  equivalent  of  iodine  liberated 
represents  1  eq.  CI,  also  1  eq.  MnOa. 

Instead  of  using  a  definite  weight,  it  is  well  to  do  as  before 
proposed,  namely,  to  pour  about  the  quantity  required  out  of  the 
weighed  sample-bottle  into  the  flask,  and  find  the  exact  weight 
afterwards. 

Barlow  (C  N.  liii.  41)  records  a  good  method  of  separating 
Mn  from  the  metals  of  its  own  group  as  well  as  from  alkalies  and 
alkaline  earths. 

For  the  quantitative  estimation  of  Fe  and  Mn  in  the  same  solution 
as  chlorides  (other  metals  except  Cr  and  Al  may  be  present,  but  best 
absent),  solution  of  NH^Cl  is  first  added,  then  strong  NH^HO  in 
excess,  boil,  then  hydrogen  peroxide  so  long  as  a  precipitate  falls,  boil 
for  a  few  minutes,  filter,  wash  with  hot  water,  ignite,  and  weigh  the 
mixed  oxides  together  as  FejOg  +  Mn304. 

The  oxides  are  then  distilled  with  HCl,  and  the  amount  of  iodine 
found  by  thiosulphate. 

The  weight  of  mixed  oxides,  minus  the  MugO^,  gives  the  weight 
of  FejOg. 

Pickering  (/.  C.  S.  1880,  128)  has  pointed  out  that  pure 
manganese  oxides,  freshly  prepared,  or  the  dry  oxides  in  very  fine 
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powder,  may  be  rapidly  estimated  without  distillation  by  merely 
adding  them  to  a  large  excess  of  potassium  iodide  solution  in  a  beaker, 
running  in  2  or  3  c.c.  of  hydrochloric  acid,  when  the  oxides  are 
immediately  attacked  and  decomposed;  the  liberated  iodine  is  then 
at  once  titrated  with  thiosulphate.  Impure  oxides,  containing 
especially  ferric  oxide,  cannot  however  be  estimated  in  this  way, 
since  the  iron  would  have  the  same  effect  as  manganic  oxide ;  hence 
distillation  must  be  resorted  to  in  the  case  of  all  such  ores,  and  it  is 
imperative  that  the  strongest  hydrochloric  acid  should  be  used. 

Pickering's  modified  process  is  well  adapted  to  the  examination  of 
the  Weldon  mud,  for  its  available  amount  of  manganese  dioxide. 

7.    Estimation  by  Oxalic  Acid. 

The  very  finely  powdered  ore  is  mixed  with  a  known  volume  of 
normal  oxahc  acid  solution,  sulphuric  acid  added,  and  the  mixture 
heated  and  well  shaken,  to  bring  the  materials  into  intimate  contact 
and  liberate  the  COg.  When  the  whole  of  the  ore  is  decomposed, 
which  may  be  known  by  the  absence  of  brown  or  black  sediment, 
the  contents  of  the  vessel  are  made  up  to  a  definite  volume,  say 
300  c.c,  and  100  c.c.  of  the  dirty  milky  fluid  well  acidified,  diluted, 
and  titrated  for  the  excess  of  oxalic  acid  by  permanganate.  If,  in 
consequence  of  the  impurities  of  the  ore,  the  mixture  be  brown  or 
reddish  coloured,  this  would  of  course  interfere  with  the  indication  of 
the  permanganate,  and  consequently  the  mixture  in  this  case  must  be 
filtered ;  the  300  c.c.  are  therefore  well  shaken  and  poured  upon  a 
large  filter.  "When  about  100  c.c.  have  passed  through,  that  quantity 
can  be  taken  by  the  pipette  and  titrated  as  in  the  former  case. 

If  the  solution  be  not  dilute  and  freely  acid,  it  will  be  found  that 
the  permanganate  produces  a  dirty  brown  colour  instead  of  its  well- 
known  bright  rose-red ;  if  the  first  few  drops  of  permanganate 
produce  the  proper  colour  immediately  they  are  added,  the  solution  is 
sufficiently  acid  and  dilute. 

If  4-357  gm.  of  the  ore  be  weighed  for  analysis,  the  number  of  c.c. 
of  normal  oxalic  acid  wiU  give  the  percentage  of  dioxide ;  but  as  that 
is  rather  a  large  quantity,  and  takes  some  time  to  dissolve  and  de- 
compose, half  the  quantity  may  be  taken,  when  the  percentage  is 
obtained  by  doubling  the  volume  of  oxalic  acid. 

This  process  possesses  an  advantage  over  the  following,  inasmuch  as 
there  is  no  fear  of  false  results  occurring  from  the  presence  of  air. 
The  analysis  may  be  broken  oflf  at  any  stage,  and  resumed  at  the  ■ 
operator's  convenience. 

8.    Estimation  by  Iron. 

The  m6st  satisfactory  form  of  iron  is  soft  "flower"  wire,  which  is 
readily  soluble  in  sulphuric  acid.  If  a  perfectly  dry  and  unoxidized 
double  iron  salt  be  at  hand,  its  use  saves  time.  1  mol.  of  this  salt  = 
392,  representing  43 '5  of  MnOg,  consequently,  1  gm.  of  the  latter 
requires  9  gm.  of  the  double  salt;  or  in  order  that  the  percentage 
shall  be  obtained  without  calculation,  1"111  gm.  of  ore  may  be  weighed 
and  digested  in  the  presence  of  free  sulphuric  acid,  with  10  gm.  of 


§  69.  MERCURY.  247 

double  iron  salt,  the  whole  of  which  would  be  required  supposing  the 
sample  were  pure  dioxide.  The  undecomposed  iron  salt  remaining  at 
the  end  of  the  reaction  is  estimated  by  permanganate  or  bichromate ; 
the  quantity  so  found  is  deducted  from  the  original  10  gm.,  and  if  the 
remainder  be  multiplied  by  10  the  percentage  of  dioxide  is  gained. 

Instead  of  this  plan,  which  necessitates  exact  weighing,  any 
convenient  quantity  may  be  taken  from  the  tared  bottle,  as  before 
described,  and  digested  with  an  excess  of  double  salt,  the  weight  of 
which  is  known.  After  the  undecomposed  quantity  is  found  by 
permanganate  or  bichromate,  the  remainder  is  multiplied  by  the  factor 
P'lll,  which  gives  the  proportion  of  dioxide  present,  whence  the 
percentage  may  be  calculated. 

The  decomposition  of  the  ore  may  be  made  in  any  of  the  apparatus 
used  for  titrating  ferrous  iron.  The  ore  is  first  put  into  the 
decomposing  flask,  then  the  iron  salt  and  water,  so  as  to  dissolve  the 
salt  to  some  extent  before  the  sulphuric  acid  is  added.  Sulphuric  acid 
should  be  used  in  considerable  excess,  and  the  flask  heated  by  the 
spirit  lamp  till  all  the  ore  is  decomposed ;  the  solution  is  then 
cooled,  diluted,  and  the  whole  or  part  titrated  with  permanganate 
or  bichromate. 

In  the  case  of  using  ^/lo  bichromate  for  the  titration,  the  following 
plan  is  convenient ; — 100  c.c.  of  ™^/io  bichromate  =  3'92  gm.  of  double 
iron  salt  (supposing  it  to  be  perfectly  pure),  therefore  if  0'436  gm.  of 
the  sample  of  ore  be  boiled  with  3-92  gm.  of  the  double  salt  and 
excess  of  acid,  the  number  of  c.c.  of  bichromate  required  deducted 
from  100  will  leave  the  number  corresponding  to  the  percentage. 

MERCURY. 

Hg  =  200. 

1  c.c.  ^/lo  solution  =  0-0200  gm.  Hg. 
=  0-0208  gm.  HgjO 
=  0-0271  gm.  RgCi^ 

Double     iron    salt    x  0-5104  =  Hg. 
X  0-6914  =  HgClg 

1.    Precipitation  as  Mercurous  Chloride. 

§  69.  The  solution  to  be  titrated  must  not  be  warmed,  and  must 
contain  the  metal  only  in  the  form  of  protosalt.  ^/lo  sodium  chloride 
is  added  in  slight  excess,  the  precipitate  washed  with  the  least  possible 
quantity  of  water  to  ensure  the  removal  of  all  the  sodium  chloride ; 
to  the  filtrate  a  few  drops  of  chromate  indicator  are  added,  then  pure 
sodium  carbonate  till  the  liquid  is  of  a  clear  yellow  colour,  ^/iq  sUver 
is  then  delivered  in  till  the  red  colour  occurs.  The  quantity  of 
sodium  chloride  so  found  is  deducted  from  that  originally  used,  and 
the  difference  calculated  in  the  usual  way. 

2.    By  Ferrous  Oxide  and  Permanganate  (Mohr). 

This   process  is  based  on  the   fact  that  when   mercuric   chloride 
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(corrosive  sublimate)  is  brought  in  contact  with  an  alkaline  solution 
of  ferrous  oxide  in  excess,  the  latter  is  converted  into  ferric  oxide, 
while  the  mercuric  is  reduced  to  mercurous  chloride  (calomel).  The 
excess  of  ferrous  oxide  is  then  found  by  permanganate  or  bichromate — 

2HgCl2  +  2FeCl2=Hg,Cl2  +  Ee^Cle. 

It  is  therefore  advisable  in  all  cases  to  convert  the  mercury  to  be 
estimated  into  the  form  of  sublimate,  by  evaporating  it  to  dryness 
with  nitro-hydrochloric  acid ;  this  must  take  place,  however,  below 
boiling  heat,  as  vapours  of  chloride  escape  with  steam  at  100°  C. 
(Fresenius). 

Nitric  acid  or  free  chlorine  must  be  altogether  absent  during  the 
decomposition  with  the  iron  protosalt,  otherwise  the  residual  titration - 
will  be  inexact,  and  the  quantity  of  the  iron  salt  must  be  more  than 
sufficient  to  absorb  half  the  chlorine  in  the  sublimate. 

Example. — 1  gm.  of  pure  HgCla  was  dissolved  in  warm  water,  and  3  gm.  of 
double  iron  salt  added,  then  solution  of  caustic  soda  till  freely  alkaline.  The 
mixture  became  muddy  and  dark  in  colour,  and  was  well  shaken  for  a  few 
minutes,  then  sodium  chloride  and  sulphuric  acid  added,  continuing  the  shaking 
till  the  colour  disappeared  and  the  precipitate  of  ferric  oxide  dissolved,  leaving 
the  calomel  white ;  it  was  then  diluted  to  300  c.c,  filtered  through  a  dry  filter, 
and  100  c.c.  titrated  with  ^/lo  permanganate,  of  which  13"2  c.c.  were  required — 
13-2  X  3=39'6,  which  deducted  from  Y6-5  c.c.  (the  quantity  required  for  3  gm. 
double  iron  salt),  left  36'9  c.c.  =  l'447  gm.  of  undecomposed  iron  salt,  which 
multiplied  by  the  factor  0'6914,  gave  I'OOOS  gm.  of  sublimate,  instead  of  1  gm., 
or  the  36'9  c.c.  may  be  multiplied  by  the  ^lio  factor  for  mercuric  chloride, 
which  will  give  1  gm.  exactly. 

3.    By  Iodine  and.  Thiosulphate  (Hemp el). 

If  the  mercury  exist  as  a  protosalt  it  is  precipitated  by  sodium 
chloride,  the  precipitate  well  washed  and  together  with  its  filter 
pushed  through  the  funnel  into  a  stoppered  flask,  a  sufficient  quantity 
of  potassium  iodide  added,  together  with  ^/^o  iodine  solution  (to  1  gm. 
of  calomel  about  2 '5  gm.  of  iodide,  and  100  c.c.  of  ^/lo  iodine),  the 
flask  closed,  and  shaken  till  the  precipitate  has  dissolved — 

HgjCl^  +  6KI  +  2I=2HgK2l,  +  2KC1. 

The  brown  solution  is  then  titrated  with  ^'/jq  thiosulphate  till  colour- 
less, diluted  to  a  definite  volume,  and  a  measured  portion  titrated 
with  ^/lo  iodine  and  starch  for  the  excess  of  thiosulphate.  1  c.c. 
N/io  iodine=0-02  gm.  Hg. 

Where  the  mercurial  solution  contains  nitric  acid,  or  the  metal  exists  as 
peroxide,  it  may  be  converted  into  protochloride  by  the  reducing  action  of 
ferrous  sulphate,  as  in  Mohr's  method.  The  solution  must  contain  hydro- 
chloric acid  or  common  salt  in  sufficient  quantity  to  transform  all  the  mercury 
into  calomel.  At  least  three  times  the  weight  of  mercury  present  of  ferrous 
sulphate  in  solution  is  to  be  added,  then  caustic  soda  in  excess,  the  muddy  liquid 
well  shaken  for  a  few  minutes,  then  dilute  sulphuric  acid  added  in  excess,  and 
the  mixture  stirred  till  the  dark-coloured  precipitate  has  become  perfectly  white. 
The  calomel  so  obtained  is  collected  on  a  filter,  well  washed,  and  titrated  with 
N/jQ  iodine  and  thiosulphate  as  above. 

C.  Eeichard  has  recommended  the  following  method  of  estimating  mercury 
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(Z.  a.  C.  1898,  749).  A  weighed  quantity  of  the  mercury  compound  is  dissolved 
and  converted  into  mercury  arseniate  by  boiling  with  standard  arsenious  acid 
and  caustic  soda  in  excess.  Metallic  mercury  is  precipitated  as  a  black  powder. 
This  is  filtered  and  washed,  and  the  amount  of  unoxidized  arsenious  acid  in  the 
filtrate  is  found  by  titration  with  standard  iodine  in  the  usual  way. 

4.    As  Mercuric  Iodide  (Personne)  Compt.  Rend.  Ivi.  63. 

This  process  is  founded  on  the  fact  that  if  a  solution  of  mercuric 
chloride  be  added  to  one  of  potassium  iodide,  in  the  proportion  of  1 
equivalent  of  the  former  to  4  of  the  latter,  red  mercuric  iodide  is 
formed,  -which  dissolves  to  a  colourless  solution  untU  the  balance  is 
overstepped,  when  the  brilliant  red  colour  of  the  iodide  appears  as  a 
precipitate,  which,  even  in  the  smallest  quantity,  communicates  its 
tint  to  the  liquid.  The  mercuric  solution  must  always  be  added  to 
the  iodide ;  a  reversal  of  the  process,  though  giving  eventually  the 
same  quantitative  reaction,  is  nevertheless  much  less  speedy  and 
trustworthy.  The  mercurial  compounds  to  be  estiinated  by  this 
process  must  invariably  be  brought  into  the  form  of  neutral  mercuric 
chloride. 

The  standard  solutions  required  are  decinormal,  made  as  follows  : — 

Solution  of  potassium  iodide. — ■33'2  gm.  of  pure  salt  to  1  liter. 
1  c.c.=0-01  gm.  Hg.  or  0-01355  gm.  HgClj. 

Solution  of  mercuric  chloride. — "IS'SB?  gm.  of  the  salt,  with  about 
30  gm.  of  pure  sodium  chloride  (to  assist  solution),  are  dissolved  to 
1  liter.     1  o.c.=0-l  gm.  Hg. 

Method  of  Pbocbdtjeb  :  The  conversion  of  various~forms  of  mercury  into 
mercuric  chloride  is,  according  to  Personne,  best  effected  by  heating  with 
caustic  soda  or  potash,  and  passing  chlorine  gas  into  the  mixture,  which  is  after- 
wards boiled  to  expel  excess  of  chlorine  (the  mercuric  chloride  is  not  volatile  at 
boiling  temperature  when  associated  with  alkaline  chloride).  The  solution  is 
then  cooled  and  diluted  to  a  given  volume,  placed  in  a  burette,  and  delivered  into 
a  measured  volume  of  the  decinormal  iodide  until  the  characteristic  colour 
occurs.  It  is  preferable  to  dilute  the  mercuric  solution  considerably,  and  make 
up  to  a  given  measure,  say  300  or  500  c.c. ;  and  as  a  preliminary  trial  take  20 
c.c.  or  so  of  iodide  solution,  and  titrate  it  with  the  mercuric  solution  approxi- 
mately with  a  graduated  pipette ;  the  exact  strength  may  then  be  found  by  using 
a  burette  of  su2a.oient  size. 

5.    By  Potassium  Cyanide  (Hannay). 

This  process  is  exceedingly  valuable  for  the  estimation  of  almost  all 
the  salts  of  mercury  when  they  occur,  or  can  be  separated  in  a 
tolerably  pure  state.  Organic  compounds  are  of  no  consequence 
unless  they  affect  the  colour  of  the  solution. 

The  method  depends  on  the  fact  that  free  ammonia  produces  a 
precipitate,  or  (when  the  quantity  of  mercury  is  very  small)  an 
opalescence  in  mercurial  solutions,  which  is  removed  by  a  definite 
amount  of  potassium  cyanide. 

The  delicacy  or  the  reaction  is  interfered  with  by  excessive 
quantities  of  ammoniacal  salts,  or  by  caustic  soda  or  potash ;  but  this 
difficulty  is  lessened  by  the  modification  suggested  by  Tuson  and 
Neison  (/.  C  S.  1877,  679). 
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Chapman  Jones  (/.  G.  S.  Ixi.  364)  has  further  modified  the 
process  so  as  to  make  it  easier  to  detect  the  ^ndrpoint,  and  says  of  the 
method  as  worked  by  Tuson  and  Neison:  " Their  general  method 
consists  in  dissolving  the  mercury  compound  in  acid,  as  may  he  con- 
venient, adding  a  little  ammonium  chloride,  and  then  potassium 
carbonate,  until  an  opalescent  precipitate  appears.  The  cyanide 
solution  is  then  added.  They  give  experiments  showing  the  trust- 
worthiness of  the  process  as  applied  to  the  nitrate,  sulphate,  acetate, 
oxalate,  sebate,  and  citrate  of  mercury ;  and  state  that  the  presence  of 
nitrates,  sulphates,  chlorides,  acetates,  oxalates,  citrates,  and  butyrates 
of  potassium,  sodium,  calcium,  and  magnesium,  and  organic  matter  as 
far  as  tested,  does  not  interfere  with  the  accuracy  of  the  method. 

From  my  experience,  I  cannot  affirm  that  these  methods  of  working 
are  satisfactory.  There  is  considerable  uncertainty  as  to  the  end  of 
the  reaction,  because  less  potassium  cyanide  will  effect  a  clearance  if 
longer  time  is  ajlowed. 

These  difficulties  and  uncertainties  can,  I  find,  be  entirely 
eliminated,  and  the  process  reduced  to  a  series  of  operations  which 
are  comparatively  simple  and  rapid,  by  performing  the  titration  in  an 
entirely  different  manner  from  either  variation  suggested  by  the 
authors  referred  to.  I  employ  a  solution  of  mercuric  chloride  contain- 
ing O'Ol  gm.  of  metal  per  c.c,  and  a  solution  of  crystallized  potassium 
cyanide  made  by  dissolving  7  gm.  to  the  liter,  the  exact  value  of 
which  is  found  by  titrating  it  against  the  mercury  solution.  Strong 
ammonia  diluted  to  ten  times  its  bulk,  and  some  diluted  to  fifty  or  a 
hundred  times  its  bulk,  are  convenient. 

Method  or  Pkocedtjee  :  If  the  mercury  solution  is  not  fit  for  titration,  the 
metal  is  precipitated  as  sulphide,  which,  after  washing,  is  washed  off  the  filter  and 
allowed  to  subside ;  the  clear  water  is  then  decanted  off,  and  aqua  regia  added  to 
the  moist  residue.  The  precipitate,  with  the  paper  it  is  on,  might  doubtless  be 
treated  direct  with  aqua  regia,  as  Tuson  and  Neison  found  that  organic 
matter,  so  far  as  they  tried  it,  does  not  influence  the  result.  To  avoid  the 
possibility  of  volatilizing  the  mercury  salt,  the  aqva  regia  is  allowed  to  act  in 
the  cold.  In  a  few  hours,  sometimes  in  far  less  time,  the  residue  is  of  a  pale 
yellow  colour,  and  the  solution  may  be  diluted  and  filtered.  The  solution,  or  an 
aliquot  pait  of  it,  is  then  coloured  distinctly  with  litmus  treated  with  successive 
small  quantities  of  powdered  potassium  carbonate  until  alkaline,  warming  but 
slightly,  and  then  rendered  just  acid  vrith  dilute  hydrochloric  acid,  with 
subsequent  boiling  to  remove  the  COj.  The  mercury  is  not  precipitated  at  all, 
unless  the  COj  is  boiled  out  before  acidification.  After  cooling,  the  dilutest 
ammonia  mentioned  above  is  added,  a  drop  at  a  time,  until  the  litmus  in  the 
solution  shows  that  the  excess  of  acid  is  very  slight,  or  in  just  insuflBcient 
quantity  to  produce  a  permanent  precipitate.  A  quantity  of  cyanide  solution,, 
which  is  known  to  be  in  excess  of  that  required,  is  added,  and,  as  a  guide  for  the- 
first  titration,  the  ammonia  may  be  added  until  a  slight  precipitate  is  produced,, 
and  cyanide  until  the  solution  is  cleared.  Two  or  three  drops  (not  more)  of  the 
1  in  10  ammonia  are  introduced,  and  then  more  of  the  mercury  solution  is  added 
until  the  permanent  turbidity  produced  matches  that  obtained  by  adding  O'l  c.c. 
of  the  mercury  solution  to  about  the  same  bulk  of  water  as  the  test,  and 
containing  approximately  the  same  amounts  of  litmus  and  free  ammonia.  Bach 
drop  of  the  mercury  solution  added  produces  its  maximum  turbidity  in  a  few 
seconds,  and  it  can  be  seen  at  a  .glance,  if  the  flasks  are  properly  placed,  whether 
this  turbidity  is  equal  to  or  less  than  the  standard.  In  a  few  seconds  more  it  is- 
quite  obvious  whether  the  turbidity  is  permanent  or  is  grovring  less.     Too  much. 
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free  ammonia  causes  the  precipitate  to  clot  together,  and  so  vitiates  the  result. 
The  presence  6t  the  litmus  tends,  in  my  experience,  to  lessen  the  error  due  to- 
the  variation'  in  the  state  of  aggregation  of  the  precipitate  when  too  much 
ammonia  has  been  added.  The  turbidities  so  obtained  will  remain  apparently 
unchanged  for  many  hours.  The  O'l  o.o.  excess  of  mercury  solution  is  of  course 
allowed  for  in  the  calculation." 

TTICKEL. 

I  70.  The  best  method  for  the  estimation  of  this  metal 
volumetrically  is  that  of  T.  Moore  (0.  N.  Ixxii.  92),  whose  descrip- 
tion of  the  method  is  as  follows  : — 

"If  to  an  ammoniacal  solution  of  nickel  containing  Agl  in 
suspension  (silver  iodide  being  almost  insoluble  in  weak  ammonia) 
there  is  added  potassium  cyanide,  the  solution  will  remain  turbid  so 
long  as  all  the  nickel  is  not  converted  into  the  double  cyanide  of 
nickel  and  potassium,  the  slightest  excess  of  cyanide  being  indicated 
by  the  clearing  up  of  the  liquid,  and  furthermore,  this  excess  may  be 
exactly' determined  by  adding  a  solution  of  silver  until  the  turbidity 
is  reproduced.  It  is  a  fortunate  circumstance  that  the  complicated 
side-reactions  existing  in  Parke's  copper  assay  do  not  appear  to  take 
place  with  nickel  solutions,  at  least  not  when  the  temperature  is  kept 
below  20°  C.  This  is  fully  borne  out  by  the  fact  that  the  cyanide 
may  be  standardized  on  either  silver  or  nickel  solutions  with  equal 
exactness.  In  practice  it  has  been  found  best  to  proceed  in  the 
following  manner  : — 

Standard  solution  of  sUver  nitrate,  containing  about  3  gm.  of  silver 
per  liter.     The  strength  of  this  solution  must  be  accurately  known. 

Potassium  iodide,  10  per  cent,  solution. 

Potassium  cyanide,  22  to  25  gm.  per  liter.  This  solution  must  be 
tested  every  few  days,  owing  to  its  liability  to  change. 

Standardizing  the  Cyanide  Solution. — This  may  be  accomplished 
in  two  ways ;  (a)  on  a  solution  of  nickel  of  known  metallic  contents,  or  (S)  on 
the  silver  solution. 

(a)  First  accurately  establish  the  Telation  of  the  cyanide  to  the  silver  solution, 
by  running  into  a  beaker  3  or  4  c.c.  of  the  former ;  dilute  this  with  about  150  c.c. 
of  water,  render  slightly  alkaline  with  ammonia,  and  then  add  a  few  drops  of 
the  potassium  iodide.  Now  carefully  run  in  the  silver  solution  until  a  faint 
permanent  opalescence  is  produced,  which  is  finally  caused  to  disappear  by  the 
further  addition  of  a  mere  trace  of  cyanide.  The  respective  volumes  of  the 
silver  and  cyanide  solutions  are  then  read  off,  and  the  equivalent  in  cyanide  of 
1  c.c.  silver  solution  calculated.  A  solution  containing  a  known  quantity  of 
nickel  is  now  required.  This  must  have  sufficient  free  acid  present  to  prevent 
the  formation  of  any  precipitate,  on  the  subsequent  addition  of  ammonia  to 
alkaline  reaction ;  if  this  is  not  so,  a  little  ammonium  chloride  may  be  added. 
A  carefully  measured  quantity  of  the  solution  is  then  taken,  containing  about 
O'l  gm.  of  nickel,  and  rendered  distinctly  alkaline  with  ammonia,  a  few  drops  of 
iodide  added,  and  the  liquid  diluted  to  150  or  200  c.c.  A  few  drops  of  the 
silver  solution  are  now  run  in,  and  the  solution  stirred  to  produce  a  uniform 
turbidity.  The  solution  is  now  ready  to  be  titrated  with  the  cyanide,  which  is 
added  slowly  and  with  constant  stirring  until  the  precipitate  wholly  disappears ; 
a  few  extra  drops  are  added,,  after  which  the  beaker  is  placed  under  the  silver 
nitrate  burette,  and  this  solution  gently  dropped  in  until  a  faint  permanent 
turbidity  is  again  visible :  this  is  now  finally  caused  to  dissolve  by  the  mere 
fraction  of  a  drop  of  the  cyanide.    A  correction  must  now  be  applied  for  the 


252  VOLUMETRIC   ANALYSIS.  §  70, 

excess  of  the  cyanide  added,  by  noting  the  amount  of  silver  employed,  and 
working  out  its  value  in  cyanide  from  the  data  already  found ;  this  excess  must 
then  he  deducted,  the  corrected  number  of  c.c.  being  then  noted  as  equivalent  to 
the  amount  of  nickel  employed. 

(8)  Having  determined  the  relative  value  of  the  cyanide  to  the  silver  solution, 
and  knowing  accurately  the  metallic  xontents  ot  the  latter,  then  AgxO"27196 
gives  the  nickel  equivalent.  This  method  is  quite  as  accurate  as  the  direct 
titration. 

A  modification  of  the  above  process,  vrherein  one  burette  only  is 
necessary,  has  been  found  very  convenient,  and  has  given  most 
excellent  results.     It  is  as  follows  : — 

When  a  solution  of  potassium  cyanide,  containing  a  small  quantity  of  silver 
cyanide  dissolved  in  it,  is  added  to  an  ammoniacal  solution  of  nickel  containing 
potassium  iodide,  it  is  seen  that  silver  iodide  is  precipitated,  and  the  turbidity 
thus  caused  in  the  solution  continues  to  increase  up  to  the  point  where  the 
formation  of  the  nickelo-potassium  cyanide  is  complete ;  any  further  addition 
after  this  stage  is  reached  will  produce  a  clearing  up  of  the  liquid,  until,  at  last, 
the  addition  of  a  single  drop  causes  the  precipitate  to  vanish.  This  final 
disappearance  is  most  distinct,  and  leaves  no  room  for  doubt.  Such  a-  solution 
may  be.  prepared  by  dissolving  20  to  25  gm.  of  potassium  cyanide  in  a  liter  of 
water,  adding  to  this  about  0'25  gm.  silver  nitrate,  previously  dissolved  in  a  little 
water.  For  large  quantities  of  nickel  the  quantity  of  silver  may  advantageously 
be  diminished,  and  vice  versd.  The  value  of  the  cyanide  is  best  ascertained  in 
the  manner  already  described,  on  a  nickel  solution. 

Small  quantities  of  cobalt  do  not  seriously  affect  the  results,  but  it 
must  be  remembered  that  it  will  be  estimated  with  the  nickel ;  its 
presence  is  at  once  detected  by ,  the  darkening  of  the  solution. 
Manganese  or  copper  render  the  process  valueless,  so  also  does  zinc ; 
the  latter,  however,  in  alkaline  pyrophosphate  solution  exercises  no 
influence.  In  the  presence  of  alumina,  magnesia,  or  ferric  oxide, 
citric  acid,  tartaric  acid,  or  pyrophosphate  of  soda  may  he  employed 
to  keep  them  in  solution.  The  action  of  iron  is  somewhat  deceptive, 
as  the  solution,  once  cleared  up,  often  becomes  troubled  again  on 
standing  for 'a  minute  :  should  this  occur,  a  further  addition  of  cyanide 
must  be  given  until  the  liquid  is  rendered  perfectly  limpid.  The 
temperature  of  the  solution  should  not  much  exceed  20°  C.  :  above 
this  the  results  become  irregular.  The  amount  of  free  ammonia  has 
also  a  disturbing  influence  ;  a  large  excess  hinders  or  entirely  prevents 
the  reaction ;  the  liquid  should,  therefore,  be  only  slightly,  but  very 
distinctly  alkaline.  A  word  of  caution  must  be  given  regarding  the 
potassium  cyanide,  as  many  of  the  reputed  pure  samples  are  very  far 
from  being  so.  The  most  hurtful  impurity  is,  however,  sulphur,  as  it 
gives  rise  to  a  darkening  of  the  solution,  owing  to  the  formation  of 
the  less  readily  soluble  silver  sulphide ;  to  get  rid  of  the  sulphur 
impurity  it  is  necessary  to  thoroughly  agitate  the  cyanide  liquor  vnth 
oxide  of  lead,  or,  what  is  far  preferable,  oxide  of  bismuth. 

As  regards  the  exactness  of  the  methods,  it  may  be  said,  that,  after 
a  prolonged  experience,  extending  over  many  thousands  of  estimations, 
they  have  been  found  to  be  more  accurate  and  reliable  than  either  the 
electrolytic  or  gravimetric  methods,  and  when  time  is  a  consideration 
the  superiority  is  still  more  pronounced.  The  employment  of  organic 
acids  or  sodium  pyrophosphate  in  the  case  when  iron,  zinc,  etc.,  are 
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present,  allows  the  operator  to  dispense  with  the  tedious  separation 
which  their  presence  otherwise  entails ;  and  this  is  a  matter  of  con- 
siderable importance  in  the  assay  of  nickel  mattes  or  German  silver." 

Another  modification  of  this  method  has  been  adopted  by  the 
author  for  nickel  ores  existing  in  New  Caledonia  which  contain  iron 
and  manganese,  etc. 

Method  of  Peocedtjee  :  Two  solutions  are  prepared :  (a)  11  gm.  of  98  per 
cent,  potassium  cyanide,  0'5  gm.  of  siWer  nitrate,  and  1  liter  of  distilled  water ; 
and  (J)  50  gm.  of  citric  acid,  38  gm.  (approximately)  of  sodium  carbonate, 
7'5  gm.  of  potassium  iodide,  and  500  c.o.  of  distilled  water  ;  35  gm.  of  the 
sodium  carbonate  are  first  added,  and  then  the  remainder,  decigram  by  decigram, 
until  neutrality  is  attained,  before  adding  the  potassium  iodide.  It  is  important 
that  solution  b  be  either  absolutely  neutral  or  only  very  slightly  alkaline.  2'5  gm. 
of  the  ore  (after  drying  at  100°  C)  are  placed  in  a  250  c.c.  flask,  dissolved  in 
20  c.c.  of  HCl,  and  the  solution  made  up  to  250  c.c.  with  water,  and  then  well 
agitated.  The  insoluble  silica,  etc.,  is  then  filtered  off,  and  to  50  o.o.  of  the 
filtrate,  10  o.o  of  solution  h  are  added,  then  dilute  ammonia  in  slight  excess  till 
the  characteristic  blue  colouration  is  produced  and  the  solution  is  cooled.  The 
liquid  is  then  titrated  with  solution  a  added  gradually  and  with  stirring.  A  white 
cloudy  precipitate  forms  at  first,  but  disappears  on  the  addition  of  the  last  drop 
of  solution  a.  A  standard  solution  of  pure  nickel  is  prepared  and  titrated  in  the 
same  maimer  as  the  ore. 

The  process  takes  about  thirty  minutes,  and  the  results,  although  usually  a 
little  too  high,  are  very  concordant.  The  method  is  not  applicable  to  ores 
containing  large  quantities  of  iron,  manganese,  or  cobalt,  25  per  cent,  being  the 
limit  for  iron  and  manganese,  and  1  per  cent,  for  cobalt. 

Where  it  is  necessary  to  separate  iron  from  nickel  as  in  the  case  of 
nickel  steel,  etc.,  so  as  to  make  the  nickel  ready  for  titration  by 
cyanide,  H.  Brearley  (0.  N.  Ixxvi.  49)  has  devised  the  following 
method  with  good  technical  results.  It  consists  in  precipitating  the 
iron  by  ammonium  or  sodium  acetate.  A  concentrated  solution  of 
the  ammonium  salt  is  made  by  saturating  33  °/^  acetic  acid  with 
strong  ammonia.  The  solution  to  be  used  in  the  separation  is  made 
by  diluting  75  c.c.  of  this  to  a  liter.  If  sodium  acetate  is  used, 
the  working  solution  should  contain  50  gm.  of  the  crystals  to  1  liter 
of  water. 

Cyanide  solution  should  contain  about  5  gm.  per  liter  of  the 
pure  salt. 

Silver  nitrate. — 2'5  gm.  per  liter. 

Potassium  iodide. — 20  gm.  per  liter. 

Standard  nickel  may  be  made  from  the  cube  metal  which  contains 
about  99*5  °/^  of  pure  metal;  if  there  is  more  than  a  trace  of  iron  it 
should  be  separated  by  ammonium  acetate. 

Method  of  Procedttee  :  Dissolve  1  gm.  of  the  alloy  in  hydrochloric  acid 
and  oxidize  witlj  nitric  acid.  In  case  the  alloy  contains  little  or  no  carbon  it  may 
be  straightway  dissolved  in  nitric  acid.  Dilute,  cool,  add  carbonated  alkali  until 
a  slight  permanent  precipitate  forms  (if  the  sample  is  always  dissolved  in  the 
same  amount  of  acid  the  volume  of  standard  alkali  will  be  approximately 
known) ;  add  10  c.c.  acetic  acid,  dilute  to  somewhat  less  than  a  liter  with  either 
hot  or  cold  water,  add  10  to  12  c.c.  ammonium  of  sodium  acetate,  of  the  strength 
previously  mentioned,  for  each  gm.  of  iron  in  solution.  If,  on  nearing  the 
boiling-point,  owing  to  imperfect  neutralization,  no  turbidity  occurs,  add  acetate- 
(2  or  3  c.c.  at  a  time)  until  it  does.  Boil,  measure  volume,  agitate  until 
precipitate    settles,    and    filter    aliquot  .  part    through    asbestos.      Then   cool,. 
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neutralize,  add  measured  quantity  of  dilute  ammonia  and  titrate  with  cyanide 
■and  silver  iodide. 

Ifickel-plating  Solutions.— These  contain,  as  a  rule,  only  nickel 
sulphate  and  ammonia,  and  the  nickel  can  be  estimated  with  a  simple  solution  of 
poteissium  cyanide  previously  standardized  on  pure  nickel  ammonium  sulphate. 
The  nickel  solution  to  be  tested  should  be  fairly  concentrated  and  rendered  feebly 
alkaline  with  ammonia.  If  there  is  iron  present  some  ammonium  tartrate  should 
be  added  to  prevent  the  precipitation  of  it  by  the  ammonia.  The  cyanide  is 
used  in  small  quantities  with  constant  shaking  until  a  drop  produces  a  clear 
yellowish  solution.     Copper,  zinc,  and  cobalt  must  not  be  present. 


NITROGEN    AS    NITRATES    AND    NITRITES. 


Nitric  Anhydride. 


NA  = 


108. 


Nitrous  Anhydride. 


N2O3 


=  76. 


Normal  acid 
Ditto 

Metallic  iron 
Ditto 
Ditto 


0-0540  =  ^205 
0-1011  =  K]Sr03 
0-3750  =  H]Sr03 
0-6018  =  KN03 

0-3214  =  ]sr,o. 


§  71.  The  accurate  estimation  of  nitric  acid  in  combination 
presents  great  difficulties,  and  can  only  be  secured  by  indirect  means ; 
the  methods  here  given  are  sufficient  for  most  purposes.  Very  few 
•of  them  can  be  said  to  be  simple,  but  it  is  to  be  feared  that  no 
simple  process  can  ever  be  obtained  for  the  determination  of  nitric 
acid  in  many  of  its  combinations. 


1.    Estimation  by  conversion  into  Ammonia  (Schulze  and 
Vernon  Harcourt). 

The  principle  of    this  method   is   based  on  the  fact  that  when 


Fig.  48. 
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a  nitrate  is  heated  with  a  strong  alkahne  solution,  and  zinc  added, 
aminonia  is  evolved ;  when  zinc  alone  is  Used,  however,  the  quantity 
of  ammonia  liberated  is  not  a  constant  measure  of  the  nitric  acid 
present.  Vernon  Harcourt  and  Siewart  appear  to  have  arrived 
independently  at  the  result  that  by  using  a  mixture  of  zinc  and 
iron  the  reaction  was  perfect  (/.  C  S.,  1862,  381 ;  An.  Ghem. 
u.  Phar.  cxxv.  293). 

A  convenient  form  of  apparatus  is  shown  in  fig.  48. 

Method  or  Pboceduee:  The  distilling  flask  holds  about  200  c.o.,  and  is 
closely  connected  by  a  bent  tube  with  another  smaller  flask,  in  such  a  manner 
that  both  may  be  placed  obliquely  upon  a  sand-bath,  the  bulb  of  the  smaller 
flask  coming  just  under  the  neck  of  the  larger.  The  oblictue  direction  prevents 
the  spirting  of  the  boiling  liquids  from  entering  the  exit  tubes,  but  as  a  further 
precaution,  these  latter  are  in  both  flasks  turned  into  the  form  of  a  hook ;  from 
the  second  flask,  which  must  be  somewhat  wide  in  the  mouth,  a  long  tube  passes 
through  a  Liebig's  condenser  (which  may  be  made  of  wide  glass  tube)  into  an 
ordinary  tubulated  receiver,  containing  normal  sulphuric  acid  coloured  with  an 
indicator.  The  end  of  the  distilling  tube  reaches  to  about  the  middle  of  the 
receiver,  through  the  tubulure  of  which  Harcourt  passes  a  bulb  apparatus  of 
peculiar  form,  containing  also  coloured  normal  acid;  instead  of  this  latter, 
however,  a  chloride  of  calcium  tube,  iilled  with  broken  glass,  and  moistened 
with  acid,  will  answer  the  purpose.  The  distilling  tube  should  be  cut  at  about 
two  inches  from  the  cork  of  the  second  flask,  and  connected  by  means  of  a  well- 
fitting  vulcanized  tube ;  by  this  means  water  may  be  passed  through  the  tube 
when  the  distillation  is  over  so  as  to  remove  any  traces  of  ammonia  which  may 
be  retained  on  its  sides.  All  the  corks  of  the  apparatus  should  be  soaked  in  hot 
parafflne,  so  as  to  fill  up  the  pores. 

All  being  ready,  about  50  gm.  of  finely  granulated  zinc  (best  made  by  pouring 
molten  zinc  into  a  warm  iron  mortar  while  the  pestle  is  rapidly  being  rubbed 
round)  are  put  into  the  larger  flask  with  about  halt  the  quantity  of  clean  iron 
filings  which  have  been  ignited  in  a  covered  crucible  (fresh  iron  and  zinc  should 
be  used  for  each  analysis) ;  the  weighed  nitrate  is  then  introduced,  either  in 
solution,  or  with  water  in  sufiicient  quantity  to  dissolve  it,  strong  solution  of 
caustic  potash  added,  and  the  flask  immediately  connected  with  the  apparatus, 
and  placed  on  a  small  sand-bath,  which  can  be  heated  by  a  gas-burner,  a  little 
water  being  previously  put  into  the  second  flask.  Convenient  proportions  of 
material  are  i  gm.  nitre,  and  about  25  c.c.  each  of  water,  and  solution  of  potash 
of  spec.  grav.  1'3.  The  mixture  should  be  allowed  to  remain  at  ordinary 
temperature  for  about  an  hour  (Eder). 

Heat  is  now  applied  to  that  part  of  the  sand-bath  immediately  beneath  the 
larger  flask,  and  the  mixture  is  gradually  raised  to  the  boiling  point.  When 
distillation  has  actually  commenced,  the  water  in  the  second  flask  is  made  to  boil 
gently ;  by  this  arrangement  the  fluid  is  twice  distilled,  and  any  traces  of  fixed 
alkali  which  may  escape  the  first  are  sure  to  be  retained  in  the  second  flask. 
The  distillation  with  the  quantities  above  named  will  occupy  about  an  hour  and 
a  half,  and  is  completed  when  hydrogen  is  pretty  freely  liberated  as  the  potash 
becomes  concentrated.  The  lamp  is  then  removed,  and  the  whole  allowed  to 
cool,  the  distilling  tube  rinsed  into  the  receiver,  also  the  tube  containing  broken 
glass ;  the  contents  of  the  receiver  are  then  titrated  with  ^/lo  caustic  potash  or 
soda  as  usual. 

Eder  recommends  that  an  ordinary  retort,  with  its  beak  set  upwards,  should 
be  used  instead  of  the  flask  for  holding  the  nitrale,  and  that  an  aspirator  should 
be  attached  to  the  exit  tube,  so  that  a  current  of  air  may  be  drawn  through 
during  and  after  the  distillation. 

Chlorides  and  sulphates  do  not  interfere  with  the  process. 
This  method  is  simplified  in  some  agricultural  experiment  stations 
for  the  analysis  of  sodium  and  potassium  nitrates. 
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Method  of  Pbocedube  :  0'5  gm.  of  the  nitrate  is  dissolved  in  about  50  o.c. 
of  water  in  a  convenient  flask  fitted  with  a  bulh  distilling  tube  such  as  is  shown 
either  in  fig.  30  or  31.  To  the  liquid  is  added  about  5  gm.  each  of  zinc  dust  and 
iron  filings,  then  80  c.c.  of  sodium  hydrate  solution  (sp.  gr.  1'3).  The  mixture 
is  allowed  to  stand  at  ordinary  temperature  for  an  hour,  when  the  distillation  is 
commenced  by  heating  up  carefully  and  distilling  until  at  least  100  c.e.  are 
received  into  standard  acid  through  a  condenser,  as  in  the  Kjeldahl  process. 

Schmitt  has  suggested  a  further  modification  of  this  method, 
technically  useful  for  mixed  manures. 

Method  of  Pbocedttee  :  About  1  gm.  of  the  substance  in  which  the 
nitrate  is  to  be  estimated  is  dissolved  in  water,  5  o.c.  of  glacial  acetic  acid  and 
3  gm.  of  an  equal  mixture  of  finely  powdered  iron  and  zinc  added,  and  the  flask 
gently  heated  for  10  or  15  minutes.  When  cooled,  25  c.o.  of  sulphuric  acid  are 
cautiously  added  and  the  froth  mitigated  vfith  a  little  solid  paraffin.  The  flask  is 
then  gently  heated  to  drive  off  the  acetic  acid,  and  the  remainder  boiled  as  in 
the  Kjeldahl  method  until  colourless.  Distillation  is  then  commenced  by 
adding  exeess  of  caustic  soda  in  the  usual  way  and  receiving  the  distillate  into 
standard  acid. 

2.    By  Oxidation  of  Ferrous  Salts  (Pelouze).    Not 
available  in  the  presence  of  Organic  Matter. 

The  principle  upon  which  this  vrell-known  process  is  based  is  as 
follows  : — 

(a)  When  a  nitrate  is  brought  into  contact  with  a  solution  of 
ferrous  oxide,  mixed  with  free  hydrochloric  acid,  and  heated,  part  of 
the  oxygen  contained  in  the  nitric  acid  passes  over  to  the  iron,  forming 
a  persalt,  while  the  base  combines  with  hydrochloric  acid,  and  nitric 
oxide  (NOg)  is  set  free.  3  eq.  iron =168  are  oxidized  by  1  eq.  nitric 
acid^63.  If,  therefore,  a  weighed  quantity  of  the  nitrate  be  mixed 
with  an  acid  solution  of  ferrous  chloride  or  sulphate  of  known 
strength  in  excess,  and  the  solution  boiled,  to  expel  the  liberated 
nitric  oxide,  then  the  amount  of  unoxidized  iron  remaining  in  the 
mixture  found  by  a  suitable  method  of  titration,  the  quantity  of  iron 
converted  from  ferrous  into  ferric  oxide  will  be  the  measure  of  the 
original  nitric  acid  in  the  proportion  of  168  to  63 ;  or  by  dividing 
63  by  168,  the  factor  0'375  is  obtained,  so  that  if  the  amount  of  iron 
changed  as  described  be  multiplied  by  this  factor,  the  product  will  be 
the  amount  of  nitric  acid  present. 

This  method  though  theoretically  perfect,  is  in  practice  liable  to 
serious  errors,  owing  to  the  readiness  with  which'  a  solution  of  ferrous 
oxide  absorbs  oxygen  from  the  atmosphere.  On  this  account  accurate 
results  are  only  obtained  by  conducting  hydrogen  or  carbonic  acid 
gas  through  the  apparatus  while  the  boiling  is  carried  on.  This 
modification  has  been  adopted  by  Fresenius  with  very  satisfactory 
results. 

The  boiling  vessel  may  consist  of  a  small  tubulated  retort,  supported  in  such 
a  manner  that  its  neck  inclines  upward ;  a  cork  is  fitted  into  the  tubulure,  and 
through  it  is  passed  a  small  tube  connected  with  a  vessel  for  generating  either 
carbonic  acid  or  hydrogen.  If  a  weighed  quantity  of  pure  metallic  iron  is  used 
for  preparing  the  solution,  the  washed  carbonic  acid  or  hydrogen  should  be 
passed  through  the  apparatus  while  it  is  being  dissolved ;  the  solution  so  obtained, 
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or  one  of  double  sulphate  of  iron  and  ammonia  of  known  strength,  being 
already  in  the  retort,  the  nitrate  is  carefully  introduced,  and  the  mixture  heated 
gently  by  a  small  lamp,  or  by  the  water  bath,  for  ten  minutes  or  so,  then  boiled 
until  the  dark-red  colour  of  the  liquid  disappears,  and  gives  place  to  the 
brownish-yellow  of  ferric  compounds.  The  retort  is  then  suffered  to  cool,  the 
current  of  carbonic  acid  or  hydrogen  still  being  kept  up,  then  the  liquid  diluted 
freely,  and  titrated  with  ^/lo  permanganate. 

Owing  to  the  irregularities  attending  the  use  of  permanganate 
with  hydrochloric  acid,  it  is  preferable,  in  case  this  acid  has  been 
used,  to  dilute  the  solution  less,  and  titrate  with  bichromate.  Two 
grams  of  pure  iron,  or  its  equivalent  in  double  iron  salt,  0*5  gm.  of 
saltpetre,  and  about  60  c.c.  of  strong  hydrochloric  acid,  are  convenient 
proportions  for  the  analysis. 

Eder  {Z.  a.  G.  xvi.  267)  has  modified  Fresenius'  improvements 
as  follows : — 

1"5  gm.  of  very  thin  iron  wire  is  dissolved  in  30  to  40  c.c.  of  pure  fuming 
hydrochloric  acid,  placed  in  a  retort  of  about  200  c.c.  capacity;  the  beak  of  the 
retort  points  upwards,  at  a  moderately  acute  angle,  and  is  connected  with 
a  U-tube,  which  contains  water.  Solution  of  the  iron  is  hastened  by  applying 
a  small  flame  to  the  retort.  Throughout  the  entire  process  a  stream  of  COj  is 
passed  through  the  apparatus.  When  the  iron  is  all  dissolved  the  solution  is 
allowed  to  cool,  the  stream  of  COj  being  maintained ;  the  weighed  quantity  of 
nitrate  contained  in  a  small  glass  tube  (equal  to  about  0'2  gm.  HNO3)  is  then 
quickly  passed  into  the  retort  through  the  neck ;  the  heating  is  continued  under 
the  same  conditions  as  before,  until  the  liquid  assumes  the  colour  of  ferric 
chloride.  The  whole  is  allowed  to  cool  in  a  stream  of  COj ;  water  is  added  in 
quantity,  and  the  unoxidized  iron  is  determined  by  titration  with  permanganate. 
The  results  are  exceedingly  good. 

If  the  CO2  be  generated  in  a  flask,  with  a  tube  passing  downwards 
for  the  reception  of  the  acid,  air  always  finds  its  way  into  the  retort, 
and  the  results  are  unsatisfactory.  Eder  recommends  the  use  of 
Kipp's  CO2  apparatus.  By  carrying  out  the  operation  exactly  as  is 
now  to  be  described,  he  has  obtained  very  good  results  with  ferrous 
sulphate  in  place  of  chloride. 

The  same  apparatus  is  employed;  the  tube  through  which  CO2  enters  the 
retort  passes  to  the  bottom  of  the  liquid  therein,  and  the  lower  extremity  of  this 
tube  is  drawn  out  to  a  fine  point.  The  bubbles  of  CO2  are  thus  reduced  in  size, 
and  the  whole  of  the  nitric  acid  is  removed  from  the  liquid  by  the  passage  of 
these  bubbles.  The  iron  wire  is  dissolved  in  excess  of  dilute  sulphuric  acid 
(strength  1:3  or  1:4).  When  the  liquid  in  the  retort  has  become  cold, 
a  small  tube  containing  the  nitrate  is  quickly  passed,  by  means  of  a  piece  of 
platinum  wire  attached  to  it,  through  the  tubulus  of  the  retort,  and  the  cork  is 
replaced  before  the  tube  has  touched  the  liquid ;  CO^  is  again  passed  through 
the  apparatus  for  some  time,  after  which,  by  slightly  loosening  the  cork,  the ' 
tube  containing  the  nitrate*  is  allowed  to  fall  into  the  liquid.  The  whole  is 
allowed  to  remain  at  the  ordinary  temperature  for  about  an  hour — this  is 
essential — after  which  time  the  contents  of  the  retort  are  heated  to  boiling,  CO2 
being  passed  continuously  into  the  retort,  and  the  boiling  continued  till  the 
liquid  assumes  the  light  yellow  colour  of  ferric  sulphate.  After  cooling,  water 
"is  added  (this  may  be  omitted  with  bichromate),  and  the  unoxidized  iron  is 
determined  by  permanganate. . 

Eder  also  describes  a  slight  modification  of  this  process,  allowing 
of ,  the  tise  of  a.  flask  in  place  of  the  retort,  and  of  ammonio-ferrous 
sulphate  in  place  of   iron  wire.      Although  the  titration  with  per- 


258  VOLUMETRIC   AlfALYSIS.  §,  71i 

manganate  is  more  trustworthy  when  sulphuric  acid  is  employed  than 
wheii  hydrochloric  acid  is  used,  he  nevertheless  thinks  that  the  use  of 
ferrous  chloride  is  generally  to  be  recommended  in  preference  to  that 
of  ferrous  sulphate.  When  the  chloride  is  employed,  no  special 
concentration  of  acid  is  necessary;  the  nitric  oxide  is  more  readily 
expelled  from  the  liquid,  and  the  process  is  finished  in  a  shorter 
time.  But  some  magnesium  sulphate  should  be  used  to  prevent  the 
effect  of  HCl  when  permanganate  is  used  for  titration. 

The  final  point  in  the  titration  with  permanganate,  when  the 
sidphate  is  employed,  is  rendered  more  easy  of  determination  by 
adding  a  little  potassium  sulphate  to  the  liquid. 

(b)  Direct  titration  of  the  resulting  Ferric  salt  by  Stannous 
Chforide. — Fresenius  has  adopted  the  use  of  stannous  chloride 
for  titrating  the  ferric  salt  with  very  good  results. 

The  following  plan  of  procedure  is  recommended  by  the  same 
authority. 

A  solution  of  ferrous  sulphate  is  prepared  by  dissolving  100  gm.  of  the  crystals 
in  500  0.0.  of  hydrochloric  acid  of  spec.  grav.  1"10  ;  when  used  for  the  analysis, 
■  the  small  proportion  of  ferric  oxide  invariably  present  in  it  is  found  by  titrating 
with  stannous  chloride.  The  nitrate  being  weighed  or  measured,  is  brought 
together  with  50  o.c.  (more  or  less,  according  to  the  quantity  of  nitrate)  of  the 
iron  solution  into  a  long-neoked  flask,  through  the  cork  of  which  two  glass  tubes, 
are  passed,  one  connected  with  a  CO2  apparatus,  and  reaching  to  the  middle 
of  the  flask,  the  other  simply  an  outlet  for  the  passage  of  the  gas.  When  the 
gas  has  driven  out  all  the  air,  the  flask  is  at  first  gently  heated,  and  eventually 
boiled,  to  dispel  all  the  nitric  oxide.  The  CO2  tube  is  then  rinsed  into  the  flask, 
and  the  liquid,  while  still  boiling  hot,  titrated  for  ferric  chloride,  as  in  §  37. 

The  liquid  must,  however,  be  suffered  to  cool  before  titrating  with 
iodine  for  the  excess  of  stannous  chloride.  While  cooling,  the 
stream  of  COg  should  still  be  continued.  The  quantity  of  iron 
changed  into  peroxide,  multiplied  by  the  factor  0"375,  vrill  give  the 
amount  of  nitric  acid. 

Example  :  (1)  A  solution  of  stannous  chloride  was  used  for  titrating  10  c.c. 
of  solution  of  pure  ferric  chloride  containing  0'215075  gm.  Fe;  25'65  c.c.  of  tin 
solution  were  required,  therefore  that  quantity  was  equal  to  0'0807  gm.  of 
HNO3,  or  0-069131'gm.  of  N2O5. 

(2)  50  c.c.  of  acid  ferrous  sulphate  were  titrated  with  tin  solution  for  ferric 
oxide,  and  0'24  c.c.  was  required. 

(3)  1  c.c.  tin  solution =3'3  c.c.  iodine  solution. 

(4)  0  2177  gm.  of  pure  nitre  was  boiled,  as  described,  with  50  c.c.  of  the  acid 
ferrous  sulphate,  and  required  45'03  c.c.  tin  solution,  and  4"7  0.0.  iodine — 

47  c.c.  iodine  solution  =  1-42  c.c.  SnClj 

The    peroxide  in  the    protosulphate    solution =0'24  c.c. 

1-66 
45-03— 1-66= 43-37,  therefore  25-65  :  0-069131 =43-37  :  a, =0-1169  N2O5  instead 
of  0-1163,  or  53-69  per  cent,  instead  of  53-41.  A  mean  of  this,  with  three  other 
estimations,  using  variable  proportions  of  tin  and  iron  solutions,  gave  exactly 
53-41  per  cent.  The  process  is  therefore  entirely  satisfactory  in  the  case  of  pure 
materials. 

The  above  process  is  slightly  modified  by  Eder.  About  10  gm.  of 
ammonium-ferrous  sulphate  are  dissolved  in  a  flask,  in  about  50  c.c.  of 
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hydrochloric  acid  (sp.  gr.  r07)  in  a  stream  of  COj.  The  tube  through 
which  the  COg  enters  is  drawn  to  a  point ;  an  exit  tube,  somewhat 
trumpet-shaped,  to  admit  of  any  liquid  that  may  spirt  finding  its  way 
back  into  the  flask,  passes  downwards  into  water.  After  solution  of 
the  double  salt,  the  nitrate  is  dropped  in  with  the  precautions  already 
detailed,  and  the  liquid  is  boiled  until  the  nitric  oxide  is  all  expelled. 
The  hot  liquid  is  diluted  with  twice  its  own  volume  of  water,  excess 
of  stannous  chloride  solution  is  run  in,  the  whole  is  allowed  to  cool  in 
a  stream  of  COg,  and  the  excess  of  tin  is  determined  by  means  of 
standard  iodine. 

(o)  Holland's  Modifleation  of  the 
Pelouze  Process. — The  arrangement  of 
apparatus  shown  in  fig.  49  obviates  the  use  of 
an  atmosphere  of  H  or  COj.  a  is  a  long- 
necked  assay  flask  drawn  off  at  b,  so  as  to 
form  a  shoulder,  over  which  is  passed  a  piece 
of  stout  pure  india-rubber  tube,  d,  about  6 
centimeters  long,  the  other  end  terminating 
in  a  glass  tube,  f,  drawn  off  so  as  to  leave 
only  a  small  orifice.  On  the  elastic  connector 
D  is  placed  a  screw  clamp.     At  c,  a  distance 

-  of  3  centimeters  from  the  shoulder,  is  cemented 

Pig.  49.  with  a  blow-pipe  a  piece  of  glass  tube  about  2 

centimeters  long,  surmounted  by  one  of  stout 
elastic  tube  rather  more  than  twice  that  length.  The  elastic  tubes 
must  be  securely  attached  to  the  glass  by  binding  with  wire.  After 
binding,  it  is  as  well  to  turn  the  end  of  the  conductor  back,  and 
smear  the  inner  surface  with  fused  caoutchouc,  and  then  replace  it  to 
render  the  joint  air-tight. 

Method  of  Peocbduee  :  A  small  funnel  is  inserted  into  the  elastic  tube 
at  c,  the  clamp  at  d  being  for  the  time  open;, after  the  introduction  of  the 
solution,  followed  by  a  little  water  which  washes  all  into  the  flask,  the  funnel  is 
removed,  and  the  flask  supported  by  means  of  the  wooden  clamp,  in  the  inclined 
position  it  occupies  in  the  figure.  The  contents  are  now  made  to  boil  so  as  to 
expel  all  air  and  reduce  the  volume  of  the  fluid  to  about  4  or  5  c.o.  When  this 
point  is  reached  a  piece  of  glass  rod  is  inserted  into  the  elastic  tube  at  c,  which 
causes  the  water  vapour  to  escape  through  p. 

Into  the  small  beaker  is  put  about  50  c.c.  of  a  previously  boiled  solution  of 
ferrous  sulphate  in  hydrochloric  acid  (the  amount  of  iron  already  existing  as 
persalt  must  be  known). 

The  boiling  is  still  continued  for  a  moment  to  ensure  perfect  expulsion  of  air 
from  r,  the  lamp  is  then  removed,  and  the  caoutchouc  connector  slightly  com- 
pressed with  the  first  finger  and  thumb  of  the  left  hand.  As  the  flask  cools  the 
solution  of  iron  is  drawn  into  it :  when  the  whole  has  nearly  receded  the  elastic 
tube  is  tightly  compressed  with  the  fingers,  whilst  the  sides  of  the  beaker  are 
washed  with  a  jet  of  boiled  water,  which  is  also  allowed  to  pass  into  the  flask. 
The  washing  may  be  repeated,  taking  care  not  to  dilute  more  than  is  necessary  or 
admit  air.  Whilst  F  is  still  full  of  water,  the  elastic  connector  previously  com- 
pressed with  the  fingers  is  now  securely  closed  with  the  clamp,  the  screw  of 
which  is  worked  with  the  right  hand.  Provided  the  clamp  is  a  good  one,  f  will 
remain  full  of  water  during  the  subsequent  digestion  of  the  flask. 

After  heating  in  a  water  bath  at  100°  for  half  an  hour,  the  flask  is  removed 
from  the  water  bath  and  cautiously  heated  with  a  small  flame,  the  fingers  at  the 
Same  time  resting  on  the  elastic  connector  at  the  point  nearest  the  shoulder ;  as 
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soon  as  the  tube  is  felt  to  expand,  owing  to  the  pressure  from  within,  the  lamp  is 
removed  and  the  screw  clamp  released,  the  fingers  maintaining  a  secure  hold  of 
the  tuhe,  the  gas-flame  is  again  replaced,  and  when  the  pressure  on  the  tube  is 
again  felt,  this  latter  is  released  altogether,  thus  admitting  of  the  escape  of  the 
nitric  oxide,  through  F,  which  should  be  below  the  surface  of  water  in  the  beaker 
whilst  these  manipulations  are  performed.  The  contents  of  the  flask  are  now 
boiled  until  the  nitric  oxide  is  entirely  expelled,  and  the  solution  of  iron  shows 
only  the  brown  colour  of  the  perchloride.  At  the  completion  of  the  operation, 
the  beaker  is  first  removed,  and  then  the  lamp. 

It  now  only  remains  to  transfer  the  ferric  solution  to  a  suitable  vessel  and 
determine  the  perchloride  with  stannous  chloride  as  in  J. 

A  mean  of  six  experiments  for  the  percentage  determination  of 
NgOs  ill  'p^ixe  nitre  gave  53'53  per  cent,  instead  of  53-41.  The 
process  is  easy  of  execution,  and  gives  satisfactory  technical  results. 
The  point  chiefly  requiring  attention  is  that  the  apparatus  should 
be  air-tight,  which  is  secured  by  the  use  of  good  elastic  tubes 
and  clamp. 

3.    Schlosing's  Method  (available  in  the  presence  of 
Organic  Matter). 

The  solution  of  nitrate  is  boiled  in  a  flask  till  all  air  is  expelled, 
then  an  acid  solution  of  ferrous  chloride  drawn  in,  the  mixture  boiled, 
and  the  nitric  oxide  gas  collected  over  mercury  in  a  balloon  filled  with 
mercury  and  milk  of  lime ;  the  gas  is  tljien  brought,  without  loss,  in 
contact  with  oxygen  and  water,  so  as  to  convert  it  again  into  nitric 
acid,  then  titrated  wibh  ^/lo  alkali  as  usual. 

This  method  was  devised   by  Schldsing   for    the    estimation  of 
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nitric  acid  in  tobacco,  and  is  especially  suitable  for  that  and  similar 
purposes,  where  the  presence  of  organic  matter  would  interfere  with 
the  direct  titration  of  the  iron  solution.  Where  the  quantity  of 
nitric  acid  is  not  below  0'15  gm.  the  process  is  fairly  accurate,  but 
needs  a  special  and  rather  coinplicated  arrangement  of  apparatus, 
the  description  of  which  may  be  found  in  Fresenius'  Quant.  Anal., 
sixth  edition. 

An  arrangement  of  apparatus,  dispensing  with  the  use  of  mercury, 
has  been  devised  by  Wildt  and  Scheibe  (Z.  a.  C.  xxiii.  151),  which 
simplifies  the  analysis  and  gives  accurate  results  with  not  less  than 
0'25  gm.  NjOg.  With  smaller  quantities  the  results  are  too  low. 
Fig.  50  shows  the  apparatus  used. 

A  is  a  conical  flask  of  250  c.c.  capacity,  containing  the  solution  to 
be  analyzed.  B  is  a  round-bottomed  flask  of  250-300  c.c.  capacity, 
half  filled  with  caustic  soda,  to  absorb  any  HCl  which  might  be 
carried  over  from  A.  C  is  a  conical  flask  of  750  c.c.  capacity, 
containing  a  little  water  to  absorb  the  nitric  acid.  D  is  a  tubej 
containing  water  to  collect  any  nitric  acid  not  absorbed  by  the  water 
in  C.  The  tube  d  is  bent,  as  shown  in  the  diagram,  and  drawn  out  to 
a  point,  to  diminish  the  size  of  the  bubbles.  The  tube  e  is  wide,  and 
cut  obliquely  to  j^revent  water  collecting  and  passing  into  C. 

Method  of  Peoceduke  :  The  clip  h  is  closed  and  c  opened,  and  the  tube  e 
disconnected  from  /.  The  solutions  in  A  and  B  are  then  boiled  for  20  minutes 
to  remove  ail  oxygen.  The  tubes  e  and  /  are  again  connected,  the  clip  c  is 
closed,  the  flame  under  B  increased  to  prevent  the  liquid  in  C  from  being  drawn 
back,  and  the  clip  b  is  opened.  As  soon  as  steam  issues  from  the  tube  a,  it  is 
dipped  into  a  conical  glass  containing  50  c.c.  of  ferrous  chloride  prepared 
according  to  Schlosing's  directions,  and  the  flame  under  a  is  removed,  when 
the  ferrous  chloride  enters  the  flask.  The  clip  b  is  regulated  with  the  finger  and 
thumb,  BO  as  to  prevent  the  entry  of  air  into  the  flask.  The  conical  vessel  is 
rinsed  two  or  three  times  with  water,  and  this  is  allowed  to  enter  the  flask,  and 
the  clip  b  is  then  closed,  and  the  vessel  A  heated.  The  liquid  in  A  turns  brown 
in  a  short  time,  and  nitric  acid  is  evolved.  The  clip  c  is  opened  slightly  from 
time  to  time  until  the  pressure  is  high  enough,  when  it  is  opened  entirely.  The 
flames  must  be  regulated  so  that  a  slow  current  of  gas  bubbles  through  the  water 
in  C.  The  hydrochloric  acid  is  removed  by  the  caustic  soda  in  B,  and  the  nitric 
oxide  on  coming  in  contact  with  the  air  in  C  is  oxidized,  and  the  nitric  acid 
absorbed  by  the  water.  In  case  the  current  of  gas  is  too  rapid,  the  escaping 
nitric  acid  is  absorbed  in  D.  After  an  hour  the  tubes  e  and  /  are  disconnected, 
while  the  solutions  in  A  and  B  are  still  boiling,  and  the  nitric  acid  is  titrated 
with  dilute  caustic  soda  (about  i  normal).  The  vefsel'C  must  be  well  cooled 
during  the  whole  experiment,  which  occupies  about  an  hour  and  a  half. 

Good  results  were  obtained  with  nitrates  of  potash  and  soda,  both 
alone  and  mixed  with  ammonium  sulphate,  superphosphate,  and  amido 
compoimds.  With  superphosphate  the  solution  should  be  made 
slightly  alkaline,  to  prevent  the  liberation  of  nitric  acid. 

Warington  (/.  C.  S.  1880,  468)  has  made  a  series  of  experiments 
on  the  original  Schlbsing  process,  for  the  purpose  of  testing  its 
accuracy,  when  small  quantities  of  nitric  acid  have  to  be  determined 
in  the  presence  of  organic  substances,  such  for  instance  as  in  soils,  the 
sap  of  beet-root,  etc. ;  but  instead  of  converting  the  nitric  oxide  back 
into  nitric  acid  as  in  the  original  method,  he  collected  the  gas  either 
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over  caustic  soda,  as  recommeiided.  by  Reichardt,  or  over  mercury, 
and  ascertained  its  amount  by  measurement  in  Frankland's  gas 
apparatus.  The  results  obtained  by  Warington  plainly  showed  that 
even  on  the  most  favourable  circumstances  the  method  as  usually 
v»rorked  in  Germany,  either  by  the  alkalimetric  titration  or  by 
measurement  of  the  gas,  invariably  gave  results  much  too  low, 
especially  if  the  quantity  of  nitrate  operated  on  was  small,  say  5 
or  6  centigrams  of  nitre ;  moreover,  when  sugar  or  similar  organic 
substance  was  present  the  resulting  gas  was  very  impure,  and  the 
distUlates  were  highly  coloured  from  the  presence  of  some  volatile 
products.  The  nitric  oxide  also  suffered  considerable  diminution  of 
volume,  when  left  for  any  time  in  contact  with  the  distillate, 
especially  when  over  caustic  soda.  This  being  the  case,  the  following 
modification  originally  recommended  by  Schlbsing  was  adopted  in 
which  COg  was  employed,  both  to  assist  in  expelling  the  air  from  the 
apparatus,  and  to  chase  out  the  nitric  oxide  produced. 

n 


Pig.  51. 

The  form  of  apparatus  adopted  by  Warington  is  shown  in  fig.  51.  The 
vessel  in  which  the  reaction  takes  place  is  a  small  tubulated  receiver,  the 
tubulure  of  which  has  been  bent  near  its  extremity  to  make  a  convenient 
junction  with  the  delivery  tube,  which  dips  into  a  trough  of  mercury  on  the  left. 
The  long  supply  tube  attached  to  the  receiver  is  of  small  bore,  and  is  easily 
filled  by  a  i  c.c.  of  liquid.  The  short  tube  to  the  right  is  also  of  small  bore,  and 
is  connected  by  a  caoutchouc  tube  and  clamp  with  an  apparatus  for  the  con- 
tinuous production  of  carbonic  acid. 

In  using  this  apparatus  the  supply  tube  is  first  filled  with  strong  HCl,  and  CO2 
is  passed  through  ths  apparatus  till  a  portion  of  the  gas  collected  in  a  jar  over 
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mercury  is  found  to  be  entirely  absorbed  by  caustic  potash.  Tbe  current  of  gas 
is  tben  stopped  by  closing  the  clamp  to  the  right.  A  chloride  of  calcium  bath  at 
140°  is  next  brought  under  the  receiver,  which  is  immersed  one-half  or  more  in 
the  hot  fluid ;  the  temperature  of  the  bath  is  maintained  throughout  the  operation 
by  a  gas  burner  placed  beneath  it.  By  allowing  a  few  drops  of  HCl  to  enter  the 
hot  receiver,  the  GO3  it  contains  is  almost  entirely  expelled.  A  jar  filled  with 
mercury  is  then  placed  over  the  end  of  the  delivery  tube,  and  all  is  ready  for  the 
commencement  of  a  determination. 

The  nitrate,  which  should  be  in  the  form  of  a  dry  residue  in  a  small  beaker  or 
basin,  is  dissolved  in  about  2  c.c.  *  of  strong  ferrous  chloride  solution,  1  c.c.  of 
strong  HCl  is  added,  and  the  whole  is  then  introduced  into  the  receiver  through 
the  supply  tube,  being  followed  by  successive  rinsings  with  HCl,  each  rinsing  not 
exceeding  a  i  cc,  as  the  object  is  to  introduce  as  small  a  bulk  of  liquid  as 
possible.  The  contents  of  the  receiver  are  in  a  few  minutes  boiled  to  dryness ; 
a  little  CO2  is  admitted  before  dryness  is  reached,  and  again  afterwards  to  drive 
over  all  remains  of  nitric  oxide.  If  the  gas  will  not  be  analyzed  till  next  day,  it 
is  advisable  to  use  more  COj,  so  as  to  leave  the  nitric  oxide  diluted  with  several 
times  its  volume  of  that  gas.  As  soon  as  one  operation  is  concluded  the  apparatus 
is  ready  for  another  charge. 

This  mode  of  working  presents  tlie  foUovs^ing  advantages  :— 

(1)  -  The  volume  of  liquid  introduced  into  the  apparatus  is  much  diminished, 
and  with  this  of  course  the  amount  of  dissolved  air  contributed  from 
this  source. 

(2)  By  evaporation  to  dryness  a  complete  reaction  of  the  nitrate  and  ferrous 
chloride,  and  a  perfect  expulsion  of  the  nitric  oxide  formed,  is  as  far  as  possible 
attained. 

(3)  The  nitric  oxide  in  the  collecting  jar  is  left  in  contact  with  a  much 
smaller  volume  of  acid  distillate,  and  its  liability  to  absorption  is  greatly 
diminished  by  its  dilution  with  CO2. 

The  results  obtained  with  this  apparatus  by  Warington  on  small  quantities 
of  nitre  alone,  and  mixed  with  variable  quantities  of  ammonium  salts  and  organic 
substances  including  sugar,  showed  a  marked  improvement  upon  the  method  as 
usually  carried  out. 

A  further  improvement  has  been  made  in  this  method  by 
Warington  (J.  C.  S.  1882,  345),  and  described  by  him  as 
f oUovrs  : — 

■  The  apparatus  now  employed  is  quite  similar  to  that  shown  in  fig.  51,  with  the 
only  difference  that  the  bulb  retort  in  which  the  reaction  takes  place  is  now  only 
If  inch  in  diameter,  thus  more  exactly  resembling  the  form  employed  by 
Sohlosing.  A  bulb  of  this  size  is  sufficient  for  the  analysis  of  soil  extracts ; 
for  determinations  of  nitrates  in  vegetable  extracts  a  larger  bulb  is  required. 

The  chief  improvement  consists  in  the  use  of  CO2  as  free  as  possible  from 
oxygen.  The  generator  is  formed  of  two  vessels.  The  lower  one  consistsof  a 
bottle  with  a  tubulure  in  the  side  near  the  bottom ;  this  bottle  is  supported  in  an 
inverted  position,  and  contains  the  marble  from  which  the  gas  is  generated.  The 
upper  vessel  consists  of  a  similar  bottle  standing  upright ;  this  contains  the  HCl 
required  to  act  on  the  marble.  The  two  vessels  are  connected  by  a  glass  tube 
passing  from  the  side  tubulure  of  the  upper  vessel  to  the  inverted  mouth  of 
the  lower  vessel ;  the  acid  from  the  upper  vessel  thus  enters  below  the 
marble.  CO2  is  generated  and  removed  at  pleasure  by  opening  a  stop^oock 
attached  to  the  side  tubulure  of  the  lower  vessel,  thus  allowing  HCl.  to 
descend  and  come  in  contact  with  the  marble.  The  fragments  of  marble  used 
ioave  been  previously  boiled  in  water.    The  boiling  is  conducted  in  a  strong  flask. 

*  Supposing  tlie  ferrous  chloride  to  contain  2  gin.  of  iron  per  10  c.c,  then  1  c.c,  of  the 
solution  -will  be  nearly  equivalent  to  0'12  gm.  of  nitre,  or  0'0166  gm.  of  plteogen.  A  con- 
siderable excess  of  iron  should,  however,  always  be  u&ed.  -  '  ' 
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After  boiling  has  proceeded  some  time,  a  caoutchouc  stopper  is  fixed  in  the  neck 
of  the  flask,  and  the  flame  removed ;  .boiling  will  then  continue  for  some  time  in 
a  partial  vacuum.  The  lower  reservoir  is  nearly  filled  with  the  boiled  marble 
thus  prepared.  The  HCl  has  been  also  well  boiled,  and  before  it  is  introduced 
into  the  upper  reservoir  it  has  dissolved  in  it  a  moderate  quantity  of  cuprous 
chloride.  As  soon  as  the  acid  has  been  placed  in  the  upper  reservoir  it  is  covered 
by  a  layer  of  oil.  The  apparatus  being  thus  charged  is  at  once  set  in  active  work 
by  opening  the  stop-cock  of  the  marble  reservoir ;  the  acid  descends,  enter?  the 
marble  reservoir,  and  the  CO2  produced  drives  out  the  air  which  is  necessarily 
present  at  starting.  As  the  acid  reservoir  is  kept  on  a  higher  level  than  the 
marble  reservoir,  the  latter  is  always  under  internal  pressure,  and  leakage  of  air 
from  without  cannot  occur. 

The  presence  of  the  cuprous  chloride  in  the  hydrochloric  acid  not  only  ensures 
the  removal  of  dissolved  oxygen,  but  affords  an  indication  to  the  eye  of  the 
maintenance  of  this  condition.  So  Jong  as  the  acid  remains  of  an  olive  tint, 
oxygen  will  be  absent ;  but  should  the  acid  become  of  a  clear  blue-green,  it 
is  no  longer  certainly  free  from  oxygen,  and  more  cuprous  chloride  must 
be  added. 

A  further  slight  improvement  adopted  consists  in  the  use  of  freshly-boiled 
reagents,  which  are  employed  in  as  small  a  quantity  as  possible.  When  boiling 
the  hydrochloric  acid  it  is  well  to  add  a  few  drops  of  ferrous  chloride,  in  order 
more  certainly  to  remove  any  dissolved  oxygen. 

The  mode  of  operation  is  as  follows  : — The  apparatus  is  fitted  together,  the  long 
funnel  tube  attached  to  the  bulb  retort  being  filled  with  water.  Connection  is 
made  with  the  glass  stop-cock  of  the  CO2  generator  by  means  of  a  short  stout 
caoutchouc  tube,  provided  with  a  pinch-cook.  The  pinch-cock  being  opened,  the 
stop-cock  is  turned  till  a  moderate  stream  of  bubbles  rises  in  the  mercury  trough ; 
the  stop-cock  is  left  in  this  position,  and  the  admission  of  gas  is  afterwards 
controlled  by  the  pinch-cock,  pressure  on  which  allows  a  few  bubbles  to  pass 
at  a  time.  The  heated  chloride  of  calcium  bath  is  next  raised,  so  that  the 
bulb  retort  is  almost  submerged;  the  temperature,  shown  by  a  thermometer 
which  forms  part  of  the  apparatus,  should  be  130-140°.  By  boiling  small 
quantities  of  water  or  hydrochloric  acid  in  the  bulb  retort  in  a  stream  of  CO2  the 
air  present  is  expelled;  the  supply  of  gas  must  be  stopped  before  the  boiling  has 
ceased,  so  as  to  leave  little  in  the  retort.  'Previous  to  very  delicate  experiments 
it  is  advisable  to  introduce  through  the  funnel  tube  a  small  quantity  of  nitre, 
-ferrous  chloride,  and  hydrochloric  acid,  rinsing  the  tube  with  the  latter  reagent; 
$,ny  trace  of  oxygen  remaining  in  the  apparatus  is  then  consumed  by  the  nitric 
oxide  formed,  and  after  boiling  to  dryness,  and  driving  out  the  nitric  oxide  with 
CO2,  the  apparatus  is  in  a  perfect  condition  for  a  quantitative  experiment. 

Soil  extracts  may  be  used  without  other  preparation  than  concentration. 
.Vegetable  juices,  which  coagulate  when  heated,  require  to.be  boiled  and  filtered, 
or  else  evaporated  to  a  thin  syrup,  treated  with  alcohol  and  filtered.  A  clear 
solution  being  thus  obtained,  it  is  concentrated  over  a  water  bath  to  the  smallest 
volume,- in  a  beaker  of  smallest  size.  As  soon  as  cool,  it  is  mixed  with  1  c.o.  of  a 
cold  saturated  solution  of  ferrous  chloride  and  1  c.c.  HOI,  both  reagents  having 
Tjeen  boiled  and  cooled  immediately  before  use.  In  mixing  with  the  reagents 
care  must  be  taken  that  bubbjes  of  air  are  not  entangled ;  this  is  especially  apt  to 
occur  with  viscid  extracts.  The  quantity  of  ferrous  chloride  mentioned  is  amply 
sufficient  for  most  soil  extracts,  but  it  is  well  perhaps  to  use  2  c.c.  in  the  first 
experiment  of  a  series ;  the  presence  of  a  considerable  excess  of  ferrous  chloride 
in  the  retort, is  thus  ensured.  With  bulky  vegetable  extracts  more  ferrous 
chloride  should  be  employed ;  to  the  syrup  from  20  gm.  of  mangel  sap  should  be 
Mded  5  c.c.  of  ferrous  chloride,  and  2  c.c.  of  hydrochloric  acid. 

The  mixture  of  the  extract  with  ferrous  chloride  and  HCl  is  introduced 
through  the  funnel  tube,  and  rinsed  in  with  three  or  four  successive  i  c.c.  of 
HCl.  The  contents  of  the  retort  are  then  boiled  to  dryness,  a  little  CO2  being 
from  time  to  time  admitted,  and  a  more  coiisiderable  quantity  used  at  the  end  to 
expel  any  remaining  nitric  oxide.  The  most  convenient  temperature  is  140°, 
.but  ill  the  case  of  vegetable  extracts  it  is  well  to  commence  at  130°,  as  there  is 
some  risk  of  the  contents  of  the  retort  frothing  over.    The  gas  is  collected  in  a 
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small  jar  over  mercury.  As  soon  as  one  operation  is  completed,  the  jar  is 
replaced  by  another  full  of  mercury,  and  the  apparatus  is  ready  to  receive  a  fresh 
extract.  A  series  of  five  determinations,  with  all  the  accompanying  gas  analyses, 
may  be  readily  performed  in  one  day.  The  bulb  retort  becomes  encrusted  with 
charcoal  when  extracts  rich  in  organic  matter  are  the  subject  of  analysis;  it  is 
best  cleaned  first  with' water,  and  then  by  heating  oil  of  vitriol  in  it. 

Mercury,  contrary  to  the  statement  in  most  text-books,  is  gradually  attacked 
by  hydrochloric  acid  in  the  presence  of  air ;  the  mercury  in  the  trough  is  thus 
apt  to  become  covered  with  a  grey  chloride,  and  it  is  quite  necessary  to  keep 
the  store  of  mercury  in  contact  with  sulphuric  acid  to  preserve  its  mobile 
condition. 

.  The  gas  analysis  is  of  a  simple  character ;  the  gas  is  measured  after  absorption 
of  the  C0.2  by  potash,  and  again  after  absorption  of  the  nitric  oxide,  the  difference 
.giving  the  amount  of  this  gas.  For  the  absorption  of  nitric  oxide,  a  saturated 
solution  of  ferrous  chloride  was  for  some  time  employed.  This  method  is  not, 
however,  perfectly  satisfactory  when  the  highest  accuracy  is  required,  the  nitric 
oxide  being  generally  rather  under  estimated,  except  the  process  of  absorption  is 
repeated  with  a  fresh  portion  of  ferrous  chloride.  The  error  is  greater  in  pro- 
portion to  the  quantity  of  unabsorbed  gas  present.  Thus,  with  a  mixture  of 
nitrogen  and  nitric  oxide  containing  little  of  the  former  absorption  of  the  nitric 
oxide  by  successive  treatment  with  oxygen  and  py  rogallol  over  potash  showed 
97'8  per  cent,  of  nitric  oxide ;  while  the  same  gas,  analyzed  by -a  single  absorption 
with  ferrous  chloride. (after  potash),  showed  97' 5  per  cent,  of  nitric  oxide.  With 
•a  mixture  containing  more  nitrogen,  the  oxygen  method  showed  65'9  per  cent,  of 
nitric  oxide ;  while  one  absorption  with  ferrous  chloride  gave  64'2  per  cent.,  and 
a  second  absorption,  in  which  the  ferrous  chloride  was  plainly  discoloured,  66'2 
per  cent.  The  use  of  ferrous  chloride  as  an  absorbent  for  nitric  oxide  has  now 
been  given,  up,  and  the  oxygen  method  substituted.  All  the  measurements  of 
'the  gas  are  now  made  without  shifting  the  laboratory  vessel ;  the  conditions  are 
thus  favourable  to  extreme  accuracy. 

The  chief  source  of  error  attending  the  OJtygen  process  lies  in  the 
small  quantity  of  carbonic  oxide  produced  during  the  absorption  with  ■ 
pyrogallol ;  tlais. error  becomes  negligible  if  the  oxygen  is  only  used  in 
smaU  excess.  The  difficulty  of  using  the  oxygen  in  nicely  regulated 
-quantity  may  be  removed  by  the  use,  of  Bis  chef's  gas  delivery-tube. 
•This  may  be  made  of  a  test-tube,  having  a  small  perforation  half  an 
inch  from  the,  mouth.  The  tube  is  partly  filled  with  oxygen  over 
mercury,  and  its  mouth  is  then  closed  by  a  finely-perforated  stopper, 
made  from  a  piece  of  wide  tube,  and  fitted  tightly  into  the  test-tube 
by  means  of  a  covering  of  caoutchouc.  When  this  tube  is  inclined, 
the  side  perforation  being  downwards,  the  oxygen  is  discharged  in 
small  bubbles  from  the  perforated  stopper,  while  mercury  enters 
through  the  side  opening.  Using  this  tube,  the  supply  of  oxygen  is 
perfectly  under  control,  and  can  be  stopped  as  soon  as  a  fresh  bubble 
ceases  to  produce  a  red  tinge  in  the  laboratory  vessel.  The  trials 
made  with  "this  apparatus  have  been  very  satisfactory.  If  nitrites  are 
to  be  estimated  hj  this  method,  it  is  necessary  first  to  convert  them 
into  nitrates,  with  excess  of  hydrogen  peroxide,  which  is  entirely 
:.destroyed  by  the  subsequent  evaporation  to  dryness. 

4.    By  the  Ejeldahl  Process. 

By  the  Gunning- Jodlbauer  modified  method  described  in  §  19 
it  is  now  quite  possible  to  estimate  the  nitrogen  in  commercial  nitrates 
'with  great  accuracy  and  very  little  personal  attention. 


266  VOLUMETRIC   ANALYSIS.  §  71. 

5.    TJlsch's  Method. 

This  is  a  simple  and  ready  plan  of  estimating  alkaline  nitrates  or 
the  amount  of  them  existing  in  manures,  where  there  is  no  salt  of 
ammonia  or  other  form  of  nitrogen.  It  depends  on  the  fact  that  when 
a  nitrate  of  soda  or  potash  is  boiled  with  dilute  sulphuric  acid, 
together  with  iron  reduced  by  hydrogen,  the  nitrogen  becomes  con- 
verted into  ammonium  sulphate,  and  the  ammonia  is  then  distilled  off 
by  boiling  with  caustic  soda  as  in  Kjeldahl's  method. 

Method  of  PEOCBDtrKE :  0'5  gm.  of  an  alkaline  nitrate,  dissolved  in  25  o.c. 
of  water,  or  a  volume  of  manure  solution  containing  about  that  quantity,  which 
should  not  measure  more  than  25  or  30  c.c,  is  put  into  about  a  150  o.c.  flask. 
5  gm.  of  reduced  iron  and  20  c.c.  of  dilute  sulphuric  acid  (1'3)  are  then  added, 
and  the  flask  placed  in  an  inclined  position  and  the  reaction  allowed  to  continue 
in  the  cold,  until  effervescence  ceases.  The  mixture  is  then  boiled  for  six  or 
seven  minutes  and  allowed  to  cool .  The  liquid  is  then  transferred  toaKjeldahl 
distilling  flask,  an  excess  of  caustic  soda  with  a  few  pieces  of  zinc  added,  and  the 
ammonia  collected  in  standard  acid  and  titrated  as  usual  in  the  Kjeldahl 
process.    The  calculation  into  nitrogen  or  alkaline  nitrate  presents  no  difficulty. 

Some  operators  have  obtained  excessive  results  by  this  method,  owing  to  the 
reduced  iron  containing  some  form  of  nitrogen  or  ammonia.  A  blank  experiment 
should  therefore  be  made  with  the  iron  used  to  find  whether  such  impurity  exists. 
Brandt  found  that  cyanogen  was  the  offending  agent,  and  this  was  removed  by 
ignition  of  the  iron  again  in  hydrogen. 

A  modified  form  of  this  method  applicable  to  mixed  fertilizers 
containing  more  than  one  form  of  nitrogen  has  been  worked  out  by 
Street  with  good  results. 

Method  op  Pboceduke  :  1  gm.  of  the  manure  is  placed  in  a  flat-bottomed " 
flask  holding  about  half  a  liter  Tvith  about  30  c.c.  of  water,  20  c.c.  of  dilute 
sulphuric  acid  (1  acid  and  1  water)  and  1  gm.  of  reduced  iron,  the  mixture  is 
shaken  and  allowed  to  remain  without  heating  till  effervescence  is  over.  Close 
the  flask  with  a  rubber  stopper  through  which  is  passed  the  stem  of  a  dropping 
tube  holding  about  100  o.c.  of  water.  The  flask  is  then  gradually  heated  up  to 
boiling,  which  is  continued  for  five  or  six  minutes,  then  cooled,  and  about  100  c.c. 
of  the  water  in  the  dropping  tube  run  in.  The  flask  is  then  unstopped,  a  few 
small  pieces  of  solid  paraffin  or  beeswax  (to  prevent  frothing)  and  about  5  gm. 
of  good  caustic  magnesia  are  added,  and  a  proper  distillation  tube  connected  with 
the  flask.  The  distillation  is  carried  out  precisely  as  in  the  Kjeldahl  method, 
and  the  mixture  must  be  boiled  for  at  least  forty  minutes.  There  must  be  a 
considerable  excess  of  magnesia  in  order  to  insure  good  results,  and  longer  time 
for  di-stillation  is  necessary,  because  magnesia  is  slower  than  soda  in  developing 
the  ammonia. 

6.    Technical  method  for  the  Pelouze  process  with 
Alkaline  Nitrates  and  Nitrated  Manures. 

"Wagner  has  arranged  a  simple  form  of  the  Schldsing  method, 
which  gives  fairly  good  results,  and  permits  of  rapid  working. 

The  following  is  the  slightly  modified  arrangement,  as  adopted  at 
the  Halle  Agricultural  Experiment  Station,  for  the  estimation  of 
nitrogen  as  nitrates  in  fertilizers, 

A  250  c.c.  flask  is  fitted  with  a  two-hole  rubber  stopper.  One  hole  carries  an 
ordinary  gas  delivery-tube,  and  the  other  a  thistle  funnel,  having  a  stop-cock 
below  the  funnel.  The  end  of  this  tube  is  narrowed,  and  does  not  quite  reach 
the  liquid  in  the  flask. 
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A  solution  of  200  gm.  of  iron  wire  in  hydrochloric  acid  is  made  and  diluted  to 
1  liter.  50  c.o.  of  this  solution,  and  the  same  quantity  of- 10  %  HCl,  are  placed 
in  the  flask,  and  the  air  expelled  by  boiling.  10  c.c.  of  a  standard  solution  of  pure 
sodium  nitrate,  containing  25  gm.  per  liter,  are  then  placed  in  the  funnel,  and 
allowed  gradually  to  drop  into  the  hoUing  solution  of  iron,  A  gas  tube  graduated 
to  100  c.o.  is  filled  with  40%  solution  of  caustic  potash,  and  the  nitric  oxide 
collected  in  the  usual  way.  When  the  nitre  solution  is  nearly  all  dropped 
in,  the  funnel  is  filled  with  10  per  cent.  HCl,  and  run  down  drop  by  drop, 
and  when  no  more  nitric  oxide  is  evolved  the  tube  containing  the  gas  set 
aside  in  a  large  jar  containing  distilled  water.  10  c.c.  of  the  solution  to  be 
tested  are  now  put  into  the  funnel,  taking  care  that  not  more  than  100  c.c. 
of  gas  will  result.  The  gas  is  collected  as  before  in  a  fresh  tube  precisely 
as  in  the  case  of  the  pure  nitrate.  In  this  manner  ten  or  twelve  estimations 
can  be  made  with  the  one  and  the  same  ferrous  solution.  Finally,  a  fresh 
test  is  made  with  standard  nitre  solution  ;  the  readings  of  the  tubes  are 
taken,  and  as  they  will  all  be  of  the  same  temperature  and  pressure  no 
correction  is  necessary,  all  being  allowed  to  cool  to  the  same  point.  The 
comparison  between  the  pure  nitrate  and  the  sample  will  afford  the  calculation. 

Technical  use  of  the  Pelouze  Process  for  Mixed  Manures. 

— Vincent  Edwards  adopts  the  following  method  for  manures 
containiag  nitrates  together  with  ammonia  and  other  matters  (C.  I{. 
Ixxi.  307).     The  solutions  required  are  : — 

Standard  potassium  bichromate,  14-742  gm.  per  liter.  1  c.c.  = 
0-0085  gm.  ISTalsrOg  or  O'OlOl  gm.  KNO,. 

Ferrous  sulphate.  100  gm.  of  crystallized  salt  with  100  c.c.  of 
concentrated  HgSO^  per  liter. 

The  exact  working  strength  of  these  bwo  solutions  in  practice,  is 
found  by  boiling  50  c.c.  of  the  iron  solution  till  it  becomes  thick  in  a 
stout  well  annealed  glass  flask,  preferably  of  J  ena  glass,  which  is  fitted 
with  a  Bunsen  valve,  made  by  cutting  the  rubber  tube  with  a  sharp 
razor,  the  glass  tube  to  which  it  is  fitted  passing  through .  a  light 
fitting  rubber  stopper ;  after  boiling  the  flask  is  set  aside  to  cool, 
then  100  c.c.  or  so  of  water  are  added,  and  the  titration  made  with 
bichromate  in  the  usual  way  with  fresh  solution  of  ferricyanide  as 
indicator. 

Method  of  Peocbduee  :  10-20  gm.  of  the  nitrated  manure,  according  to  its 
richness,  are  exhausted  with  water  and  the  liquid  made  up  to  200  c.c. 

20  c.c.  of  this  solution  are  placed  in  the  boiling  flask  together  with  50  c.c.  of 
the  iron  solution,  the  stopper  with  valve  is  then  inserted,  and  the  mixture  boiled 
until  it  becomes  thiok,  and  semi-solid  drops  are  splashed  against  the  sides  of  the 
flask ;  the  flask  is  then  enveloped  in  a  cloth,  and  removed  to  cool ;  when  this  has 
occurred,  100  c.c.  or  so  of  water  are  run  into  the  flask,  well  shaken,  then  titrated 
with  the  bichromate  as  in  the  case  of  the  blank  experiment. 

Example  :  The  blank  titration  showed-  that  50  c.c.  of  iron  solution  required 
-54  0.0.  of  bichromate.  20  c.c.  of  the  manure  solution  =  1  gm,  manure  were  treated 
as  above  described,  and  required  31  c.c.  of  bichromate,  therefore  54— 31  =  23  o.c. 
which  multiplied  by  0-0085 =0-1955  or  1955 %  of  NaNOj  in  the  manure.  The 
manure  was  known  to  be  a  mixture  of  20  %  of  nitrate  of  soda,  of  95-5  %  strength, 
with  80  per  cent,  of  an  ammoniacal  guano. 

This  technical  process  is,  of  course,  chiefly  valuable  where  the 
nitrate  is  required  to  be  estimated  apart  from  the  ammonia. 

7.    G-asometrie  estimation  as  Witrlc  Oxide. 

This  method  of  estimating  nitrogen  existing  as  nitric  and  nitrous 
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acids,  either  separately  or  together,  is  an  exceedingly  delicate  one, 
and  capable  of  great  accuracy  under  proper  manipulation. 

It  is  now  best  known  as  the  C  rum-Frank  land  method,  the 
original  idea  emanating  from  Crum,  and  afterwards  improved  in 
detail  of  manipula'tion  by  Frankland  and  Armstrong  in  their 
method  of  water  analysis. 

So  far  as  the  use  of  the  method  for  water  analysis  is  concerned,  the 
process  is  given  in  Part  VI.,  where  the  shaking  tube  which  is  used  for 
the  decomposition  of  the  nitrogen  compounds  by  mercury  and 
sulphuric  acid  is  figured,  and  the  details  of  the  process  as  applied  to 
waters  fully  described. 

The  method  there  given,  however,  requires  the  use  of  a  gas 
apparatus.  This  method  obviates  that  necessity,  and  though  the 
results  cannot  be  said  to  be  absolutely  as  exact,  they  are  very  satis- 
factory for  some  purposes,  such  as  the  examination  of  nitrous  vitriol, 
raw  commercial  nitrates,  manures,  etc. 

The  apparatus  used  is  Lunge's  nitrometer,  a  figure  of  which  is 
given  in  the  section  on  technical  gas  analysis,  accompanied  with  a 
description  of  the  method  of  using  it.  The  application  of  the  instru- 
ment to  the  estimation  of  nitrous  and  nitric  acids  in  vitriol  and  other 
substances  is  explained  in  the  same  section. 

The  volume  of  the  nitric  oxide  obtained  can  be  read  off  to  -^^  c.c ; 
it  is  reduced  by  Bunsen's  tables  to  0°  and  760  m.m.,  and  the 
percentage  of  the  acid  calculated  from  it.  Each  c.c.  of  NO,  measured 
at  0°  and  760  m.m.,  corresponds  to  1"343  m.gm.  NO,  or  1'701  m.gm. 
NjOg,  or  2-417  m.gm.  N^Oj,  or  4-521  KNOg,  or  3-805  m.gm.  NaNOg. 
By  this  process,  of  course,  nitric  and  nitrous  acids  cannot  be  dis- 
tinguished, but  are  always  estimated  together. 

The  principle  of  the  reaction  is  explained  in  the  section  on  "Water 
Analysis  (Estimation  of  Nitrates  and  Nitrites),  and  the  satisfactory 
nature  of  the  method  for  vitriol-testing  has  been  amply  demonstrated 
by  Watts,  by  Davis  {C.  N.  xxxvii.  45),  and  many  others.  Tlie 
instrument  itself  has  been  made  in  several  modified  ways,  but  the 
principle  of  its  construction  is  the  same. 

Allen  {Analyst  v.  181)  recommends  the  use  of  this  instrument  for 
the  estimation  of  nitrates  and  nitrites  in  water  residues ;  and  to 
-obviate  the  difiiculty  in  reading  the  vplume  which  sometimes  arises 
from  the  mercurial  froth,  he  uses  two  nitrometers  side  by  side,  in  one 
■of  which  is  worked  a  pure  standard  nitrate  solution,  and  in  the  other 
the  material  for  analysis  under  precisely  the  same  conditions  of 
temperature,  pressure,  etc.  If  the  apparatus  containing  the  com- 
parative test  is  free  from  leakage,  it  may  be  retained  for  a  long  period 
for  the  purpose  of  comparison. 

8.    Colorimetrie  Methods. 

Phenolsulphonic  Acid  Method  (Sprengel).— This  method 
is  applicable  chiefly  to  waters  where  only  small  proportions  of  nitric 
acid  or  nitrates  are  to  be  estimated,  nitrites  are  not  affected  by  it. 
The  solutions  required  are — 
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Standard  potassium  nitrate. — 0-722  gm.  of  KNOg  is  dissolved  in  a 
liter  of  water.  1  c.c.  of  this  solution=l  m.gm.  of  N,  or  one  part  N 
in  100,000.  100  c.c.  of  it  should  be  diluted  to  a  liter  for  use  in  the 
actual  analysis,  and  10  c.c.  taken=j3jj^  m.gm.,  to  avoid  the  possible 
error  resulting  from  measuring  only  1  c.c. 

Phenolsulphonic  acid. — 18  gm.  of  pure  crystallized  phenol  are 
mixed  with  9  c.c.  of  distilled  water,  111  c.c.  of  pure  concentrated 
sulphuric  acid  are  then  added  and  thoroughly  mixed.  When  cold  the 
liquid  is  transferred  to  close-stoppered  bottle.  The  solution  is  then 
ready  for  use. 

Method  of  Procedube  :  10  c.c.  of  the  water  under  examination  and  10  c.c 
of  the  standard  potassium  nitrate  are  pipetted  into  two  small  beakers  and  placed  near 
the  edge  of  a  hot  plate.  When  nearly  evaporated  they  are  removed  to  the  top  of 
the  water-oven  and  left  there  till  they  are  evaporated  to  complete  dryness.  As 
this  operation  usually  takes  about  an  hour  and  a  half,  it  is  better,  when  time  is 
an  object,  to  evaporate  to  dryness  in  a  platinum  dish  over  steam.  The  residue  in 
each  case  is  then  treated  with  1  c.c.  of  the  phenolsulphonic  acid,  and  the  beakers 
are  placed  on  the  top  of  the  water-oven.  ■  If  the  water  under  examination  contain 
a  large  quantity  of  nitrates  the  liquid  speedily  assumes  a  red  colour,  which,  in  a 
good  water,  will  not  appear  for  about  ten  minutes.  After  standing  for  fifteen 
minutes  the  beakers  are  removed,  the  contents  of  each  washed  out  successively 
into  a  100  c.c.  measuring  glass,,  a  slight  excess  (about  20  c.c.  of  0'96)  of  ammonia 
added,  the  100  o.o.  made  up  by  the  addition  of  water,  and  the  yellow  liquid 
transferred  to  a  Nessler  glass.  The  more  strongly  coloured  liquid  is  then 
partly  transferred  to  the  measuring  glass  again  and  the  tints  compared  a  second 
time.  In  this  way  the  tints  are  adjusted,  and  when,  as  far  as  possible,  matched, 
the  liquid  that  has  been  partially  removed  is  made  up  to  the  100  o.c.  mark  with 
water,  and,  after  well  mixing,  finally  compared.  If  not  exactly  the  same,  a  new 
liquid  can  at  once  be  made  up,  probably  of  exactly  the  same  tint,  as  the  first 
experiment  gives  very  nearly  the  number  of  c.c.  of  the  one  equivalent  to  the  lOO 
c.c.  of  the  other.  A.  E.  Johnson  in  his  very  useful  Analyst's  laboratory 
Companion  (p.  50)  has  given  a  table  for  obtaining  the  nitrogen  in  parts  per 
100,000,  and  also  in  grains  per  gallon,  by  this  method. 

In  the  ca.se  of  very  good  waters,  20,  50,  or  mbre  c.c.  should  be  evaporated  to  a 
small  bulk,  rinsed  into  a  small  beaker,  and  evaporated  to  dryness  and  treated  as 
above — only  5  o.o.  of  the  standa,rd  potassium  nitrate  (=0'5  N  in  100,000)  being 
taken.  In  the  case  of  very  bad  waters,  10  c.c.  should  be  pipetted  into  a  100  c.c. 
measuring  flask  and  made  up  to  the  mark  with  distilled  water,  then  10  o.c.  of  the 
well  mixed  liquid  ( =  1  c.c.  original  water)  withdrawn  and  treated  as  above. 

The  reaction  which  takes  place  results  in  the  production  of 
ammonium  picrate,  which  gives  a  very  distinctive  yellow  colour,  the 
reaction  being 

CeH^OHSOgH  +  3Hlsr03=CeH2(K02)30H  +  H^SO^  +  IS-f). 
A.  H.  Gill  {Tfxh.  Quarterly  vii.  1894,  55-62)  has  studied  this- 
method,  and  says  : — The  phenolsulphonic  acid  used  should  be  the 
pure  disulphonic  acid  (CgHg  (OH)  SOgHj),  which,  with  nitric  acid, 
gives  picric  acid  even  in  the  cold  (Kekule,-  Lehrhuch  iii.  236).  To- 
prepare  it  -3-  gm.  of  pure  phenol  and  37  gm.  (20'1  c.c.)  of  pure 
sulphuric  acid  of  1  '84  sp.  gr.  are  mixed  in  a  fiask  and  heated  for  six 
hours  to  100°  in  a  water  bath.  The  acid,  as  thus  prepared,  may 
crystallize  out  on  standing,  but  may  be  brought  into  solution  again  by 
reheating  for  a  short  time. 

Method  of  Peocbdtjee  :  The  author  takes  1  or  2  c.c.  of  the  water  (diluted 
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if  necessary),  containing  about  0'0007  m.gm.  of  nitrogen  as  nitrate,  and  rapidly 
evaporates  over  a  steam  bath,  in  a  2i  inch  porcelain  dish,  the  dish  being  removed 
as  soon  as  dry,  or,  preferably,  when  just  a  drop  remains.  With  "  ground  waters," 
10  c.c.  of  a  portion  which  has  been  decolorized  by  alumina  in  the  cold  are 
evaporated.  The  residue  is  treated  in  the  dish  with  enough  of  the  acid  to  cover 
it,  10  drops  (=0'7  c.c.)  being  usually  sufficient,  and  by  stirring  with  a  glass  rod 
every  part  of  the  residue  is  moistened.  Seven  c.c.  of  water  are  added  and  stirred, 
and  then  ammonia  in  excess,  and  the  solution  again  stirred.  The  colour  is 
compared  with  the  standard,  either  in  a  similar  dish,  or  both  are  poured  into 
tubes  If  inch  deep  and  |  inch  internal  diameter. 

The  standard  solution  of  potassium  nitrate  is  made  by  dissolving  0'7215  gm. 
KNO3  in  water,  diluting  to  1  liter,  evaporating  10  c.c.  in  vacu6  over  sulphuric 
acid,  treating  the  residue  with  phenolsulphonic  acid,  as  above,  and  diluting  to 
1  liter.  One  c.c.  of  this  solution  contains  O'OOl  m.gm.  nitrogen.  A  measured 
volume  of  it  is  made  alkaline  with  ammonia  as  required. 

The  author  concludes  from  his  experiments  that : — 

1.  The  pure  disulphonic  acid  gives  the  best  results. 

2.  No  advantage  is  gained  by  treating  the  water  residue  with  the  acid  at  100°, 
as  Sprengel  directs;  equally  good  results  are  obtained  in  the  cold ;  but  if  the 
temperature  be  as  low  as  0°,  decidedly  low  results  are  obtained, 

3.  The  amount  of  acid  used  makes  very  little  difference  so  long  as  there  is 
enough  used. 

4.  There  is  a  loss  of  nitrogen  during  evaporation,  which  is  least  if  the 
evaporation  takes  place  in  vacaS  over  sulphuric  acid,  or  rapidly  in  an  open  dish 
at  100° ;  slower  evaporation,  at  65°,  caused  more  loss,  and  the  dry  residues,  if 
further  heated,  lose  nitrogen.  The  addition  of  sodium  carbonate  does  not 
prevent  the  loss. 

5.  Chlorine  does  not  interfere  if  less  than  two  parts  per  100,000  be  present ; 
if  more  be  present,  evaporation  should  be  conducted  in  vacuS;  but  if  the  chlorine 
exceed  seven  parts  per  100,000  it  should  be  removed  by  pure  silver  sulphate 
before  evaporation. 

6.  In  comparing  the  colours  the  most  accurate  estimations  are  made  when 
the  intensity  of  the  colour  does  not  exceed  that  produced  by  1  c.c.  of  a  water 
containing  about  0'05  part  nitrogen  per  100,000.  The  colour  produced  by  O'lO 
part  per  100,000  is  very  difficult  to  match  accurately, 

V.  The  process  does  not  estimate  the  nitrogen  as  nitrite,  as  the  action  of 
nitrous  acid  results  in  the  formation  of  nitrosophenol  C5H4  (NO)  (OH),  which 
is  colourless  in  dilute  solutions. 

Other  special  methods  for  the  estimation  of  nitrates  and  nitrites  in 
water  will  be  given  in  the  section  on  "Water  Analysis. 

NITRITES. 

1.    lodometric  Method, 

Dunstan  and  Dymond  (Pharm.  Joum.  [3]  xix.  741)  have  devised 
a  method  for  the  estimation  of  ^fig  in  organic  and  inorganic  com- 
bination which  is  both  simple  in  operation  and  accurate  in  results. 
The  authors  point  out  that  although  the  inorganic  nitrites  may  be 
accurately  analyzed  by  gasometric  methods,  or  by  permanganate,  it  is 
impossible  to  use  such  methods  for  the  organic  compounds  or  their 
alcoholic  solutions.  The  reaction  upon  which  the  method  depends  is 
not  new,  being  based  on  the  following  equation^ — 

2HI  +  2HISr02  =  2H2O  +  2N0  + 1^, 

The  liberated  iodine  is  titrated  with  ^/lo  thiosulphate  in  the  usual 
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■way.     The  chief  merit  in  the  process  is  the  simple  form  of  apparatus 
used,  and  which  is  shewn  in  fig.  52. 

A  stout  glass  flask,  having  a  capacity  of  about  100  c.c,  is  closed  by 
a  tightly  fitting  rubber  stopper,  through  which  passes  a  piece  of  rather 
wide  glass  tubing  (0),   one  end  of  which  (that 
within   the   flask)   is   cut  off  obliquely,  so  that 
liquid  may  flow  freely  through  it.     The  other 
end  of  the  tube  is  connected  by  means  of  a  piece 
of  thick  rubber  tubing  with  a  large  glass  tube, 
which  forms  a  lipped  funnel  (A).     A  steel  screw 
clamp  (B)  regulates  communication  between  the 
funnel  and  the  tube,  and  the  short  interval  of 
rubber  which  is  not  occupied   by   glass   tubing 
forms   a   hinge   upon   which   the   flask   may  be 
moved   into   a   position    at    right-angles   to   the 
funnel,  in  order  to  mix  by  agitation  the  liquids 
which  are  introduced  into  the  apparatus.      The 
absence  of  any  leak  in  the  apparatus  is  ascertained 
by  boiling  about  50  c.c.  of  water  in  the  flask  until 
steam  has  continuously  issued  from  the  funnel  for 
some  few  minutes,  when  the  screw  clip  is  quickly 
closed  and  simultaneously  the  source  of  heat  is 
removed.     A  little  water  is  now  placed  in  the 
funnel  and  the  flask  is  cooled  by  immersion  in 
water."      On    sharply    inverting    the    flask    the 
"  click "  of  the  water  against   the  airless  flask 
should  be  quite  distinct.      No  water  should  be 
drawn  from  the  funnel  or  from  any  of  the  joints 
into  the  flask,  and  no  diminution  in  the  intensity 
of  the    "  click "   should  be   observed   after   the 
apparatus  has  been  standing,   neither  when  the 
flask  is  inverted  and    the  funnel  empty  should 
any  bubbles  of  air  pass  through  into  the  liquid. 
Having  thus  proved  the  absence  of  any  leak  in 
the  apparatus,  it  is  ready  for  use.      The  flask  is 
now  free  from  all  but  mere  traces  of  oxygen.     A 
Kg.  52.  conclusive  proof  of  this  is  obtained  by  boiling  in 

the  flask  a  solution  of  potassium  iodide,  acidified 
with  diluted  sulphuric  acid,  and  then,  after  the  closed  flask  has  been 
cooled,  the  funnel  removed  and  its  place  taken  by  a  smaller  glass  tube 
filled  with  air-free  water,  the  apparatus  is  connected  with  a  reservoir 
of  pure  nitric  oxide.  When  the  clamp  is  unscrewed  nitric  oxide  is 
drawn  into  the  flask,  and  should  any  oxygen  be  present  nitrous  acid 
will  be  produced,  and  consequently  iodine  will  be  set  free.  This 
experiment  has  often  been  made  by  the  authors,  who  have  failed  to 
observe  any  but  an  insignificant  trace  of  liberated  iodine. 

Method  of  Peocbduee  :  5  c.c.  of  a  10  per  cent,  solution  of  potassium  iodide, 
5  0.0.  of  a  10  per  cent,  solution  of  sulphuric  acid,  and  40  c.c.  of  water  are 
introduced  into  the  flask,  which  is  securely  fitted  with  the  cork  carrying  the 
funnel  and  tube.    The  screw  clip  being  open,  and  a  free  passage  left  for  the 
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escape  of  steam,  the  liquid  is  boiled.  After  a  few  minutes,  when  any  iodine 
which  may  Have  been  liberated  has  been  expelled,  and  the  upper  part  of  the 
flask  is  completely  filled  with  steam,  which  is  also  freely  issuing  from  the 
funnel,  the  clip  is  tightly  closed,  and  at  the  same  moment  the  source  of  heat 
is  removed.  A  little  water  is  now  put  into  the  funnel,  and  also  on  the  rim  of  the 
flask,  as  a  safeguard  against  a  possible  minute  leakage,  and  the  vessel  is  cooled,  by 
immersion  in  water.  A  solution  containing  a  known  weight  of  the  nitrite 
(equivalent  to  about  O'l  gm.  of  nitrous  acid)  is  placed  in  the  funnel,  and  slowly 
drawn  into  the  flask  by  cautiously  unscrewing  the  clip.  The  liquid  which 
adheres  to  the  funnel  is  washed  into  the  flask  vrith  recently  boiled  and  air-free 
water,  care  being  taken  that  during  this  operation  no  air  is  admitted  into  the 
flask.  When  experiments  are  being  made  with  organic  nitrites  which  are 
insoluble  in  water,  they  are  dissolved  in  alcohol,  and  alcohol  is  also  used  to  wash 
the  funnel.  When  the  nitrite  is  very  volatile,  a  little  cold  alcohol  should  be  put 
in  the  funnel,  and  the  point  of  the  pipette  containing  the  nitrite  should  be  held 
at  the  bottom  of  the  funnel  beneath  the  alcohol,  and  the  liquid  quickly  drawn 
from  the  pipette  into  the  flask.  The  nitrate  having  been  introduced,  the  flask  is 
well  shaken  and  the  liberated  iodine  is  titrated  with  a  standard  solution  of 
thiosulphate,  small  quantities  of  which  are  delivered  from  a  burette  into  the 
funnel  and  gradually  drawn  into  the  flask ;  the  screw  clip  renders  it  quite  easy  to 
admit  minute  quantities  of  the  solution.  As  soon  as  the  iodine  is  decolorized  any 
standard  solution  remaining  in  the  funnel  is  returned  to  the  burette.  Or  the 
funnel  may,  before  the  titration  is  commenced,  be  replaced  by  the  burette  itself, 
and  the  standard  solution  delivered  direct  into  the  flask.  Starch  may  be  used  as 
an  indicator,  but  it  is  usually  quite  easy  to  observe  the  complete  disappearance  of 
the  yellow  colour  of  the  dissolved  iodine.  From  the  volume  of  the  standard 
solution  used,  the  amount  of  nitrous  acid  is  calculated  from  the  equation 
before  given. 

It  is  obvious  that  the  apparatus  might  be  improved, in  several 
respects,  as  for  example,  by  constructing  ib  entirely  of  glass,  with  a 
ground  stopper  and  tap,  as  v?eU  as  by  the  use  of  a  graduated  funnel  to 
deliver  the  standard  solution,  and  also  in  other  ways. 

The  authors  quote  num-erous  experiments,  comparing  the  method 
with  careful  estimations  of  sodium  and  ethyl  nitrites  gasometrically, 
shewing  excellent  results. 

-  As  a  further  test  of  the  accuracy  of  the  process,  experiments  were 
made  with  various  organic  nitrites  of  known  purity.  In  each  instance 
a  solution  of  the  nitrite  was  made  by  weight,  and  a  weighed  quantity 
was  used  for  the  estimation.  ■  To  prevent  any  loss  of  these  volatile 
nitrites  the  experiments  were  conducted  in  the  following  manner  :^y-A 
well-stoppered  bottle  half  fiUed  with  the  alcohol  corresponding  to  the 
nitrite*  to  be  estimated  was  weighed.  Sufificient  of  the  nitrite  was  now 
introduced  by  means  of  a  pipette  to  constitute  approximately  a  2  pfer 
Qent.  solution,  and  the  liquid  again  weighed.  The  exact  strength  of 
the  solution  having  been  thus  determined,  the  contents  of  thfe  bottle 
were  well  mixed,  and  the  neck  and  stopper  of  the  bottle  dried..  The 
bottle  was  now  re-weighed,  and  about  2  c.c.  of  the  solution  removed 
by  a  pipette,  care  being  taken  not  to  wet  the  neck  of  the  bottle.  The- 
liquid  having  been  introduced  into  the  flask  without  exposure  to  air,, 
in  the  manner  which  has  been  previously  described,  the  bottle  cori- 

*  The  corresponding  alcohol  was  employed  to  prevent  loss  consequent  on  the  occuiTence 
of  a  reverse  chemical  change,  which  takes  place  when  a  lower  homologous  alcohol  is  mixed: 
with  the  nitrite  corresponding  to  a  higher  homologous  alcohol;  for  example,  a  solution  of 
amyl  nitrite  in  ethyl  alcohol  soon  hecomes  a  solution  of -ethyl  nitrite  in  amyl  alcohol,  front 
which  the  ethyl  nitrite  rapidly  volatilizes. 
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tainiug  the  solution  was  again  weighed, 
ethyl  nitrite  were  :■ — " 

The  resi 

Taken. 
0088  gm. 
0-176     „ 
0-113     ,: 

Found. 
0-089  gm. 
0-179     „ 
0-115    ■  , 
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2.    Analysis  of  Alkaline  Nitrites  by  Permanganate. 

Kinnicutt  and  Nei  have  devised  the  following  method,  and  it 
gives  good  results  if  carefully  managed. 

The  sample  of  nitrite  is  dissolved  in  cold  water  in  tlie  proportion  of  about  1  to 
300:  to  this  liquid  ^/lo  permanganate  is  added  drop  by  drop,  till  it  has  a  per- 
manent red  colour;  then  2  or  3  drops  of  dilute  H2SO4,  and  immediately 
afterwards  a  known  excess  of  the  permanganate.  The  liquid,  which  should  now 
be  of  a  dark  red  colour,  is  strongly  acidified  with  pure  H2SO4,  heated  to  boiling, 
and  the  excess  of  permanganate  determined  by  means  of  freshly  prepared  ^/lo 
oxalic  acid.     1  c.c.  permanganate =0-00345  gm.  NaNOj,  or  0-00425  gm.  KNOj." 

Of  course  there  must  he  no  other  reducing  substance  than  the. 
nitrite  present  in  the  material  examined,  and,  to  ensure  accuracy, 
a  blank  experiment  should  be  made  with  the  like  proportions  of 
HjSO^  and  oxalic  acid. 

3.    Gasometrie  Method. 

P.  Frankland  (/.  C.  S.  liii.  364)  adopts  this  method  for  the 
estimation  of  nitrous  acid  in  small  quantity,  but  too  large  for 
colorimetric  estimation,  and  where  also  ammonia,  organic  matters, 
and  nitrates  may  co-exist.  It  is  based  on  the  fact  that  when 
nitrous  acid,  together  with  excess  of  urea,  is  mixed  with  sulphuric 
acid  in  the  cold,  the  reaction  is 

2CO(NH2)2  +  N^Og  =  C0(NH,0)2  +  CO^  +  2N^. 

The  decomposition  is  made  in  the  C  rum-Frank  land  shaking  tube, 
described   and   figured   in   Part  VI.,   and   the  evolved  nitrogen  gas. 
measured  in  the  usual  gas  apparatus.     The  ordinary  nitrometer  may 
also  be  used  for  larger  quantities  of  NOg  by  the  same  method. 

In  the  case  of  an  ordinary  alkali  nitrite,  the  dry  substance,  or  its . 
solution  evaporated  to  dryness,  is  mixed  with  excess  of  crystallized 
urea,  and  dissolved  in  about  2  c.c.  of  boiling  water  in  a  beaker,  then 
transferred,  with  the  rinsings,  to  the  cup  of  the  apparatus,  and  passed 
into  the  tube.  A  few  c.c.  of  dilute  sulphuric  acid  (1  :  5)  are  then 
passed  in.  A  vigorous  evolution  of  gas  takes  place,  and  continues  for 
some  five  minutes  ;  the  gas  is  a  mixture  of  nitrogen  and  carbonic 
anhydride.  The  decomposition  is  complete  in  fifteen  minutes.  A 
solution  of  pure  sodium  hydrate  (1  :  3)  is  now  added  through  the 
cup,  and  the  mixture  violently  shaken,  until  the  COg  is  absorbed. 
The  gas  and  liquid  are  then  transferred,  by  means  of  another  mercury 
trough,  to  the  laboratory  vessel,  and  the  gas,  which  is  double  the 
volume  of  the  N  existing  as  N2Q3'  measured  in  a  gas  apparatus,  and 
its  weight  calculated  in  the  .usual  way. 
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Example  :  A  solution  of  sodium  nitrite  was  made  and  standardized  with 
permanganate,  the  result  being  that  10  c.c.=0'01346  gm.'  N.  10  o.o.  of  the  same 
solution  were  evaporated  to  dryness  in  a  small  heaker,  about  0'2  gna.  of  urea 
added,  the  whole  dissolved  in  2  o.c.  of  hot  water,  which,  with  the  rinsings,  were 
transferred  through  the  cup  into  the  tube,  treated  with  sulphuric  acid  and 
caustic  soda,  then  transferred  to  the  gas  apparatus  with  the  following  results  : — 
Volume  of  N,  13'79  c.o. ;  mercurial  pressure,  127'5  m.m. ;  temperature,  17"7°  0. 
The  weight  of  N  thus  found,  after  the  necessary  corrections,  was  0'01346  gm. 

The  C  rum-Frank  land  merciiry  method,  described  in  the  section 
on  Water  Analysis,  and  in  which  the  same  shaking  tube  is  used,  does 
not  distinguish  between  nitric  and  nitrous  nitrogen ;  but  P.  Frankland 
required  a  method  for  the  estimation  of  nitrous  acid  in  a  mixture  of 
nitrates,  peptones,  sugar,  and  various  salts  occurring  in  a  solution  used 
for  cultivation  of  micro-organisms,  and  the  experiments  carried  out  by 
him  showed  that  when  such  a  mixture  was  evaporated  to  dryness  the 
loss  of  HNOj  was  considerable,  and  the  results  came  out  much  too 
low.  Further  experiment,  however,  showed  that  the  addition  of  a 
slight  excess  of  caustic  potash  during  evaporation  prevented  the  loss 
of  any  HNOg ;  and  on  the  other  hand  the  addition  of  a  slight  excess 
Qf  .ammonium  chloride  entirely  destroyed  it.  Therefore  by  a  combi- 
nation of  the  mercury  and  the  urea  methods,  the  estimation  of  nitric  • 
and  nitrous  acids  may  be  satisfactorily  accomplished,  the  destruction 
of  the  HNOj  on  the  one  hand  being  effected  by  excess  of  HN^Cl, 
whilst  on  the  other  hand  all  loss  of  HNOg  may  be  avoided  by 
evaporation  with  caustic  alkali.  The  mode  of  procedure  has  the 
advantage  over  all  differential  methods,  in  that  each  acid  is  determined 
individually  and  independently  of  the  other. 

4.    Mixtures  of  Nitrites  with.  Alkaline  Sulphites  and 
Thiosulphates. 

Lunge  and  Smith  (/.  S.  C.  I.  ii.  465)  have  shown  that  the  only 
satisfactory  method  of  completely  oxidizing  sulphites  and  thiosulphates 
by  permanganate  is  to  add  to  the  solution  a  large  excess  of  per- 
manganate, more  than  sufficient  for  complete  oxidation,  and  with 
formation  of  MnOg.  Excess  of  FeSO^  is  then  added,  and  again 
permanganate  till  pink.  When  such  a  mixture  contains  nitrites,  they 
will  of  course  be  oxidized  to  nitrates. 

To  j&nd  the  amount  of  nitrites  present,  therefore,  the  following 
plan  is  adopted  : — 

Method  of  Peoceduee  :  The  solution  of  the  substance  in  not  too  large 
qiiantity  is  exactly  oxidized  as  described,  a  known  volume  of  standard  ferrous 
siolphate  is  added,  together  with  a  large  excess  of  strong  H2SO4.  The  mixture  is 
biiiled  nearly  to  dryness  in  a  flask  with  slit  valve,  diluted,  and,  when  cool,  titrated 
with  permanganate.  The  difference  between  the  volume  then  required  and  that 
required  by  the  original  PejSO^,  represents  the  nitric  acid  which  ha;S  been 
reduced  and  escaped  as  NO. 

The  exceedingly  delicate  colorimetric  method  of  estimating  nitrites 
originally  devised  by  Griess,  and  improved  by  others,  will  be 
described  in  the  section  on  Water  Analysis. 
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§  72.  The  volumetric  determination  of  the  dissolved  oxygen  in 
water  is  an  operation  of  some  importance  in  water  analysis.  It  is 
well  known  that  organic  and  bacterial  contamination  generally  exist 
side  by  side;  the  organic  matter  offering  a  suitable  nidus  for  the 
growth  of  bacterial  life.  Water  thus  contaminated  is  de-oxygenated 
by  the  living  organisms,  which  consume  oxygen  during  their  growth ; 
hence  the  importance  of  the  estimation  of  dissolved  oxygen  in 
water,  as  a  means  of  ascertaining  the  co-existence  of  the  two  kinds 
of  impurity. 

In  brewing  also  a  knowledge  of  the  state  of  aeration  of  the  wort 
is  sometimes  of  importance,  especially  at  the  fermentation  stage  of 
the  process. 

Several  methods  have  been  proposed  for  carrying  out  the  estimation. 
Mohr's  method,  depending  on  the  oxidation  of  ferrous  compounds, 
with  subsequent  titration  by  permanganate,  has  not  come  greatly  into 
use.  Winkler  (Berichte,  1888,  2851)  has  quite  recently  proposed 
to  take  advantage  of  the  oxidation  of  manganous  hydroxide*  by 
dissolved  oxygen,  the  higher  "oxide  formed  being  decomposed  by 
sulphuric  acid  and  potassium  iodide  with  liberation  of  iodine,  which 
is  estimated  by  titration  with  sodium  thiosulphate.  This  method  is 
disturbed  by  the  presence  of  nitrites,  which  also  liberate  iodine  from 
acidified  potassium  iodide ;  great  organic  contamination  also  interferes, 
inasmuch  as  the  impurities  present  take  up  a  portion  of  the  liberated 
iodine. 

Schiitzenberger's  method,  fullyf  described  in  the  sixth  edition 
of  this  book,  has  received  great  attention  from  many  operators,  some 
of  whom  have  reported  favourably,  whilst  others  find  the  process 
unreliable.  The  reason  for  the  anomalies  apparent  in  the  reports  of 
the  various  experimenters  is  shown  in  the  results  of  an  interesting 
and  critical  investigation  of  the  process  carried  out  by  Roscoe  and 
Lunt  (J.  C  S.  1889,  552).  They  show  that  an  important  disturbing 
influence  had  been  overlooked,  and  explain  many  previously  ill- 
understood  points  in  the  process. 

Schiitzenberger's  original  process  depends  on  the  reducing  action 
of  sodium  hyposulphite  KajSOj,  prepared  by  the  action  of  zinc  dust 
on  a  saturated  solution  of  sodium  bisulphite,  containing  an  excess  of 
sulphurous  acid.  The  estimation  was  originally  carried  out  in  a  large 
Woullf's  bottle,  of  about  two  liters  capacity,  filled  with  pure 
hydrogen.  About  20-30  c.c.  of  water  were  introduced  and  slightly 
coloured  blue  by  indigo-carmine  solution.  The  blue  colour  was  then 
cautiously  discharged  by  the  careful  dropping  in  of  hyposulphite 
solution.  To  the  yellow  reduced  liquid  thus  produced,  the  water  to 
be  examined  was  added  from  a  pear-shaped  vessel  holding  about 
250  c.c.     The  dissolved  oxygen  restored  the  blue  colour  by  oxidation, 

*  Obtained  by  mixing  solutions  of  a  manganoas  salt  and  caustic  alkali. 
fSee  Fermentation' by  P.  Sohiitzenberger  {Interrmtional  Soientific  Series). 
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and  the  amount. of  hyposulphite  required  to  again  decolorize  the 
liquid  was  noted. 

Schiitzenberger  showed  that  when  a  small  amount  of  indigo 
was  employed  in  the  estimation,  the  yellow  colour  produced  when 
the  titration  was  completed  quickly  returned  to  blue,  and  this  when, 
decolorized  again  turned  blue,  and  so  on  for  some  time,  until  double 
the  first  amount  of  hyposulphite  had  been  used.  He  showed  also 
that  by  using  a  much  larger  amount  of  indigo  the  double  portion  of 
hyposulphite  was  required  at  once. 

]3y  titrating  an  ammoniacal  solution  of  copper  sulphate  with  th& 
hyposulphite  used  he  arrived  at  a  value  (though  an  erroneous  one^ 
for  the  hyposulphite  employed  in  his  experiments,  and  concluded  that, 
at  the  first  yellow  colour  produced  in  a  titration  where  a  small 
amount  of  indigo  was  used,  only  half  the  oxygen  actually  present 
had  been  obtained.  The  other  half  he  accounted  for  by  saying  that 
the  reaction  between  hyposulphite  and  dissolved  oxygen  is  such,  that 
one-half  the  oxygen  becomes  latent  as  hydrogen  peroxide,  which 
slowly  gives  up  half  its  oxygen.  He  thus  accounted  for  the  return 
of  the  blue  colour,  as  well  as  his  observation  that  only  half  the 
oxygen  was  at  once  obtained.  To  explairt  the  observation,  that'  when 
a  large  amount  of  indigo  was  employed  the  whole  of  the  dissolved 
oxygen  was  found,  he  assumed  that  a  different  reaction  takes  place, 
one  between  dissolved  oxygen  and  reduced  indigo,  in  which  the 
peroxide  of  hydrogen  is  not  formed. 

Kamsay  and  Williams  {J.  G.  S.  1886,  .751),  whilst  agreeing 
with  Schiitzenberger  and  with  Dupr4*  that  the  process  gives 
reliable  results,  throw  a  doubt  on  the  chemical  explanation  given  of 
the  above  experiments. 

Instead  of  the  ratio  1  :  2,  they  find  3  :  5  to  be  the  ratio  between 
the  first  and  total  quantity  of  hyposulphite  required  when  a  small 
amount  of  indigo  is  employed,  but  give  it  only  as  the  mean  expression 
of  the  varying  ratios  they  obtain,  and  add  "but  it  is  difficult  to 
devise  an  equation  which  will  in  a  rational  manner  account  for  this 
partition  of  oxygen"  into  two  stages  of  the  process.  Roscoe  and 
Lunt's  investigation  (/.  G.  S.  1889,  552)  has  thrown  a  new  light  on 
these  experiments.  They  show  (1)  that  a  series  of  fifteen  estimations 
carried  out  with  every  care  in  improved  ajjparatus,  and  under 
apparently  identical  conditions,  gave  discordant  results,  varying 
between  4 '55  and  6 '50  c.c.  of  hyposulphite  for  the  same  volume  of 
water,  showing  a  difference  of  0'35  per  cent,  of  the  mean  value. 
(2)  The  rapidity  of  titration  has  a  great  influence  on  the  result.  The 
mean  of  a  series  of  ten  estimations  carried  out  drop  by  drop  was  5'47, 
whilst  ten  experiments  with  the  same  sample  of  water  gave  a  mean 
of  7'12  when  the  titration  was  performed  quickly.  (3)  Not  only  is 
a  low  result  obtained  by  a  slow  titration  and  a  high  result  by  a  quick 
one,  but  by  varying  the  time  of  titration  still  more,  extreme  variations 
in  the  result  are  obtained ;  any  value  between  1  and  100  per  cent,  of 
the  total  oxygen  present  being  shown  to  be  possible.     (4)  The  ratio 

•  Analyst  x.  156. 
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between  the  first  reading  and  the  total  quantity  of  hyposulphite, 
required  is  not  a  constant  one,  and  is  shown  to  be  capable  of  an 
infinite  ranee  of  variation. 


Mg.  53. 

The  key  to  the  explanation  of  these  remarkable  results  is  given  by 
the  authors  as  foUows : — "The  conclusion"  from  their  experiments 
"  was,  that  when  aerated  water  is  introduced  into  an  atmosphere  of 
pure  hydrogen,  it  immediately  begins  to  lose  oxygen  by  diffusion  into 
the  hydrogen  until  an  equilibrium  is  established."  By  the  recognition 
of  this  disturbing  iufluence,  the  previous  anomalies  are  easily  explain- 
able on  the  following  data. 

(1)     Discordant  results  are  obtained  from  the  same  water,  because 
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the  several  titrations  are  not  performed  in  exactly  the  same  time, 
therefore,  varying  amounts  of  oxygen  diffuse,  and, leave  a  varying, 
residue  for  titration. 

(2)  The  high  results  of  a  quick  titration  are  accounted  for  By  the 
fact  that  a  large  amount  of  oxygen  is  titrated  and  fixed  before  it  has 
had  time  to  diffuse,  whilst  the  slow  titration  gives  a  low  result, 
because  a  large  amount  of  oxygen  has  already  diffused  from  the  liquid 
before  the  titration  is  completed.  No  greater  proof  of  the  rapidity 
with  which  the  water  imder  examination  lost  oxygen  by  the  old 
process  need  be  given  than  the  fact,  that  Schiitzenberger's  results 
show  that  half  the  oxygen  had  left  the  liquid  by  diffusion  before  the 
estimation  could  be  completed. 

(3)  The  return  of  the  blue  colour  is  due  to  the  re-absorption  of 
the  diffused  oxygen  by  the  sensitive  yellow  liquid,  oxidation  by 
gaseous  oxygen  producing  the  blue  colour,  which  is  thus  not  due  to  a 
reaction  within  the  liquid. 

(4)  The  whole  of  the  oxygen  is  obtained  when  a  large  amount  of 
indigo  is  used,  because  when  reduced  it  is  capable  of  at  once  fixing  the 
whole  of  the  dissolved  oxygen  and  thus  prevents  diffusion.  The  use 
of  so  large  a  quantity  of  indigo,  necessary  to  effect  this  result,  however, 
so  disturbs  the  end-reaction  that  "it  is  difficult  to  fix  the  point  at 
which  the  last  trace  of  blue  has  been  discharged  with  any  degree  of 
accuracy"  (Dupr^  loc.  ciL).  Hence  a  new  method  must  be  resorted 
to  in  which  diffusion  is  eliminated,  and  Eoscoe  and  Lunt  have 
devised  the  following  method  to  satisfy  the  conditions  of  the  case. 
The  apparatus  employed  by  them  is  shown  in  fig.  53. 

It  consists  essentially  (1)  of  an  apparatus  for  the  continuous 
generation  and  purification  of  hydrogen,  by  the  action  of  dilute 
sulphuric  acid  on  zinc ;  (2)  a  200  c.c.  wide-mouthed  bottle,  fitted  with 
three  burettes  with  glass  taps,  inlet  and  outlet  tubes  for  a  current  of 
hydrogen,  and  an  outlet  tube  for  the  titrated  liquid ;  (3)  Winchester 
stock  bottles  of  hyposulphite,  indigo  (not  shown),  and  water  (sample), 
communicating  with  their  respective  burettes  by  glass*  syphons.  The 
hydrogen  generated  in  A  passes  through  two  wash-bottles  containing 
caustic  potash,  thence  •  through  two  Emmerling's  tubes  filled  with 
glass  beads,  moistened  with  an  alkaline  solution  of  potassium 
pyrogallate,  an  arrangement  being  made  whereby  the  beads  may  be 
re-moistened  with  fresh  pyrogallate  from  the  bottles  beneath,  the 
liquid  being  forced  up  by  hydrogen  pressure.  Pure  hydrogen  is 
supplied  continuously  (1)  to  the  stock  bottle  of  hyposulphite,  (2)  to 
the  hyposulphite  burette,  and  (3)  to  the  titration  bottle. 

Preparation  of  the  Beagents. — The  reagents  required  are — 
Hyposulphite  solution. 
.  Indigo  solution. 
Standard' aerated  distilled  water. 

The  Hyposulphite  solution  is  prepared  by  dissolving  125  gm. 

•  Imdia-ruliljer  tubing  must  not  be  used  for  the  conveyance  of  the  hyposulphite  solution 
(or  the  water  under  examination),  as  atmospheric  oxygen  rapidly  diffuses  through  the 
india-ruTjher  and  affects  the  strength  of  the  solutioA.-     '  / 
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of  sodium  bistilphite  in  250  c.c.  of  water,  and  passing  a  current  of 
SOj  through  the  sohition  until  saturation  is  effected.  The  sohition  is 
poured  into  a  stoppered  bottle  of  about  500  c.c.  capacity,  containing 
50  gm.  of  zinc  dnst,  the  bottle  is  almost  filled  up  with  water,  and;  the 
mixture  well  shaken  for  five  minutes,  after  which  the  bottle  is  placed 
beneath  a  running  tap  to  cool.  The  mixture  is  again  agitated  after  a 
quarter  of  an  hour  and  left  to  deposit  the  excess  of  zinc.  The  clear 
liquid  is  poured  off  from  the  sediment  into  a  Winchester  quart  bdttle 
half  full  of  water.  Milk  of  lime  is  added  in  excess,  and  the  solution 
made  up  to  fill  the  bottle  almost  completely.  The  mixture  is  now 
thoroughly  shaken  and  allowed  to  stand  (best  overnight)  until  clear. 

The  solution  thus  obtained  is  much  too  strong  for  use.  200  c.c.  of 
this  may  be  poured  into  a  Winchester  quart  bottle  of  water  (never 
into  a  bottle  filled  with  air)  and  well  shaken  with  as  little  air  as 
possible.  The  approximate  strength  of  this  dilute  solution  must  now 
be  found  by  titrating  good  tap  water  in  the  apparatus  already 
described.  The  strength  should  be  such  that  100  c.c.  of  water 
require  about  5  c.c.  of  hyposulphite,  and  the  solution  should  be  made 
up  approximately  to  this  value.  It  slowly  loses  strength  on  keeping, 
even  in  hydrogen,  and  its  value  should  be  determined  daily  as  required 
to  be  used. 

The  Indigo- carmine  solution  is  really  sodium  or  potassium 
sulphindigotate,  and  is  prepared  by  shaking  up  200  gm.  of  this  sub- 
stance in  a  Winchester  quart  bottle  of  water,  and  filtering  the  blue 
solution,  which  must  be  diluted  to  such  a  strength  that  20  c.c.  require 
about  5  c.c.  of  the  above  hyposulphite  solution  for  decolorization. 

Standard  Aerated  Distilled  Water. — Two  Winchester  quart 
bottles  half  fiUed  with  freshly  distilled  water  are  vigorously  agitated 
for  five  minutes,  and  the  air  renewed  several  times  by  filling  up  one 
bottle  with  the  contents  of  the  other,  and  again  dividing  into  two 
portions,  which  are  repeatedly  shaken  with  fresh  air.  Finally,  one 
bottle  being  filled,  the  temperature  of  the  water  is  taken,  and  also  the 
barometric  pressure,  after  which  the  bottle  is  allowed  to  stand 
stoppered  for  half  an  hour,  to  get  rid  of  minute  air-bubbles.  The 
following  table,  due  to  Roscoe  and  Lunt,  gives  the  volume  of 
oxygen  contained  in  this  standard  aerated  water,  and  the  results  show 
that  Bunsen's  co-efficients,  previously  used,  are  inaccurate. 
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Oxygen  Dissolved  by  Distilled  Water.    5-30°  C. 


Temp. 
C. 

c.c.  Oxygen 

N.T.P. 
per  liter  Aq. 

Difi.  for 

o-soc. 

Temp. 
C. 

q.o.  Ojcygen 
per  liter  Aq. 

Dilf .  for 
O-S"  C. 

50° 

8-68 

18-0° 

6-5i 

0-07 

5-5 

8-58 

010 

18-5 

6-47 

0-07 

60 

8-49 

0-09 

190 

6-40 

0-06 

6-5 

8-40 

0-09 

19-5 

6-34 

006 

7-0 

8-31 

0-09 

20-0 

6-28 

0-06 

r-5 

8-22 

009 

20-5 

-  6-22 

006 

8-0 

8-13 

009 

210 

6-16 

0-06 

8-5 

8-04 

0-09 

21-5 

610 

0-06 

90 

7-95 

009 

220 

604 

005 

9-5 

7-86 

009 

22-5 

5-99 

0-05 

10-0 

7-77 

0-09 

23-0 

5-94 

0-05 

10-5 

7-68 

0-08 

23-5 

5-89 

0-05 

11-0 

7-60 

0-08 

24-0 

5-84 

0-04 

11-5 

7-52 

0-08 

24-5 

5-80 

004 

120 

7-44 

0-08 

25-0 

5-76 

004 

12-5 

7-36 

008 

25-5 

5-72 

004 

130 

7-28 

•     0-08 

260 

5-68 

0-04 

13-5 

7-20 

0-08 

26-5 

5-64 

0-04 

14-0 

7-12 

0-08 

27-0 

5-60 

0-03 

14-5 

7-04 

0-08 

27-5 

5-57 

003 

150 

6-96 

0-08 

28-0 

5-54 

003 

15-5 

6-89 

0-07 

28-5 

5-51 

003 

160 

6-82 

007 

29-0 

5-48 

003 

16-5 

6-75 

0-07 

29-5 

5-45 

0-02 

17-0 

6-68 

007 

300 

5-43 

17-5 

6-61 

0-07 

In  this  tatle  the  results  are  calculated  for  aeration  at  an  observed  barometric 
pressure  of  760  m.m.  AVhen  the  observed  pressure  is  below  760  m.m.  -^n  the 
value  must  be  subtracted  for  every  10  m.m.  dilf.  The  same  value  must  be  added 
whMi  the  pressure  is  above  760  m.m. 

Thb  Estimation  :  The  burette  having  been  filled,  and  a  preliminary  trial 
rbade — 

(1)  20  0.0.  of  the  water  are  introduced  into  the  small  bottle  and  about  3  c.c.  of 
indigo  solution  added. 

(2)  A  moderate  current  of  hydrogen  is  passed  through  the  blue  liquid  by-  a 
very  fine  jet  for  three  minutes  to  free  both  water  and  supernatant  gas  from 
free  oxygen. 

(3)  Hyposulphite  is  now  carefully  added,  during  the  flow  of  hydrogen,  until 
the  change  from  blue  to  yellow  occurs,  taking  care  not  to  overstep  this  point. 

(4)  A  further  measured  quantity  of  hyposulphite  is  now  added  (say  10  c.c.) 
sufficient  to  combine  with  all  the  dissolved  oxygen  in  the  volume  of  water 
(50-100  c.c.)  proposed  to  be  used  in  the  estimation. 

(5)  The  important  point  is,  that  the  water  is  now  quickly  run  in  from  a, 
burette  by  a  capillary  tube  passing  beneath  the  surface  of  the  liquid  to  the 
bottom  of  the  vessel.  The  water  is  thus  introduced  into  a  liquid  which  will  at 
once  fix  the  free  oxygen  and  thus  prevent  its  diffusion  on  coming  in  contact  with 
the  hydrogen,  the  reduced  indigo  acting  as  an  indicator  for  the  complete 
oxidation  of  the  hyposulphite.  The  liquid  is  kept  in  constant  motion  during 
the  addition  of  the  water,  which  is  shut  off  the  moment  a  permanent  blue 
colour  appears. 
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(6)  The  blue  is  decolorized  by  a  further  slight  addition  of  hyposulphite.  The 
volume  of  water  used  and  the  total  hyposulphite,  minus  the  first  addition,  are 
noted  and  tbe  estimation  repeated  for  confirmation. 

When  the  water  contains  very  little  oxygen  the  second  edition  of 
hyposulphite  may  be  omitted,  the  reduced  indigo  being  sufficient  to 
take  up  all  the  dissolved  oxygen.  In  this  case,  care  must  be  taken 
that  the  oxygen  added  should  require  not  nipre  than  half  the 
hyposulphite  first  added  to  decolorize  the  indigo. 

:  Standardizing  the  Hyposulphite. — In  order  to  complete  the 
estimation  it  is  necessary  to  know  the  strength  of  the  hyposulphite 
solution  employed,  and  for  this  purpose  the  bottle  of  standard  aerated 
distilled  water  is  titrated.  This  method  has  the  great  advantage  that 
it  is  a  titration  carried  out  under  almost  the  same  conditions  as  the 
examination  of  the  sample.  The  result  of  an  estimation  is  easily 
obtained  by  the  following  formula  : — 

5-^ —  =  x  c.c.  O  per  liter  of  water 

s  xhd 

where  d  and  s=the  volumes  of  distilled  water  and  sample  respectively 
used,  hd  and  ^s=the  hyposulphite  required  for  the  distilled  water  and 
sample  respectively,  and  Od  the  volume  of  dissolved  oxygen  contained 
in  one  liter  of  the  standard  water. 

Standardizing  the  Indigo. — When  once  the  hyposulphite  has 
been' carefuUy  standardized  by  .distilled  water,  the  rather  trouble- 
some aeration  may  be  avoided  by  finding  the  oxygen  value  of  the 
indigo  solution.  This  solution  remaining  constant  may  be  used  for 
the  subsequent  standardizing  of  the  hyposulphite. 

It  is  only  necessary  to  take  a  suitable  quantity  of  indigo  solution, 
diluted  with  water  if  necessary,  free  it  from  all  dissolved  oxygen  by  a 
current  of  pure  hydrogen  continued  for  five  minutes,  then  carefuUy 
decolorize  with  hyposulphite,  the  value  of  which  has  been  found  by 
using  aerated  distilled  water. 

The  authors  show  that  Schutzenberger's  method  of  standard- 
ization, depending  on  the  decolorization  of  ammoniaeal  copper  sulphate, 
gives  inaccurate  results. 

Free  acids  or  alkalies  greatly  disturb  the  process.  Bicarbonates 
have  no  effect.  Of  course  when  other  substances  than  oxygen,  which 
decompose  hyposulphite,  are  present,  the  accuracy  of  the  method  is 
proportionately  disturbed.  The  authors  have  applied  the  process  to 
waters  of  very  varied  character,  and  containing  widely  different 
amounts  of  oxygen,  and  show  that  the  method  is  capable  of  giving 
good  results,  compared  with  the  actual  volume  of  oxygen  found  by 
extracting  the  gases  by  boiling  in  vacud. 

The  deUcacy  of  the  reaction  is  such  that  one  part  of  oxygen  in  two 
million  parts  of  water  is  easily  detected. 

The  following  numbers  were  obtained  from  five  different  samples  of 
London  tapwater  collected  on  five  different  days. 
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(1)    ■ 

(2) 

(3) 

(4) 

(5) 

Nitrogen  

Oxygen 

Carbonic  acid   

c.c. 

13-22 

5-15 

7-98 

c.c. 

13-95 

5-91 

9-29 

C.C. 

13-36 
5-38 
6-70 

0.0. 

13-43 
6-31 
7-35 

c.c. 

13-49 

5-80 

8-11 

Total  Gas  

26-35 

29-15 

25-44 

27-09 

27-40 

Oxygen    by    the    new 
volumetric  method  . . . 

5-52 
5-15 

6-13 
5-91 

5-64 
5-38 

6-41 
6-31 

6-24 
5-80 

Difference 

0-37 

0-22 

0-26 

0-10 

0-44 

Mean  difference  0-28  c.c.  oxygen  per  liter  of  water. 

The  oxygen  values  obtained  by  the  t-wo  methods  show  close 
agreement,  considering  the  possible  experimental  error  in  so  complex 
a  comparison. 

M.  A.  Adams  describes  and  figures  a  very  convenient  arrange- 
ment for  carrying  out  this  process  (J.  C.  S.  Ixi.  310),  -which  is  -well 
adapted  for  technical  -work,  and  less  cumbrous  than  the  apparatus 
here  described. 

lodometric  Method. 

A  simpler  method  than  the  foregoing  has  been  proposed  by  Thresh 
{J.  C.  S.  Ivii.  185),  -which  by  comparison  with  Boscoe  and  Lunt's 
method  appears  to  give  satisfactory  results  when  aerated  distilled 
water  was  under  titration,  the  differences  occurring  only  in  the  second 
decimal  place.  The  author  was  led  to  investigate  the  method  by, 
observing  the  larger  amount  of  iodine  which  a  very  minute  quantity. 
'  of  a  nitrite  caused  to  be  liberated,  when  potassium  iodide  and  dilute, 
sulphuric  acid  were  added  to  water  containing  it.  The  amount  of 
iodine  liberated  varies  with  the  length  of  exposure  to  air.  If  air  is 
ex-cluded  no  increase  of  free  iodine  occurs,  after  the  first  few  minutes, 
and  if  the  -water  is  previously  boiled  and  cooled  in  an  air-free  space 
still  less  iodine  is  liberated.  In  this  latter  case  the  action  is  represented 
by  the  equation — 

2HI 4-  2HNO2  =  I2  +  2H2O  +  2N0. 

When  oxygen  has  access  to  the  solution,  the  nitric  oxide  acts  as 
a  carrier,  and  more  hydrogen  iodide  is  decomposed,  the  nitric  oxide 
apparently  remaining  unafiected,  and  capable  of  causing  the  decompo- 
sition of  an  unlimited  quantity  of  the. iodide. 

This  reaction  is  the  one  utilized  in  the  process  devised  by  Thresh 
for  estimating  the  oxygen  dissolved  in  water.  As  16  parts  by  weight 
of  oxygen  will  liberate  254  parts  of  iodine,  thus — - 

2Hl4-0  =  H,0-[-I„, 
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and  as  the  latter  element  admits  of  being  accurately  estimated, 
theoretically  the  oxygen  should  he  capable  of  very  precise  determi- 
nation. Practically  such  is  the  case  j  the  oxygen  dissolved  in  drinking 
waters  admits  of  being  estimated  both  rapidly  and  with  precision. 
It  is  only  necessary  to  add  to  a  known  volume  of  the  waiter  a  known 
quantity  of  sodium  nitrite,  together  with  excess  of  potassium  iodide 
and  acid,  avoiding  access  of  air,  and  then  to  determine  volumetrieally 
the  amoiint  of  iodine  liberated.  After  deducting  the  proportion  due 
to  the  nitrite  used,  the  remainder  represents  the  oxygen  which  was 
dissolved  in  the  water  and  in  the  volumetric  solution  used. 
The  following  are  the  reagents  required  : — 

(1)  Solution  of  sodium  nitrite  and  potassium  iodide  : — 

Sodium  nitrite   0'5  gm. 

Potassium  iodide    20'0  gm. 

Distilled  water  100  c.c. 

(2)  Dilute  sulphuric  acid  : — 

Pure  sulphuric  acid   1  part. 

Distilled  water  3  parts. 

(3)  A  clear  fresh  solution  of  starch. 

(4)  A  volumetric  solution  of  sodium  thiosulphate  : — 

Pure  crystals  of  thiosulphate,  7'75  gm. 

Distilled  water  to  1  liter. 

1  c.c.  corresponds  to  0'25  milligram  of  oxygen. 

The  apparatus  required  is  very  simple,  and  can  readily  be  fitted  up. 
It  consists  of  a  wide-mouthed  white  glass  bottle  (A,  fig.  54)  of  about 
500  c.c.  capacity,  closed  with  a  caoutchouc  stopper  having  four 
perforations.  Through  one  passes  the  tube  B,  drawn  out  at  its  lower 
extremity  to  a  rather  fine  point,  and  connected  at  the  upper  end,  by 
means  of  a  few  inches  of  rubber  tubing,  with  the  burette  C,  containing 
the  thiosulphate.  Through  another  opening  passes  the  nozzle  of 
a  separatory  tube  D,  having  a  stopper  and  stopcock.  The  capacity 
of  this  tube  when  full  to  the  stopper  must  be  accurately  determined. 
Through  the  third  opening  passes  a  tube  E,  which  can  be  attached  to 
an  ordinary  gas  supply.  Through  the  last  aperture  is  passed  another . 
tube,  for  the  gas  exit,  and  to  this  is  attached  a  sufl&cient  length  of 
rubber  tubing  to  enable  the  cork  G  at  its  end  to  be  placed  in  the 
neck  of  the  tube  D  when  the  stopper  is  removed.  A  smaU  piece 
of  glass  tube  projects  through  the  cork,  to  allow  of  the  escaping  gas 
being  ignited. 

The  apparatus  is  used  in  the  following  manner : — -The  bottle  A 
being  cleaned  and  dry,  the  perforated  bung  is  inserted,  the  burette 
charged,  and  the  tube  B  fixed  in  its  place.  E  is  connected  with  the 
gas  supply.  The  tube  D  is  filled  to  the  level  of  the  stopper  with 
the  water  to  be  examined,  1  c.c.  of  the  solution  of  sodium  nitrite 
and  potassium  iodide  added  from  a  1  c.c.  pipette,  then  1  c.c.  of  the 
dilute  acid,  and  the  stopper  instantly  fixed  in  its  place,  displacing 
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a  little  of  the  water,  and  including  no  air.  If  the  pipette  be  held 
in  a  vertical  position  with  its  tip  just  under  the  surface  of  the  water, 
both  the  saline  solution  and  the  acid,  being  much  denser  than  the 
water,  flow  in  a  sharply  defined  column  to  the  lower  part  of  the  tube, 
so  that  an  infinitesimally  small  quantity  (if  any)  is  lost  in  the  water 
which  overflows  when  the  stopper  is  inserted.  The  tube  is  next 
turned  upside  down  for  a  few  seconds  for  uniform  admixture  to  take 
place,  and  then  the  nozzle  is  pushed  through  the  bung  of  the  bottle, 
and  the  whole  allowed  to  remain  at  rest  for  15  minutes,  to  enable 
the  reaction  to  become  complete.  A  rapid  current  of  coal  gas  is  now 
passed  through  the  bottle  A,  until  aU  the  air  is  displaced  and  the 
gas  burns  at  G  with  a  full  luminous  flame ;  the  flame  is  now  extin- 
guished, the  stopper  of  1)  removed,  and  the  cork  G  rapidly  inserted. 


Pig.  54. 

On  turning  the  stopcock,  the  water  flows  into  the  bottle  A.  The  ' 
stopcock  is  turned  off,  the  cork  G  removed,  and  the  supply  of  gas 
regulated  so  that  a  small  flam.e  only  is  produced  when  this  gas  is 
ignited  at  G.  Thiosulphate  is  now  run  in  until  the  colour  of  the 
iodine  is  nearly  discharged.  A  little  solution  of  starch  is  then 
poured  into  D,  and  about  1  c.c.  allowed  to  flow  into  the  bottle  by 
turning  the  stopcock.  The  titration  with  thiosulphate  is  then  com- 
pleted. After  the  discharge  of  the  blue  colour,  the  latter  returns 
faintly  in  the  course  of  a  few  seconds,  due  to  the  oxygen  dissolved 
in  the  volumetric  solution ;  after  standing  about  two  minutes,  from 
0'05  to  O'l  c.c.  of  thiosulphate  must  be  added  to  effect  the  final 
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discharge.  The  amount  of  volumetric  solution  used  must  now  be  noted. 
This  will  represent  a,  the  oxygen  dissolved  in  the  water  examined,  +  b, 
the  nitrite  in  the  1  c.c.  of  solution  used,  and  the  oxygen  in  the  acid 
and  starch  solution  +  c,  a  portion  of  the  dissolved  oxygen  in  the 
volumetric  solution.  To  find  the  value  of  a,  it  is  obvious  that  b  and 
c  must  be  ascertained.  This  can  be  effected  in  many  ways,  and  once 
known  does  not  require  re-determination  unless  the  conditions  are 
changed. 

To  Find  the  Value  of  h. — Probably  the  best  plan  is  to  complete 
a  determination  as  above  described,  and  then,  by  means  of  the 
stoppered  tube,  introduce  into  the  bottle  in  succession  5  c.c.  of  nitrite 
solution,  dilute  acid,  and  starch  solution.  After  standing  a  few 
minutes,  titrate.  One-fifth  of  the  thiosulphate  used  will  be  the 
value  required. 

To  Find  the  Value  of  c. — This  correction  is  a  comparatively  small 
one,  and  admits  of  determination  with  sufficient  accuracy  if  it  is 
assumed  that  the  thiosulphate  solution  normally  contains  as  much 
dissolved  oxygen  as  distilled  water  saturated  at  the  same  temperature. 
Complete  a  determination  as  above  described,  then  remove  the 
stoppered  tube,  and  insert  a  tube  similar  to  that  attached  to  the 
burette,  and  drop  in  from  it  10  or  20  c.c.  of  saturated  distilled  water 
exactly  as  the  thiosulphate  is  dropped  in.  Allow  to  stand  a  few 
minutes  and  titrate.  One-tenth  or  one-twentieth  of  the  volumetric 
solution  used,  according  to  the  number  of  c.c.  of  water  added,  will 
represent  the  correction  for  each  c.c.  of  volumetric  solution  used. 
Call  this  value  d. 

Let  e  be  the  number  of  c.c.  of  thiosulphate  used  in  an  actual 
determination  of  the  amount  of  oxygen  in  a  sample  of  water ; 

/=the  capacity  in  c.c.  of  the  tube  employed  -  2  c.c,  the  volume 
of  reagents  added ; 

ff  =  the  amount  of  oxygen  in  milligrams  dissolved  in  1  liter  of 
the  water ; 

then  g  =  (e  —  6  -  ed). 

With  a  tube  made  to  hold  exactly  250  c.c,  the  most  convenient 

quantity  to  use,  becomes  unity,  and 

g  =  e-b  -ed. 

In  the  author's  experiments  two  nitrite  solutions  were  used ;  in  the 
first  b  =  2'l  CO.,  in  the  second  3'1  c.c.  A  number  of  determinations 
of  d  were  made,  at  temperatures  varying  from  40°  to  60°  F.  The 
value  of  d  was  found  to  vary  between  0'03  and  0'0315.  In  all  the 
author's  recent  experiments  d  was  taken  as  O'OSl. 

When  e  =  3  c.c.  the  reaction  seems  to  be  complete  in  five  minutes,, 
but,  to  be  on  the  safe  side,  it  is  better  to  fix  the  minimum  at  fifteen 
minutes. 

The  use  of  coal-gas  is  recommended  by  the  author  without  passing 
it  over  alkaline  pyrogaUol  or  otherwise  treating  it  before  allowing  it 
to  pass  through  the  apparatus. 
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.  The  results  obtained,  however,  can  be  made  to  vary,  the  extreme 
limit  being  less  than  0'5  milligram  of  oxygen  per  liter  of  water,  using 
250  CO.  for  the  estimation.  To  quote  an  extreme  case.  In  one 
experiment  (1),  after  the  air  has  been  wholly  expelled  from  the 
bottle  A,  no  more  gas  was  passed  through,  and  the  titration  was 
effected  in  the  closed  apparatus,  the  volumetric  solution  being  run  in 
as  rapidly  as  possible.  The  end-reaction  was  not  well  defined.  In 
the  second  experiment  (2),  the  volumetric  solution  was  run  in  very 
slowly  drop  by  drop,  and  a  brisk  current  of  gas  was  kept  passing 
through  the  apparatus.     End-reaction  well  defined. 


Volume  of  water. 

ThiosulpliaAe. 

Oxygen  per  liter. 

(1) .. 

....       322  C.C. 

15-35  C.C. 

9 '14  milligrams. 

(2)  .. 

....     322   „ 

14-9     „ 

8-80 

The  difference  is  probably  due  to  n,early  all  the  oxygen  dissolved  in 
thiosulphate  being  used  up  in  the  first  case,  and  being  lost  by  diffusion 
in  the  second. 

In  the  examination  of  waters  from  various  sources,  and  making  the 
experiments  in  pairs,  using  tubes  of  different  sizes,  the  author  found 
that  exceedingly  concordant  results  could  easily  be  obtained. 

In  estimating  the  oxygen  in  distilled  water  saturated  with  air,  the 
author  found  that  the  results  at  25°  and  30°  C.  were  higher  than 
those  obtained  by  Eoscoe  and  Lunt,  whilst  at  the  lower  temperatures 
they  were  almost  identical,  and  it  occurred  to  him  that  the  difierence 
was  probably  due  to  the  mode  of  saturation.  The  agitation  in  a  couple 
of  Winchesters  was  done  as  directed  by  them,  but  the  water  used  had 
been  previously  saturated  at  the  lower  temperatures,  and  probably 
were  slightly  super-saturated.  A  further  series  of  experiments  were 
then  made  with '  freshly-distilled  water,  which  was  not  agitated  with 
air  until  it  had  attained  the  desired  temperature.  The  results  proved 
that  this  surmise  was  correct.  Probably  some  such  explanation 
accounts  for  the  uniformly  higher  results  obtained  by  Dittmar. 

No  doubt  there  will  be  exceptional  cases  in  which  the  process 
cannot  be  used,  and  others  in  which  "some  modification  may  be 
required.  A  water  containing  nitrites  will  require  the  amount  of 
the  nitrous  acid  to  be  determined  if  the  utmost  accuracy  is  required. 
(A  water  containing  1  part  of  HNOj  in  1,000,000,'  will  affect  the 
results -f-0"l 7  milligram  of  oxygen  j)er  liter,  94  parts  of  the  acid 
corresponding  to  16  of  oxygen.)  Where  nitrites  are  present  in 
suflftcient  quantity  to  interfere,  the  amount  may  be  determined  by 
any  of  the  ordinary  processes,  but  the  author  prefers  the  following 
method : — 

To  250  C.C.  of  the  water  to  be  examined,  rendered  faintly  alkaline 
if  not  already  so,  add  a  few  drops  of  strong  solution  of  potassium 
iodide,  and  boil  vigorously  for  a  few  minutes.  Then  transfer  to  the 
bottle  A  used  in  the  oxygen  determination,  and  allow  to  get  quite 
cold  in  a  slow  current  of  coal  gas.  Then  add  a  few  drops  of  dilute 
sulphuric  acid  and  solution  of  starch,  and  titrate  with  the  thiosulphate. 
The  correction  to  be  made  in  the  oxygen  determination  is  thus 
ascertained.     One  or  two  experimental  results  may  be  quoted. 
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Quantity 
of  water. 

Tluosulpliate 
used. 

Corrected. 

Milligrrams  of 
oxygen  per  liter. 

Tap  water  

Tap  water  +  5  milli- 
grams commercial 
sodium  nitrite    

Tap  water +  10  milli- 
grams sodium  nitrite 

232-5  ■ 
[  232-5 

1  232-5 

13-2 
15-95 

18-6 

9-7 
9-55 

9-48 

10-43 
10-27 

10-19 

In  number  2,  the  thiosulphate  used  by  250  c.c.  of  the  boiled  water 

was  2-8  c.c. 
In  number  3,  the  thiosulphate  used  by  250  c.c.  of  the  boiled  water 

was  5-45  c.c. 

The  results  are  fairly  satisfactory,  even  with  such  large  porportions 
of  nitrite,  proportions  far  larger  than  are  likely  to  be  met  with  in 
practice. 

Mtrates  do  not  interfere,  even  when  present  in  large  quantities; 
but  fresh  urine,  when  present  to  the  extent  of  1  per  cent.,  has 
a  small  but  very  appreciable  effect. 

The  following  is  an  example  of  the  method  at  ordinary  temperature ; — ■ 

Temperature  15°  C. 


Quantity  of 
water  taken. 

Thiosulphate 
used. 

c— b— ed. 

MiUigrams  of 
Oxygen  per  liter. 

Difference 
from  mean. 

1... 

2  .. 
3... 

'    4... 

322-0 
322-0 
232-5 
232-5 

15-45 
15-55 
11-90 
11-70 

12-87 

12-97 

9-43 

9-23 

Mean 

9-99 
10-07 
10-14 

9-92 

-0-04 
+  0-04 
+  011 
-0-11 

10-03 

Barometer  reading  30  in. 
10-03  milligrams =7-02  c.c.  at  N.P.T. 
B 0 s c 0 e  and  L u n t  found  6-96  „  Difference  +  006. 


Simpler  Methods  of  Titrations  for  Dissolved.  Oxygen 
in  Waters,  etc. 

Winkler's  Manganous  Hydrate  Process.— This  is  much 
less  complicated',  as  regards  apparatus  than  the  foregoing  methods, 
and  though  perhaps  not  quite  so  accurate,  it  gives  very  fair  results 
wheti  carefully  managed.  In  this  method  manganous  hydrate  serves 
as  the  oxygen  carrier,  and  causes  it  to  liberate  its  equivalent  of  iodine 
which  is  then  titrated  in  the  usual  way.  The  special  solutions ' 
required  are —  ' 

40  gm.  of  manganous  chloride  free  from  iron,  dissolved  in  water 
and  diluted  to   100  c.c,  and  33  gm.  of  sodium  hydrate  free  from 
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nitrites^"  together  witlf  10  gm.  of  potassium  iodide,'  dissolved"!'!!  water 
^nd  diluted  to  100  c.c. 

The  follo-wing_shoWs  the  working  of  the  method  as  described,  by 
Seyier  \C.  N.  Ixx.  151) :—  , 

!  Method  or  Peocedttee  :  A  narrow-mouthed  well-stoppered  vessel,  holding  a 
known  yolume  of  water, .is  required.  The  cylinders  used  by  Thresh  and  hold-j 
ing  252  0.0.  are  convenient.  The  vessel  is  filled  by  a  syphon,  and  1  c.c.  of  eachi 
of  the  above  solutions  introduced  by  a  pipette  with  long  stem,  so  as  to  fiow  toi 
the  bottom,  displacing  2  c.c.  of  the  water  from  the  top.  The  stopper  is.itheni 
inserted  so  as  to  be  quite  free  from  air  bubbles,  and  the  contents  mixed  by. 
shaking.  The  precipitated  manganese  KydfateTTecoines^Brown  if free'cxygenis 
present,  and  soon  sinks  to  the  bottom.  5  c.c.  of  strong  HCl  are  then  iirtro- 
duced  by  a  pipette  reaching  just  above  the  layer  of  precipitate,  the  clear  alkaline 
solution  only  being  displaced  from  the  top,  the  stopper  again  inserted,  and  the 
vessel  shaken.  'When  the  precipitate  is  entirely  or  nearly  dissolved,  the  yellow 
solution  is  run  into  a  flask  and  titrated  with  thiosulphate  in  the  usual manner. 
If  250  c.c.  of  water  be  used  Thresh's  thiosulphate  equivalent  to  0:25  m.gin.  of 
oxygen  is  convenient,  each  c.c.  then  representing  1  m.gm.  per  liter.  This 
contains  7'75  gm.  of  sodium  thiosulphate  per  liter.  The  great  inconvenience  is 
that  it  rapidly  loses  strength,  but  4  c.c.  of  normal  caustic  soda  added  before 
making  up  to  a  liter  renders  the  thiosulphate  much  more  stable,  if  not  kept 
exposed  to  the  light.  "    r 

If  nitrites  are  present  they  may  interfere  with  the  titration,  acting  as  oxygen-' 
carriers,  and  causing  a  continuous  liberation  of  iodine.  This  may  be  obviated  by- 
titrating  in  a  current  of  coal-gas,  exactly  as  in  Thresh's  method,  but  if  the 
amount  of  nitrate  is  not  large,  and  the  first  disappearance  of  the  blue  tint  be 
taken,  the  titration  in  coal-gas  will  not  differ  appreciably.  If  much  nitrite  is 
present  it  must  be  estimated  and  corrected  for,  but  this  is  a  very  rare  case.  It 
has  been  objected  that  iodometific  methods  are  inapplicable  to  waters  containing 
much  organic!  matter,  as  this: may  absorb  iodine.  Seyier  does  not  find  this' 
Objebtioh  well  I  grounded.  In  the  extreme  base  of  sewage.efSuent,  no  iodine  was 
abSoTbed'  in  one  case,  and  in  another  Where  some  SHj  was  present,~the  absorption 
only  corresponded  to  07  c.c.  per  liter,  arid  could  easily  be  estiniated  and  a 
correction  applied.  .  :  ■ 

This  method  has  beein  modified  by  Rid^al  and  Stewart 
{Analyst  xxvi.  141)  .which  obviatesj  many  of  tlie  difficulties  which' 
occur  in  the  foregoing  processes  and  is  applicable  io  waters  containing 
nitrites  and  organic^  matters,  sewage  effluents,  etc.,  without  the  use  of 
special  apparatus,  coal  gas  or  other  extraneous  cautions. 

Method  oe  Peooeduee  :  The  operation  is  carried  on  in  =•  well-stoppered 
bottle  of  known  capacity,  say  about  300  c.c. 

The  same  manganous  and  alkaline  iodide  solutions  as  in  Winkler's  method 
are  used. 

In  the  case  of  ordinary  waters  the  bottle  is  filled  quietly. but  quickly  and  1  c.c. 
of  manganous  chloride  solution  is  passed  to  the  bottom  from  a  long  pipette,  then 
3  c.c.  of  the  solution  containing  32  per  cent,  soda  and  10  per  cent.  KI.     The 
stopper  is  inserted,  without  air  bubWes,  and  the  contents  mixed  by  inversion  and 
rotation.     The  liberated  manganous  hydroxide  absorbs  the  free  oxygen.     Ou_ 
standing  a  few  minutes  the  upper  liquid  becomes  clear;  the  stopper  is  then  , 
removed  for  a  second,  and  3  c.c.  of  concentrated  pure  HCl  are  passed  to  the' 
bottom  by  a  pipette.    Again  closed  and  rotated,  the  manganese  oxides  dissolve' 
and  iodine  is  liberated  in  proportion  to  the  oxygen.     At  this  stage  the  bottle - 
should  be  allowed  to  stand  about  five  minutes  in  the  dark,  with  occasional; 
moving,  till  clear.    The  liquid  is  then  transferred  to  a  porcelain  basin,  and  the  - 
iodine  determined  by  thiosulphate  and  starch. 

When  nitrites  and  much  organic  matter  are  present,  50  c.c.  of  the  original 
liquid,  acidified  with  1  -c.c.  of  concentrated  pure  H8SO4,  are  first  titrated  with  - 
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decinormal  permanganate,  till  a  faint  pink  colour  persists  after  ten  minutes. 
The  number  of  o.o.  so  required  is  calculated  to  the  volume  of  the  bottle  in  which 
the  free  oxygen  determination  is  to  be  done.  This  amount  is  then  placed  in  tbe 
bottle,  together  with  1  c.c.  of  sulphuric  acid  (if  more  than  10  c.c.  of  ^/lo  per- 
manganate are  required,  2  c.c.  of  acid  must  be  added),  the  bottle  is  filled  with  the 
liquid  under  examination,  mixed  by  rotation,  and  allowed  to  stand  five  or  ten 
minutes.  It  is  found  that  it  is  advisable  to  add  O'l  c.c.  of  permanganate  in 
excess  of  the  calculated  amount,  so  that  the  liquid  should  retain  a  slight  pink 
colour.  Any  excess  of  permanganate  affects  the  determination  of  free  oxygen  by 
liberating  iodine,  therefore  has  to  be  removed.  If  the  solution  remains  pink,  the 
bottle  is  briefly  opened,  4  o.o.  of  a  2  per  cent,  solution  of  neutral  potassium 
oxalate  added  with  a  pipette,  the  neck  filled  up  with  the  water  under  examination, 
the  stopper  inserted,  and  the  bottle  rotated  as  before.  The  colour  quickly 
disappears,  and  the  solution  is  ready  for  the  manganous  chloride,  etc.,  as  in  the 
ordinary  determination.  It  was  ascertained  that  the  oxalate  did  not  interfere, 
but  to  balance  the  sulphuric  acid  that  has  been  added  a  rather  larger  proportion 
of  soda  is  required.  "When  working  with  sewages  and  effluents  a  50  per  cent, 
soda  + 10  per  cent.  KI  solutions  are  used  after  oxidizing  with  permanganate, 
3  c.c.  of  this,  and  afterwards  3  c.c.  of  HCl  are  added. 

The  reagents  being  used  in  the  concentrated  form  with  a  comparatively  large 
volume  of  water,  the  correction  for  the  additions  is  small,  and  can  usually  be 
neglected-.  When,  however,  the  oxygen  is  low,  the  reagents,  being  presumably 
saturated  with  oxygen  under  atmospheric  conditions,  will  make  the  result  too 
high.    The  correction  tlaen  to  be  applied  is : 

_1000  a-'Rn, 

"  Y-n      ' 

where  x  is  the  number  of  o.c.  of  oxygen  per  liter  of  the  liquid,  a  the  amount  of 
oxygen  in  c.c.  found  by  titration,  V  the  volume  of  the  bottle,  and  ™  that  of  the 
reagents,  while  E.  is  the  number  of  c.c.  of  oxygen  contained  in  a  liter  of  saturated 
water  at  the  temperature  of  the  experiment,  which  is  preferably  actually 
determined,  or  can  be  obtained  from  a  table  such  as  Eoscoe  and  Lunt's,  which 
has  already  been  quoted. 

The  results  obtained  with  good  waters  agree  well  together,  and  also  with  the 
figures  recorded  for  boiling  out  in  vacud. 

The  results  should  be  expressed  in  actual  c.c.  of  0  found  per  litre, 
with  the  temperature  of  the  v^ater.  The  "  percentage  of  saturation  " 
calculated  from  Eoscoe  and  Lunt's  table  should  be  appended. 

Deviations  from  theoretical  amounts  may  to  a  certain  extent  be 
produced  by  physical  causes.  "With  falling  temperatures  the  vrater 
may  not  have  had  time  to  take  up  its  complement  of  oxygen ;  on  the 
other  hand,  vfith  rising  ones  it  may  have  an  excess.  Seyler  and 
Gill  {G.  N.  Ixvii.  87)  showed  that  the  temperature  might  be  raised 
from  1°  to  9-5°,  or  from  13°  to  26'5°,  with  little  loss  of  oxygen,  the 
water  remaining  supersaturated  until  shaken  vigorously.  This 
condition  of  supersaturation  is  not  infrequent,  especially  if  the  water 
has  been  under  pressure  in  pipes. 

Another  simple  method  for  determining  the  oxygen  absorption  of 
natural  waters  has  been  adopted  by  L.  "W.  Winkler  {Z.  a.  C.  xli. 
419)  as  follows  : — 

100  c.c.  of  the  water  are  kept  boiling  for  ten  minutes  with  10  c.c.  of  ^/loo 
alkaline  permanganate,  prepared  with  the  usual  precautions  and  standardized  on 
'^1x00  oxalic  acid  solution.  The  liquid  is  then  treated  with  10  c.c.  of  dilute 
sulphuric  acid  (1  :  3)  and  10  o.c.  of  ^/loo  oxalic  acid  solution,  and,  after  it 
becomes  completely  colourless,  the  alkaline  permanganate  solution  is  introduced, 
drop  by  drop,  from  a  burette  until  a  faint  pink  colour  remains.    A  correction  of 
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O'S  c.c.  is  made  (to  compensate  for  the  loss  of  oxygen  which  occurs  on  simply 
boiling  the  permanganate  alone),  and  the  oxygen  ahsorption  expressed  in  terms 
of  c.c.  of  ^lioo  permanganate  solution  reduced  by  100  c.c.  of  the  water. 

Another  method  of  estimating  the  dissolved  oxygen  in  fresh-water, 
sea-water,  and  sewage  effluents  has  been  brought  forward  by  Letts 
and  Blake  in  a  paper  read  before  the  British  Association  in  1900. 
The  following  is  a  short  summary  of  the  process  (C.  N.  Ixxxii.  163). 
It  appears  to  be  a  modified  form  of  Mohr.'s  method. 

A  stoppered  separating  funnel  is  filled  with  the  water  to  be  examined,  and  a 
measured  volume  withdrawn.  A  definite  volume  of  standard  ferrous  sulphate 
solution  is  then  added,  and  afterwards  ammonia — the  volume  of  these  two 
reagents  together  corresponding  with  that  of  the  water  removed — and  the  stopper 
of  the  funnel  is  then  inserted,  care  being  taken  that  no  air  bubbles  are  enclosed. 

Within  the  separating  funnel  there  is  now  a  layer  of  ferrous  sulphate  solution 
below,  then  the.  water,  and  above  the  ammonia.  These  are  mixed  by  inverting 
the  vessel  once  or  twice  by  a  swinging  motion,  when  a  greenish  turbid  mixture 
results,  which  rapidly  darkens  as  the  dissolved  oxygen  is  absorbed.  After  fifteen 
minutes  the  vessel  (still  stoppered)  is  inverted,  and  its  tube  or  lower  extremity 
(now,  however,  the  upper  one)  is  nearly  filled  with  a  cold  mixture  of  equal 
volumes  of  sulphuric  acid  and  water.  The  tap  is  then  opened,  when  the  acid 
flows  downwards  into  the  alkaline  mixture,  and  in  the  course  of  a  few  minutes 
dissolves  the  iron  hydrates,  forming  a  clear  solution.  This  is  then  run  off  into  a 
porcelain  dish,  and  then  titrated,  either  with  permanganate  or  bichromate,  con- 
veniently of  the  strength  that  1  c.c.  =  1  c.c.  of  dissolved  oxygen  at  N.T.P. 

In  the  authors'  experiment  the  separating  funnel  had  a  capacity  of  332'5  c.c, 
and  its  tube  contained,  when  nearly  full,  about  8  c.c.  of  diluted  sulphuric  acid. 
About  7  0.0.  of  the  water  was  removed,  5  c.c.  of  standard  ferrous  sulphate 
solution  added,  and  about  2  o.o.  of  strong  ammonia.  The  ferrous  sulphate 
solution  contained  about  12  gm.  of  the  crystallized  salt  in  250  o.o.  of  distilled 
water.  It  was  standardized  for  each  determination  by  titrating  5  c.o.  in  a 
porcelain  basin,  mixed  with  the  same  volume  of  the  water  under  examination  as 
employed  in  the  dissolved  oxygen  determination  and  the  same  volume  of  acid. 

For  all  practical  purposes  the  dissolved  oxygen  contained  in  the  volume  of 
water  which  the  separating  funnel  holds  amounts  to  the  difference  between  the 
burette  readings  for  the  blank  experiment  and  for  the  actual  determination. 

It  was  found  that  for  sea-water  and  sewage  effluents  bichromate  gives  more 
accurate  results  than  permanganate. 

The  results  obtained  by  this  method  when  compared  with  that  by 
Eoscoe  and  Lunt,  or  the  gasometric  analysis,  differed  very  slightly. 

Hydrogen  Peroxide. 

HA  =  34. 

This  substance  is  now  largely  used  in  commerce,  and  is  sold  as 
containing  5,  10,  or  20  volumes  of  oxygen  in  solution.  This  should 
mean  that  the  specified  number  of  volumes  can  be  obtained  from  the 
solution  itself ;  but  preparations  are  sent  into  the  market  under  false 
pretences.  A  so-called  10  volume  solution  gives,  it  is  true,  10  volumes 
of  0  when  decomposed  gasometrically  with  permanganate,  but  5 
volumes  of  the  O  comes  from  the  permanganate  itself,  and  therefore 
such  a  solution  is  really  only  5  volume.  A  true  10  volume  solution 
should  yield  from  itself,  when  fully  decomposed,  ten  times  its  volume 
of  0,  and  contain  by  weight  3-04  per  cent,  of  HgOj  or  1-43  per  cent, 
by  weight  of  0. 
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Kingzett  (/.  C  S.  1880,  792)  has  shown  that  the  best  estimation 
of  the  hydrogen  peroxide,  contained  in  any  given  solution  of  it,  is 
made  by  iodine  and  thiosulphate  in  the  presence  of  a  tolerably  large 
excess  of  sulphuric  acid,  the  reaction  being — 

The  function  performed  by  the  sulphuric  acid  is  difficult  of 
explanation,  but  the  want  of  uniformity  in  the  reaction  experienced 
by  many  operators  no  doubt  has  arisen  from  the  use  of  insufficient 
acid. 

,  Mbihod  of  Pkocedure  :  This  is  done  by  mixing  10  o.o.  of  the  peroxide 
solution  to  be  examined  with  about  30  c.c.  of  dilute  sulphuric  acid  (1  :  2)  in  a 
beaker,  adding  crystals  of  potassium  iodide  in  sufficient  quantity,  and  after 
standing  five  minutes  titrating  the  liberated  iodine  with  ^/lo  thiosulphate  and 
starch.  The  peroxide  solution  should  not  exceed  the  strength  of  2  volumes ;  if 
stronger,  it  must  be  diluted  proportionately  before  the  titration. 

In  the  case  of  a  very  weak  solution  it  will  be  advisable  to  titrate  with  ^/loo 
thiosulphate. 

1  0.0.  I'/io  thiosulphate  =  0-00085  gm.  H2O2  or  00008  gm.  O. 

A  method  of  estimating  the  oxygen  in  hydrogen  peroxide  by 
permanganate  was  inserted  in  a  previous  edition  of  this  book,  but 
experience  has  proved  it  to  be  useless. 

Carpenter  and  Nicholson  (Analyst  ix.  36)  report  a  series  of 
experiments  on  the  analysis  of  hydrogen  peroxide,  both  by  the  iodine 
and  permanganate  methods. 

The  conclusion  they  arrive  at  is,  that  the  process  of  Kingzett  is 
accurate,  but  in  their  hands  somewhat  tedious,  owing  to  slow 
decomposition  towards  the  end.  Kingzett  however  states  that  if 
a  volume  of  strong  sulphuric  acid  equal  to  the  peroxide  taken  be 
used,  and  especially  if  the  dilute  solution  be  slightly  warmed,  the 
reaction  is  complete  in  a  few  minutes,  and  this  is  my  own  experience. 

A  number  of  experiments  have  been  made  by  C.  Smith 
(C.  N.  Ixxx.  194),  as  to  the  value  of  titrimetric  and  gasometric 
methods  of  ascertaining  the  amount  of  oxygen  in  HgOj,  if  it  contains 
any  preservative  such  as  glycerin,  boric  acid,  boroglycerin,  salicylic 
acid,  etc.  The  result  was  to  show  that  the  iodine  and  thiosulphate 
method  gives  accurate  effects  with  any  of  the  preservatives  tried,  and 
in  the  presence  of  large  proportions  of  glycerin,  whereas  the 
permanganate  methods  both  titrimetric  and  gasometric  were  valueless. 

Sodium  Peroxide. 

L.  Archbutt  (Analyst  xx.  5)  gives  the  results  of  some  experiments 
on  the  estimation  of  the  oxygen  contained  in  this  substance,  and 
found  that  a  near  approximation  to  the  truth  could  be  obtained  by 
simple  titration  with  permanganate,  the  peroxide  (one  or  two 
decigrams)  being  added  to  cold  water  acidified  with  HjSO^  contained 
in  a  white  dish,  and  ^/lo  permanganate  dropped  in  with  stirring,  until 
the  colour  became  permanent ;  but  a  more  exact  method  would  be  to 
add  a  known  weight  of  the  peroxide  to  an  excess  of  ^/lo  per- 
manganate, previously  mixed  with  dilute  HjSO^,  and  titrate  for  the 

u  2 
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excess  of  permanganate  with  ^/lo  oxalic  acid.  Archbutt,  however, 
prefers  to  use  the  nitrometer,  and  recommends  the  following 
procedure  :  about  0'25  gm.  of  the  substance  is  placed  in  the  dry  tube 
of  the  nitrometer  flask,  and  in  the  flask  itself  about  5  c.c.  of  pure 
water,  containing  in  suspension  a  few  milligrams  of  precipitated  cobalt 
sesqui-oxide ;  this  latter  reagent  brings  about  a  rapid  and  complete 
decomposition  of  the  peroxide,  the  volume  of  oxygen  evolved  being 
the  available  oxygen  in  the  sample. 

PHOSPHORIC  ACID  AND  PHOSPHATES. 

PA  =  142. 

§  73.  The  estimation  of  phosphoric  acid  volumetrically  may  be 
done  with  more  or  less  accuracy  by  a  variety  of  processes,  among 
which  may  be  mentioned  that  of  Mohr  as  lead  phosphate,  the  indirect 
method  as  silver  phosphate  (the  excess  of  silver  being  found  by 
thiocyanate),  by  standard  uranium  nitrate  or  acetate,  byPemberton's 
method  as  phospho-molybdate,  or  when  existing  only  as  monocalcic 
phosphate,  by  standard  alkali,  as  recommended  by  Mollenda  or 
Emmerling.  These  processes  are  mainly  useful  in  the  case  of 
manures,  or  the  raw  phosphates  from  which  manures  are  manufactured, 
and  for  PjOj  in  urine,  etc.  For  the  purpose  mentioned,  that  is  to 
say,  when  in  combination  with  alkaline  or  earthy  alkaline  bases  and 
moderate  quantities  of  iron  or  alumina,  phosphoric  acid  may  be 
estimated  volumetrically  with  very  fair  accuracy,  and  with  much 
greater  rapidity  than  by  gravimetric  means  as  usually  carried  out. 
This  remark,  however,  can  only  be  applied  to  uranium  or  molybdenum 
methods ;  therefore  only  these  will  be  described. 

1.    Precipitation  as  Uranium  Phosphate  in  Acetic  Acid 
Solution. 

This  method  is  based  on  the  fact  that  when  uranium  acetate  or 
nitrate  is  added  to  a  neutral  solution  of  tribasic  phosphoric  acid, 
such,  for  instance,  as  sodium  orthophosphate,  the  whole  of  the.  phos- 
phoric acid  is  thrown  down  as  yello-n'  uranium  phosphate  UrgOg, 
PjOg  +  Aq.  Should  the  solution,  however,  contain  free  mineral  acid, 
it  must  be  neutralized  with  an  alkali,  and  an  alkaline  acetate  added, 
together  with  excess  of  free  acetic  acid.  In  case  of  using  ammonia 
and  ammonium  acetate,  the  whole  of  the  phosphoric  acid  is  thrown 
down  as  double  phosphate  of  uranium  and  ammonia,  having  a  light 
lemon  colour,  and  the  composition  UrjOg  2(^11  fi),  PjOg  +  Aq.  When 
this  precipitate  is  washed  with  hot  water,  dried  and  burned,  the 
ammonia  is  entirely  dissipated  leaving  uranium  phosphate,  which 
possesses  the  formula  Ur203,  PgOj,  and  contains  in  100  parts  80-09 
of  uranium  oxide  and  19-91  of  phosphoric  acid.  In  the  presence 
of  fixed  alkalies,  instead  of  ammonia,  the  precipitate  consists  simply 
of  uranium  phosphate.  By  this  method  phosphoric  acid  may  be 
completely  removed  from  all  the  alkalies  and  alkaline  earths;  also, 
with  a  slight  modification,  from  iron;  not,  however,  satisfactorily 
from  alumina  when  present  in  any  quantity, 


§  73.  PHOSPHATES.  293 

The  details  of  the  gravimetric  process  were  fully  described  by  me 
(C.  N.  i.  97,  122),  and  immediately  after  the  publication  of  that 
article,  while  employed  in  further  investigation  of  the  subject, 
I  devised  the  volumetric  method  now  to  be  described.  Since  that 
time  it  has  come  to  my  knowledge  that  Neubauer*  and  Pincust 
had  independently  of  each  other  and  myself  arrived  at  the  same 
process.  This  is  not  to  be  wondered  at,  if  it  be  considered  how  easy 
the  step  is  from  the  ordinary  determination  by  weight  to  that  by 
measure,  when  the  delicate  reaction  between  uranium  and  potassium 
ferrocyanide  is  known.  Moreover,  the  great  want  of  a  really  good 
volumetric  process  for  phosphoric  acid  in  place  of  those  hitherto  used 
has  been  felt  by  all  who  have  anything  to  do  with  it,  and  consequently 
the  most  would  be  made  of  any  new  method  possessing  so  great  a 
claim  to  accuracy  as  the  gravimetric  estimation  of  phosphoric  acid 
by  uranium  undoubtedly  does. 

Conditions  under  which  approximate  accuracy  may  be 
insured. — Objections  have  been  urged,  not  without  reason,  that  this 
process  is  inaccurate,  because  varying  amounts  of  saline  substances 
have  an  influence  upon  the  production  of  colour  with  the  indicator. 
Again,  that  very  different  shades  of  colour  occur  with  lapse  of  time. 
This  is  all  true,  and  the  analysis  is  unfortunately  one  of  that  class  which 
requires  uniform  conditions ;  but  when  the  source  of  irregularity  is 
known,  it  is  not  difficult  to  obviate  them.  Therefore  it  is  absolutely 
essential  that  the  standardizing  of  the  uranium  solution  should  be 
done  under  the  same  conditions  as  the  analysis.  For  instance,  a 
different  volume  of  uranium  will  be  required  to  give  the  colour  in 
the  presence  of  salts  of  ammonia  to  that  which  would  be  necessary 
with  the  salts  of  the  fixed  alkalies  or  alkaline  earths.  But  if  the 
standard  solution  is  purposely  adjusted  with  ammonia  salts  in  about 
the  same  proportion,  the  difficulties  are  less.  Fortunately  this  can  be 
easily  done,  and  as  the  chief  substances  requiring  analysis  are  more 
or  less  ammoniacal  in  their  composition,  such  as  urine,  manures,  etc., 
no  practical  difficulty  need  occur. 

Excessive  quantities  of  alkaline  or  earthy  salts  modify  the  colour, 
but  especially  is  it  so  with  acetate  or  citrate  of  ammonia.  For  this 
reason  it  is  necessary  to  ensure  the  complete  washing  of  the  citro- 
magnesian  precipitate,  where  that  method  of  separating  P2O5  is 
adopted  previous  to  titration.  With  all  my  experience  of  this  method 
I  cannot  contend  that  it  is  an  absolutely  accurate  one,  but  it  is  never- 
theless a  very  rapid  and  convenient  one  for  manure  manufacturers  in 
testing  superphosphates  and  other  phosphate  fertilizers. 

2.  Estimation  of  Phosphoric  Acid  in  combination  with 
Alkaline  Bases,  or  in  presence  of  small  quantities 
of  Alkaline  Earths. 

The  necessary  materials  are — 

(a)     A  standard  solution  of  uranium  1  c.c.=0'005  gra.  PgOj. 

*  Archvv.fiJi/r  wissensGh&ftliche  HeWkv/nde.,  iv.  228. 
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(6)     A  standard  solution  of  tribasic  phosphoric  acid. 

(c)  A  solution  of  sodium  acetate  in  dilute  acetic  acid,  made  by 
dissolving  100  gm.  of  sodium  acetate  in  water,  adding  50  c.c.  of 
glacial  acetic  acid,  and  diluting  to  1  liter.  Exact  quantities  are  not 
necessary. 

{d)  A  freshly  prepared  solution  of  potassium  ferrocyanide,  or 
some  finely  powdered  pure  crystals  of  the  same  salt. 

Standard  Solution  of  Uranium. — This  solution  may  consist 
either  of  uranium  nitrate  or  acetate.*  An  approximate  solution  is 
obtained  by  using  about  35  gm.  of  either  salt  to  the  liter.  In  using 
uranium  nitrate  it  is  imperative  that  the  sodium  acetate  should  be 
added  in  order  to  avoid  the  possible  occurrence  of  free  nitric  acid  in 
the  solution.  With  acetate,  however,  it  may  be  omitted  at  the 
discretion  of  the  operator,  but  it  is  important  that  the  method  used 
in  standardizing  the  uranium  be  invariably  adhered  to  in  the  actual 
analysis.  The  solution  should  be  perfectly  clear  and  free  from  basic 
salt.  "Whether  made  from  acetate  or  nitrate,  it  is  advisable  to  include 
about  50  c.c.  of  pure  glacial  acetic,  or  a  corresponding  quantity  of 
weaker  acid  to  each  liter  of  solution ;  exposure  to  light  has  then  less 
reducing  action. 

My  own  practice  is  to  use  in  all  cases  acetate  solution,  and  dispense 
entirely  with  the  addition  of  sodium  acetate. 

3.    Titration  of  the  Uranium  Solution. 

Standard  Phosphoric  Acid. — When  the  uranium  solution  is  not 
required  for  phosphate  of  lime,  it  may  be  titrated  upon  ammonio- 
sodium  phosphate  (microcosmic  salt)  as  follows : — 5'886  gm.  of  the 
crystallized,  non-effloresced  salt  (previously  powdered  and  pressed 
between  bibulous  paper  to  remove  any  adhering  moisture)  are  weighed, 
dissolved  in  water,  and  diluted  to  1  liter.  50  c.c.  of  this  solution 
will  represent  0-1  gm.  of  PgO^.f 

Mbthod  op  PBOCEruEB  :  50  0.0.  of  this  solution  are  measured  into  a  small 
beaker,  5  o.o.  sodium  acetate  solution  added  if  uranium  nitrate  is  to  be  used,  and 
the  mixture  heated  to  90°  or  100°  C.  The  uranium  solution  is  then  delivered  in 
from  a  burette,  divided  into  tV  c.c,  until  a  test  taken  shall  show  the  slight  pre- 
dominance of  uranium.  This  is  done  by  spreading  a  drop  or  two  of  the  hot 
mixture  upon  a  clean  white  level  plate,  and  bringing  in  contact  with  the  middle 
of  the  drop  a  small  glass  rod  moistened  with  the  freshly  made  solution  of 
ferrocyanide,  or  a  dust  of  the  powdered  salt.  The  occurrence  of  a  faint  brown 
tinge  shows  an  excess  of  uranium,  the  slightest  amount  of  which  produces  a 
brown  precipitate  of  uranium  ferrocyanide. 

*  Some  operators  object  to  the  use  of  acetate,  the  reason  for  which  I  cannot  understand. 
It  stands  to  reason  that  as  with  the  use  of  nitrate  there  has  to  be  a  considerable  quantity 
of  sodium  acetate  used  to  prevent  the  occurrence  of  free  HNO3,  the  same  conditions 
practically  occur  as  if  uranium  acetate  was  used.  The  real  reason,  I  believe  is  that  it  is 
rather  difficult  to  procure  pure  acetate.  In  the  course  of  some  thousands  of  titrations, 
I  have  found  no  advantage  in  using  nitrate,  and  acetate  needs  no  corrector  to  complicate 
the  process  as  is  the  case  with  nitrate. 

t  W.  B.  Griles,  who  has  had  great  experience  in  the  determination  of  phosphoric  acid 
in  various  forms,  has  called  my  attention  to  dihydric  potassium  phosphate,  KH3FO4,  as 
an  excellent  form  of  salt  for  a  standard  solution.  The  sample  sent  to  me  was  in  beautifully 
formed  crystals  which  do  not  alter  on  exposure  to  the  air,  and  makes  a  solution  which 
keeps  clear.  Every  one  knows  how  unsatisfactory  sodium  phosphate  is,  both  as  to  its 
state  of  hydration  and  its  keeping  qualities  in  solution  ;  the  microcosmic  salt  is  better,  but 
is  open  to  objection  on  the  score  of  indefinite  hydration.  If  the  potassium  salt  is  used, 
a  standard  solution  of  the  proper  strength  is  made  by  dissolving  3*83  gm.  in  a  liter. 
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A  second  or  third  titration  is  then  made  in  the  same  way,  so  as  to 
arrive  exactly  at  the  strength  of  the  uranium  solution,  which  is  then 
diluted  and  re-titrated,  until  exactly  20  c.c.  are  required  to  produce 
the  necessary  reaction  with  50  c.c.  of  phosphate. 

Suppose  18'7  c.c.  of  the  uranium  solution  have  been  required  to 
produce  the  colour  with  50  c.c.  of  phosphate  solution,  then  every 
18'7  c.c.  will  have  to  be  diluted  to  20  c.c.  in  order  to  be  of  the 
proper  strength,  or  935  to  1000.  After  dilution,  two  or  three  fresh 
trials  must  be  made  to  insure  accuracy. 

It  is  of  considerable  importance  that  the  actual  experiment  for 
estimating  phosphoric  acid  by  means  of  the  uranium  solution  should 
take  place  with  about  the  same  bulk  of  fluid  that  has  been  used  in 
standardizing  the  solution,  and  the  production  of  the  same  depth  of 
colour  in  testing.  Hence  the  proportions  here  recommended  have 
been  chosen,  so  that  50  c.c.  of  liquid  shall  contain  O'l  gm.  of  PgOj. 

Standard  Phosphoric  Acid  corresponding  volurne  for 
volume  with  Standard  Uranium. — This  solution  is  obtained  by 
dissolving  14'715  gm.  of  microcosmio  salt  in  a  liter,  and  is  two  and 
a  half  times  the  strength  of  the  solution  before  described ;  it  is  used 
for  residual  titration  in  case  the  required  volume  of  uranium  is  over- 
stepped in  any  given  analysis. 

A  little  practice  enables  the  operator  to  tell  very  quickly  the 
precise  point ;  but  it  must  be  remembered  that  when  the  two  drops 
are  brought  together  for  the  production  of  the  chocolate  colour,  how- 
ever faint  it  seems  at  first,  if  left  for  some  little  time  the  colour 
increases  considerably;  but  this  has  no  effect  upon  the  accuracy  of 
the  process,  since  the  original  standard  of  the  solution  has  been  based 
on  an  experiment  conducted  in  precisely  the  same  way. 

Method  of  Peocedube  :  In  estimating  unknown  quantities  of  P2O5  it  is 
necessary  to  have  an  approximate  knowledge  of  the  amount  in  any  given 
material,  so  as  to  fulfil  as  nearly  as  possible  the  conditions  laid  down  above ;  that 
is  to  say,  50  c.o.  of  solution  shall  contain  about  O'l  gm.  P2O5,  or  whatever  other 
proportion  may  have  been  used  in  standardizing  the  uranium. 

The  compound  containing  the  P2O5  to  be  estimated  is  dissolved  in  water ;  if  no 
ammonia  is  present,  1  0.0.  of  10  per  cent,  solution  is  dropped  in  and  neutralized 
with  the  least  possible  quantity  of  acetic  acid  (also  5  c.c.  of  sodium  acetate  if 
uranium  nitrate  has  to  be  used),  and  the  volume  made  up  to  about  50  cc,  then 
heated  to  about  90°  C.  on  the  water  bath,  and  the  uranium  solution  delivered  in 
cautiously,  with  frequent  testing  as  above  described,  until  the  faint  brown 
tinge  appears. 

The  first  trial  will  give  roughly  the  amount  of  solution  required,  and  taking 
that  as  a  guide,  the  operator  can  vary  the  amount  of  liquid  for  the  final  titration, 
should  the  proportions  be  found  widely  differing  from  those  under  which  the 
strength  of  the  uranium  was  originally  fixed. 

Bach  c.o.  of  uranium  solution  =  O'OOo  gm.  P2O5. 

4.  Estimation  of  Phosphoric  Acid  in  combination  with  Lime 
and  Magnesia  (Bones,  Bone  Ash,  Soluble  Phosphates, 
and  other  Phosphatic  Materials,  free  from  Iron  and 
Alumina). 

The  procedure  in  these  cases  differs  from  the  foregoing  in  two 
respects  only;   that   is   to  say,  the  uranium  solution  is  preferably 
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standardized  by  tribasic  calcium  phosphate;  and  in  the  process  of 
titration  it  is  necessary  to  add  nearly  the  full  amount  of  uranium 
required  before  heating  the  mixture,  so  as  to  prevent  the  precipitation 
of  calcium  phosphate,  which  is  apt  to  occur  in  acetic  acid  solution 
when  heated  ;  or  the  modification  adopted  by  Fresenius,  Neubauer, 
and  Luck,  may  be  used,  which  consists  in  reversing  the  process  by 
taking  a  measured  volume  of  uranium,  and  delivering  into  it  the 
solution  of  phosphate  unbil  a  drop  of  the  mixture  ceases  to  give  a 
brown  colour  with  ferrocyanide.  This  plan  gives,  however,  much 
more  trouble,  and  possesses  no  advantage  on  the  score  of  accuracy, 
because  in  any  case  at  least  two  titrations  must  occur,  and  the  first 
being  made  somewhat  roughly,  in  the  ordinary  way,  shows  within 
1  or  2  c.c.  the  volume  of  standard  uranium  required ;  and  in  the  final 
trial  it  is  only  necessary  to  add  at  once  nearly  the  quantity,  then 
heat  the  mixture,  and  finish  the  titration  by  adding  a  drop  or  two 
of  uranium  at  a  time  until  the  required  colour  is  obtained. 

This  reversed  process  is  strongly  advocated  by  many  operators, 
but  except  in  rare  instances  I  fail  to  see  its  superiority  to  the  direct 
method  for  general  use.  The  best  modification  to  adopt  in  the  reverse 
pTocess  is  to  use  invariably  an  excess  of  uranium,  and  to  titrate  back 
with  standard  phosphate  solution  tiU  the  colour  disappears ;  this 
avoids  all  the  trouble  of  preparing  and  cleaning  a  burette  for  the 
solution  to  be  analyzed,  and  if  a  standard  phosphate  is  made  to 
correspond  volume  for  volume  with  the  uranium,  an  analysis  may 
always  be  brought  into  order  at  any  stage. 

Standard  Calcium  Phosphate. — It  is  not  safe  to  depend  upon 
the  usual  preparations  of  tricalcium  phosphate  by  weighing  any  given 
quantity  direct,  owing  to  uncertainty  as  to  the  state  in  which  the 
phosphoric  acid  may  exist ;  therefore,  in  order  to  titrate  the  uranium 
solution  with  calcium  phosphate,  it  is  only  necessary  to  take  rather 
more  than  5  gm.  of  precipitated  pure  tricalcium  phosphate  such  as 
occurs  in  commerce,  dissolve  it  in  a  slight  excess  of  dilute  hydrochloric 
acid,  precipitate  again  with  a  slight  excess  of  ammonia,  re-dissolve  in 
a  moderate  excess  of  acetic  acid,  then  dilute  to  a  liter;  by  this  means 
is  obtained  a  solution  of  acid  monocaloium  phosphate,  existing  under 
the  same  conditions  as  occur  in  the  actual  analysis.  In  order  to 
ascertain  the  exact  amount  of  tribasic  phosphoric  acid  present  in 
a  given  measure  of  this  solution,  two  portions  of  50  c.c.  each  are 
placed  in  two  beakers,  each  holding  about  half  a  liter.  A  slight 
excess  of  solution  of  uranium  acetate  or  nitrate  is  then  added  to  each, 
together  with  about  10  c.c.  of  the  acetic  solution  of  sodium  acetate ; 
they  are  then  heated  to  actual  boiling  on  a  hot-plate  or  sand-bath,  the 
beakers  filled  up  with  boiUng  distilled  water,  and  then  set  aside  to 
settle,  which  occurs  very  speedily.  The  supernatant  fluid  should  be 
faintly  yeUow  from  excess  of  uranium.  When  perfectly  settled,  the 
clear  liquid  is  poured  ofi'  as  closely  as  possible  without  disturbing  the 
precipitate,  and  the  beakers  again  filled  up  with  boiling  water.  The 
same  should  be  done  a  third  time,  when  the  precipitates  may  be 
brought  on  two  filters,  and  need  very  little  further  washing. 
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"VXTien  the  filtration  is  complete,  the  filters  are  dried  and  ignited 
separate  from  the  precipitate,  taking  care  to  burn  off  all  carbon. 
Before  being  weighed,  however,  the  uranium-phosphate  must  be 
moistened  with  strong  nitric  acid,  dried  perfectly  in  the  water-bath  or 
oven,  and  again  ignited ;  at  first,  very  gently,  then  strongly,  so  as  to 
leave  a  residue  when  cold  of  a  pure  light  lemon  colour.  This  is 
uranium  phosphate  UrgOg,  P2^5'  *^^  percentage  composition  of  which 
is  80'09  of  uranium  oxide,  and  19"91  of  phosphoric  acid. 

The  two  precipitates  are  accurately  weighed,  and  should  agree  to 
within  a  trifle.  If  they  differ,  the  mean  is  taken  to  represent  the 
amount  of  P2O5  in  the  given  quantity  of  tricalcium  phosphate,  from 
which  may  be  calculated  the  strength  of  the  solution  to  be  used  as 
a  standard.  Of  course  any  other  accurate  method  of  determining  the 
PjOg  may  be  used  in  place  of  this. 

The  actual  standard  required  is  5  gm.  of  pure  tricalcium  phosphate 
per  liter;  and  it  should  be  adjusted  to  this  strength  by  dilution,  after 
the  actual  strength  has  been  found.  In  this  way  is  obtained 
a  standard  which  agrees  exactly  with  the  analysis  of  a  superphosphate 
or  other  siriiilar  manure. 

Standard  Uranium  Solution. — This  is  best  adjusted  to  such 
strength  that  25  c.c.  are  required  to  give  the  faint  chocolate  colour 
with  ferrocyanide,  when  50  c.c.  of  the  standard  acetic  solution  of 
calcium  phosphate  are  taken  for  titration.  Working  in  this  manner 
each  c.c.  of  uranium  solution  represents  1  per  cent,  of  soluble 
tricalcium  phosphate,  when  1  gm.  of  manure  is  taken  for  analysis, 
because  50  c.c.  of  the  calcium  phosphate  will  contain  monocalcium 
phosphate  equal  to  0'25  gm.  of  CagPgOg  and  will  require  25  c.c.  of 
uranium  solution  to  balance  it. 

These  standards  are  given  as  convenient  for  manures,  but  they  may 
be  modified  to  suit  any  particular  purpose. 

The  method  with  Stjpeephosphates  feee  feom  Fe  and  Al,  except 
IN  meeb  teaces,  is  as  follows : — 10  gm.  of  the  substance  are  weighed,  placed 
in  a  small  glass  mortar  and  gently  broken  down  by  the  pestle,  cold  water  being 
used  to  bring  it  to  a  smooth  cream.  The  material  should  not  be  ground  or 
rubbed  hard,  which  might  cause  the  solution  of  some  insoluble  phosphate  in  the 
concentrated  mixture.  The  creamy  substance  is  washed  gradually  without  loss 
into  a  measuring  flask  marked  at  503'5  c.c,  the  3'5  c.o.  beiog  the  space  occupied 
by  the  insoluble  matters  in  an  ordinary  25  to  30  per  cent,  superphosphate.  The 
flask  is  filled  to  the  mark  with  cold  water,  and  shaken  every  few  minutes  during 
about  half-an-hour.  A  portion  is  then  filtered  through  a  dry  filter  into  a  dry 
beaker,  and  50  c.c.  =  1  gm.  of  manure  measured  into  a  beaker  holding  about 
100  c.c.  Suflioient  10  per  cent,  ammonia  is  then  added  to  precipitate  the 
monocalcium  phosphate  in  the  form  of  CaaPjOg  (in  all  ordinary  superphosphates 
there  is  enough  Ca  present  as  sulphate  to  ensure  this,  and  four  or  five  drops  of 
ammoiiia  generally  suffice  to  effect  the  precipitation).  Acetic  acid  is  then  added 
in  just  sufficient  quantity  to  render  the  liquid  clear.  Should  traces  of  gelatinous 
AIPO4  or  Ii'eP04  occur  at  this  stage,  the  liquid  will  be  slightly  opalescent ;  but 
this  may  be  disregarded  if  only  slight,  as  the  subsequent  heating  will  enable  the 
uranium  to  decompose  it.  If  more  than  traces  occur,  the  method  will  not 
be  accurate,  and  recourse  must  be  had  to  separation  by  the  oitro-magnesium 
solution. 

While  the  liquid  is  still  cold,  a  measured  volume  of  .the  standard  uranium  is 
run  in  with  stirring,  and  occasional  drops  are  taken  out  with  a  glass  rod,  and  put 
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in  contact  with  some  ferrocyanide  indicator  sprinkled  on  a  white  plate  until  a 
faint  colour  occurs.  The  beaker  is  then  placed  in  the  water-bath  for  a  few 
minutes,  and  again  the  mixture  tested  with  the  indicator :  after  heating  in  this 
way  the  testing  ought  to  show  no  colour.  More  uranium  is  then  added  with 
stirring,  and  drop  by  drop  till  the  proper  reaction  occurs.  This  titration  is  only 
a  guide  for  a  second,  which  may  be  made  more  accurate  by  running  in  at  once 
very  nearly  the  requisite  volume  of  uranium. 

This  operation  may  be  reversed,  if  so  desired,  by  making  the  clear 
solution  of  phosphate  up  to  a  definite  volume  (say  60  c.c),  and 
running  it  from  a  burette  into  a  measured  volume  of  uranium  until 
a  test  taken  shows  no  colour. 

5.  Estimation  of  Phosphoric  Acid  in  Minerals  or  other 
substances  containing  Iron,  Alumina,  or  other  dis- 
turbing matters. 

In  order  to  make  use  of  any  volumetric  process  for  this  purpose 
the  phosphoric  acid  must  be  separated.  As  has  been  already  described, 
this  may  be  done  either  as  molybdenum  phosphate  followed  by 
solution  in  NHg,  and  again  precipitated  with  ordinary  magnesia 
mixture,  or  direct  separation  by  the  citro-magnesium  mixture  described 
below.  In  either  case  the  ammonio-magnesium  salt  is  dissolved  in 
the  least  possible  quantity  of  nitric  or  hydrochloric  acid,  neutralized 
with  ammonia,  acidified  with  acetic  acid,  and  the  titration  with 
uranium  carried  out  as  before  described. 

6.    Joulie's  Method. 

This  differs  somewhat  from  the  foregoing,  and  may  be  summarized 
as  follows  (Munro,  C.  N.  lii.  85). 

Joulie  applies  the  citro-magnesium  method  to  all  phosphates, 
whether  containing  iron  and  alumina  or  not,  and  prefers  nitrate  to 
acetate  of  uranium. 

Method  of  Peoceduee  :  1  to  10  gm.  of  the  sample  are  dissolved  in  HCl. 
Some  chemists  use  nitric  acid  with  a  view  of  leaving  as  much  ferric  oxide  as 
possible  undissolved.  This  course  is  condemned  by  the  author,  because  the 
presence  of  ferric  salts  in  no  way  interferes  with  the  process,  and  because 
HCl  is  a  much  better  solvent  of  mineral  phosphates  than  nitric  acid,  and 
leaves  a  residue  free  from  iron,  by  the  whiteness  of  which  one  may  judge  of 
the  completeness  of  the  attack.  In  the  case  of  phosphates  containing  a  little 
pyrites,  nitric  acid  should  be  used  in  conjunction  with  hydrochloric.  The 
removal  of  silica  by  evaporation  to  dryness  is  necessary  only  in  those  cases  where 
the  sample  contains  silicates  decomposable  by  HCl,  with  separation  of  gelatinous 
silica.  The  sample  is  boiled  with  the  acid  in  a  measuring  flask  until  the  residue 
is  perfectly  white,  the  contents  are  cooled,  made  up  to  the  mark  with  cold  water, 
mixed,  filtered  through  a  dry  filter,  and  such  a  fraction  of  the  filtrate  withdrawn 
by  a  pipette  as  contains  about  50  m.gm.  of  P2O5.  The  sample  being  delivered 
from  the  pipette  into  a  small  beaker,  10  c.c.  of  citro-magnesium  solution  are 
added,  and  then  a  large  excess  of  ammonia.  If  this  quantity  of  citro-magnesium 
solution  is  suflEioient,  no  precipitate  will  form  until  the  lapse  of  a  few  moments ; 
should  an  immediate  precipitate  form,  it  is  iron  or  aluminium  phosphate.  In 
this  case  a  fresh  sample  must  be  pipetted  off,  and  20  c.c.  of  citro-magnesium 
solution  are  added ;  it  is  of  no  use  adding  another  10  c.c.  of  the  citric  solution  to 
the  original  sample,  as  the  precipitated  phosphates  of  iron  and  aluminium  do  not 
readily  redissolve  when  once  formed. 
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Citeo-Magneshim  Solution. — 27  gm.  of  pure  magnesium  carbonate  are 
added  by  degrees  to  a  solution  of  270  gm.  of  citric  acid  in  350  c.o.  of  warm 
water  ;  when  all  eifervescence  is  over  and  the  liquid  cool,  about  400  c.o.  of 
solution  of  ammonia  are  added,  containing  10  per  cent,  of  NH3  (about  0'96  sp. 
gr.),  or  if  other  strength  is  used,  enough  to  ensure  decided  excess  of  NH3 :  the 
whole  is  then  diluted  to  a  liter,  and  preserved  in  a  well-stoppered  bottle. 

The  old  plan  of  adding  first  citric  acid  and  then  "  magnesia  mixture  "  to  the 
solution  under  analysis  frequently  leads  to  incomplete  precipitation  of  the 
phosphoric  acid,  because  the  ammonio-magnesium  phosphate  is  slightly  soluble 
in  ammonium  citrate  unless  a  sufficient  excess  of  magnesium  salt  is  present,  and 
therefore  the  quantity  of  magnesium  salt  should  be  increased  pari  passu  with  the 
citric  acid  required,  which  is  best  done  when  they  are  in  solution  together.  The 
liquid  after'  precipitation  is  allowed  to  stand  from  2  to  12  hours  (covered  to 
prevent  evaporation  of  ammonia),  and  then  decanted  through  a  small  filter.  The 
precipitate  remaining  in  the  beaker  is  washed  with  weak  ammonia  by  deoantation,. 
and  then  on  the  filter  until  the  filtrate  gives  no  precipitate  with  sodium 
phosphate.  Dilute  nitric  acid  is  next  poured  into  the  beaker  to  dissolve  the 
precipitate  adhering  to  the  glass,  thence  on  to  the  precipitate  on  the  filter.  The 
nitric  solution  is  received  in  a  beaker  holding  about  150  c.c.  and  marked  at  77  c.c. 
After  two  or  three  washings  with  acidulated  water  the  filter  itself  is  detached 
from  the  funnel  and  added  to  the  contents  of  the  beaker,  as  the  paper  is  found  to 
retain  traces  of  PjOj  even  after  many  washings.  Dilute  ammonia  is  next  added 
until  a  slight  turbidity  is  produced,  which  is  removed  by  the  addition  of  one  or 
two  drops  of  dilute  nitric  acid,  the  liquid  is  heated  to  boiling,  5  c.c.  of  the  sodium 
acetate  solution  added  (§  72.2  c),  and  the  titration  with  uranium  nitrate 
immediately  proceeded  with. 

The  Standard  Ueanium  Niteate  is  made  by  dissolving  about  40  gm.  of 
the  pure  crystals  in  800  c.c.  water,  adding  a  few  drops  of  ammonia  to  produce  a 
slight  turbidity,  then  acetic  acid  until  cleared,  and  diluting  to  1  liter.  Acetate 
of  uranium  should  not  be  used,  as  it  is  said  to  lessen  the  sensibility  of  the  end- 
reaction.  The  uranium  solution  is  titrated  with  10  c.c.  of  a  standard  solution  of 
acid  ammonium  phosphate  containing  8"10  gm.  of  the  pure  dry  salt  per  liter 
(1  c.o.  =  0'005  gm.  P2O5).  The  ammonium  phosphate  solution  is  verified  by 
evaporating  a  measured  quantity  (say  50  c.c.)  of  it  to  dryness  with  a  measured 
quantity  of  a  solution  of  pure  ferric  nitrate  containing  an  excess  of  ferric  oxide, 
and  calcining  the  residue.  The  difference  in  weight  between  this  calcined 
residue  and  that  from  an  equal  volume  of  ferric  nitrate  solution  evaporated  alone, 
is  the  weight  of  phosphoric  anhydride  contained  in  the  50  c.c.  of  ammonium 
phosphate  solution.  The  actual  verification  of  the  uranium  nitrate  is  performed 
by  measuring  accurately  10  c.c.  of  the  ammonium  phosphate  into  a  beaker  marked 
at  75  c.c,  adding  5  c.c.  of  the  sodium  acetate,  making  up  with  water  to  about 
30  c.c,  and  heating  to  boiling.  9  c.c.  uranium  are  then  run  in  from  a  burette, 
and  the  liquid  tested  in  the  usual  way  with  ferrocyanide.  From  this  point  the- 
uranium  is  added  two  or  three  drops  at  a  time,  until  the  end-reaction  just 
appears,  the  burette  being  read  off  at  each  testing.  As  soon  as  the  faintest 
colouration  appears,  the  beaker  is  immediately  filled  to  the  mark  with  boiling 
distilled  water,  and  another  test  made.  If  the  operation  has  been  properly 
conducted  no  brown  colour  will  be  detected,  owing  to  the  dilution  of  the 
liquid,  and  one  or  two  drops  more  of  the  uranium  solution  must  be  added 
before  the  colour  becomes  evident,  and  the  burette  is  finally  read  off.  A  constant 
correction  is  subtracted  from  all  readings  obtained  in  this  way  :  it  is  the  quantity 
of  uranium  found  necessary  to  give  the  end-reaction  with  5  c.c.  of  the  sodium 
acetate  solution  alone,  diluted  to  75  c.c.  with  boiling  water  as  above  described.. 
The  end-point  must  alwas's  be  verified  by  adding  three  or  four  drops  of  uranium 
in  excess,  and  testing  again,  when  a  strongly  marked  colour  should  be  produced. 
The  standard  uranium  is  made  of  the  same  strength  as  the  standard  ammonium 
phosphate,  in  order  to  eliminate  the  error  caused  by  changes  in  the  temperature- 
of  the  laboratory.  The  actual  analysis  is  made  in  the  same  way  as  the  titration 
of  the  standard  uranium,  except  that  a  slight  error  is  introduced  by  the  number 
of  tests  that  have  to  be  made  abstracting  a  small  fraction  of  the  assay.  To 
correct  this,  a  second  estimation  should  always  be  made,  and  nearly  the  whole  of 
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tlie  uranium  found  necessary  in  the  first  trial  should  be  added  at  once.  Tests  are 
then  made  at  intervals  of  tvro  or  three  drops,  and  the  final  and  correct  result 
should  slightly  exceed  that  obtained  in  the  first  trial. 

7.    Pemberton's  Original  Molybdic  Method. 

This  process,  with  all  the  steps  that  led  to  its  adoption,  and  the 
-difficulties  involved,  is  described  in  a  paper  read  before  the  chemical 
section  of  the  Franklin  Institute  in  1882  (G.  N.  xlvi.  4). 

The  process  is  based  on  the  fact  that,  if  a  standard  aqueous  solution 
of  ammonium  molybdate  be  added  to  one  of  phosphoric  acid,  in  the 
presence  of  a  large  proportion  of  ammonium  nitrate,  accompanied 
"with  a  small  excess  of  nitric  acid,  and  heat  applied  to  the  mixture, 
the  whole  of  the  P2O5  is  immediately  and  completely  carried  down  as 
phospho-molybdate  quite  free  from  MoOg.  A  small  excess  of  the 
precipitant  renders  the  supernatant  liquid  clear  and  colourless,  and 
the  ratio  of  molybdenum  trioxide  to  phosphoric  anhydride  is  always 
the  same. 

The  weak  part  of  the  method  is  the  difficulty  in  finding  the  exact 
point  at  which  the  precipitation  is  ended,  because  the  yellow  precipitate 
■does  not  settle  in  clots  like  silver  chloride,  and  hence  filtration  is 
necessary,  in  order  to  obtain  a  portion  of  clear  liquid  for  testing  with 
a  drop  of  the  molybdate. 

8.    Pembertpn's  later  Molybdic  Method. 

This  method,  a  full  description  of  which  is  given  in  /.  Am.  C.  S. 
1894,  278,  is  one  which  requires  great  delicacy  of  manipulation,  but 
gives  excellent  results  with  aU  the  alkaline  or  earthy  phosphates. 

A  final  arrangement  of  this  process  has  been  communicated  to  me  by 
B.  W.  Kilgore,  State  Chemist  in  the  Agricultural  Department, 
North  Carolina,  who  states  that  many  thousands  of  determinations  of 
P2O5  in  fertilizers  have  been  given  during  the  last  two  years  and  with 
great  satisfaction.     The  process  is  carried  out  as  foUows  : — 

(o)  Method  or  Effecting  Solution  of  the  Phosphates. — Dissolve, 
by  boiling  on  a  sand-bath  to  10  to  15  0.0.  concentration,  2  gm.  substance  with 
30  c.c.  concentrated  nitric  acid  and  10  c.c.  hydrochloric  acid.  Cool  and  make  up 
to  200  c.c.  with  water.  In  substances  containing  much  iron  and  alumina  effect 
solution  with  30  c.c.  concentrated  hydrochloric  acid  alone. 

(i)  Detebmination. — Por  percentages  of  P2O5  below  5,  measure  out  aliquot 
■corresponding  to  0'4  gm.  substance;  for  percentages  between  5  and  20  use 
aliquot  corresponding  to  0'2  gm.  substance;  and  for  percentages  above  20  use 
aliquot  corresponding  to  O'l  gm.  substance.  Place  the  aliquot  in  a  500  c.c. 
E  rlenmeyer  flask  and  increase  the  bulk  of  solution  to  about  60  c.c.  with  water. 
Neutralize  excess  of  acid  with  ammonia  and  add  10  to  15  gm.  ammonium  nitrate, 
the  quantity  depending  upon  the  amount  of  chlorides  present.  Cool,  add  30  c.c. 
of  recently  filtered  molybdic  solution  and  securely  stopper.  (Antimony  rubber 
stoppers  have  been  found  most  satisfactory  for  this  purpose.)  Place  the  flask  in 
■s,  shaking  machine  and  shake  for  30  minutes.  Remove  and  filter  through  carbon 
filter  by  means  of  suction. 

After  thoroughly  transferring  the  ammonium  phospho-molybdate  and  washing 
out  the  flask  on  to  the  asbestos  filter,  six  more  washings  are  given  the  precipitate. 
Then  remove  the  stopper  from  the  pressure  flask  with  the  small  end  of  the  carbon 
filter  still  stuck  through  it,  and  hold  upright  over  the  sink  and  wash  the  outside 


§  73.  PHOSPHATES,  30r 

free  from  acid  with  distilled  water.  Eeverse  the  carbon  filter  into  the  mouth  of 
the  flask  that  originally  contained  the  precipitate,  still  holding  the  ama.11  stem, 
and  by  means  of  the  copper  wire  that  extends  beyond  the  small  end  of  the  carbon 
filter,  push  out  the  disk,  asbestos  and  precipitate  into,  the  flask  and  wash  the  disk 
and  inside  of  carbon  filter  carefully  with  a  small  stream  of  water.  Dissolve  the 
precipitate  in  a  slight  excess  of  standard  alkali,  add  a  few  drops  of  phenolphthalein- 
solution  and  titrate  hack  with  standard  (nitric)  acid,  using  a  long  stirring  rod  to 
thoroughly  agitate  during  the  operation. 

Apparatus. 

(a)  Peecipitating  Flask. — This  consists  of  a  500  c.c.  Brlenmeyer  flask 
with  neck  40  m.m.  inside  diameter  and  rubber  stopper  to  fit. 

(J)  PiLTBEiNG  Device. — Through  a  rubber  stopper  in  a  16  ounce  pressure - 
bottle  in  Erlenmeyer  form  is  passed  the  small  end  of  a  carbon  filter ;  in  the- 
hottom  of  this  is  placed  a  perforated  porcelain  plate  or  disk  to  which  is  rigidly 
fastened  a  No.  19  copper  wire,  about  25  cm.  long,  that  projects  downward  into 
the  pressure  bottle.  The  disk  is  covered  with  a  thin  layer  of  asbestos  prepared 
according  to  G  o  o  o  h. 

(c)     Shaking  Machine. — Use  the  apparatus  devised  by  Wagner,  except, 
that  the  cap  that  fits  over  the  top  of  the  flask  is  made  larger.    It  holds  10  flasks 
and  can  be  revolved  either  by  hand  or  motor.    The  machine  should  be  maintained 
at  40  to  50  revolutions  per  minute,  as  this  is  the  velocity  that  has  been  found  to  • 
give  the  maximum  agitating  efdciency. 

Preparation  of  Reagents. 

(a)  Standard  Potassium  Htdboxide  Solution. — This  solution  contains- 
9"08553  gm.  of  potassium  hydroxide  to  the  liter.  It  is  prepared  by  diluting  to  1 
liter  161'19  c.c.  of  normal  potassium  hydroxide,  which  has  been  freed  from, 
carbonates  by  dissolving  in  alcohol  distilled  over  sodium  or  potassium  hydroxide 
and  filtering  by  reverse  filtration.  The  standard  alkali  should  not  contain  more 
than  120  to  130  c.c.  of  alcohol  to  the  liter,  as  a  larger  amount  might  give  reduc- 
tion and  consequent  coloration  in  titration.  One  hundred  c.c.  of  this  solution 
should  neutralize.  16'19  c.c.  normal  acid.  One  c.c.  is  equal  to  one-half  milligram 
P2O5  (one-half  per  cent.  P2O5  on  basis  of  O'l  gm.  substance). 

(6)     Standard  Niteic  Acid  Solution. — The  strength  of  this  solution  is 
the   same  as  the  standard  alkali,  and  is  determined  by  titrating  against  that . 
solution,  using  phenolphthalein  as  indicator. 

(c)  Phenolphthalein  Solution. — One  gm.  phenolphthalein  is  dissolved' 
in  100  0.0.  alcohol. 

(d)  MoLTBDic  Solution. — Dissolve  100  gm.  of  molybdic  acid  in  417  c.c.  of 
ammonia,  specific  gravity  0'96,  and  pour  this  solution  slowly  into  1250  c.c.  of 
nitric  acid,  specific  gravity  1"20,  with  constant  agitation.  Keep  the  mixture  in 
a  warm  place  for  several  days  before  using,  in  order  that  all  ammonium  phospho- 
molybdate  may  be  precipitated. 

Distilled  Watee. — All  washing  and  diluting  should  be  with  distilled  water. 
Distilled  water  obtained  from  water  containing  large  amount  of  bicarbonates  is 
liable  to  contain  considerable  carbon  dioxide  in  solution.  This  water  can  be  used 
in  washing  the  ammonium  phosphomolyhdate,  but  should  be  used  neither  in. 
transferring  the  precipitate  nor  in  diluting  before  titration.  Boiling  the  water 
prior  to  using  will  obviate  this  difficulty. 

-There  are  other  volumetric  methods  suggested  by  various  chemists^ 
for  phosphoric  acid  mostly  consisting  of  alkaline  estimations,  but , 
beyond  those  quoted  in  §  28,  I  have  found  none  of  easy  or  reliable: 
effects. 
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SILVER. 

Ag=  107-94. 

1  C.C.  or  1  dm.  ^/lo  sodium  chloride  =  0-010794  gm.  or  0-10794 
grn.  Silver;  also  0-016998  gm.  or  0-16998  grn.  Silver  nitrate. 

1.    Precipitation  with  ^  Sodium  Chloride. 

§  74.  Thb  determination  of  silver  is  precisely  the  converse  of  the 
operations  described  under  chlorine  (§  54,  1  and  2),  and  the  process 
may  either  be  concluded  by  adding  the  sodium  chloride  till  no  further 
precipitate  is  produced,  or  potassium  chromate  may  be  used  as  an 
indicator.  In  the  latter  case,  however,  it  is  advisable  to  add  the  salt 
solution  in  excess,  then  a  drop  or  two  of  chromate,  and  titrate 
residually  with  ^'^/^q  silver,  till  the  red  colour  is  produced,  for  the 
excess  of  sodium  chloride. 

2.    By  Amraoniuiu  Thiocyanate. 

The  principle  of  this  method  is  fully  described  in  §  43,  and  need 
not  further  be  alluded  to  here.  The  author  of  the  method  (Volhard) 
states,  that  comparative  tests  made  by  this  method  and  that  of 
Gay  Lussac  gave  equally  exact  results,  both  being  controlled  by 
cupellation,  but  claims  for  this  process  that  the'  end  of  the  reaction  is 
more  easily  distinguished,  and  that  there  is  no  labour  of  shaking,  or 
danger  of  decomposition  by  light,  as  in  the  case  of  chloride.  My  own 
experience  fully  confirms  this.  The  method  is  now  adopted  largely  in 
place  of  G-ay  Lussac's  for  silver  assays. 

3.    Estimation  of  Silver,  in  Ores  and  Alloys,  by  Starch 
Iodide  (Method  of  Pisani  and  P.  Field).. 

If  a  solution  of  blue  starch-iodide  be  added  to  a  neutral  solution  of 
silver  nitrate,  while  any  of  the  latter  is  in  excess,  the  blue  colour 
disappears,  the  iodine  entering  into  combination  with  the  silver ;  as 
soon  as  all  the  silver  is  thus  saturated,  the  blue  colour  remains 
permanent,  and  marks  the  end  of  the  process.  The  reaction  is  very 
delicate,  and  the  process  is  more  especially  applicable  to  the  analysis 
of  ores  and  alloys  of  silver  containing  lead  and  copper,  but  not 
mercury,  tin,  iron,  manganese,  antimony,  arsenic,  or  gold  in  solution. 

The  solution  of  starch  iodide,  devised  by  Pisani,  is  made  by 
rubbing  together  in  a  mortar  2  gm.  of  iodine  with  15  gm.  of  starch 
and  about  6  or  8  drops  of  water,  putting  the  moist  mixture  into  a 
stoppered  flask,  and  digesting  in  a  water  bath  for  about  an  hour, 
or  until  it  has  assumed  a  dark  bluish-grey  colour ;  water  is  then  added 
till  all  is  dissolved.  The  strength  of  the  solution  is  then  ascertained 
by  titrating  it  with  10  c.c.  of  a  solution  of  silver  containing  1  gm.  in 
the  liter,  to  which  a  portion  of  pure  precipitated  calcium  carbonate  is 
added ;  the  addition  of  this  latter  removes  all  excess  of  acid,  and  at 
the  same  time  enables  the  operator  to  distinguish  the  end  of  the 
reaction  more  accurately.     The  starch  iodide   solution  should  be  of 
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such  a  strength  that  about  50  c.c.  are  required  for  10  o.c.  of  the  silver 
solution  ( =  0-01  gm.  silver). 

F.  Field  (C.  N.  ii.  17),  vrho  discovered  the  principle  of  this  method 
simultaneously  with  Pisani,  uses  a  solution  of  iodine  in  potassium 
iodide  with  starch.  Those  who  desire  to  make  use  of  this  plan  can 
use  the  ^/lo  and  "/loo  solutions  of  iodine  described  in  §  38. 

In  the  analysis  of  silver  containing  copper,  the  solution  must  be 
considerably  diluted  in  order  to  weaken  the  colour  of  the  copper; 
a  small  measured  portion  is  then  taken,  calcium  carbonate  added,  and 
starch  iodide  till  the  colour  is  permanent.  It  is  best  to  operate  with 
about  from  60  to  100  c.c,  containing  not  more  than  0'02  gm.  sUver; 
when  the  quantity  is  much  greater  than  this,  it  is  preferable  to 
precipitate  the  greater  portion  with  ^/lo  sodium  chloride,  and  to 
complete  with  starch  iodide  after  filtering  off  the  chloride.  When 
lead  is  present  with  silver  in  the  nitric  acid  solution,  add  sulphuric 
acid,  and  filter  off  the  lead  sulphate,  then  add  calcium  carbonate  to 
neutralize  excess  of  acid,  filter  again  if  necessary,  then  add  fresh 
carbonate  and  titrate  as  described  above. 


4.    Assay  of  Commercial  Silver  (Plate,  Bullion,  Coin,  etc.). 
G-ay  Iiussae's  Method  modifled  by  J.  G.  Mulder. 

For  more  than  thirty  years  Gay  Lussac's  method  of  estimating 
silver  in  its  alloys  has  been  practised  intact,  at  all  the  European  mints, 
under  the  name  of  the  "  humid  method,"  in  place  of  the  old  system 
of  cupeUation.  During  that  time  it  has  been  regarded  as  one  of  the 
most  exact  methods  of  quantitative  analysis.  The  researches  of 
Mulder,  however,  into  the  innermost  details  of  the  process  have 
shown  that  it  is  capable  of  even  greater  accuracy  than  has  hitherto 
been  gained  by  it. 

The  principle  of  the  process  is  the  same  as  described  in  §  41, 
depending  on  the  affinity  which  chlorine  has  for  silver  in  preference 
to  all  other  substances,  and  resulting  in  the  formation  of  silver 
chloride,  a  compound  insoluble  in  dilute  acids,  and  which  readily 
separates  itself  feom  the  liquid  in  which  it  is  suspended. 

The  plan  originaUy  devised  by  the  illustrious  inventor  of  the 
process  for  assaying  silver,  and  which  is  still  followed,  is  to  consider 
the  weight  of  alloy  taken  for  examination  to  consist  of  1000  parts, 
and  the  question  is  to  find  how  many  of  these  parts  are  pure  silver.  This 
empirical  system  was  arranged  for  the  convenience  of  commerce,  and 
being  now  thoroughly  established,  it  is  the  best  plan  of  procedure. 
If,  therefore,  a  standard  solution  of  salt  be  made  of  such  strength 
that  100  c.c.  will  exactly  precipitate  1  gm.  of  silver,  it  is  manifest 
that  each  y^  c.c.  will  precipitate  1  m.gm.  or  ywuts  P^^''  "^  ^^®  gram 
taken;  and  consequently  in  the  analysis  of  1  gm.  of  any  alloy 
containing  silver,  the  number  of  -^  c.c.  required  to  precipitate  aU  the 
silver  out  of  it  would  be  the  number  of  thousandths  of  pure  silver 
contained  in  the  specimen. 

In  practice,  however,  it  would  not  do  to  follow  this  plan  precisely, 
inasmuch  as  neither  the  measurement  of  the  standard  solution  nor 
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the  ending  of  the  process  would  be  gained  in  the  most  exact  manner ; 
consequently,  a  decimal  solution  of  salt,  one-tenth  the  strength  of  the 
standard  solution,  is  prepared,  so  that  1000  c.c.  wiU  exactly  precipitate 
1  gm.  of  silver,  and,  therefore,  1  c.c.  1  m.gm. 

The  silver  alloy  to  be  examined  (the  composition  of  which  must  be 
approximately  known)  is  weighed  so  that  about  1  gm.  of  pure  silver 
is  present :  it  is  then  dissolved  in  pure  nitric  acid  by  the  aid  of 
a  gentle  heat,  and  100  c.c.  of  standard  solution  of  salt  added  from 
a  pipette  in  order  to  precipitate  exactly  1  gm.  of  silver ;  the  bottle 
containing  the  mixture  is  then  well  shaken  until  the  silver  chloride 
has  curdled,  leaving  the  liquid  clear. 

The  question  is  now  :  Which  is  in  excess,  salt  or  silver  1  A  drop  of 
decimal  salt  solution  is  added,  and  if  a  precipitate  be  produced  1  c.c.  is 
delivered  in,  and  after  clearing,  another,  and  so  on  as  long  as 
a  precipitate  is  produced.  If  on  the  other  hand  the  one  drop  of  salt 
produced  no  precipitate,  showing  that  the  pure  silver  present  was  less 
than  1  gm.,  a  decimal  solution  of  silver  is  used,  prepared  by  dissolving 
1  gm.  pure  silver  in  pure  nitric  acid  and  diluting  to  1  liter.  This 
solution  is  added  after  the  same  manner  as  the  salt  solution  just 
described,  until  no  further  precipitate  occurs ;  in  either  case  the 
quantity  of  decimal  solution  used  is  noted,  and  the  results  calculated 
in  thousandths  for  1  gm.  of  the  alloy. 

The  process  thus  shortly  described  is  that  originally  devised  by 
Gay  Lussac,  and  it  was  taken  for  granted  that  when  equivalent 
chemical  proportions  of  silver  and  sodium  chloride  were  brought  thus 
in  contact,  that  every  trace  of  the  metal  was  precipitated  from  the 
solution,  leaving  sodium  nitrate  and  free  nitric  acid  only  in  solution. 
The  researches  of  Mulder,  however,  go  to  prove  that  this  is  not 
strictly  the  case,  but  that  when  the  most  exact  chemical  proportions 
of  silver  and  salt  are  made  to  react  on  each  other,  and  the  chloride 
has  subsided,  a  few  drops  more  of  either  salt  or  silver  solution  wiU 
produce  a  further  precipitate,  indicating  the  presence  of  both  silver 
nitrate  and  sodium  chloride  in  a  state  of  equilibrium,  which  is  upset 
on  the  addition  of  either  salt  or  silver.  Mulder  decides,  and  no 
doubt  rightly,  that  this  peculiarity  is  owing  to  the  presence  of  sodium 
nitrate,  and  varies  somewhat  with  the  temperature  and  state  of 
dilution  of  the  liquid. 

It  therefore  follows  that  when  a  silver  solution  is  carefully 
precipitated,  first  by  concentrated  and  then  by  dilute  salt  solution, 
until  no  further  precipitate  appears,  the  clear  liquid  will  at  this  point 
give  a  precipitate  with  dilute  silver  solution ;  and  if  it  be  added  till 
no  further  cloudiness  is  produced,  it  wiU  again  be  precipitable  by 
dilute  salt  solution. 

Example  :  Suppose  that  in  a  given  silver  analysis  the  decimal  salt  solution 
has  been  added  so  long  as  a  precipitate  is  produced,  and  that  1  c.c.  (=20  drops  of 
Mulder's  dropping  apparatus)  of  decimal  silver  is  in  turn  required  to 
precipitate  the  apparent  excess,  it  would  be  found  that  when  this  had  been  done, 
1  c.c.  more  of  salt  solution  would  be  wanted  to  reach  the  point  at  which  nO' 
further  cloudiness  is  produced  by  it,  and  so  the  changes  might  be  rung  time  after 
time;  if,  however,  instead  of  the  last  1  c.c.  (=20  drops)  of  salt,  half  the  quantity 
he  added,  that  is  to  say  10  drops  (  =  i  c.c),  Mulder's  so-called  neutral  point  is 
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reaxjhed ;  namely,  that  in  which,  if  the  liquid  he  divided  in  half,  hoth  salt  and 
silver  will  produce  the  same  amount  of  precipitate.  At  this  stage  the  solution 
contains  silver  chloride  dissolved  in  sodium  nitrate,  and  the  addition  of  either 
salt  or  silver  expels  it  froin  solution. 

A  silver  analysis  may  therefore  be  concluded  in  three  ways — 

(1)  By  adding  decimal  salt  solution  until  it  just  ceases  to  produce 
"a  cloudiness. 

(2)  By  adding  a  slight  excess  of  salt,  and  then  decimal  silver  till 
no  more  precipitate  occurs. 

(3)  By  finding  the  neutral  point. 

According  to  Mulder  the  latter  is  the  only  correct  method,  and 
preserves  its  accuracy  at  all  temperatures  up  to  56°  C.  (  =  133°  Fahr.), 
■while  the  difference  between  1  and  3  amounts  to  |^  a  m.gm.,  and  that 
between  1  and  2  to  1  m.gm.  on  1  gm.  of  silver  at  16°  C.  ( =  60°  Pahr.), 
and  is  seriously  increased  by  variation  of  temperature. 

It  wiU  readily  be  seen  that  much  more  trouble  and  care  is  required 
by  Mulder's  method  than  by  that  of  Gay  Lussac,  but  as  a  com- 
pensation, much  greater  accuracy  is  obtained. 

On  the  whole  it  appears  to  me  preferable  to  weigh  the  alloy  so 
that  slightly  more  than  1  gm.  of  silver  is  present,  and  to  choose  the 
ending  No.  1,  adding  drop  by  drop  the  decimal  salt  solution  until  just 
a  trace  of  the  precipitate  is  seen,  and  which,  after  some  practice,  is 
known  by  the  operator  to  be  final.  It  will  be  found  that  the  quantity 
of  salt  solution  used  will  slightly  exceed  that  required  by  chemical 
computation ;  say  lOO'l  c.c.  are  found  equal  to  1  gm.  of  silver,  the 
operator  has  only  to  calculate  that  quantity  of  the  salt  solution  in 
question  for  every  1  gm.  of  silver  he  assays  in  the  form  of  alloy,  and 
the  error  produced  by  the  solubility  of  silver  chloride  in  sodium 
nitrate  is  removed. 

If  the  decimal  solution  has  been  cautiously  added,  and  the 
temperature  not  higher  than  17°  C.  (62°  Fahr.),  this  method  of 
conclusion  is  as  reliable  as  No.  3,  and  free  from  the  possible  errors 
of  experiment ;  for  it  requires  a  great  expenditure  of  time  and 
patience  to  reverse  an  assay  two  or  three  times,  each  time  cautiously 
adding  the  solutions  drop  by  drop,  then  shaking  and  waiting  for 
the  liquid  to  clear,  besides  the  risk  of  discolouring  the  silver  chloride, 
which  would  at  once  vitiate  the  results. 

The  decimal  silver  solution,  according  to  this  arrangement,  would 
seldom  be  required ;  if  the  salt  has  been  incautiously  added,  or  the 
quantity  of  alloy  too  little  to  contain  1  gm.  pure  silver,  then  it  is 
best  to  add  once  for  all  2,  3,  or  5  c.c,  according  to  circumstances, 
and  finish  with  decimal  salt  as  No.  1,  deducting  the  silver  added. 

The  Standard  Solutions  and  Apparatus. 

(as)  Standard  Salt  Solution, — Pure  sodium  chloride  is  prepared  hy 
treating  a  concentrated  solution  of  the  whitest  tahle-salt  first  with  a  solution  of 
oaustic-haryta  to  remove  sulphuric  acid  and  magnesia,  then  with  a  slight  excess 
of  sodium  carbonate  to  remove  baryta  and  lime,  warming  and  allowing  the 
precipitates  to  subside,  then  evaporating  to  a  small  bulk  that  crystals  may  form ; 
these  are  separated  by  a  filter,  and  slightly  washed  with  cold  distilled  water, 
dried,  removed  from  the  filter,  and  heated  to  dull  redness,  and  when  cold 

X 


;306  VOLUMETRIC   ANALYSIS.  .§  74. 

preserved  in  a  well-closed  bottle  for  use.  The  mother-liquor  is  thrown  away,  or 
used  for  other  purposes.  Of  the  salt  so  prepared,  or  of  chemically  pure  rook-salt 
(Steinsalz,  a  substance  to  be  obtained  freely  in  Germany)  5'4145  gm.  are  to  be 
weighed  and  dissolved  in  1  liter  of  distilled  water  at  16°  C.  100  o.c.  of  this 
solution  will  precipitate  exactly  1  gm.  of  silver.  It  is  preserved  in  a  well- 
stoppered  bottle,  and  shaken  before  use. 

(*)  Decimal  Salt  Solution. — 100  c.c.  of  the  above  solution  are  diluted 
to  exactly  1  liter  with  distilled  water  at  16°  C.  1  c.c.  will  precipitate  O'OOl  gm. 
of  silver. 

(c)  Decimal  Silver  Solution. — Pure  metallic  silver  is  best  prepared 
by  galvanic  action  from  pure  chloride ;  and  as  clean  and  secure  a  method  as  any 
is  to  wrap  a  lump  of  clean  zinc,  into  which  a  silver  wire  is  melted,  with  a  piece  of 
wetted  bladder  or  calico,  so  as  to  keep  any  particles  of  impurity  contained  in  the 
zinc  from  the  silver.  The  chloride  is  placed  at  the  bottom  of  a  porcelain  dish, 
covered  with  dilute  sulphuric  acid,  and  the  zinc  laid  in  the  middle ;  the  silver 
wire  is  bent  over  so  as  to  be  immersed  in  the  chloride.  As  soon  as  the  acid 
begins  to  act  upon  the  zinc  the  reduction  commences  in  the  chloride,  and  grows 
gradually  all  over  the  mass ;  the  resulting  finely-divided  silver  is  well-washed, 
first  with  dilute  acid,  then  with  hot  water,  till  all  acid  and  soluble  zinc  are 
removed. 

The  moist  metal  is  then  mixed  with  a  little  sodium  carbonate,  saltpetre,  and 
borax,  say  about  an  eighth  part  of  each,  dried  perfectly,  then  melted.  Mulder 
recommends  that  the  melting  should  be  done  in  a  porcelain  crucible  immersed 
in  sand  contained  in  a  common  earthen  crucible ;  borax  is  sprinkled  over  the 
surface  of  the  sand  so  that  it  may  be  somewhat  vitrified,  that  in  pouring  out  the 
silver  when  melted  no  particles  of  dirt  or  sand  may  fall  into  it.  If  the  quantity 
of  metal  be  small  it  may  be  melted  in  a  porcelain  crucible  over  a  gas  blowpipe. 

The  molten  metal  obtained  in  either  case  can  be  poured  into  cold  water  and  so 
granulated,  or  upon  a  slab  of  pipe-clay,  into  which  a  glass  plate  has  been  pressed 
when  soft  so  as  to  form  a  shallow  mould.  The  metal  is  then  washed  well  with 
boiling  water  to  remove  accidental  surface  impurities,  and  rolled  into  thin  strips  , 
by  a  goldsmith's  mill,  in  order  that  it  may  be  readily  cut  for  weighing.  The 
granulated  metal  is,  of  course,  ready  for  use  at  once  without  any  rolling. 

1  gm.  of  this  silver  is  dissolved  in  pure  dilute  nitric  acid,  and  diluted  to 
1  liter;  each  c.c.  contains  O'OOl  gm.  of  silver.     It  should  be  kept  from  the  )ight. 

(d)  Dropping  Apparatus  for  Concluding  the  Assay.— 
Mulder  constructs  a  special  affair  for  this  purpose  consisting  of  a  pear-shaped 
vessel  fixed  in  a  stand,  with  special  arrangements  for  preventing  any  continued 
flow  of  liquid.  The  delivery  tube  has  an  opening  of  such  size  that  20  drops 
measure  exactly  1  c.c.  The  vessel  itself  is  not  graduated.  As  this  arrangement 
is  of  more  service  to  assay  than  to  general  laboratories,  it  need  not  be  further 
described  here.  A  small  burette  divided  in  yV  c.c.  with  a  convenient  dropping ' 
tube,  will  answer  every  purpose,  and  possesses  the  further  advantage  of  recording 
the  actual  volume  of  fluid  delivered. 

The  100  CO.  pipette,  for  delivering  the  concentrated  salt  solution,  must  be 
accurately  graduated,  and  should  deliver  exactly  100  gm.  of  distilled  water  at 
16°  C. 

The  test  bottles,  holding  about  200  c.c,  should  have  their  stoppers  well  ground 
and  brought  to  a  point,  and  should  be  fitted  into  japanned  tin  tubes  reaching  as 
high  as  the  neck,  so  as  to  preserve  the  precipitated  chloride  from  the  action  of 
light,  and,  when  shaken,  a  piece  of  black  cloth  should  be  covered  over  the 
stopper. 

(e)  Titration  of  the  Standard  Salt  Solution.— From  what  has 
l)een  said  previously  as  to  the  principle  of  this  method,  it  will  be  seen  that  it  is 
not  possible  to  rely  absolutely  upon  a  standard  solution  of  salt  containing 
5-4145  gm.  per  liter,  although  this  is  chemically  correct  in  its  strength.  The 
real  working  power  must  be  found  by  experiment.  From  1'002  to  1'004  gm.  of 
absolutely  pure  silver  is  weighed  on  the  assay  balance,  put  into  a  test  bottle  with 
about  5  c.c  of  pure  nitric  acid  of  about  1'2  sp.  gr.,  and  gently  heated  in  the 
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water  or  sand  bath  till  it  is  all  dissolved.  The  nitrous  vapours  are  then  blown 
from  the  bottle,  and  it  is  set  aside  to  cool  down  to  about  16°  C.  or  60°  Pahr. 

The  100-O.O.  pipette,  which  should  be  securely  fixed  in  a  support,  is  then 
carefully  filled  with  the  salt  solution,  and  delivered  into  the  test  bottle  contained 
in  its  case,  the  moistened  stopper  inserted,  covered  over  with  the  black  velvet  or 
cloth,  and  shaken  continuously  till  the  chloride  has  clotted,  and  the  liquid 
becomes  clear;  the  stopper  is  then  slightly  lifted,  and  its  point  touched  against 
the  neck  of  the  bottle  to  remove  excess  of  liquid,  again  inserted,  and  any 
.particles  of  chloride  washed  down  from  the  top  of  the  bottle  by  carefully  shaking 
the  clear  liquid  over  them.  The  bottle  is  then .  brought  under  the  decimal  salt 
burette,  and  i  c.c.  added,  the  mixture  shaken,  cleared,  another  i  c.c.  put  in  and 
the  bottle  lifted  partly  out  of  its  case  to  see  if  the  precipitate  is  considerable  ; 
lastly,  2  or  3  drops  only  of  the  solution  are  added  at  a  time  until  no  further 
opacity  is  produced  by  the  final  drop.  Suppose,  for  instance,  that  in  titrating  the 
salt  solution  it  is  found  that  1'003  gm.  of  silver  require  100  c.c.  concentrated, 
and  4  c.c.  decimal  solution,  altogether  equal  to  100'4  c.c.  concentrated,  then — 

1-003  silver  :  100-4  salt  :  :  1-000  :  x.  a;  =  100-0999. 

The  result  is  within  xTshm  of  100-1,  which  is  near  enough  for  the  purpose,  and 
may  be  more  conveniently  used.  The  operator  therefore  knows  that  100-1  c.c.  of 
the  concentrated  salt  solution  at  16°  C.  will  exactly  precipitate  1  gm.  silver,  and 
calculates  accordingly  "in  his  examination  of  alloys. 

In  the  assay  of  coin  and  plate  of  the  English  standard,  namely,  ll'l  silver  and 
0-9  copper,  the  weight  corresponding  to  1  gm.  of  silver  is  I'OSl  gm.,  therefore  in 
examining  this  alloy  I'OSS  gm.  may  be  weighed. 

When  the  quantity  of  silver  is  not  approximately  known,  a  preliminary 
analysis  is  necessary,  which  is  best  made  by  dissolving  i  or  1  gm.  of  the  alloy  in 
nitric  acid,  and  precipitating  very  carefully  with  the  concentrated  salt  solution 
from  a  ^  c.c.  burette.  Suppose  that  in  this  manner  1  gm.  of  alloy  required 
45  c.c.  salt  solution, 

100-1  salt  :  1-000  silver  :  :  4,5  .  x.  a;=0-4495. 
Again  0-4495  :  1  :  :  I'OOS  :  a;=2-231. 

2-231  gm.  of  this  particular  alloy  are  therefore  taken  for  the  assay. 

"Where  alloys  of  silver  contain  sulphur  or  gold,  with  small  quantities  of  tin, 
lead,  or  antimony,  they  are  first  treated  with  a  small  quantity  of  nitric  acid  so 
long  as  red  vapours  are  disengaged,  then  boiled  with  concentrated  sulphuric  acid 
till  the  gold  has  become  compact,  set  aside  to  cool,  diluted  with  water,  and 
titrated  as  above. 

Assaying  on  the  Grain  System. 

It  will  be  readily  seen  that  the  process  just  described  may  quite  as 
conveniently  be  arranged  on  the  grain  system  by  substituting  10 
grains  of  silver  as  the  unit  in  place  of  the  gram ;  each  decern  of 
concentrated  salt  solution  would  then  be  equal  to  J^-  of  a  grain  of 
silver,  and  each  decern  of  decimal  solution  to  y^  of  a  grain. 

5.    Titration  of  the  Silver  Solutions  used  in  Photography. 

The  silver  bath  solutions  for  sensitizing  coUodion  and  paper 
frequently  require  examination,  as  their  strength  is  constantly 
lessenipg.  To  save  calculation,  it  is  better  to  use  an  empirical 
solution  of  salt  than  the  systematic  one  described  above. 

This  is  best  prepared  by  dissolving  43  grains  of  pure  sodium 
chloride  in  10,000  grains  of  distilled  water.  Each  decem  (  =  10  gm.) 
of  this  solution  will  precipitate  0-125  grn.  (i.e.,  |  grn.)  of  pure  silver 
nitrate ;  therefore  if  one  fluid  drachm  of  any  silver  solution  be  taken 
for  examination,  the  number  of  decerns  of  salt  solution  required  to 
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precipitate  a-11  the  silver  will  be  the  number  of  grains  of  silver  nitrate 
in  each  ounce  of  the  solution. 

Example  :  One  fluid  drachm  of  an  old  nitrate  bath  was  carefully  measured 
into  a  stoppered  hottle,  10  or  15  drops  of  pure  nitric  acid  and  a  little  distilled 
water  added ;  the  salt  solution  was  then  cautiously  added,  shaking  well  after  each 
addition  until  no  further  precipitate  was  produced.  The  quantity  required  was 
26'5  dm=26i  grains  of  silver  nitrate  in  each  ounce  of  solution. 

Crystals  of  silver  nitrate  may  also  be  examined  in  the  same  way,  by  dissolving- 
say  30  or  40  grn.  in  an  ounce  of  water,  taking  one  drachm  of  the  fluid  and 
titrating  as  above. 

In  consequence  of  the  rapidity  and  accuracy  with  which  silver  may  be 
determined  when  potassium  chromate  is  used  as  indicator,  some  may  prefer 
to  use  that  method.  It  is  then  necessary  to  have  a  standard  solution  of  silver, 
of  the  same  chemical  power  as  the  salt  solution:  this  is  made  by  dissolving 
125  grains  of  pure  and  dry  neutral  silver  nitrate  in  1000  dm.  of  distilled 
water ;  both  solutions  will  then  be  equal,  volume  for  volume. 

Suppose,  therefore,  it  is  necessary '  to  examine  a  silver  solution  used  for 
sensitizing  paper.  One  drachm  is  measured,  and  if  any  free  acid  be  present, 
cautiously  neutralized  with  a  weak  solution  of  sodium  carbonate;  100  dm.  of  salt 
solution  are  then  added  with  a  pipette.  If  the  solution  is  under  100  grn.  to  the 
ounce,  the  quantity  will  be  sufficient.  3  or  4  drops  of  chromate  solution  are 
then  added,  and  the  silver  solution  delivered  from  the  burette  until  the  red 
colour  of  silver  chromate  is  just  visible,  If  25'5  dm.  have  been  required,  that 
number  is  deducted  from  the  100  dm.  of  salt  solution,  which  leaves  !74'5  dm.,  or 
74^  grains  to  the  ounce. 

This  method  is  much  more  likely  to  give  exact  results  in  the  hands  of 
persons  not  expert  in  analysis  than  the  ordina,ry  plan  by  precipitation,  inas- 
much as,  with  collodion  baths,  containing  as  they  always  do  silver  iodide,  it 
is  almost  impossible  to  get  the  supernatant  liquid  clear  enough  to  distinguish 
the  exact  end  of  the  analysis. 

SUGAR. 

§  75.  SuGAKS  belong  to  the  large  class  of  organic  bodies  known  as 
"  carbo-hydrates,"  of  which  there  are  three  main  classes,  viz.  : — 

(1)  The  Glucoses,  CgHj^Og,  the  principal  members  of  which  are — 
glucose,  dextrose,  or  grape  sugar,  occurring  in  the  urine  in  Diabetes 
mellitus,  and  with  levulose  in  most  sweet  fruits  and  in  honey ;  levulose 
or  fruit  sugar ;  galactose. 

(2)  The  Di-saccbarides,  CjjHjgOjj,  the  chief  members  of  which 
are — cane  sugar  or  sucrose,  occurring  in  the  juice  of  the  sugar  cane, 
beet  root,  and  maple ;  milk  sugar  or  lactose,  occurring  in  the  milk  of 
mammals  and  in  various  pathological  secretions  ;  malt  sugar  or 
maltose,  formed  by  the  action  of  malt  diastase  upon  starch. 

(3)  The  Poly-saccharides,  or  starches  and  gums  {G^-^^fi^n,  of 
which  the  most  important  members  are  starch,  glycogen  (found  in  the 
liver),  dextrine,  and  cellulose  or  wood-fibre. 

The  di-  and  poly-saccharides  are  "  inverted  "  or  "  hydrolyzed  "  by 
being  boiled  with  dilute  acids,  or  by  the  action  of  unorganized 
ferments  like  diastase  and  pepsin,  and  those  contained  in  yeast  and 
saliva ;  i.e.,  they  become  converted  into  glucoses.  Cane  sugar  on 
inversion  yields  equal  parts  of  dextrose  and  levulose  (invert  sugar), 
milk  sugar  yields  dextrose  and  galactose,  maltose  yields  dextrose;  starch, 
glycogen,  dextrose,  and  cellulose  all  yield  dextrose  as  the  final  product. 

The  methods  in  general  use  for  the  quantitative  estimation  of  the 
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various  kinds  of  sugar  are — the  fermentation  method,  estimating 
the  final  density  of  the  saccharine  solution,  and  the  amount  of  COg 
evolved;  the  optical  method,  by  the  polarimeter;  gravimetrically,  by 
the  reduction  of  an  alkaline  copper  solution;  volumetrically,  by 
reduction  of  copper  or  mercury  solutions. 

All  the  glucoses  reduce  the  alkaline  copper  solution,  known  as 
Fehling's,  more  or  less  readily;  maltose  and  lactose  reduce  it  in 
a  less  degree;  starch,  cane  sugar,  dextrine,  and  cellulose  not  at  all. 
Other  substances  besides  sugars  reduce  Fehling's  solution,  e.g., 
chloroform,  salicylic  and  uric  acids,  creatinine  and  phenylhydrazine. 

The  vohimetric  method  of  estimating  glucose  by  Fehling's  copper 
solution  has  for  a  long  time  been  thought  open  to  question  on  the 
score  of  accuracy,  and  the  extensive  and  elaborate  experiments  of 
Soxhlet  have  clearly  shown,  that  only  under  identical  conditions 
of  dilution,  etc.,  can  concordant  results  be  obtained.  The  high 
official  position  of  this  chemist,  together  with  the  evident  care 
shown  in  his  methods,  leave  no  doubt  as  to  the  general  accuracy  of  his 
conclusions.  His  rather  sweeping  statement,  however,  that  the 
accurate  gravimetric  estimation  of  glucose  by  Fehling's  solution  is 
impossible  is  strongly  controverted  by  Brown  and  Heron,  whose  large 
experience  leads  them  to  a  different  conclusion.  It  is  probable, 
however,  that  both  authorities  are  right  from  their  own  points  of 
view,  and  that  Brown  and  Heron  do  obtain  concordant  results 
when  working  in  precisely  the  same  way;  whereas  Soxhlet  is 
equally  correct  in  stating  that  the  gravimetric  estimation,  as  usually 
performed  under  varying  conditions,  is  open  to  serious  errors. 

Ejeldahl  maintains  that  Fehling's  solution,  however  pure  its 
constituents,  always  undergoes  a  slight  reduction  on  prolonged  heating, 
especially  in  strong  solution,  and  he  fixes  the  limit  of  time  for  which 
the  liquid  should  be  exposed  to  the  temperature  of  boiling  water  at 
twenty  minutes. 

The  Solution  of  Sugar.— For  all  the  processes  of  titration  this 
must  be  so  diluted  as  to  contain  ^  or  at  most  1  per  cent,  of  sugar ; 
if  on  trial  it  is  found  to  be  stronger  than  this,  it  must  be  further 
diluted  with  a  measured  quantity  of  distilled  water. 

If  the  sugar  solution  to  be  examined  is  of  dark  colour,  or  likely 
to  contain  extractive  matters  which  might  interfere  with  the  distinct 
ending  of  the  reaction,  it  is  advisable  to  heat  a  measured  quantity 
to  boiling,  and  add  a  few  drops  of  mUk  of  lime,  allow  the  precipitate 
to  settle,  then  filter  through  purified  animal  charcoal,  and  dilute  with 
the  washings  to  a  definite  volume.  In  some  instances  cream  of 
alumina  or  basic  lead  acetate  may  be  used  to  clarify  highly  coloured 
or  impure  solution,  but  no  lead  must  be  left  in  the  solution.* 

*  Although  traces  of  lead  are  of  no  great  consequence  when  clarifying  sugai's  for  the 
polariscope,  it  is  of  great  importance  to  remove  aU  lead  in  the  volumetric  method.  In 
order  to  do  this  it  is  hest  to  treat  a  measured  quantity  of  the  sugar  solution  which  has 
been  clarified  by  lead  with  a  strong  solution  of  sulphurous  acid  uutU  no- further  precipitate 
occurs,  then  add  a  few  drops  of  alumina  hydrate  suspended  in  water,  dilute  to  a  definite 
volume  and  filter.  In  many  cases  concentrated  solution  of  sodium  carbonate  will  suffice 
to  remove  all  lead.  These  methods  of  clarification  are  highly  necessary  in  the  case  of 
albuminous  or  gelatinous  liquids,  as  otherwise  the  copper  oxide  will  not  settle  readily,  and 
it  becomes  difficult  to  tell  when  the  end-reaction  occurs. 
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From  thick  miicilaginous  liquids,  or  those  which  contain  a  large 
proportion  of  albuminous  or  extractive  matters,  the  sugar  is  best 
extracted  by  Graham's  dialyser. 

The  Fehling  method  may  be  applied  directly  to  fresh  diabetic 
urine  (see  Analysis  of  Urine),  as  also  to  brewer's  wort  or  distiller's 
mash.  Dextrine  does  not  interfere,  unless  the  boiling  of  the  liquid 
under  titration  is  long  continued. 

1.    Inversion  of  Various  Sugars  into  Glucose. 

Ordinary  cane  sugar  is  best  inverted  by  heating  to  about  70°  C. 
a  dilute  solution  (in  no  case  should  the  concentration  exceed  25  per 
cent.)  of  the  sugar  with  10  per  cent,  of  fuming  hydrochloric  acid  for 
15  minutes.  Dilute  sulphuric  acid  is  preferred  by  some  operators. 
If  the  mixture  is  boiled,  the  inversion  occurs  in  from  5  to  10  minutes. 
The  inversion  of  milk  sugar  takes  longer  time  than  cane  sugar. 

Maltose  or  malt  sugar  takes  a  much  longer  time  than  milk  sugar, 
but  may  be  done  by  the  addition  of  3  c.c.  of  concentrated  sulphuric 
acid  to  100  c.c.  of  wort,  and  heating  for  3  hours  in  a  boiling  water 
bath ;  if  dextrine  is  present,  it  is  also  inverted  at  the  same  time. 

The  inversion  of  the  slowly  changing  sugars  may  be  hastened 
considerably  by  heating  at  increased  atmospheric  pressure,  although 
.  some  authorities  condemn  the  process.  O'Sullivan,  however,  states 
that  a  good  result  with  maltose  or  dextrine  is  obtained  by  heating 
30  gm.  of  the  substance  in  100  c.c.  of  water  containing  1  c.c.  of 
HgSO^  for  20  minutes,  at  a  pressure  of  one  additional  atmosphere 
(Allen's  Organic  Analysis  i.  217). 

Allen  also  gives  a  handy  means  of  carrying  out  this  method,  which 
consists  in  using  a  soda  water  bottle  with  rubber  stopper  through  which 
passes  a  long  glass  tube  bent  at  right-angles,  and  immersed  to  a  depth 
of  30  inches  in  mercury  contained  in  a  vertical  tube  of  glass  or  metal. 
The  rubber  stopper  must  be  secured  by  wire,  and  the  bottle  heated  to 
boiling  in  a  saturated  solution  of  sodium  nitrate,  which  gives  a 
temperature  corresponding  to  an  extra  atmosphere.  Of  course  in  all 
cases  where  acid  has  been  used  for  the  inversion  of  sugar,  it  must  be 
neutralized  before  the  copper  titration  takes  place ;  this  may  be  done 
either  with  sodium  or  potassium  hydrates  or  carbonates,  or  calcium 
carbonate  may  be  used. 

Starch  from  various  sources  may  be  inverted  in  the  same  way  as  the 
sugars,  but  it  needs  a  prolonged  heating  with  acid.  For  approximate 
purpose  1  gm.  of  starch  should  be  mixed  to  a  smooth  cream  with 
about  30  c.c.  of  cold  water,  then  1  oic.  of  strong  hydrochloric  acid 
added,  and  the  mixture  kept  at  a  boiling  temperature  in  an  obliquely 
fixed  flask  for  8  or  10  hours,  replacing  the  evaporated  water  from  time 
to  time  to  avoid  charring  the  sugar,  and  testing  with  iodine  to  ascertain 
when  the  inversion  is  complete.     The  product  is  glucose. 

For  the  estimation  of  the  starch  itself  a  number  of  processes  were 
tried  by  Ost  (Chem.  Zeit.  1895,  xix.  1501),  the  one  which  was  found 
to  answer  best  being  that  of  Sachsse  {Chem.  Gentrdlbl.  viii.  732), 
slightly  modified.     In  this  modification  3  gm.  of  the  starch  are  heated 
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with  200  c.c.  of  water  and  20  c.c.  of  hydrochloric  acid,  specific  gravity 
1'125  (  =  5-600  gm.  of  HCl),  for  two  to  three  hours  in  a  boiling  water 
bath,  using  the  factor  0'925  to  calculate  the  glucose  found  in  the 
starch.  Longer  heating  gives  results  too  low,  and  two  hours  on  the 
water  bath  are  not  sufficient.  Slightly  higher  yields  of  glucose  (89'8 
instead  of  89'5  per  cent.)  can  be  obtained  by  heating  for  a  much  longer 
period  with  less  starch  and  acid,  but  there  is  no  advantage  to  be  gained 
by  the  alteration.  Oxalic  acid  gives  no  better  results.  Dextrine  may 
be  determined  in  the  same  manner ;  also  maltqse,  if  1  gm.  of  the  latter 
be  heated  for  five  hours  with  100  c.c.  of  1  to  2  per  cent,  hydrochloric 
acid  as  before. 

100  parts  of  grape  sugar,  found  by  Fehling's  process,  represent  90 
parts  of  starch  or  dextrine.  When  dextrine  is  present  with  grape 
sugar,  care  must  be  taken  not  to  boil  the  mixture  too  long  with  the 
alkaline  copper  solution,  as  it  has  Been  found  that  a  small  portion  of 
the  copper  is  precipitated  by  the  dextrine  (Eumpf  and  Heintzerling, 
Z.  a.  C.  ix.  358). 

An  inversion  of  starch  may  be  produced  more  rapidly,  and  at  lower 
temperature,  by  using  some  form  of  diastase  in  place  of  acid.  An 
infusion  of  malt  is  best  suited  to  the  purpose,  but  the  temperature 
must  not  exceed  71°  C.  (160°  Fahr.).  The  •  digestion  may  vary  from 
fifteen  minutes  to  as  many  hours.  The  presence  of  unchanged  starch 
may  be  found  by  occasionally  testing  with  iodine.  If  the  digestion  is 
carried  beyond  half  an  hour,  a  like  quantity  of  the  same  malt  solution 
must  be  digested  alone,  at  the  same  temperature,  and  for  the  same 
time,  then  titrated  for  its  amount  of  sugar,  which  is  deducted  from  the 
total  quantity  found  in  the  mixture.  O'Sullivan  (/.  G.  S.  1872, 
579)  has,  however,  clearly  shown  that  the  effect  of  the  so-caUed 
diastase  is  to  produce  maltose,  which  has  only  the  power  of  reducing 
the  copper  solution  to  the  extent  of  about  three-fifths  that  of  dextrose 
or  true  grape  sugar,  the  rest  being  probably  various  grades  of  dextrine. 
Brown  and  Heron's  experiments  clearly  demonstrate  that  no  dextrose 
is  produced  from  starch  by  even  prolonged  treatraent  with  malt 
extract ;  the  only  product  is  maltose.  Sulphuric  or  other  similar  acids 
cause  complete  inversion. 

For  the  exact  estimation  of  starch  in  grain  of  various  kinds 
O'Sullivan  gives  very  elaborate  directions,  involving  the  treatment 
of  the  substance  with  a,lcohol  and  ether,  to  remove  fatty  and  other 
constituents  previous  to  digestion  with  diastase.  The  same  authority 
also  gives  special  directions  for  the  preparation  of  the  proper  kind  of 
diastase,  aU  of  which  may  be  found  in  J.  C.  S  xlv.  1. 

For  a  rapid  determination  of  starch  in  barley  or  malt  a  new  method 
has  been  described  by  H.  T.  Brown  and  J.  H.  MiUar  {Tram,  of  the 
Guinness  Research  Lab.  1903,  1,  79). 

2.    Estimation  of  Glucose  by  Pehling's  Solution. 

Preparation  of  the  Standard  Solutions.— Fehling's  standard 
copper  solution. — Crystals  of  pure  cupric  sulphate  are  powdered  and 
pressed  between  unsized  paper  to  remove  adhering  moisture ;  69 '28  gm. 
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are  weighed,  dissolved'  in  water,  about  1  c.c.  of  pure  sulphuric  acid 
added,  and  the  solution  diluted  to  1  liter. 

.  Alkaline  tartrate  solution. — 350  gm.  of  Rochelle  salt '  (sodium 
potassium  tartrate)  are  dissolved  in  about  700  c.c.  of  water,  and 
the  solution  filtered,  if  not  already '  clear ;  there  is  then  added  to  it 
a  clear  solution  of  100  gm.  of  caustic  soda  (prepared  by  alcohol) 
in  about  200  c.c.  of  water.  The  volume  is  made  up  to  1  liter 
at  60°  C. 

These  solutions  are  prepared  separately,  and  when  mixed  in  exactly; 
equal  proportions  form  the  original  Fehling  solution,  each  c.c.  of 
which  should  contain  0'03464  gm.  of  cupric  sulphate,  and  represents 
0'005  gm.  of  pure  anhydrous  grape  sugar,  if  the  conditions  of  titration 
laid  down  below  are  adhered  to.*  The  method  is  based  on  the  fact 
that  although  Fehling's  solution  may  be  heated  to  boiling  without 
change,  the  introduction  into  it  "of  the  smallest  quantity  of  grape, 
sugar,  at  a  boiling  temperature,  at  once  produces  a  precipitate  of 
cuprous  oxide,  the  ratio  of  reduction  being  uniform  if  the  conditions 
of  experiment  are  always  the  same. 

The  Titeation  of  Glucose  with  Fehling's  Solittion. — 5  c.c.  each 
of  standard  copper  and  alkaline  tartrate  solutions  are  accurately  measured  into  a 
thin  white  porcelain  basin,  40  c.c.  of  water  added,  and  the  iasin  quickly  heated 
to  boiling  on  a  sand-bath  or  by  a  small  flame.  No  reduction  or  change  of  colour 
should  occur ;  if  it  does,  the  alkaline  tartrate  solution  is  probably  defective  from 
age.  This  may  probably  be  remedied  by  the  addition  of  a  little  fresh  caustic 
alkali  on  second  trial,  but  it  is  advisable  to  use  a  new  solution.  The  J  or  1  per 
cent,  sugar  solution  is  then  delivered  in  from  a  burettef  in  small  quantities  at  a 
time,  with  subsequent  boiling,  until  the  blue  colour  of  the  copper  solution  is  just 
discharged,  a  point  which  is  readily  detected  by  inclining  the  basin,  so  that  the 
colour  of  the  clear  supernatant  fluid  may  be  observed  against  the  white  sides  of 
the  basin.     Some  operators  use  a  small  thin  boiling  flask  instead  of  the  basin. 

It  is  almost  impossible  to  hit  the  exact  point  of  reduction  in  the 
first  titration,  but  it  affords  a  very  good  guide  for  a  more  rapid  and 
exact  addition  of  the  sugar  solution  in  a  second  trial,  when  the  sugar 
may  be  added  with  more  boldness,  and  the  time  of  exposure  of  the 
copper  solution  to  the  air  lessened,  which  is  a  matter  of  great 
importance,  since  prolonged  boihng  has  undoubtedly  a  prejudicial 
effect  on  the  accuracy  of  the  process.    >f 

A  new  method  has  been  proposed  for  indicating  when  aU  copper 
has  been  precipitated  by  E.  F.  Harrison  (Pharm.  Journ.  1903; > 
170),  and  is  very  sensitive.  It  depends  upon  the  action  of  copper 
salts  in  liberating  iodine  from  iodide. 

The  indicator  is  prepared  by  boiling  0"05  gm.  of  starch  with  a  few  c.c.  of  water, 
adding  10  gm.  of  potassium  iodide  and  diluting  to  100  c.c.  These  quantities  need 
not  of  course  be  exactly  adhered  to,  but  too  much  starch  or  too  little  iodide 

*  If  pure  cupric  sulphate  lias  been  used,  and  the  solutions  mixed  only  at  the  time  of  ■ 
titration,  there  need  be  very  little  fear  of  inaccuracy ;  nevertheless  it  is  advisable  to  verify 
the  mixed  solutions  from  time  to  time.  This  may  be  done  by  weighing  and  dissolving 
0'95  gm.  of  pure  cane  sugar  in  about  50  c.c.  of  water,  adding  2  c.c.  of  hydrochloric  acid,  and 
lieating  to  70°  0.  for  ten  minutes.  The  acid  is  then  neutralized  with  sodium  carbonate  and 
diluted  to  a  liter.  50  c.c.  of  this  liquid  should  exactly  reduce  the  copper  in  10  c.c.  of 
!Pehling*s  solution.  A  standard  solution  of  inverted  sugar,  which  mil  keep  good  for 
many  months,  may  be  made  in  the  foregoing  manner ;  it  should  be  of  about  20  per  cent, 
strength,  and  rendered  strongly  alkaline  with  soda  or  potash. 

t  The  instrument  should  be  arranged  as  described  on  page  11. 
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lessens  the  delicacy  of  the  test ;  the  solution  should  he  prepared  as  required,  and 
not  used  after  it  has  been  made  more  than  two  or  three  hours.  In  use  ahout  0'5 
or  1  o.c.  of  this  solution  is  taken,  acidified  with  about  five  or  ten  drops  of  acetic 
acid,  and  one  drop  or  more  of  the  titration  liquid  added ;  the  latter  need  not  be 
filtered.  As  long  as  unreduced  copper  is  present,  a  colour  is  produced,  varying 
from  red  to  blue,  and  of  greater  or  less  intensity,  according  as  the  end-point  is 
far  off  or  near.     The  production  of  no  colour  marks  the  end  of  the  reaction. 

This  indicator  gives  a  readily  observed  colour  with  one  drop  of  a  solution  of 
copper  sulphate  of  strength  1  in  20,000,  and  by  its  use  titration  of  F  eh  ling's 
solution  with  a  suitable  sugar  solution  can  be  made  as  accurate  as  most  other 
volumetric  operations.  After  very  little  practice  one  titration  is  sufficient  for 
moderately  accurate  results, .  but  greater  exactness  is  of  course  obtained  by 
repeating,  and  at  once  running  in  the  sugar  solution  almost  up  to  the  required 
amount  before  testing. 

When  the  exact  point  of  reduction  is  obtained,  it  is  assumed  that 
the  volume  of  sugar  solution  used  represents  0-05  gm.  of  grape  sugar 
or  glucose,  for  10  c.c.  Fehling's  solution  contain  O-ll  gm.  cupric 
oxide,  and  5  molecules  CuO  (396)  are  reduced  to  cuprous  oxide  by 
1  molecule  of  glucose  (180),- therefore  396  :  180  =  0-11  :  0-05,  i.6., 
0'05  gm.  glucose  exactly  reduces  10  c.c.  Fehling's  solution. 

With  this  assumption,  however,  Soxhlet  does  not  agree,  but 
maintains  from  the  results  of  his  experiments  on  carefully  prepared 
standard  sugars,  that  the  accuracy  of  the  reaction  is  interfered  with  by 
varying  concentration  of  the  solutions,  duration  of  the  experiment 
and  the  character  of  the  sugar. 

For  example,  he  found  that  the  reducing  power  of  glucose,  invert 
sugar,  and  galactose  was  in  each  case  lowered  by  dilution  of  the 
Fehling's  solution,  whilst  that  of  maltose  was  raised,  and  that  of 
milk  sugar  was  not  affected. 

The  remarks  which  Soxhlet  appends  to  his  experiments  are 
thus  classified : — 

(1)  The  reducing  power  of  inverted  sugar,  for  alkaline  copper  solution,  is 
importantly  influenced  by  the  concentration  of  the  solutions  ;  a  smaller  quantity 
of  sugar  being  required  to  decompose  Fehling's  solution  in  the  undiluted 
state  than  when  it  is  diluted  with  1,  2,  3,  or  4  volumes  of  water.  It  is 
immaterial  whether  the  sugar  solution  be  added  to  the  cold  or  boiling  copper 
reagent. 
•  (2)  If  inverted  sugar  acts  on  a  larger  quantity  of  copper  solution  than  it  is 
just  able  to  reduce,  its  reducing  power  will  be  increased,  the  increment  varying 
according  to  the  amount  of  copper  in  excess  and  the  concentration  of  the  cupric 
liquid ;  in  the  previous  experiments  the  equivalents  varied  from  1 :  9'7  to  1 :  12'6, 
these  numbers  being  by  no  means  the  limit  of  possible  variation. 

(3)  In  a  volumetric  estimation  of  inverted  sugar  by  means  of  Fehling's 
solution,  the  amount  of  copper  reduced  by  each  successive  addition  of  sugar 
solution  is  a  decreasing  quantity ;  the  results  obtained  are  therefore  perfectly 
empirical,  and  are  only  true  of  that  particular  set  of  conditions. 

■  (4)  The  statement  that- 1  equivalent  of  inverted  sugar  reduces  10  equivalents 
of  cupric  oxide  is  not  true,  the  hypothesis  that  0'5  gm.  inverted  sugar  reduces 
100  c.c.  of  Fehling's  solution  being  shown  to  be  incorrect;  the  real  amount 
under  the  conditions  laid  down  by  Fehling  (1  volume  of  alkaline  copper 
solution,  4  volumes  of  water,  sugar  solution  \-\  per  cent.)  being  97  c.c.  the 
results  obtained  under  this  hypothesis  are,  therefore,  3  per  cent,  too  low.  "Where, 
however,  the  above  conditions  have  been  fulfilled,  the  results,  although  not 
absolutely,  are  relatively  correct ;  not  so,  however,  those  obtained  by  gravimetric 
processes,  since  the  interference  of  concentration  and  excess  has  not  been 
previously  recognized. 
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These  facts,  however,  do  not  vitiate  the  process  as  carried  out 
under  the  well  recognized  conditiojis  insisted  on  in  the  directions  for 
titration  that  were  given  above.  If  these  are  adhered  to  it  is  found 
the  sugars  have  the  following  reducing  powers — 

10  c.c.  Fehling  solution  are  completely  reduced  by 
0-05  gm.  glucose,  levulose,  galactose 
0'0475  gm.  cane  sugar  (after  inversion) 
0'0678  gm.  milk  sugar 
0-0807  gm.  maltose 
0'04:5  gm.  starch  (after  inversion). 

Lowe,  and  more  recently  Haines,  have  advocated  the  substitution 
of  an  alkaline  solution  of  glycerine  for  the  alkaline  tartrate  in 
Fehling's  solution.  This  solution  is  said  to  keep  indefinitely,  but  it 
is  not  so  delicate  a  test  as  Fehling's. 

Estimation   of   the   Cuprous    Oxide    by   Fermanganate. — 

In  cases  where  it  is  permissible  to  weigh  the  cuprous  oxide  produced 
in  the  Fehling  method,  E.  M.  Caven  and  A.  Hill  (/.  S.  G.  I.  xvi. 
981  and  xvii.  124)  have  devised  a  volumetric  method  by  which  the 
amount  precipitated  can  be  estimated  in  a  shorter  time,  and  with  very 
fair  accuracy. 

The  necessary  standard  solutions  are  potassium  permanganate  about 
^ Is  strength,  the  exact  oxygen  value  of  which  is  known,  and  an 
oxalic  acid  solution  of  preferably  the  same  strength.  These  must  be 
titrated  together  in  the  same  way  as  in  the  actual  process. 

There  is  also  required  a  dilute  sulphuric  acid,  1  of  acid  to  3  of 
water. 

Method  or  Pkoobduee  :  The  cuprous  oxide,  whether  from  a  sugar  estimation 
or  other  sources,  is  best  collected  on  an  asbestos  filter  connected  with  water  pump 
as  follows  : — Selected  fibrous  asbestos  is  cut  into  pieces  an  eighth  of  an  inch  in 
length,  digested  with  strong  sulphuric  acid  to  destroy  organic  matter,  then 
thoroughly  washed,  and  mixed  into  a  paste  with  water.  Por  the  preparation  of 
the  filter  it  is  best  to  use  a  Hirsch's  porcelain  funnel  with  perforated  filter 
plate;  pouring  the  asbestos  cream  into  the  funnel,  and  applying  suction  by 
means  of  the  filter  pump  until  a  mat  of  asbestos,  suitable  to  receive  the 
precipitated  cuprous  oxide,  is  obtained.  After  the  removal  of  the  beaker  con- 
taining the  precipitated  cuprous  oxide  from  the  water-bath,  the  supernatant 
liquid  is  at  once  decanted  through  the  filter,  and  the  cuprous  oxide  remaining  in 
the  beaker  is  stirred  up  with  hot  water,  transferred  to  the  filter,  and  washed  until 
free  from  alkali.  The  last  traces  of  cuprous  oxide  need  not  be  removed  from  the 
beaker,  as  these  can  be  dissolved  later  on  in  a  little  of  the  acidified  permanganate 
solution.  The  asbestos  containing  the  cuprous  oxide  is  transferred  by  means  of 
a  glass  rod  to  a  porcelain  dish  about  eight  inches  in  diameter,  and  the  mass 
thoroughly  broken  up  with  water. 

If  the  quantity  of  oxide  does  not  exceed  0'2  gm.,  20- or  25  c.c.  of  the  standard 
permanganate  are  mixed  with  80  or  100  c.c.  of  the  dilute  sulphuric  acid  and 
poured  over  the  cuprous  oxide,  and  the  mixture  well  stirred  till  dissolved. 
Boiling  water  is  then  added  so  as  to  bring  the  temperature  to  45°  or  50°  C,  but 
not  more  than  the  latter.  It  is  now  ready  for  titration.  It  is  found  best  to  add 
excess  of  oxalic  acid  solution,  after  adjusting  the  temperature  of  the  liquid,  and 
then  to  titrate  back  wth  the  permanganate.  This  process  is  very  rapid,  owing  to 
the  use  of  the  filter  pump,  and  it  gives  consistent  and  good  results. 

The  amount    of   cuprous    oxide   corresponding   to   the  volume  of 
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permanganate  used,  is  calculated  by  multiplying  the  oxygen  value- 
of   the   number  of  o.c.  used  by  the  factor  8-91  ^^CugOY      r^j^^^ 

authors  use  the  factor  0-5045  for  the  conversion  of  weight  of  CgQ 
into  dextrose,  levulose,  or  invert  sugar.  The  most  important  applica^ 
tion  of  this  process  is  its  use  in  the  analysis  of  sugars  by  the 
determination  of  their  cupric  reducing  power.  Eor  this  purpose  the 
hot  solution  of  sugar  is  introduced  into  excess  of  Fehling's  solution 
contained  in  a  beaker  immersed  in  "the  water  bath,  and  the  reduction 
allowed  to  proceed  for  14  minutes,  according  to  the  method  recom- 
mended by  C.  O'Sullivan  (Watts'  Diet.,  art.  Sugar).  The  method 
can  of  course  be  used  for  the  estimation  of  copper  as  cuprous  oxide  in 
other  cases  than  sugar  analysis. 

The  cuprous  iodide  process  may  be  also  used  to  ascertain  the 
amount  of  copper  not  precipitated  by  the  sugar.  Several  operators 
have  experimented  on  the  method,  the  best  of  which  is  that  given  by 
Schoorl  {Zeit.  angew.  Chem.  1899,  633).  Results  agreeing  with  the 
gravimetric  determinations  can  be  obtained  if  a  fair  excess  of  potassium 
iodide  be  used,  and  if  this  be  added  to  the  alkaline  liquid  prior 
to  acidification.  The  author  describes  the  following  modification 
as  being  convenient. 

Method  or  Pboceduee:  10  c.c.  of  Pehling's  copper  solution  (10  o.o.= 
2774  CO.  ^/lo  thiosulphate)  are  mixed  with  10  c.c.  of  Soxhlet's  alkaline 
tartrate  solution  in  an  Erlenmeyer  flask  of  200  c.c.  capacity.  Water  is  added 
to  make  up  50  c.c.  and  the  contents  of  the  flask  are  boiled  for  2  minutes  on  wire 
gauze,  over  which  is  placed  an  asbestos  ring  having  a  hole  6  cm.  in  diameter. 
The  liquid  is  then  quickly  and  thoroughly  cooled  under  the  tap,  and  10  c.c.  of  a 
20  per  cent,  solution  of  potassium  iodide  and  10  c.c.  of  25  per  cent,  sulphuric  acid 
(1'5  of  concentrated  acid  with  8-5  of  water  by  volume)  are  added.  The  iodine 
liberated  is  immediately  titrated  with  decinormal  thiosulphate  with  the  addition 
of  starch  until  the  blue  colour  changes  to  cream.  Alter  this  blank  experiment,  a 
similar  one  in  every  respect  is  made,  introducing  a  known  quantity  of  sugar 
solution  in  place  of  some  of  the  water  making  up  to  50  o.c.  Not  more  than 
90  m.gm.  of  glucose  or  invert  sugar  or  125  m.gm.  of  lactose  should  be  taken,  and 
in  the  determination  of  lactose,  the  liquids  should  be  boiled  for  5  minutes  instead 
of  2.  When  the  sugar  is  impure  care  should  be  taken  to  determine  whether 
there  is  any  impurity  capable  of  combining  with  iodine. 

T.  B.  Wood  and  R.  A.  Berry  (Proc.  Cambridge  Phil.  Soc, 
1903,  12,  97-98)  have  devised  the  following  method  for  use  where  a 
polarimetric  determination  is  not  possible. 

The  saccharine  solution  is  clarified  by  means  of  basic  lead  acetate,  the  cane 
sugar  present  inverted  by  treatment  with  dilute  acid,  the  solution  neutralized 
and  diluted  till  it  contains  from  0'5  to  I'D  per  cent,  of  reducing  sugar.  10  o.c  of 
the  sugar  solution  are  now  added  to  50  c.c.  of  a  boiling  copper  solution  (23'5  gm. 
of  copper  sulphate,  250  gm.  of  potassium  carbonate  and  100  gm.  of  potassium  bi- 
carbonate per  liter)  and  the  mixture  boiled  for  10  minutes.  The  cuprous  oxide 
precipitated  is  filtered  off  in  a  Gooch  crucible,  washed  with  boiling  water,  and 
transferred  to  a  flask  filled  with  carbon  dioxide.  It  is  then  shaken  vigorously 
for  a  few  moments  with  25  c.c.  of  2i  per  cent,  solution  of  ferric  sulphate  in  25 
per  cent,  sulphuric  acid,  whereby  the  cuprous  oxide  dissolves,  reducing  an 
equivalent  amount  of  ferric  sulphate  to  the  ferrous  salt.  The  latter  is  titrated 
with  a  solution  of  potassium  permanganate  of  such  strength  that  1  o.c.  is 
equivalent  to  O'Ol  gm.  of  copper. 


316  VOLUMETRIC   ANALYSIS.  §  75i 

3.    Estimation  of  Glucose  by  Mercury; 

Knapp's  Staudard  Mercuric  cyanide. — 10  gm.  of  pure  dry 
mercuric  cyanide  are  dissolved  in  about  600  c.c.  of  water;  100  c.c.  of 
caustic  soda  solution  (sp.  gr.  1-145)  are  added,  and  the  liquid  diluted 
to  1  liter. 

Sachsse's  Standard  Mercuric  iodide. — 18  gm.  of  pure  dry 
mercuric  iodide  and  25  gm.  of  potassium  iodide  are  dissolved  in 
water,  and  to  the  liquid  is  added  a  solution  of  80  gm.  of  caustic 
potash ;  the  mixture  is  finally  diluted  to  1  liter. 

These  solutions,  if  well  preserved,  wiU  hold  their  strength  imaltered 
for  a  long  period. 

These  solutions  are  very  nearly,  but  not  quite,  the  same  in 
mercurial  strength,  Knapp's  containing  7'9365  gm.  Hg  in  the  liter, 
Sachsse's  7-9295  gm.  100  c.c.  of  the  former  are  equal  to  100-1  c.c. 
of  the  latter. 

Indicators  for  the  Mercurial  Solutions. — In  the  case  of 
Fehling's  solution,  the  absence  of  blue  colour  acts  as  a  sufficient 
indicator,  but  with  mercury  solutions  the  end  of  reaction  must  be 
found  by  an  external  indicator.  In  the  case  of  Knapp's  solution 
the  end  of  the  reaction  is  found  by  placing  a  drop  of  the  clear 
yellowish  liquid  above  the  precipitate  on  pure  white  Swedish  filter 
paper,  then  holding  it  first  over  a  bottle  of  fuming  HCl,  then  over 
strong  sulphuretted  hydrogen  water;  the  slightest  trace  of  free 
mercury  shows  a  light  brown  or  yellowish-brown  stain.  The  indicator 
best  adapted  for  Sachsse's  solution  is  a  strongly  alkaline  solution  of 
stannous  chloride  spotted  on  a  porcelain  tile.  An  excess  of  mercury 
gives  a  brown  colour. 

Method  of  Peocedueb  :  40  c.c.  of  either  solution  are  placed  in  a  porcelain 
basin  or  a  flask,  diluted  with  an  equal  bulk  of  water,  and  heated  to  boiling.  The 
solution  of  sugar  of  4  per  cent,  strength  is  then  delivered  in  until  all  the  mercury 
is  precipitated,  the  theory  being  in  either  case  that  40  c.c.  should  be  reduced  by 
0-1  gm.  of  dextrose. 

The  results  of  Soxhlet's  experiments  show  that  this  estimate  is 
entirely  wrong* ;  nevertheless,  it  does  not  foUow  that  these  mercurial 
solutions  are  useless.  It  is  found  that,  using  them  by  comparison 
with  Fehling's  solution,  it  is  possible  to  define  to  some  extent  the 
nature  of  mixed  sugars,  on  the  principle  of  indirect  analysis. 

Knapp's  solution  is  strongly  recommended  by  good  authorities  for 
the  estimation  of  diabetic  sugar  in  urine.  The  method  of  using  it  is 
described  in  the  section  on  Urinary  Analysis. 

The  behaviour  of  the  sugars  with  alkaline  mercury  solutions  was  tested  by 
Soxhlet  both  with  Knapp's  solution  and  Sachsse's  solution. 

,  He  found  that  different  results  are  obtained  from  Knapp's  solutions,  accord- 
ing as  the  sugar  solution  is  added  gradually,  or  all  at  once  ;  when  gradually 
added  more  sugar  being  required;  with  Sachsse's,  however,  the  reverse  is  the 
case. 

*  Careful  experiment  shows  that  40  0.0.  ol  Saohsse's  solution  is  reduced  by  0'1342  gm, 
dextrose  or  0-1072  gm.  invert  sugar. 
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To  get  comparable  results  the  sugar  must  be  added  all  at  once,  the  solution 
boiled  for  two  or  three  minutes,  and  the  liquid  tested  for  mercury,  always  using 
the  same  indicator ;  in  using  the  alkaline  tin  solution  as  indicator,  0-200-0'202 
gm.  of  grape  sugar  was  always  required  for  100  c.o.  Knapp,  in  a  large  number 
of  experiments.  It  is  remarkable  that  these  two  solutions,  although  containing 
almost  exactly  the  same  amount  of  mercury,  require  very  different  quantities  of 
sugar  to  reduce  equal  volumes  of  them.  This  is  shown  to  be  due,  to  a  great 
extent,  to  the  different  amounts  of  alkali  present  in  them. 

The  various  sugars  have  different  reducing  powers  for  the  alkaline 
mercury  solutions,  and  there  is  no  definite  relation  between  the 
amount  of  Knapp 's  and  Sachsse's  solutions  required  by  them;  the 
amount  of  Sachsse's  solution,  to  which  100  c.c.  Knapp's  correspond, 
varying  from  54'7  c.c.  in  the  case  of  galactose,  to  74'8  c.c.  in  the  case 
of  invert  sugar. 

The  two  mercury  methods  have  no  advantage  ia  point  of  accuracy 
or  convenience  over  Fehling's  method,  the  latter  having  the  pre- 
ference on  account  of  the  great  certainty  of  the  point  at  which  the 
reduction  is  finished. 

The  mercury  methods  are,  however,  of  great  importance,  both  for 
the  identification  of  a  sugar  and  for  the  estimation  of  two  sugars  in 
presence  of  each  other,  as  proposed  by  Sachsse.  For  instance,  in 
the  estimation  of  grape  and  invert  sugars  in  presence  of  each  other,, 
there  are  the  two  equations  :  ax  +  by^F,  cx  +  dy=S. 

Where — 

a=number  of  1    c.c.    Fehling,  reduced   by    1  gm.    grape   sugar. 

b=  „                        „                  „  „             invert  sugar. 

c=  „                  Sachsse          „  „             grape  sugar. 

d=  „                        „                  „  „             invert  sugar. 

F=  „                  Fehling,  used   for  1    vol.    sugar   solution. 

S=  „                 Sachsse          „  „                 „ 

a;^amount  of  grape   sugar   in   gms.    in    1  vol.  of    the  solution. 

y=       „  invert  sugar                   „  „                  „ 

It  need  hardly  be  mentioned  that  the  above,  like  all  other  indirect 
methods,  leaves  room  for  increased  accuracy;  but  nevertheless  the- 
combination  of  a  mercury  method  with  a  copper  method  in  the 
determination  of  a  sugar  whose  nature  is  not  exactly  known,  gives- 
a  more  serviceable  result  than  the  hitherto  adopted  plan,  by  which 
a  solution  that  reduced  10  c.c.  Fehling  was  said  to  contain  0'05  gm. 
of  sugar  (/.  C.  S.  Abstracts,  1880,  758). 

Taking  the  reducing  power  of  grape  sugar  =100,  the  reducing; 
powers  of  the  other  sugars  are  : — 

reeling  (undiluted).    Knapp,  Sachsse. 

Grape  sugar   100  100  100 

Invert  sugar  96-2  99-0  124-5 

Levulose  (calculated) 92-4  102-2  148-6 

Milksugar 70-3  64-9  70-9 

Galactose    93-2  83-0  74-8 

Inverted  milk  sugar  96-2  90-0  85-5 

Maltose 61-0  63-8  65-0 
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4.    Sidersky's  Method. 

This  process  has  found  great  favour  among  French  sugar  experts, 
-and  is  based  on  the  use  of  Soldaini's  cupric  solution,  which  was 
•devised  to  remedy  the  faults  common  to  Fehling  and  other  copper 
solutions  containing  tartrated  and  caustic  or  carbonated  alkalies. 

This  liquid  is  prepared,  according  to  Degener,  in  the  following 
manner : — 40  gm.  of  cupric  sulphate  are  dissolved  in  water,  and,  in 
another  vessel,  40  gm.  of  sodium  carbonate  are  also  dissolved  in 
water.  The  two  solutions  are  mixed,  and  the  copper  precipitated  in 
the  state  of  hydrobasic  carbonate.  The  precipitate  is  washed  with 
<;old  water  and  dried.  This  precipitate  is  added  to  a  very  concentrated 
.and  boiling  solution  of  potassium  bicarbonate  (about  415  gm.)  and 
agitated  until  the  whole  is  completely  or  nearly  dissolved,  water  is 
.added  to  form  a  volume  of  1400  c.c,  and  the  whole  mass  heated  for 
two  hours  upon  a  water-bath.  The  insoluble  matter  is  filtered,  and 
the  filtrate,  after  cooling,  is  of  a  deep  blue  colour.  The  sensibility  of 
this  liquid  is  so  great  that  it  gives  a  decided  reaction  with  0'0014  gm. 
■of  invert  sugar.  The  presence  of  sucrose  in  the  solution  increases 
this  sensibility  still  more. 

Sidersky  has  recently  ofiered  a  new  volumetric  method,  based 
upon  the  use  of  Soldaini's  solution.  With  sugars  the  same  method 
.as  is  now  in  use  with  Fehling's  solution,  can  easily  be  followed, 
watching  the  disappearance  of  the  blue  colour,  and  testing  the  end 
with  ferrocyanide  and  acetic  acid.  This  process  oifers  no  serious 
-objections  common  to  Fehling's  solution,  but  is  inapplicable  to 
coloured  sugar  solutions,  such  as  molasses,  etc.  For  the  last  the 
following  is  recommended  ; — 

Method  or  Peoceduee:  25  gm.  of  molasses  are  dissolved  in  100  c.c.  of 
water  and  subaoetate  of  lead  added  in  sufficient  quantities  to  precipitate  the 
injpurities,  and  the  volume  raised  to  200  c.c.  and  filtered.  To  100  c.c.  of  the 
filtrate  are  added  25  c.c.  of  concentrated  solution  of  sodium  carbonate,  agitated, 
and  'filtered  again.  100  c.c.  of  the  second  filtrate  with  excess  of  lead  removed 
are  taken  for  analysis.  On  the  other  hand,  100  c.c.  of  Soldaini's  solution  are 
placed  in  a  flask  and  heated  five  minutes  over  an  open  flame.  The  sugar  solution 
is  now  added  little  hy  little,  and  the  heating  continued  for  five  minutes.  Finally, 
the  heat  is  withdrawn  and  cooled  by  turning  in  100  c.c.  of  cold  water,  and 
filtered  through  a  Swedish  filter,  washed  vrith  hot  water,  letting  each  washing 
run  off  before  another  addition.  Three  or  four  washings  will  generally  remove 
Completely  the  alkaline  reaction.  The  precipitate  is  then  washed  through  a  hole 
in  the  filter  into  a  flask,  removing  the  last  trace  of  copper.  25  c.c.  of  normal 
sulphuric  acid  are  added  with  two  or  three  crystals  of  poteissium  chlorate,  and  the 
whole  gently  heated  to  dissolve  completely  the  oxide  of  copper,  which  is  trans- 
formed into  copper  sulphate.  The  excess  of  sulphuric  acid  is  determined  by  a 
standard  ammonia  solution  (semi-normal),  of  which  the  best  indicator  is  the 
-sulphate  of  copper  itself.  When  the  deep 'blue  colour  gives  place  to  a  greenish 
tinge  the  titration  is  completed.  The  method  of  titration  is  performed  as 
follows : — Having  cooled  the  contents  of  the  flask,  a  quantity  of  ammonia 
equivalent  to  25  c.c.  of  normal  sulphuric  acid  is  added.  From  a  burette 
graduated  into  one-tenth  c.c.  standard  sulphuric  acid  is  dropped  in  drop  by  drop, 
agitating  after  each  addition.  The  blue  colour  disappears  with  each  addition  to 
reappear  after  shaking.  When  the  last  trace  of  ammonia  is  saturated  the 
titration  is  complete,  which  is  known  by  a  very  feeble  greenish  tinge.  The 
number  of  c.c.  is  read  from  the  burette,  which  is  equivalent  to  the  copper 
precipitated.    The  equivalent  of  copper  being  taken  at  31'7,  the  normal  acid 
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equivalent  is  00317  of  copper.  Multiplying  the  copper  found  by  3546  the 
invert  sugar  is  found.  A  blank  titration  is  needed  to  accurately  determine  the 
slight  excess  which  gives  the  pale  green  tinge.* 

5.    Pavy's  modifled  Fehling  Process. 

This  method  consists  in  adding  ammonia  to  the  ordinary  F  eh  ling 
solution,  by  which  means  the  precipitation  of  cuprous  oxide  is 
entirely  prevented,  the  end  of  the  reaction  being  shown  Ijy  the 
disappearance  of  the  blue  colour  in  a  perfectly  clear  solution 
(C.  N.  xl.  77). 

The  solution  recommended  by  Pavy  is  made  by  mixing  120  c.c. 
ordinary  Fehling  solution!  (see  p.  311)  with  300  c.c.  of  strong 
ammonia  (sp.  gr.  0-880),  adding  100  c.c.  of  a  10  per  cent,  caustic 
soda  solution  or  of  a  14  per  cent,  solution  of  potash,  and  diluting  to 
a,  liter.  If  Fehling's  solution  is  not  available,  Pavy's  solution  may 
be  made  directly  by  adding  a  cooled  solution  of  21-6  gm.  Eochelle  salt 
and  18-4  gm.  of  soda  (or  25'8  gm.  of  potash)  to  a  solution  of  4-157 
gm.  pure  cupric  sulphate,  adding  300  c.c.  of  strong  ammonia  and 
making  up  to  a  liter.  100  c.c.  Pavy's  solution  =  10  c.c.  Fehling's 
solution  =  0-05  gm.  of  glucose. 

As  ammoniacal  cuprous  solutions  are  readily  oxidized,  it  is 
important  to  exclude  air  from  the  liquid  during  titration.  The 
titration  should  be  made  in  a  small  boiling  flask,  through  the  cork  of 
which  the  elongated  end  of  the  burette  is  passed.  A  small  escape 
tube,  preferably  with  a  valve,  also  passes  through  the  same  cork,  and 
leads  into  a  vessel  containing  water  or  weak  acid,  to  condense  the 
ammonia.  Allen  has  found  a  layer  of  parafl&n  over  the  liquid  an 
effective  means  of  excluding  air. 

In  carrying  out  the  titration  (100  c.c.  of  the  Pavy's  solution  is 
a  convenient  quantity  to  take)  a  few  pieces  of  pumice  or  pipe-stem 
are  added,  the  liquid  brought  to  boiling,  and  kept  boiling  whilst 
the  sugar  solution  is  gradually  run  in.  The  end-point  is  very  sharp. 
Whilst  rapid  manipulation  is  desirable,  the  solution  must  not  be  run 
in  too  quickly,  because  reduction  takes  place  more  slowly  than  with 
Fehling's  solution. 

The  method  is  well  adapted  for  the  examination  of  diabetic  urine 
and  milk,  also  mixtures  of  milk  and  cane  sugars,  and  certainly  has  the 
advantage  over  the  ordinary  Fehling  method  by  its  definite  end- 
point. 

Z.  Peska  gives  the  following  method  for  the  volumetric  estimation 
of  sugar  by  means  of  ammoniacal  copper  solution  (Ghem.  Zeit.  Rep. 
1895,  257).  In  order  to  avoid  the  oxidation  of  the  copper  oxide  in 
solution,  a  layer  of  vaseline  is  used  instead  of  the  usual  current  of 
hydrogen.  Two  solutions  are  prepared :  6-927  gm.  of  the  purest 
crystallized  copper  sulphate  are  dissolved  in  water,  160  c.c.  of  25  per 
cent,  ammonia  added,  and  the  whole  made  up  to  500  c.c. ;  34-5  gm. 

*  Report  of  Proceedings  of  Fifth  Annual  Convention  of  tlie  American  Association  of 
Official  Agrictatnrai  Chemists  (1888). 

flu  ammoniacal  solution  only  5  molecules  CuO  are  reduced  by  1  molecule  glucose  instead 
of  6  CuO,  as  in  Fehling's  solution,  hence  120  c.c.  of  the  latter  are  used  in  making 
Pavy's  solution  and  not  100  c.c. 
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of  Roclielle  salt  and  10  gm.  of  caustic  soda  are  also  dissolved  and 
diluted  to  500  c.c. 

Method  of  Peocedurb  :  A  mixture  of  50  c.c.  of  each  liquid  is  heated  in  a 
teaker  under  a  layer  of  vaseline  oil  5  m.m.  thick,  to  a  temperature  of  80°  C. 
The  Bugar  solution  is  run  in  1  c.c.  at  a  time  for  the  first  test,  but  on  a  repetition 
the  whole  amount  may  be  added  at  once.  Towards  the  end  of  the  titration,  the 
temperature  must  he  raised  to  85°,  and  the  heating  continued  for  two  minutes 
when  working  on  either  glucose  or  invert  sugar,  four  minutes  for  maltose,  and 
six  minutes  for  milk  sugar.  Dextrine  increases  the  reducing  power  of  thei  sugar 
in  this  solution  less  than  in  the  one  prepared  with  potash,  and  as  the  ammonia 
has  no  injurious  action,  the  whole  process  is  both  exact  and  convenient.  When 
saccharose  is  present,  1  gm.  of  it  has  a  reducing  action  equivalent  to  0'026  gm. 
of  invert  sugar.  In  the  determination  of  lactose  in  milk  the  albuminoids  should 
be  precipitated  with  lead  acetate  and  the  excess  of  lead  removed  by  sodium 
sulphate.  The  following  table  gives  directly  the  number  of  milligrams  of  each 
sugar  in  100  c.c.  of  solution. 


c.c.'s 

Glucose. 

Invert 

IVrillr 

Maltose. 

c.c.'s 

Glucose. 

Invert 

SCilk 

Maltose. 

used 

sugar. 

sugar. 

used. 

sugar. 

sugar. 

8 

997-8 

1049-2 

— 

— 

50 

163-0 

173-2 

818-1 

360-0 

9 

889-4 

935-1 

— 

— 

51 

159-8 

169-8 

311-9 

353-0 

10 

802-3 

844-6 

— 

— 

52 

156-8 

166-5 

3060. 

346-3 

11 

730-7 

770-0 

— 

— 

53 

153-9 

163-4 

300-3 

339-9 

12 

670-8 

707-6 

— 

— 

54 

1511 

160-4 

294-8 

333-8 

13 

620-0 

654-5 

— 

— 

55 

148-4 

157-5 

289-4 

327-9 

14 

576-3 

608-7 

— 

— 

56 

145-7 

154-7 

284-2 

322-2 

15 

538-4 

568-9 

1033-9 

— 

57 

143-1 

1520 

279-3 

316-7 

16 

505-2 

534-2 

971-4 

— 

58 

140-6 

149-4 

274-5 

311-4 

17 

475-8 

503-3 

916-0 

1023-0 

59 

138-2 

146-9 

269-9 

306-3 

18 

449-7 

475-7 

866-5 

968-8 

60 

135-9 

144-5 

265-4 

301-3 

19 

426-3 

451-2 

822-3 

920-3 

61 

133-7 

142-2 

261-1 

296-4 

20 

405-2 

4290 

782-4 

876-3 

62 

131-5 

139-9 

256-9 

291-6 

21 

386-0 

408-8 

746-0 

836-4 

63 

129-4 

137-7 

252-9 

287-0 

22 

368-7 

390-6 

713-0 

8000 

64 

127-4 

135-5 

249-0 

282-6 

23 

352-8 

373-8 

682-7 

766-5 

65 

125-4 

133-4 

245-2 

278-3 

24 

338-2 

358-4 

654-8 

735-8 

66 

123-5 

131-4 

241-5 

274-1 

25 

324-8 

344-3 

629-2 

707-5 

67 

121-7 

129-5 

237-9 

270-0 

26 

312-4 

331-2 

605-5 

681-3 

68 

119-9 

127-6 

234-4 

266-1 

27 

300-9 

319-3 

583-5 

656-8 

69 

118-2 

125-7 

231-0 

262-3 

28 

290-3 

307-8 

563-1 

634-1 

70 

116-5 

123-9 

227-7 

258-6 

29 

280-3 

297-3 

544-1 

613-0 

71 

114-9 

122-2 

224-6 

255-0 

30 

271-1 

287-5 

526-2 

593-2 

72 

113-3 

120-5 

221-5 

251-5 

31 

262-4 

278-2 

509-5 

574-5 

73 

111-8 

118-9 

218-5 

248-1 

32 

254-2 

269-6 

493-8 

557-1 

74 

110-3 

117-3 

215-6 

244-8 

33 

246-6 

261-6 

4-79-1 

540-8 

75 

108-8 

115-8 

212-8 

241-6 

34 

239-3 

253-9 

465-3 

525-3 

76 

107-4 

114-3 

2100 

238-4 

35 

232-6 

246-7 

452-2 

510-7 

77 

106-0 

112-8 

207-3 

235-3 

36 

226-1 

240-0 

439-8 

496-8 

78 

104-6 

111-4 

204-7 

232-3 

37 

220-0 

233-5 

428-1 

483-7 

79 

103-3 

110-0 

202-1 

229-4 

38 

214-3 

227-4 

417-0 

471-3 

80 

102-0 

108-6 

199-6 

226-6 

39 

208-8 

221-7 

406-5 

459-5 

81 

100-8 

107-2 

— 

223-9 

40 

203-6 

216-2 

396-5 

448-3 

82 

99-6 

105-9 

— 

221-2 

41 

198-7 

211-0 

387-0 

437-6 

83 

— 

104-6 

— 

218-6 

42 

194-1 

206-0 

377-8 

427-4 

84 

— 

103-4 

— 

216  0 

43 

189-7 

201-3 

369-2 

417-7 

85 

— 

102-2 

— 

213-5 

44 

185-4 

196-7 

360-9 

408-4 

86 

— 

101-1 

— 

211-1 

45 

181-2 

192-3 

3530 

399-5 

87 

— 

— 

— 

208-7 

46 

177-3 

1881 

345-4 

391-0 

88 

— 

— 

— 

206-4 

47 

173-5 

184-1 

338-1 

382-8 

89 

— 

— 

— 

204-1 

48 

169-9 

180-3 

331-2 

374-9 

90 

— 

— 

— 

201-9 

49 

166-4 

176-7 

324-5 

367-3 

91 

— 

— 

— 

199-7 
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6.    Gerrard's  Cyano-cupric  Process. 

This  process  {Year  Book  Pharm.  1892,  400),  as  imprbved  by 
Geuard  and  A.  H.  Allen,  has  proved  a  valuable  addition  to  the 
■processes  of  titration  based  on  the  reducing  power  of  glucose.  It 
has  the  advantage  over  Pavy's  method  in  causing  no  evolution  of 
ammonia;  moreover,  the  reduced  solution  is  reoxidized  so  slowly 
that  titration  may  even  be  conducted  in  an  open  dish  with  reasonable 
expedition.  The  process  is  based  on  the  foUowing  facts : — When 
a  solution  of  potassium  cyanide  is  added  to  a  solution  of  copper 
sulphate  a  colourless  stable  double  cyanide  of  copper  and  potassium 
is  formed,  thus  : — 

CuS04+4KCy  =  CuCy2,2KCy  +  K2SO^.      . 

This  salt  is  not  decomposed  by  alkalies,  hydrogen  sulphide,  or 
ammonium  sulphide.  If  potassium  cyanide  be  added  to  Fehlihg's 
solution  the  latter  is  decolourized,  the  above  double  salt  being  folrmed 
at  the  same  time,  and  if  the  colourless  solution  be  boiled  with  glucose 
no  cuprous  oxide  is  precipitated.  If  there  be  present  excess  of 
Fehling's  solution  over  the  amount  capable  of  being  decolourized 
by  the  potassium  cyanide,  the  mixture  is  blue,  and  when  it  is  boiled 
with  a  reducing  sugar  the  extra  portion  is  reduced,  but  no  cuprous 
oxide  is  precipitated,  the  progress  of  the  reduction  being  marked  by 
ithe.  gradual  and  final  disappearance  of  the  colour  of  the  solution,  just 
as  in  Pavy's  process. 

'  Peocess  or  Titration:  10  c.c.  of  fresh  Pehling's  solution,  or  5  c.c.  of 
each  of  the  consistent  solutions  are  diluted  with  40  c.c.  of  water  in  a  porcelain 
dish  and  heated  to  tolling.  An  approximately  5  per  cent,  solution  of  potassium 
cyanide  is  added  very  cautiously  from  a  hurette  or  pipette  to,  the  still  boiling  and 
well  agitated  blue  liquid,  till  the  colour  is  just  about  to  disappear.  Excess  of 
'  cyanide  must  be  carefully  avoided.* 

10  c.c.  of  Pehling  solution  are  now  accurately  measured  into  the  dish,  and 
the  sugar  solution  (of  about  J  per  cent,  strength  glucose)  run  in  slowly  from  a 
burette  with  constant  stirring  and  ebullition,  till  the  blue  colour  disappears. 
Only  the  second  measure  of  Pehrling's  solution  suffers  reduction.  The  volume 
of  sugar  solution  run  in  contain^  0'05  gm.  of  glucose. 

Some  technical  applications  of  these  Solutions  to 
mixtures  of  various  Sugars. 

It  cannot  be  claimed  for  these  estimations  that  they  are  absolutely 
■Bxkct ;  but  with  care  and  practice,  accompanied  with  uniform  conditions, 
they  are  probably  capable  of  the  best  possible  results  whatever  methods 
may  be  used. 

Cane  Sugar,  Grape  Sugar,  and  Dextrine  (Biard  and  Pellet, 
Z.  a.  C.  xxiv.  275).  The  solution  containing  these  three  forms  is  first  titrated 
■with  the  usual  Pehling  solution  for  grape  sugar.  A  second  portion- is  boiled 
with  acetic  acid  (which  only  inverts  cane  sugar)  and  titrated.  Pinally,  a  third 
portion  is  completely  inverted  with  sulphuric  acid  and  titrated.  The  difference 
of  the  first  and  second  titrations  gives  the  cane  sugar,  and  that  of  the  second  and 
third  the  dextrine. 

*  As  the  double  cyauide  EOlutlon  keeps,  for  some  time., a  stock  niay  be  made  up,  so, that 
SO  cic.  contain  10  e.o.  of  Fehling's  soliition,  and  that  volume  taken  for  each  titraliidn, 
'iu^ead  of  going  through  the  process;of  eiactidecQlourizatioa^every  time,  '   ; ;  .■,  i    ,'.  r 
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Milk  and  Cane  Sugar. — If  the  estimation  of  milk  sugar  is  alone 
required,  and  by  the  usual  Fehling  solution,  the  casein  and  albumen  must  be 
first  removed.  Acidify  the  liquid  with  a  few  drops  of  acetic  acid,  warm  until 
coagalation  is  effected,  and  filter.  Boil  the  filtrate  to  coagiilate  the  albumen. 
Miter  again,  and  neutralize  with  soda  previous  to  treatment  for  sugar  by  the 
copper  test.  The  number  of  o.c.  of  Pehling'  s  solution  required,  multiplied  by 
0'006786,  will  give  the  weight  of  milk  sugar  in  grams.  Direct  estimation  by 
Pavy-Fehling  is  preferable  to  this  method.  Cane  sugar  in  presence  of  milk 
sugar  may  be  estimated  as  follows : — Dilute  the  milk  to  ten  times  its  bulk, 
having  previously  coagulated  it  with  a  little  citric  acid,  filter,  and  make  up 
to  a  definite  volume,  titrate  a  portion  with  Pavy-Pehling  solution,  and  note 
the  result.  Then  take  100  c.c.  of  the  filtrate,  add  2  gm.  of  citric  acid,  and  boil 
for  10  minutes,  cool,  neutralize,  make  up  to  200  c.c,  and  titrate  with  copper 
solution  as  before.  The  difference  between  the  reducing  powers  of  the  solutions 
before  and  after  conversion  is  due  to  the  cane  sugar,  the  milk  sugar  not  being 
affected  by  citric  acid. 

Stokes  and  Bodmer  {Analyst  x.  62)  have  experimented  largely  on  this 
method,  and  with  satisfactory  results.  The  plan  adopted  by  them  is  to  use 
40  CO.  of  Pavy-Pehling  liquid  (=0"02  gm.  glucose),  and  to  dilute  the  sugar 
solution  (without  previous  coagulation),  so  that  from  6  to  12  co.  are  required 
for  reduction.  By  using  a  screw-clamp  on  the  rubber  burette  tube,  the  sugar 
solution  is  allowed  to  drop  into  the  boiling  liquid  at  a  moderate  rate.  If  CujO 
should  be  precipitated  before  the  colour  (fisappears,  a  fresh  trial  must  be  made, 
adding  the  bulk  of  the  sugar  at  once,  then  finishing  by  drops.  If,  on  the  other 
hand,  the  sugar  has  been  run  in  to  excess,  which  owing  to  the  rather  slow 
reaction  is  easily  done,  fresh  trial  must  be  again  made  until  the  proper  point  is 
reached;  this  gives  the  milk  sugar.  Meanwhile  a  portion  of  the  mixed  sugar 
solution  is  boiled  with  2  per  cent,  of  citric  acid,  neutralized  with  NHj  made  up 
to  double  its  original  volume,  and  titrated  as  before. 

These  operators  have  determined  the  reducing  action  of  mUk,  cane, 
and  grape  sugar  on  the  Pavy-Fehling  liquid,  the  result  being  that 
100  lactose  represents  respectively  52  glucose,  or  49 '4  sucrose. 

In  a  recent  paper  by  F.  W.  Richardson  and  A.  Jaf  f  6  (/.  »S'.  C.  I. 
xxiii.  309)  they  state  that  the  copper  method  of  estimating  mixtures 
of  sugars  in  milk  are  practically  valueless,  having  obtained  far  more 
consistent  results  by  polarimetric  methods. 

SULPHUR, 

S  =  3^. 

Estimation  in  Pyrites,  Ores,  Residues,  etc. 

1.    Alkalimetric  Method  (Pelouze). 

§  76.  This  process,  designed  for  the  rapid  estimation  of  sulphur 
in  iron  and  copper  pyrites,  has  hitherto  been  thought  tolerably 
accurate,  but  experience  has  shown  that  it  cannot  be  relied  upon 
except  for  rough  teclinical  purposes. 

The  process  is  based  on  the  fact,  that  when  a  sulphide  is  ignited 
with  potassium  chlorate  and  sodium  carbonate,  the  sulphur  is  converted 
entirely  into  sulphuric  acid,  which  expels  its  equivalent  proportion  of 
carbonic  acid  from  the  soda,  forming  neutral  sodiiun  sulphate ;  if 
therefore  an  accurately  weighed  quantity  of  the  substance'^  be  fused 
with  a  known  weight  of  pure  sodium  carbonate  in  excess,  and  the 
resulting  mass  titrated  with  normal  acid,  to  find  the  quantity  of 
unaltered  carbonate,  the  proportion  of  sulphur  is  readily  calculated 
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from  the  difference  between  the  volume  of  normal  acid  required  to 
saturate  the  original  carbonate,  and  that  actually  required  after  the 
ignition. 

^  It  is  advisable  to  take  1  gm.  of  the  finely  levigated  pyrites,  and 
5'3  gm.  of  pure  sodium  carbonate  for  each  assay ;  and  as  5 "3  gm. 
of  sodium  carbonate  represent  100  o.c.  of  normal  sulphuric  acid,  it 
is  only  necessary,  to  subtract  the  number  of  c.c.  used  after  the 
ignition  from  100,  and  multiply  the  remainder  by  0'016,  in  order 
to  arrive  at  the  weight  of  sulphur  in  the  1  gm.  of  pyrites,  and  by 
moving  the  decimal  point  two  places  to  the  right,  the  percentage 
is  obtained. 

Example  :  1  gm.  of  finely  gromid  PeS^  was  mixed  intimately  with  5'3  gm. 
sodium  carbonate,  and  about  7  gm.  each  of  potassium  chlorate,  and  decrepitated 
sodium  chloride,  in  powder;  then  introduced  into  a  platinum  crucible,  and 
gradually  exposed  to  a  dull  red  heat  for  ten  minutes ;  the  crucible  suffered  to 
cool,  and  warm  water  added;  the  solution  so  obtained  was  brought  on  a 
moistened  filter,  the  residue  emptied  into  a  beaker  and  boiled  with  a  large 
quantity  of  water,  brought  on  the  filter,  and  washed  with  boiling  water  till  all 
soluble  matter  was  removed;  the  filtrate  coloured  with  methyl  orange,  and 
titrated.  67  c.c.  of  normal  acid  were  required,  which  deducted  from  100,  left 
33  o.c. ;  this  multiplied  by  0'016  gave  0'528 gm.  or  528  per  cent.  S. 

Burnt  Pyrites. — ^The  only  satisfactory  volumetric  method  of 
estimating  the  sulphur  in  the  residual  ores  of  p3rritesi  is  that 
described  by  Watson  (/.  S.  G.  I.  vii.  305),  and  which  is  in  daily 
use  in  large  alkali  works.  In  order  to  avoid  calculation,  Watson 
adopts  the  following  method  : — 

Standard  hydrochloric  acid. — 1  c.c.  =0'02  gm.  KagO. 

Sodium  bicarbonate. — This  may  be  the  ordinary  commercial  salt, 
but  its  exact  alkalinity  must  be  ascertained  by  the  standard  acid. 
Where  a  number  of  analyses  are  being  made,  a  good  quantity  of 
the  salt  should  be  well  mixed,  and  kept  in  a  stoppered  bottle.  Its 
exact  alkaUnity  having  been  once  determined  it  will  not  alter,  though 
daily  opened. 

Method  of  Peocediiee  :  2  gm.  of  bicarbonate  is  placed  in  a  crucible  which 
may  be  either  of  platinum,  porcelain,  or  nickel,  and  to  it  is  added  5'16  gm.  of  the 
finely  poTfdered  ore,  then  intimately  mixed  with  a  flattened  glass  rod.  Heat 
gently  over  a  Bunsen  burner  for  5  or  10  minutes,  and  break  up  the  mass  with 
a  stout  copper  wire.  After  stirring,  the  heat  is  increased  and  continued  for 
10  or  15  minutes.  The  crucible  is  then  washed  out  with  hot  water  into  a  beaker. 
The  mixture  is  boiled  for  15  minutes,  filtered  into  a  flask,  the  residue  washed 
repeatedly  with  hot  water,  then  cooled  and  titrated  with  the  standard  acid,  using 
methyl  orange  as  indicator. 

Example:  2  gm.  of  the  bicarbonate  originally  required  37 '5  c.c.  of  acid. 
After  ignition  with  the  ore,  28  c.c.  were  required =9'5  c.c,  this  divided  by 
5  will  give  1-9,  which  is  the  percentage  of  total  sulphur  in  the  ore. 

This  total  sulphur  includes-  that  which  exists  as  soluble  sulphide, 
and  which  is  not  available  for  acid  making.  In  order  to  find 
the  amount  of  this  soluble  sulphur,  Watson  boils  5'16  gm.  of  the 
ore  with  5  c.c.  of  standard  sodium  carbonate  (1  c.c.  =  0'05  gm.  NajO) 
diluted  with  water,  for  15  minutes.  After  filtering  and  washing,  the 
filtrate   is   titrated   with   the   standard   hydrochloric   acid,   and    the 
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idifference  between  the  Volume  used  and  that  which  was  originally 
required  for  5  c.c.  of  the  soda  solution  is  divided  hy  5,  as  in  the 
case  of  the  former  process,  which  gives  at  once  the  percentage  of 
Sulphxir  existing  in.  the  ore  in  a  soluble  form.  The  results  are  not 
absolutely  exact,  but  quite  near  enough  to  guide  a  manufacturer  in 
the  working  of  the  furnaces.  , 

This  method  is  not  available  for  unburnt  pyrites. 

2.    Estimation  of  Sulphur  in  Coal  Gas. 

A  most  convenient  and  accurate  process  for  this  estimation  is  that 
of  Wildenstein  (§  77.2).  The  liquid  produced  by  burning  the 
mea,sured  gas  in  a  Letheby  or  Vernon  Harcourt  apparatus  is  well 
mixed,  and  brought  to  a  definite  volume ;  a  portion  representing 
a  known  number  of  cubic  feet  of  gas  is  then  poured  into  a  glass, 
porcelain,  or  platinum  basin,  acidified  slightly  with  HCl,  heated  to 
boiling,  and  a  measured  excess  of  standard  barium  chloride  added ;  the 
excess  of  acid  is  then  cautiously  neutralized  with  ammonia  (free  from 
carbonate),  and  the  excess  of  barium  ascertained  by  standard  potassium 
chromate  exactly  as  described  in  §  77.2. 

The  usual  method  of  stating  results  is  in  grains  of  sulphur  per 
100  cubic  feet  of  gas.  This  may  be  done  ,very  readily  by  using 
semi-normal  solutions  of  barium  chloride  and  potassium  chromate  on 
the  metric  system,  and  multiplying  the  number  of  c.c.  of  barium 
solution  required  with  the  factor  0'1234,  which  at  once  gives  the 
amount  of  sulphur  in  grains. 

3.    Estimation  of  Sulphur  in  Sulphides  decomposable  by 
Hydrochloric  or  Sulphuric  Acids  CWeil). 

,  This  process,  communicated  to  me  by  M.  Weil,  is  based  on  the 
fabt  that,  in  the  case  of  sulphides  where  the  whole  of  the  sulphur  is 
given  off  as  HjS  by  heating  with  HCl  or  HjSO^,  the  H2S  may  be 
evolved  into  an  excess  of  a  standard  alkaline  copper  solution.  After 
the  action  is  complete,  the  amount  of  Cu  left  unreduced  is  estimated 
by  standard  stannous  chloride.  The  method  is  available  for  the 
sulphides  of  lead,  antimony,  zinc,  iron,  etc.  Operators  should 
consult  and  practise  the  methods  described  in  §  58.5,  in  order  to 
become  accustomed  to  the  special  reaction  involved. 

Method  of  Peocedueb  :  From  1  to  10  gm.  of  material  (according  to  its 
riclmess  in  sulphur)  in  the  finest  state  of  division,  are  put  into  a  long-necked  flask 
of  about  200  0.0.  capacity,  to  which  is  fitted  a  bent  delivery  tube,  so  arranged  as 
to  dip  to  the  bottom  of  a  tall  cylinder,  containing  50  or  100  0.0.  of  standard 
copper  solution  made  by  dissolving  39'523  gm.  of  cuprip  sulphate,  200  gm.  of 
Eochelle  salt,  -and  125  gm.  of  pure  caustic  soda  in  water,-  and  diluting  to  1  liter 
(10  c.o.  =  0"l  gm.  Cu).  When  this  is  ready,  a  few  pieces  of  granulated  zinc  are 
3,dded  to  the  sulphide.  75  c.o.  of  strong  BLCl  are  then  poured  over  them,  the 
cork  with  delivery  tube  immediately  inserted,  connected  with  the  copper  solution, 
and  the  flask  heated  on  a  sand-bath  until  all  evolution  of  HjS  is  ended.  The 
blue  .solution  and  black  precipitate  are  then  brought  on  a  filter,  filtrate  and 
washings  collected  in  a  200  or  250  c.o.  flask,  and  diluted  to  the  mark ;  20  c.c.  of 
■the  clear  hhie  liquid  are  then  measured  into  a  boiling  flask;  and  evaporated  to 
.10  or  15  c.c.'  .Z5  to  50  0.0.  of  strong  HCl  are  them  added,; and  the  standard  tin 
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solution  dropped  in  while  boiling,  until  the  blue  gives  place  to  a  clear  pure 
yellow. 

Each  c,c.  of  standard  copper  solution-  represents  0'50393  gm.  of 
sulphur.  The  addition  of  the  granulated  zinc  facilitates  the  liberation 
of  the  HgS,  and  sweeps  it  out  of '  the  flask ;  moreover,  in  the  case  of 
dealing  with  lead  sulphide,  which  forms  insoluble  lead  chloride,  it 
materially  assists  the  decomposition.  Alkaline  tartrate  solution  of 
copper  may  be  used  in  place  of  ammoniacal  solution  if  so  desired. 

Examples  (Weil) :  1  gm.  of  galena  was  taken,  and  the  gas  delivered  into 
50  c.c.  of  standard  copper  solution  (=0'5  gm.  Cu).  After  complete  precipitation 
the  blue  liquid  was  diluted  to  200  o.o.  20  c.c.  of  this  required  12"5  c.c.  of 
stannous  chloride,  the  titre  of  which  was  16'5  c.c.  for  0'04  gm.  Cu.  Therefore 
16-5  :  0-04 :  :  12-5  ••  0-0303.  Thus  200  c.c.  (  =  1  gm.  galena)  represent  0-303  gm.Cu. 
Then  0-5  gm.  Cu,  less  0-303=0-197  gm.  for  1  gm.  galena  or  19-7  for  100  gm, 
Consequently  19-7  x  0-50393=9-92  per  cent.  S.  Estimation  by  weight  gave 
9-85  per  cent.  Again,  1  gm.  zinc  sulphide  was  taken  with  100  c.c.  copper 
solution  and  made  up  to  253  o.o.,  25  c.c.  of  "which  required  14-3  c.c.  of  same 
stannous  chloride,  or  143  c.c.  for  the  1  gm.  sulphide.  This  represents 
0-347  gm.  Cu.  Thus  1—0-347=0-653  gm.  Cu  (precipitated  as  CuS)  or  65-3  per 
100.  Consequently  65-3x0-50393  =  32-1  per  cent.  S.  Control  estimation  by 
weight  gave  33  per  cent. 

The  process  has  given  me  good  technical  results  with  Sb2S3,  but 
the  proportion  of  sulphur  to  copper  is  too  great  to  expect  strict 
accuracy, 

4.    Estimation  of  Alkaline  Sulphides  by  Standard 
Zinc  Solution. 

This  method,  which  is  simply  a  counterpart  of  §  84.3,  is  especially 
applicable  for  the  technical  determination  of  alkaUne  sulphides  in 
impure  alkalies,  mother-liquors,  etc. 

If  the  zinc  solution  be  made  by  dissolving  3-253  gm.  of  pure 
metallic  zinc  in  hydrochloric  acid,  supersaturating  with  ammonia,  and 
diluting  to  1  liter,  1  c.c.  will  respectively  indicate — 

0-0016  gm.  Sulphur 
0-0039     „    Sodium  sulphide 
0-00551  „    Potassium  sulphide 
0-0034     „    Ammonium  sulphide. 

The  zinc  solution  is  added  from  a  burette  until  no  dark  colour  is 
shown  when  a  drop  is  brought  in  contact  with  solution  of  nickel 
sulphate  spread  in  drops  on  a  white  porcelain  tile. 

5.    Sulphurous  Acid  and  Sulphites. 

The  difficulties  formerly  presented  in  the  iodometric  analyses,  of 
these  substances  are  now  fortunately  quite  overcome  by  the  modifi- 
cation devised  by  Giles  and  Shearer  (/.  S.  C..I.  Hi.  197  and  iv. 
303).  A  valuable  series  of  experiments  on  the  estimation  -of  SOg, 
either  free  or  combined,  are  detailed  in  these  papers.  The  modification 
is  both  simple  and  exact,  and  consists  in  adding  the  weighed  SOg  or 
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the  sulphite  in  powder  to  a  measured  excess  of  ^/lo  iodine  without 
dilution  with  water,  and  when  the  decomposition  is  complete,  titrating  • 
back  with  ^/lo  thiosulphate.  Very  concentrated  solutions  of  SOg  are 
cooled  by  a  freeziag  mixture,  and  enclosed  in  thin  bulbs,  which  can  be 
broken  under  the  iodine  solution  ;  this  is,  however,  not  required  with 
the  ordinary  preparations.  Sulphites  and  bisulphites  of  the  alkaHes 
and  alkaline  earths,  also  zinc  and  aluminium,  may  all  be  titrated  in 
this  way  with  accuracy ;  the  less  soluble  salts,  of  course,  requiring 
more  time  and  agitation  to  ensure  their  decomposition.  A  preliminary 
titration  is  first  made  with  a  considerable  excess  of  iodine,  and  a 
second  with  a  more  moderate  excess  as  indicated  by  the  first  trial. 
1  ex.  ^/lo  iodine  =  0-0032  gm.  SOj. 

The  authors  found  that  when  perfectly  pure  iodine  and  neutral 
potassium  iodide  were  used  for  the  standard  solution,  its  strength 
remained  intact  for  a  long  period ;  and  the  same  with  the  thiosulphate, 
if  the  addition  of  about  2  gm.  of  potassium  bicarbonate  to  the  liter  was 
made,  and  the  stock  solution  kept  in  the  dark. 

From  a  large  number  of  experiments,  they  also  deduced  the  simple 
law  of  the  ratio  between  any  given  percentage  of  SOj  in  aqueous 
solution  at  15'4°  and  760  m.m.,  and  its  specific  gravity;  namely,  the 
percentage  found  by  titration  multiplied  by  0'005  and  added  to  unity 
gives  the  sp.  gr. 

In  cases  where  the  iodine  method  may  not  be  suitable,  W.  B. 
Giles  recommends  the  use  of  a  standard  ammoniacal  sUver  nitrate. 
This  process  is  applicable  alike  to  SOj,  sulphites  and  bisulphites. 
The  silver  solution  may  conveniently  be  of  ^/lo  strength,  but  before 
use  ammonia  is  added  in  sufficient  quantity,  first  to  produce  a 
precipitate  of  silver  oxide,  then  to  dissolve  it  to  a  clear  solution.  A 
known  excess  of  this  solution  is  digested  in  a  closed  bottle,  with  the 
substance,  in  a  water-bath  for  some  hours,  the  result  of  which  is  the 
reduction  of  the  silver  as  a  bright  mirror  on  the  sides  of  the  vessel. 
The  filtered  liquid  and  washings  may  then  be  titrated  by  thiocyanate 
for  the  excess  of  silver,  or  the  mirror  together  with  any  collected  on 
the  filter  after  washing  and  burning  to  ash  may  be  dissolved  in  nitric 
acid  and  estimated  by  the  same  process  (§  43).  1  c.c.  ^/lo 
silver  =  0-0032  gm.  of  SOg. 

Example  :  0'1974  gm.  of  chemically  pure  potassium  metasulphite  was  weighed 
out  and  treated  as  abqve  described,  the  mirror  of  silver  and  a  little  on  the  filter 
estimated  gave  0'1918  gm.  of  metallic  silver,  which  multiplied  by  the  factor 
1-028  gives  0-19717  of  metasulphite  or  999 %. 

This  method  is  very  useful  in  determining  the  percentage  of  the  SOj 
in  liquefied  sulphurous  acid,  which  is  now  found  in  large  quantities  in 
commerce.  By  cooling  down  this  substance  to  a  point- where  it  has  no 
tension,  small  bulbs  can  be  filled  with  facility  and  sealed  up.  After 
weighing  they  are  introduced  into  a  loeZZ-stoppered  bottle  containing 
an  excess  of  the  ammoniacal  silver,  and  the  stopper  firmly  secured  by 
a  clamp.  By  shaking  the  bottle  vigorously  the  bulb  is  broken,  and 
the  estimation  is  then  conducted  as  above  described. 

AgjON^Os  +  SO2  +  xNHg  =  Ag2  +  8O3  +  N^Oj  +  xNHg. 
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6.     Estimation  of  Mixtures  of  Alkaline  Sulphides, 
SulphiteSj  Thiosulphates,  and  Sulphates. 

The  estimation  of  the  above-mentioned  substances  when  existing 
together  in  any  given  solution  presents  great  difficulty.  Richardson 
and  Aykroyd  (/.  S.  C.  I.  xv.  171)  have,  however,  published  a  method 
which  seems  to  give  fairly  accurate  results. 

The  estimation  of  the  SOg  in  such  a  mixture  cannot  be  done 
volumetrically,  but  by  the  addition  of  about  5  gm.  of  tartaric  acid  to 
such  a  quantity  of  solution  of  mixed  thiosulphate,  sulphate,  and 
sulphite  as  would  be  usually  taken  for  analysis,  the  SOg  may  be 
precipitated  with  barium  chloride  in  the  cold.  The  precipitate  of 
BaSO^  contains  some  barium  sulphite,  but  this  is  easily  removed  by 
hot  dilute  HCl  and  boiling  water.  The  thiosulphate  produces  no  SOg 
whatever  under  these  circumstances,  whereas  in  the  presence  of  a 
mineral  acid,  sulphate  is  always  produced. 

The  sulphides  are  estimated  by  standard  ammoniacal  zinc  solution, 
which  may  conveniently  be  of  such  strength  that  1  c.c.  =  0'0016  of  S, 
using  nickel  sulphate  solution  as  an  external  indicator. 

This  zinc  solution  is  easily  made  from  pure  metallic  zinc  dissolved 
in  HCl,  and  the  precipitate  which  is  formed  by  adding  ammonia,  is 
brought  into  clear  solution  by  a  moderate  excess  of  the  same  re-agent. 

The  zinc  solution  is  also  used  for  removing  sulphides  from  a  mixture 
of  these  with  thiosulphates,  sulphites,  and  sulphates  prior  to  the 
estimation  of  the  latter  bodies.  In  this  case  it  is  only  necessary  to 
add  a  slight  excess  of  the  zinc  solution,  and  filter  off  the  precipitated 
sulphide. 

The  authors  of  this  method  after  pointing  out  the  value  of 
Giles  and  Shearer's  method  of  estimating  sulphites  by  iodine 
just  described,  mention  a  method  devised  by  themselves,  which 
enables  them  to  estimate  not  only  sulphites  but  free  SOg,  not  only 
in  a  pure  state  but  in  mixtures  with  sulphates,  thiosulphates,  and 
sulphides.  They  avail  themselves  of  the  well-known  reaction,  that 
when  iodine  is  added  to  a  neutral  sulphite,  neutral  sulphate  and  an 
equivalent  amount  of  hydriodic  acid  are  formed. 

Na^SOg  +  \  +  HgO  =  NaaSO^  +  2HI, 
and   the   acidity   of    the   solution   may  be  accurately  measured   by 
standard  alkali  and  methyl  orange. 

The  authors  state  that  the  best  plan  is  to  convert  all  sulphites  to 
bisulphites,  i.e.,  to  the  hydrogen  sulphite  of  the  base  ;  this  is  necessary 
because  a  sulphite  may  be  alkaline,  or  it  may  be  exclusively  acid. 
Sodium  bisulphite  is  quite  neutral  to  methyl  orange,  and  by  titrating 
the  solution  of  a  neutral  sulphite  with  ^/lo  sulphuric  acid,  using 
methyl  orange,  a  point  occurs  when  all  the  sulphite  is  converted  into 
the  acid  sulphite.  The  reason  for  this  is  patent  when  the  reaction 
which  takes  place  when  an  acid  sulphite  acts  upon  iodine  is 
considered — 

NaH.SOg  +  OH2  -h  I2  =  NaH.SO^  +  2HI. 

Here  is  a  new  factor,  inasmuch  as  the  titration  with  alkali  and  with 

.  methyl  orange  as  indicator  is  concerned ;  although  the  acid  sodium 
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sulphite  is  neutral  to  methyl  orange,  the  acid  sodium  sulphate  is  acid 
to  the  full  and  exact  extent  of  its  combining  power. 
.    Thus  one  molecule  of    sodium  bisulphite,   on  titration  with  ^/lo 
iodine,  liberates  acid    equivalent  to  three  molecules  of    sodium  or 
potassium  hydrate. 

BxAMPLB :  A  solution  containing  1'62  per  cent,  of  NajSOs.TAq  was  titrated. 
Iodine  solution  equivalent  to  9'5  o.o.  ^/lo  I;  299  c.o.  were  required;. the 
mixture  required  14'6  c.o.  of  ^jxo  NaHO.  Now  95  o.o.  ^/lo  I  and  14'6  o.o. 
^/lo  NaHO  are  in  the  ratio  of  2  :  3  almost  exactly;  hy  using  0'0126  as  the 
factor  for  the  o.o.  of  ^/^g  I  and  0-084  for  the  ^/ic  NaHO,  both  results  give  1-64 
per  cent,  of  NajSOs.^Aq.  (Of  course  the  sulphite  solution  had  been  previously 
titrated  with  ^/lo  H2SO4  in  the  presence  of  methyl  orange.) 

As  the  details  of  calculation  may  be  somewhat  obscure  to  those  who  have  not 
experimented  in  this  direction,  the  working  out  of  an  actual  analysis  is  of 
interest.  A  solution  containing  1  per  cent,  of  pure  sodium  thiosulphate,  and  0'79 
per  cent,  of  sodium  sulphite,  was  titrated  upon  20  o.o.  of  iodine ;  19'3  c.o.  were 
required  to  decolorize ;  to  neutralize  with  methyl  orange  as  indicator  17'9  c.o.  of 
?'^/io  soda  were  required ;  therefore  100  c.o.  of  the  mixture  required  1036  c.c. 
iodine  and  927  c.o.  of  ^/lo  soda  respectively;  the  c.c.  of  soda  x 00084  give 
0-7787  as  the  percentage  of  Na2S03.7Aq,  and  this  flgure-i-0-0126  (the  factor  fof 
1  c.c.  iodine  in  NasjSQ3.7Aq)  gives  61-8  c.c,  and  this  subtracted  from  103-6  c.o. 
of  total  iodine  required  gives  41-8  0.0,,  and  this  x  0-0248  gives  1-036  instead  of 
■  1  per  cent,  of  Na^SjOs.SAq. 

The  advantage  of  this  method  is  better  seen  in  the  case  of 
a  complex  mixture,  where  one  must  remove  sulphides  or  other  bodies 
by  the  addition  of  an  alkaline  solution  of  zinc  or  other  precipitating 
agent.  The  alkaline  filtrate  is  speedily  brought  into  a  suitable 
condition  for  iodimetric  and  alkalimetric  titration  by  the  method 
proposed. 

Example  :  A  solution  of  known  amounts  of  sodium  thiosulphate  and  sulphite 
was  treated  with  10  c.o.  of  a  strongly  ammoniaoal  zinc-chloride  solution,  and  the 
mixture  was  titrated  with  it  until  it  gave  a  neutral  reaction  with  methyl  orange ; 
it  was  now  made  to  1000  c.c,  and  was  titrated  upon  a  known  volume  of  ^/lo 
iodine,  using  starch  to  find  the  end-reaotion  (which  is  otherwise  somewhat 
obscured  by  the  methyl  orange.).  The  disappearance  of  the  blue  colour  and  the 
appearance  of  the  pinkish-purple  of  the  acidified  methyl  orange  is  both  interesting 
and  striking.  Titration  with  ^/lo  NaHO  was  now  easily  accomplished.  The 
results  were  exact  in  the  case  of  thiosulphate,  and  very  slightly  in  excess  in  the 
case  of  sulphite. 

After  the  sulphite  and  thiosulphate  solution  has  been  titrated  upon 
a  known  volume  of  *'/io  iodiae,  the  sulphate  formed  is  estimated  by 
barium  at  a  boiling  heat  in  the  presence  of  a  little  dilute  HCl.  Any 
.sulphate  in  the  original  solution  is,  of  course,  estimated  by  the  tartaric 
acid  method  and  deducted  from  the  result.  Ammonium  tartrate  must 
be  avoided  in  the  process,  owing  to  its  solvent  action  on  barium 
sulphate. 

On  page  79  this  method  is  alluded  to  as  modified.  What  is  meant 
is  that  the  process  is  only  strictly  applicable  in  the  absence  of  organic 
matter.  When  that  is  present  it  is  preferable  to  use  the  iodine 
process  as  follows  : — 

(1)  Total  Iodine  value  of  solution ='3.28 +  '3.^803 +  'B.^S.203  determined  by 
running  known  volume  of  solution  into  excess  of  ^/lo  iodine  acidified  with 
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hydrooUoric  acid  and   bringing   back   with  n^j^^  thiosulphate.      This  gives 
A  =  HjS  +  H2SO3  +  H2S2O3  accurately  without  loss. 

(2)  Iodine  value  of  HjS. — Add  excess  of  ammoniaoal  zinc  chloride,  filter; 
wash ;  wash  ZnS  into  ^/lo  iodine  and  hydrochloric  acid  (as  described  on 
page  78).  This  gives  B  =  H2S  accurately.  Then  A-B  gives  A2SO3  +  H2S1JO3 
accurately. 

(3)  Iodine  value  of  H2S2O3.' — To  filtrate  from  B  add  acid  to  exactly 
neutralize  with  methyl  orange  indicator.- 

Then  titrate  with  iodine  and  starch  C  =  H2S2O3  +  H2SO3  in  filtrate 

Then  with  ^/lo  alkali  ,,  f  alkali  ^f/io  I>=  H:2S03 

The  f  ^/lo  alkali  used=iodine  equivalent  of  H2SO3  in  the  filtrate  (not  in  the 
original  solution,  as  oxida,tion  occurs  in  filtration)  accurately. 

And  C  —  D  =  1128203  accurately. 

(4)  Iodine  value  of  H2SO3, — Got  by  difference 

H2S03)-H2S203=A— B  accurately 

H^SO^  ^    A-B-(C-D)       „ 

The  procedure,  so  modified,  is  to  obtain  the  sulphurous  acid  by 
difference  in  place  of  directly.  Thiosulphate  suffers  no  appreciable 
oxidation  on  filtration ;  sulphite  does.  Hence  by  determining  thio- 
sulphate and  sulphide  accurately  sulphite  is  got  by  difference 
accurately.  This  difference  figure  is  always  rather  higher  than  the  one 
deduced  acidimetrically  (D,  above.) 

Another  series  of  processes  for  ascertaining  the  proportions  of 
mixtures  of  sulphuretted  hydrogen,  sulphurous  and  thiosulphuric  acids, 
have  been  worked  out  by  W.  Feld  {Die.  Ghem.  Ind.  1898,  372).  The 
methods  described  are  applicable  to  the  alkali  or  alkaline  earth  salts 
of  the  above  acids,  even  when  present  in  small  quantities. 

(1)  Sulphides. — Alkali  or  alkaline  earth  sulphides  evolve  the  whole  of  their 
sulphur  as  H.^S  when  boiled  with  a  concentrated  solution  of  magnesium  chloride 
in  an  atmosphere  of  00^.  The  powdered  and  moistened  sample  is  placed  in  a 
300  CO.  Brlenmeyer  flask  provided  with  a  doubly-bored  rubber  stopper. 
Through  one  hole  a  small  tap-funnel  passes  to  the  bottom  of  the  flask,  through 
the  other  a  glass  tube  leads  to  four  sets  of  potash-bulbs  in  series.  The  last  of 
;these  is  connected  to  a  10-liter  bottle  acting  as  aspirator.  The  neck  of  the  tap- 
funnel  is  connected  to  a  supply  of  CO2,  which  must  have  no  action  on  a  solution 
of  iodine.  The  first  set  of  potash-bulbs  is  empty,  the  second  and  third  contain 
rather  more  iodine  solution  than  will  suflice  to  absorb  all  the  HjS  evolved,  the 
fourth  contains  ^/lo  thiosulphate  solution,  to  take  up  any  iodine  carried  over  by 
the  CO2.  About  1  liter  of  CO2  is  first  passed,  in  order  to  displace  the  air  in  the 
apparatus,  the  tap  of  the  funnel  is  then  closed,  and  about  20  c.c.  of  25  per  cent. 
magnesium  chloride  solution  introduced.  Connection  is  now  made  to  the  supply 
of  OO2,  and  the  magnesium  chloride  solution  run  into  the  flask,  the  contents  of 
which  are  slowly  heated  to  boiling  in  a  current  of  CO2  passing  at  the  rate  of 
10  liters  in  three-quarters  of  an  hour.  The  operation  is  usually  ended  when 
5  liters  have  passed.  The  contents  of  the  potash-bulbs  are  finally  washed  out  and 
titrated ;  the  reactions  are — 

BaS  +  MgCl2  +  CO2  +  H2O  =  BaOlj  +  MgC03  +  H2S,  and  H2S  +  21  =  2HI  +  S. 

,  Test  analyses  with  BaSH.OH  +  5H2O  gave  good  results. 

>     (2)     Sulphites  are  determined  in  the  same  apparatus  and  in  the  same  way, 
hydrochloric  acid  taking  the  place  of  magnesium  chloride. 

•     (3)     Thiostjlphatbs  evolve  some  H2S  when  treated  with  hydrochloric  acid. 
The    following    method    is   found,  however,  to    give  accurate   results : — The 
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thiosulphate  is  first  converted  (by  titration  with  iodine  solution)  into 
t«trathionate.  The  solution  of  the  tetrathionate,  diluted  with  50  c.c.  of  water,  ia 
placed  in  the  flask  with  excess  of  aluminium  foil,  and  treated,  in  an  atmosphere 
of  CO2,  with  dilute  hydrochloric  acid  in  the  cold.  The  reduction  to  HjS,  which 
is  collected  as  hefore,  takes  place  quantitatively  according  to  the  equation — 

Na^SiOe  +  20HC1  +  6A1 = 2NaCl  +  SAlaCle  +  6H2O  +  4H2S. 

(4)  THiostTLPHATB  IN  PEESENCE  pF  SuLPHiTE. — This  determination  is 
made  hy  method  (3).  The  titration  with  iodine  oxidizes  the  sulphite  into 
sulphate,  which  is  not  affected  by  nascent  hydrogen. 

(5)  Sulphite  in  peesencb  of  Thiosulphate.^Exccss  of  mercuric  chloride 
is  added  to  the  substance  ;i  the  thiosulphate  is  thus  converted  into  mercuric 
sulphide — 

NajS203  +  HgCl2  +  H2O  =  Na^SQi  +  HgS  +  2HC1, 

whilst  the  sulphite  is  not  affected  and  is  determin.ed  by  (2). 

(6)  Sulphide,  Sulphite,  and  Thiosulphate. — The  sample  is  first  distilled 
with  magnesium  chloride,  as  described  in  (1).  This  gives  the  sulphide.  The 
potash-bulbs  are  then  refilled,  excess  of  mercurio  chloride  added  to  the  cold 
contents  of  the  flask,  which  are  then  distiUed  with  hydrochloric  acid  as  described 
under  (2).  This  gives  the  sulphite.  The  thiosulphate  is  determined  in  a  fresh 
sample  by  titrating  with  iodine,  by  which  the  sulphide  is  oxidized  to  sulphur  and 
the  sulphite  to  sulphate,  and  then  reducing  by  nascent  hydrogen  as  described 
under  (3). 

When,  in  addition  to  the  alkali  or  alkaline  earth  salts  of  the  acids  considered, 
the  substance  contains  polysulphides,  free  sulphur,  and  sulphides  of  the  heavy 
metals,  the  difficulties  are  much  greater,  and  the  author  is  working  for  further 
information.  In  the  meantime  he  has  obtained  satisfactory  results  as  follows : — 
Free  sulphur  is  extracted  by  carbon  bisulphide,  and  weighed  after  evaporation  of 
the  solvent.  The  sulphur  present  as  sulphide  is  then  determined  by  method  (1), 
In  this  operation  the  sulphur  of  the  polysulphides  is  evolved  partly  as  H2S,  the 
remainder  separating  in  the  free  state.  The  latter  part  is  extracted  by  carbon 
bisulphide.  If  a  sulphite  is  present,  however,  some  thiosulphate  is  formed.  The 
solution  is  now  titrated  with  iodine,  during  which  operation  the  sulphur  present 
as  ferrous  sulphide  separates  in  the  free  state  and  is  extracted  with  carbon 
bisulphide.  The  solution  is  now  treated  by  method  (3)  to  determine  the 
thiosulphate.  The  presence  of  other  polythionio  acids  introduces  an  error  here. 
In  solid  substances  sulphites  may  occur  in  presence  of  polysulphides;  in  this 
case  they  are  determined  by  treatment  with  mercuric  chloride  and  distillation 
with  hydrochloric  acid,  according  to  method  (2). 

Lunge  and  Smith's  methods  for  the  same  purpose  are  described 
in  J.  S.  G.  I.  ii.  463,  and  also  in  the  fifth  edition  of  this  book. 


SULPHURIC  ACID  AND   SULPHATES. 


Monohydrated  Sulphuric  Acid. 

H2SO 

4=98. 

Sulphuric 

Anhydride. 

SO3 

=  80. 

1.    Mohr' 

s  Method. 

§  77.  In  my  opinion  the  estimation  of  sulphuric  acid  in  most 
cases  is  more  easily  obtained  by  weight  than  by  volumetric  methods, 
but  there  are  circumstances  in  which  the  latter  are  useful.  The 
indirect  process  devised  by  C.  Mohr  [Ann.  der  Ghem.  u.  Pharm  xc. 
165)  consists  in  adding  a  known  volume  of  barium  solution  to  the 
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compound,  more  than  sufficient  to  precipitate  the  SOj.  The  excess  of 
barium  is  converted  into  carbonate,  and  titrated  with  normal  acid  and 
alkali. 

Normal  barium  chloride  is  made  by  dissolving  121-77  gm.  of  pure 
crystals  of  chloride  in  the  liter ;  this  solution  likewise  suffices  for  the 
determination  of  SOg  by  the  direct  method. 

Method  of  Peocedtjee  :  If  the  substance  contains  a  considerable  quantity 
of  free  acid,  it  must  be  brought  near  to  neutrality  by  pure  sodium  carbonate ;  if 
alkaline,  slightly  acidified  with  hydrochloric  acid ;  a  round  number  of  c.c.  of 
barium  solution  in  excess  is  then  added,  and  the  whole  digested  in  a  warm  place 
for  some  minutes :  the  excess  of  barium  is  precipitated  by  a  mixture  of  carbonate 
and  caustic  ammonia  in  slight  excess  ;  it  a  piece  of  litmus  paper  be  thrown  into 
the  mixture,  a  great  excess  may  readily  be  avoided.  The  precipitate  containing 
both  sulphate  and  carbonate  is  now  to  be  collected  on  a  filter,  thoroughly  washed 
with  boiling  water,  and  titrated. 

The  difference  between  the  number  of  c.c.  of  barium  solution 
added,  and  that  of  normal  acid  required  for  the  carbonate,  will  be  the 
measure  of  the  sulphuric  acid  present ;  each  c.c.  of  barium  solution 
is  equal  0'040  gm.  SOg. 

Example  :  2  gm.  of  pure  and  dry  barium  nitrate,  and  1  gm.  of  pure  potassium 
sulphate  were  dissolved,  mixed,  and  precipitated  hot  with  carbonate  and  free 
ammonia ;  the  precipitate,  after  being  thoroughly  washed,  gave  1'002  gm. 
potassium  sulphate,  instead  of  1  gm. 

For  technical  purposes  this  process  may  be  considerably  shortened 
by  the  following  modification,  which  dispenses  with  the  washing  of 
the  precipitate. 

The  solution  containing  the  sulphates  or  sulphuric  acid  is  first  rendered 
neutral ;  normal  barium  chloride  is  then  added  in  excess,  then  normal  sodium 
carbonate  in  excess  of  the  barium  chloride,  and  the  volume  of  both  solutions 
noted  ;  the  liquid  is  then  made  up  to  200  or  300  c.c.  in  a  flask,  and  an  aliquot 
portion  filtered  off  and  titrated  with  normal  acid.  The  difference  between  the 
terium  chloride  and  sodium  carbonate  gives  the  sulphuric  acid. 

The  solution  must  of  course  contain  no  substance  precipitable  by 
sodium  carbonate  except  barium  (or  if  so,  it  must  be  previously 
removed) ;  nor  must  it  contain  any  substance  precipitable  by  barium, 
such  as  phosphoric  or  oxalic  acid,  etc. 

2,    Titration  by  Barium  Chloride  and  Potassium 
Chromate  (Wildenstein). 

To  the  hot  solution  containing  the  SOg  to  be  estimated  (which 
must  be  neutral,  or  if  acid,  neutralized  with  ammonia,  free  from 
carbonate),  a  standard  solution  of  barium  chloride  is  added  in  slight 
excess,  then  a  solution  of  potassium  chromate  of  known  strength  is 
cautiously  added  to  precipitate  the  excess  of  barium.  So  long  as  any 
barium  remains  in  excess,  the  supernatant  liquid  is  colourless ;  when 
it  is  aU  precipitated  the  liquid  is  yellow,  from  the  free  chromate; 
d,  few  drops  only  of  the  chromate  solution  are  necessary  to  produce 
a  distinct  colour, 

Wildenstein  uses  a  barium  solution,  of  which  1  c.c,  -  0-015  gm. 
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SOg,  and  chromate  1  c.c.  =0-010  gm.  of  SOg.  I  prefer  to  use  ^/a 
solutions,  so  that  1  c.c.  of  eacH  is  equal  to  0'02  gm.  of  SOg.  If  the 
chromate  solution  is  made  equal  to  the  barium-  chloride,  the  operator 
has  simply  to  deduct  the  one  from  the  other,  in  order  to  obtain  the 
quantity  of  barium  solution  really  required  to  precipitate  all  the  SOg. 

Method  of  Peocbdtjrb  :  The  substance  or  solution  containing  SO3  is 
brought  into  a  small  flask,  diluted  to  about  SO  c.c,  acidified  if  necessary  with 
HCl,  heated  to  boiling,  and  precipitated  with  a  slight  excess  of  standard  barium 
chloride  delivered  from  the  burette.  As  the  precipitate  rapidly  settles  from  a 
boiling  solution,  it  is  easy  to  avoid  any  great  excess  of  barium,  which  would 
prevent  the  liquid  from  clearing  so  speedily.  The  mixture  is  then  cautiously 
neutralized  with  ammonia  free  from  carbonic  acid  (to  be  certain  of  this,  it  is 
well  to  add  to  it  two  or  three  drops  of  calcium  chloride  or  acetate  solution). 

The  flask  is  then  heated  to  boiling,  and  the  chromate  solution  added  in  i  c.c. 
or  so,  each  time  removing  the  flask  from  the  heat,  and  allowing  to  settle  until  the 
liquid  is  of  a  light  yellow  colour;  the  quantity  of  chromate  is  then  deducted 
from  the  barium  solution,  and  the  remainder  calculated  for  SO3. 

Or  the  mixture  with  barium  in  excess  may  be  diluted  to  100  or  150  c.c,  the 
precipitate  allowed  to  settle  thoroughly,  and  25  or  50  c.c.  of  the  clear  liquid 
heated  to  boiling,  after  neutralizing,  and  precipitated  with  chromate  until  all  the 
barium  is  carried  down  as  chromate,  leaving  the  liquid  of  a  light  yellow  colour; 
the  analysis  should  be  checked  by  a  second  titration.  The  process  has  yielded 
me  very  satisfactory  results  in  comparison  with  the  barium  method  by  weight ; 
it  is  peculiarly  adapted  for  estimating  sulphur  in  gas  when  burnt  in  the 
Let  h  eby  sulphur  apparatus,  details  of  which  will  be  found  in.  §  76.  2. 

The  presence  of  alkaline  and  earthy  salts  is  of  no  consequence — 
Zn  and  Cd  do  not  interfere — Ni,  Go,  and  Gu  give  coloured  solutions 
which  prevent  the  yellow  chromate  being  seen,  but  this  difficulty  can 
be  overcome  by  the  use  of  an  external  indicator  for  the  excess  of 
chromate.  This  indicator  is  an  ammoniacal  lead  solution,  made  by 
mixing  together,  at  the  time  required,  one  volume  of  pure  ammonia 
and  four  volumes  of  lead  acetate  solution  (1  :  20).  The  liquid  has 
an  opalescent  appearance.  To  use  the  indicator,  a  large  drop  is  spread 
upon  a  white  porcelain  plate,  and  one  or  two  drops  of  the  liquid 
under  titration  added ;  if  the  reddish-yellow  colour  of  lead  chromate 
is  produced,  there  is  an  excess  of  chromate,  which  can  be  cautiously 
reduced  by  adding  more  barium  until  the  exact  balance  occurs. 

A  variation  of  the  chromate  method  has  been  devised  by, 
Andrews  (Amer.  Chem.  Jour.  1880,  567),  which  is  especially  service- 
able for  determining  the  combined  SOg  in  alkaline  salts.  The 
method  is  strongly  recommended  by  Eeuter  (Chem.  Zeit.  1898,  357) 
as  simple  and  easy  of  execution. 

Method  op  Peoceduke  :  3  or  4  gm.  of  pure  precipitated  barium  chromate 
are  dissolved ,  in  30  c.c.  of  strong  hydrochloric  acid,  and  the  whole  is  diluted  to 
1  liter.  The  liquid  to  be  tested,  which  should  contain  about  0'07  gm.  of  SO3  as 
an  alkali  sulphate,  is  mixed  at  the  boiling  point  with  an  excess  (150  c.c.)  of  ,the 
chromate  solution  ;  the  acid  is  neutralized  with  pure  powdered  chalk,  and  the 
precipitate  is  removed  by  filtration.  After  thorough  cooling,  the  filtrate  is 
acidified  with  5  c.c.  (not  more)  of  strong  HCl,  20  c.c.  of  a  10  per  cent,  solution 
of  potassium  iodjde  are  added,  and  the  liquid  is  allowed  to  rest  for  five  minutes 
in  a  covered  beaker  and  in  an  atmosphere  of  carbonic  acid  (to  prevent  oxidation 
of  the  HI)  until  the  chromic  acid  is  entirely  reduced.  Pinally,  it  is  diluted  to 
1  or  IJ  liter,  and  titrated  quickly  with  thiosulphate ;  three,  atoms  of  iodine 
corresponding  to  1  molecule  of  SO3. 


§,  77.  SULPHURIC  ACID   AND   SULPHATES.  333 

3.     Direct  Precipitation  with  Normal  Barium  Chloride. 

Very  good  results  may  be  obtained  by  this  method  when  carefully 
performed. 

Method  of  Peocedtjee  :  The  substance  in  solution  is  to  be  acidified  with 
tydroohlorio  acid,  heated  to  boiling,  and  the  barium  solution  allowed  to  flow 
cautiously  in  from  the  burette  until  no  further  precipitation  occurs.  The  end 
of  the  process  can  only  be  determined  by  filtering  a  portion  of  the  liquid,  and 
testing  with  a  drop  of  the  barium  solution.  B sale's  filter  (shown  in  fig.  23)  is 
a  good  aid  in  this  case.  A  few  drops  of  clear  liquid  are  poured  into  a  test  tube, 
and  a  drop  of  barium  solution  added  from  the  burette  ;  if  a  cloudiness  occurs, 
the  contents  of  ike  tubes  must  be  emptied  back  again,  washed  out  into  the  liquid, 
and  more  barium  solution  added  until  all  the  SO3  is  precipitated.  It  is  advisable 
to  use  ^/lo  solution  towards  the  end  of  the  process. 

Instead  of  the  test  tube  for ,  finding  whether  barium  or  sulphuric 
acid  is  in  excess,  a  plate  of  black  glass  may  be  used,  on  which  a  drop 
of  the  clear  solution  is  placed  and  tested  by  either  a  drop  of  barium 
chloride  or  sodium  sulphate, — these  testing  solutions  are  preferably 
kept  ;in  two  small  bottles  with  elongated  stoppers.  A  still  better 
plan  is  to  spot  the  liquids  on  a  small,  mirror,  as  suggested  by 
Haddock  (C  N.  xxxix.   156) ;   the  faintest   reaction  can  then  be 

seen,  although  the  liquid  may  be  highly  coloured. 

Wildenstein  has  arranged  another  method  for 
direct  precipitation,  especially  useful  where  a  constant 
series  of  estimations  have  to  be  made.  The  apparatus 
is  shown  in  fig.  55.  A  is  a  bottle  of  900  or  1000  c.c. 
capacity,  with  the  bottom  removed,  and  made  of 
well-annealed  glass  so  as  to  stand  heating ;  B  a  thistle 
funnel  bent  round,  as  in  the  figure,  and  this  syphon 
filter  is  put  into  action  by  opening  the  pinch-cock 
below  the  cork.-  The  mouth  of  the  funnel  is  first 
tied  over  with  a  piece  of  fine  cotton  cloth,  then 
two  thicknesses  of  Swedish  filter-paper,  and  again 
with  a  piece  of  cotton  cloth,  the  whole  being  securely 
■^^-  ®^-         tied  with  waxed  thread. 

In  precipitating  I  SO3  by  barium  chloride,  there  occurs  a  point 
similar  to  the  so-called  neutral  point  in  sUver  assay,  when  in  one  and 
the  same  solution  both  barium  and  sulphuric  acid  after  a  minute  or 
two  produce  a  cloudiness.  Owing  to  this  circumstance,  the  barium 
solution  must  not  be  reckoned  exactly  by  its  amount  of  BaClg,  but 
by  its  working  effect ;  that  is  to  say,  the  process  must  be  considered 
ended  when  the  addition  of  a  drop  or  two  of  barium  solution  gives 
no  cloudiness  after  the  lapse  of  two  minutes. 

Method  op  Peoceduee  :  The  solution  containing  the  SO3  being  prepared, 
and- preferably  in  HCl,  the  vessel  A  is-  filled  with  warm  distilled  water  and  the 
pincH-oock  opened  so  as  to  fill  the  filter  to  the  bend  C ;  the  cock  is  then  opened 
and  shut  a  few  times  so  as  to  bring  the  water  furthier  down  into  the  tube,  but 
not  to  fill  it  entirely ;  the  water  is  then  emptied  out  oi  A,  and  about  -100  c.c.  of 
toiled  ^distilled  water  poured  in  together  with  the  SO3  solution,  then,  if 
necessary,  a  small  quantity  of  HCl  added,  and  the  barium  chloride  added  in 
inoderate  quantity  from  a  biirette.  After  mixing  well,  and  waiting  a  few- 
minutes  a  portion  is  drawn  off  into  a  small  beaker,  and  poured  back  without  loss 
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into  A ;  a  small  quantity  is  then  drawn  off  into  a  test  tube,  and  two  drops  of 
barium  chloride  added. .  So  long  as  a  precipitate  occurs,  the  liquid  is  returned 
to  A,  and  more  barium  added  until  a  test  is  taken  which  shows  no  distinct 
cloudiness ;  the  few  drops  added  to  produce  this  effect  are  deducted.  If  a  distinct 
excess  has  been  used,  the  analysis  must  be  corrected  with  a  solution  of  SO3 
corresponding  in  strength  to  the  barium  solution. 

A  simpler  and  even  more  serviceable  arrangement  of  apparatus 
on  the  above  plan  may  be  made,  by  using  as  the  boiling  and 
precipitating  vessel  an  ordinary  beaker  standing  on  wire  gauze  or  a  hot 
plate.  The  filter  is  made  by  taking  a  small  thistle  funnel,  tied  over 
as  described,  with  about  two  inches  of  its  tube,  over  which  is  tightly 
slipped  about  four  or  five  inches  of  elastic  tubing,  terminating  with 
a  short  piece  of  glass  tube  drawn  out  to  a  small  orifice  like  a  pipette ; 
a  small  pinch-cock  is  placed  across  the  elastic  tube  just  above  the 
pipette  end,  so  that  when  hung  over  the  edge  of  the  beaker  with  the 
funnel  below  the  surface  of  the  liquid,  the  apparatus  will  act  as 
a  syphon.  It  may  readily  be  filled  with  warm  distilled  water  by 
gentle  suction,  then  transferred  to  the  liquid  under  titration.  By  its 
means  much  smaller  and  more  concentrated  liquids  may  be  used  for 
the  analysis,  and  consequently  a  more  distinct  evidence  of  the  reaction 
obtained. 

Fersulphates. — The  alkaline  persulphates  may  be  readily  titrated 
by  adding  to  their  solution  a  known  excess  of  ferrous  salt  and 
estimating  the  amount  of  oxygen  absorbed,  by  titration  of  the  solution 
with  permanganate.  The  salt,  say  of  potassium  persulphate  decomposes 
as  follows : — 

KjSsOg  =  K2SO4  +  SO2  +  Oj. 

The  operation  requires  a  standard  permanganate,  whose  value  is 
known  upon  a  solution  of  ammonio-ferrous  sulphate,  containing 
about  30  gm.  per  liter.  The  method  adopted  by  Le  Blanc  and 
Eckardt  (C.  N.  Ixxxi.  38)  is  to  dissolve  about  2'5  gm.  of  the 
persulphate  in  water  and  dilute  to  100  c.c.  10  c.c.  of  this  solution  are 
placed  in  a  flask  with  5  c.c.  of  dilute  sulphuric  acid  of  1'16  sp.  gr., 
and  a  considerable  excess  of  ferrous  solution,  say  100  c.c,  then  about 
loo  c.c.  of  distilled  water  at  a  temperature  of  70°  to  80°  C.  are  added, 
and  a  rapid  titration  made  with  permanganate.  The  reaction  is  the 
more  rapid,  the  greater  the  excess  of  iron  solution  within  reason. 

The  standard  solutions  are  best  verified  upon  a  known  pure 
persulphate  in  order  to  ascertain  the  comparative  composition  of  any 
given  sample. 

Another  method  consists  in  decomposing  the  persulphate  by  means 
of  potassium  iodide,  and  titrating  the  iodine  separated  with 
thiosulphate  solution.  2  to  3  gm.  of  the  sample  are  dissolved  in 
100  c.c.  of  water,  and  10  c.c.  of  the  solution  are  treated  with  an 
excess  of  potassium  iodide  (0'25  to  0'50  gm.),  and  heated  for 
10  minutes  in  a  drying  oven  at  60°  to  80°  C.  The  iodine  is  then 
titrated  with  •'^/lo  thiosulphate,  starch  being  added  towards  the  end 
of  the  titration.  In  this  case  the  effects  of  the  process  are  best 
established  upon  a  known  pure  persulphate. 
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B.  Griitzner  (Qh&m.  Centr.  1900,  435)  has  discovered  that 
arsenious  acid  is  completely  oxidized  to  arsenic  acid  by  alkali 
•persulphates  in  alkaline  solution. 

In  applying  this  reaction,  about  0-3  gm.  of  the  alkali  persulphate 
is  heated  gradually  to  boiling  with  50  c.c.  of  ^jxo  ^SjOg  and  a  few 
c.c.  of  potash  or  soda-lye,  then  digested  for  a  short  time,  allowed  to 
cool,  the  liquid  made  faintly  acid  with  sulphuric  acid,  then  strongly 
alkaline  with  sodium  bicarbonate,  and  the  excess  of  arsenious  acid 
titrated  back  with  ^/^o  iodine  solution. 

Marie  and  Bunel  {Bull.  Soc.  Chim.  xxix.  No.  18)  from  careful 
experiments  advocate  the  following  method  for  alkaline  persulphates  : — 

Dissolve  about  0'3  to  04  gm.  of  the  sample  in  100  o.o.  of  water;  neutralize  the 
solution,  which  is  generally  acid,  in  the  presence  of  methyl-orange ;  then  add 
2  0.0.  of  methylic  alcohol,  heat  for  five  minutes  to  70 — 80°,  and  then  boil  for  ten 
minutes,  cool,  and  titrate  with  methyl  orange  and  decinormal  soda. 

1  c.c.  of  decinormal  soda  corresponds  to  0'0135  gm.  SO4K 
1  „  „  „  0-0119    „    SOiNa. 

1  „  „  „  00114    „    SOiAm, 

The  use  of  methyl  alcohol  is  based  on  the  supposition  that 
a  persulphate  transforms  a  portion  of  the  alcohol  into  aldehyde 
according  to  a  well  known  reaction.  The  results  obtained  by  them 
gave  very  satisfactory  results. 

STJLPHTJBETTED   HYDROGEN. 

HjS  =  34. 

1  c.c.  ""/lo  arsenious  solution  =  0'00255  gm.  HjS. 

1.    By  Arsenious  Acid  (Mohr). 

§  78.  This  residual  process  is  far  preferable  to  the  direct  titration 
of  si^phuretted  hydrogen  by  iodine.  The  principle  is  based  on  the 
fact,  that  when  HgS  is  brought  into  contact  with  an  excess  of 
arsenious  acid  in  hydrochloric  acid  solution,  arsenic  sulphide  is  formed; 
1  eq.  of  arsenious  acid  and  3  eq.  of  sulphuretted  hydrogen  produce 
1  eq.  of  arsenic  sulphide  and  3  eq.  of  water, 

AS2O3  +  SHjS  =  AsjSg  +  3H2O. 

The  excess  of  arsenious  acid  used  is  found  by  ^/jo  iodine  and  starch, 
as  in  §  40.  In  estimating  the  strength  of  sulphuretted  hydrogen 
water,  the  following  plan  may  be  pursued. 

Method  of  Pkocedtjkb  :  A  measured  quantity,  say  10  0.0.  of  ^/lo  arsenious 
solution,  is  put  into  a  300  c.c.  flask,  and  20  c.c.  of  sulphuretted  hydrogen  water 
added,  well  mixed,  and  sufficient  HCl  added  to  produce  a  distinct  acid  reaction ; 
-this  produces  a  precipitate  of  arsenic  sulphide,  and  the  liquid  itself  is  colourless. 
The  whole  is  then  diluted  to  300  c.c,  filtered  through  a  dry  filter  into  a  dry 
vessel,  100  c.c.  of  the  filtrate  taken  out  and  neutralized  with  sodium  bicarbonate, 
then  titrated  with  ^/lo  iodine  and  starch.  The  quantity  of  arsenious  acid  so 
found  is  deducted  from  the  original  10  c.c,  and  the  remainder  multiplied  by  the 
requisite  factor  for  H2S. 

The  estimation  of  HgS  contained  in  coal  gas,  may  by  this  method 
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be  made  very  accurately  by  leading  the  gas  very  slowly,  through  the 
arsenious  solution,  or  still,  better,  through  a  dilute  solution  of  causti? 
alkali,  then  adding  arsenious  solution,  and  titrating  as  before  described. 
The  apparatus  devised  by  Mohr  for  this  purpose  is  arranged  as 
follows : —  ; 

The  gas  from  a  common  burner  is  led  by  means  of  a  vulcanized  tube  into  tw6 
successive  small  wash-bottles,  conlaining  the  alkaline  solution ;  from  the  last  of 
-these  it  is  led  into  a  large  Woulff's  bottle  filled  with  water.  The  bottle  has 
two  necks,  and  a  tap  at  the  bottom ;  one  of  the  necks  contains  the  cork  through 
which  the  tube  carrying  the  gas  is  passed ;  the  other,  a  cork  through  which  a 
good-sized  funnel  with  a  tube  reaching  to  the  bottom  of  the  bottle  is  passed. 
When  the  gas  begins  to  bubble  through  the  flask,  the  tap  is  opened  so  as  to 
allow  the  water  to  drop  rapidly;  if  the  pressure  of  gas  is  strong,  the  funnel  tube 
acts  as  a  safety  valve,  and  allows  the  water  to  rise  up  into  the  cup  of  the  funnel. 
■When  a  sufficient  quantity  of  gas  has,  passed  into  the  bottle,  say  six  or  eight 
pints,  the  water  which  has  issued  from  the  tap  into  some  convenient  vessel  is 
measured  into  cubic  inches  or  liters,  and  gives  the  quantity  of  gas  which  has 
displaced  it.  In  order  to  ilisure  accurate  measurement,  all  parts  of  the  apparatus 
must  be  tight. 

The  flasks  are  then  separated,  and  into  the  second  5  c.c.  of  arsenious  solution 
placed,  and  acidified  slightly  with  HCl.  If  any  traces  of  a  precipitate  occur  it  is 
set  aside  for  titration  with  the  contents  of  the  first  flask,  into  which  10  c.c.  or  so 
of  arsenious'  solution  are  put,  acidified  as  before,  both  mixed  together,  diluted  to 
a  given  measure,  filtered,  and  a  measured  quantity  titrated  as  before  described. 

This  method  does  not  answer  for  very  crude  gas  containing  large 
quantities  of  H2S  unless  the  absorbing  surface  is  largely  increased. 

2.    By  Fermanganate  (Mohr). 

If  a  solution  of  H2S  is  added  to  a  dilute  solution  of  ferric  sulphate, 
the  ferric  salt  is  reduced  to  the  ferrous  state,  and  free  sulphur 
separates.  The  ferrous  salt  so  produced  may  be  measured  accurately 
by  permanganate  without  removing  the  "separated  sulphiir.  Ferric 
sulphate,  free  from  ferrous  compounds,  in  sulphuric  acid  solution,  is 
placed  in  a  stoppered  flask,  and  the  solution  of  HjS  added  to  it  with 
a  pipette ;  the  mixture  is  allowed  to  stand  half  ah  hour  or  so,  then 
diluted  considerably,  and  permanganate  added  until  the  rose  colour 
appears.  i. 

,56¥e=17H2S, 

or  each  c.c.  oi^/10  permanganate  represents  0'0017  gm.  of  HgS. 
The  process  is  considerably  hastened  by  placing  the  stoppered  flask 
containing  the  acid  ferric'  liquid  into  hot  water  previous  to  the 
addition  of  HgS,  and  excluding  air  as  much  as  possible. 

3.    By  Iodine. 

Sulphuretted  hydrogen  in  mineral  waters  may  be  accurately 
estimated  by  iodine  in  the  following  manner : — 

. ,  Method  op  Peoceduee  :  10  c.c.  or  any  other  necessary  volume  of  *'/ioo 
iodine  solution  are  measured  into  a  500  c.c.  flask,  and  the  water  to  be  examined 
added  until  the  colour  disappears.  5  c.c.  of  starch  indicator  are  then  added,  and 
'^/ioo  iodine  uiitil  the  blue  colour  appears;  the  flask  is  then 'filled  to  the  mark 
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with  pure  distilled  water.  The  respective  volumes  of  iodine  and  starch  solution, 
together  with  the  added  water,  deducted  from  the  500  o.c,  will  show  the  vplume 
of  water  actually  titrated  by  the  iodine.  A  correction  should  he  made  for  the 
excess  of  iodine  necessary  to  produce  the  blue  colour. 

Fresenius  examined  the  sulphur  water  of  the  Grindbrunnen,  in 
Frankfurt  a.  M.  (Z.  a.  G.  xiv.  321),  both  volumetrically  and  by 
weight  for  HjS  with  very  concordant  results.  361-4:4  gm.  of  water 
(correction  for  blue  (^lour  being  allowed)  required  20'14  c.c.  of  iodine, 
20-52  C.C.  of  which  contained  0-02527  of  free  iodine  =  H2S  0-009194 
gm.  per  million.  444-65  gm.  of  the  same  water  required,  under  the 
same  conditions,  25-05  c.c.  of  the  same  iodine  solution  sHjS 
0-009244  gm.  per  million.  By  weight  the  HjS  was  foimd  to  be 
0-009377  gm.  per  million. 

TANNIC    ACID. 

§  79.  The  estimation  of  tannin  in  the  materials  used  for  tanning 
is  by  no  means  of  the  most  satisfactory  character.  Many  methods 
have  been  proposed,  and  given  up  as  practically  useless.  Lowenthal's 
method,  with  later  variations,  is  accepted  as  the  best  volumetric 
method ;  but  it  is  still  deficient  in  accuracy  or  constancy  of  results, 
although  much  ingenuity  and  intelligence  have  been  expended  on  it, 

One  difficulty  is  still  unsurmounted,  and  that  is,  the  preparatipn 
of  a  pure  tannic  acid  to  serve  as  standard.  The  various  tannins  in 
existence  are  stUl  very  imperfectly  understood,*  but  so  far  as  the 
comparative  analysis  of  tanning  materials  among  themselves  is 
concerned,  the  method  in  question  is  theoretically  the  best. 

The  principle  of  the  method  depends  on  the  oxidation  of  the  tannic 
acid,  together  with  other  glucosides  and  easily  oxidizable  substances 
by  permanganate,  regulated  by  the  presence  of  soluble  indigo,  prepared 
from  what  is  qommonly  called  indigo  carmine,  but  is  chemically 
sulphindigotate  of  sodium  or  potassium,  which  also  acts  as  an  indicator 
to  the  end  of  the  reaction.  The  total  amount  of  such  substances 
being  found  and  expressed  by  a  known  volume  of  permanganate,  the 
actual  available  tannin  is  then  removed  by  gelatine,  or  by  the  hide- 
powder  system,  and  the  second  titration  is  made  upon  the  solution  so 
obtaiued  in  order  to  find  the  amount  of  oxidizable  matters  other  than 
tannin. 

The  volume  of  permanganate  so  used,  deducted  from  the  volume 
used  originally,  shows  the  amount  of  tannin  actually  available  for 
tanning  purposes  expressed  in  terms  of  permanganate. 

H.  R.  Procter  in  his  Leather  Jndtistries  Laboratory  Book  gives 
the  most   recent   methods  of   using  this  process  in   the  Yorkshire 

*  Von  Sohreder,  whose  suggestions  have  been  adopted  by  the  German  Association  of 
Tanners,  selects  a  commercial  pure  t-annic  acid  for  use  as  a  standard  by  dissolving  2  gm.  in 
a  liter  of  water.  10  c.c.  of  .this  is  titrated  with  permanganate  as  described.  50  c.c,  are 
then  digested  twenty  hours  with  3  gm.  moistened  hide-powder.  10  c.c.  of  the  filtrate  from 
this  is  then  titrated,  and  if  the  permanganate  consumed  amounts  to  less  than  10  pe^  cent, 
of  the  total  consumed-by  the  tazmin,  it  is  suitable  for  a  standard.  1000  parts  being  con- 
sidered equivalent  in  reducing  power  to  1048  parts  of  tannin  precipitable  by  hide,  according 
to  Hammer's  experiments,  therefore  Von  SchrSder,  after  titrating  as  described, 
calculates  the  dry  matter,  and  multiplies  by  the  round  number  1*05  tp  obtain  the  value  in 
actual  tannin  precipitable  by  hide.  ■ 
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College  where  he  is  the  professor  of  leather  manufacture,  and  gives 
Ms  opinion  as  to  its  worth  as  to  leather  manufacture.  "  It  is  now 
much  superseded  by  the  hide-powder  method,  but  there  are  still  a  few 
cases  in  which  it  may  be  employed  with  advantage.  Where  only  one 
or  two  analyses  are  to  be  made  at  one  time,  the  preparation  and 
adjustment  of  solutions  is  much  more  tedious  than  gravimetric 
analysis,  but  where  a  number  of  successive  titrations  are  required  it  is 
considerably  more  rapid.  It  has  the  advantage  Jjiat  it  can  be  applied 
direct  to  solutions  however  dilute,  and  if  gelatine  precipitation  is 
used,  it  is  much  less  affected  by  the  presence  of  gallic  acid  or  other 
fixed  acids  than  the  hide-powder  method,  and  is  therefore  well  adapted 
for  the  analysis  of  weak  and  waste  liquors  for  technical  purposes,  for 
the  systematic  testing  of  spent  tans,  and  for  the  analysis  of  sumach 
and  myrabolans  which  contain  much  gallic  acid,  and  which  in  the 
gravimetric  method  is  wholly  or  partially  estimated  as  tanning 
matter." 

The  extraction  of  the  tannic  acid  from  the  raw  material  is  best 
performed  by  making  an  infusion  of  the  ground  substance  first  with 
distUIed  water  to  about  500  c.c.  at  a  temperature  not  greater  than 
50°  C.  then  with  water  at  100°  C,  and  percolating  till  free  from 
tannin,  and  diluting  when  cold  to  1  liter.  Portions  are  filtered  if 
necessary.  Concentrated  extracts  are  dissolved  before  titration  by 
adding  them  to  boiling  water,  then  cooling  and  diluting  to  the 
measure.  In  the  case  of  strong  materials  such  as  sumach  or  valonia 
10  gm.,  or  oak  bark  20  gm.,  are  used. 

The  quantity  of  these  extracts  to  be  used  for  titration  must  be 
regulated  to  some  extent  by  the  amount  of  permanganate  required  to 
oxidize  the  tannic  and  gallic  .acids  present.  Practice  and  experience 
will  enable  the  operator  to  judge  of  the  proper  proportions  to  use  in 
dealing  with  the  various  materials,  bearing  in  mind  that  volumetric 
processes  are  largely  dependent  upon  identity  of-  conditions  for 
securing  concordant  results.  The  recommendation  of  the  best 
authorities  is  that  the  strength  of  the  solution  used  for  titration  is 
that  it  shall  give  a  solid  residue  of  from  0"6  to  0'8  gm.  from  100  c.c. 

The  working  details  according  to  Procter  are  adopted  at  the 
Yorkshire  College  as  follows.     The  solutions  required  are  : — 

(1)  Pure  potassium  permanganate,  0'5  gm.  per  liter.  As  very 
weak  solutions  do  not  keep  well,  it  is  best  to  make  up  one  of  5  gm. 
per  liter,  and  dilute  when  wanted.  The  exact  strength  of  the 
permanganate  is  not  important  so  long  as  it  is  constant  through 
a  series  of  experiments. 

(2)  Pure  indigo-carmine  5  gm.,  and  concentrated  HjSO^  50  gm. 
per  liter.  This  must  be  filtered,  and  should  give  a  pure  yellow  free 
from  any  trace  of  brown  where  oxidized  with  permanganate ;  25  c.c. 
of.  this  solution  should  equal  about  30  c.c.  of  the  permanganate,  and, 
if  necessary,  must  be  diluted  to  that  strength. 

.  (3)  Solution  of  pure  tannin,  3  gm.  to  1  liter.  Since  absolutely 
pure  tannin  cannot  be  obtained,  the  following  method  is  adopted  : — 
A  sample  of  the  purest  obtainable  tannin  (not  less  than  90-95  per 
cent,  pure  by  hide-powder)  is  preserved  air-dry  in  a  well-stoppered 
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bottle,  and  the  moisture  carefully  determined,  The  principal  impurity 
is  gallic  acid,  which  acts  on  permanganate  like  tannin,  but  reduces; 
somewhat  more,  and  1  part  of  such  tannin,  calculated  to  dry  weight, 
is  equal  on  the  average  to  1  '05  parts  of  pure  tannin.  Hence  it  is  easy 
to  calculate  a  quantity  of  the  air-dry  tannin  equal  in  permanganate; 
value  to  0'3  gm.  of  pure  tannin,  and  this  is  weighed  out  when 
required  and  made  up  to  100  c.c.  The  moisture  varies  very  little, 
but  it  is  well  occasionally  to  redetermine  it  and  calculate  afresh. 

Method  op  Peoceduee  :  25  c.c.  of  the  indigo  solution  are  mixed  in  a  beaker 
with  about  J  liter  of  clean  tap  water,  and  the  permanganate  added  drop  by  drop 
from  a  glass-tapped  burette  till  a  pure  yellow  is  obtained,  the  liquid  being  stirred 
steadily  the  whole  time.  A  disc  stirrer  or  a  glass  rod  bent  several  times  back 
and  forward,  is  to  be  preferred  to  a  plain  rod ;  or  some  method  of  mechanical 
stirring  may  be  adopted.  The  dropping  should  be  always  as  nearly  as  possible  at 
a  similar  rate  for  each  experiment,  and  should  be  slower  towards  the  end  of  the 
titration.  It  is  convenient  to  keep  a  second  beaker  titrated  to  a  pure  primrose 
yellow  as  a  standard  test.  Titrations  may  be  accurately  performed  by  artificial 
light,  but  usually  differ  slightly  from  those  by  daylight,  and  hence  the  light 
should  not  be  varied  in  the  course  of  an  analysis.  For  daylight  work 
Kathreiner  recommends  the  use  of  a  white  basin  instead  of  a  beaker.  The 
permanganate  solution  is  allowed  to  drop  in,  with  constant  stirring,  till  the  pure 
yellow  liquid  shows  a  faint  pinkish  rim,  most  clearly  seen  on  the  shaded  side. 
This  end-reaction  is  of  extraordinary  delicacy,  and  is  quite  different  to  the  pink 
caused  by  excess  of  permanganate,  being  an  effect  common  to  all .  pure  yellow 
liquids.  The  titration  is  done  at  least  twice,  and  the  average  taken ;  f  liter  of 
water  and  25  c.c.  of  indigo  are  then  taken  as  before,  and  5  c.c.  of  the  tannin 
solution  are  added  and  similarly  titrated  repeatedly.  Deducting  amount  required 
for  the  indigo,  the  remainder  is  that  consumed  by  the  tannin,  which  should  not 
at  most  exceed  two-thirds  of  that  required  by  the  indigo.  A  similar  titration  is 
made  with  the  tannin  infusion  to  be  examined,  of  which  such  a. number  of  cubic 
centimeters  is  employed  as  will  consume  about  the  same  quantity  of  the 
permanganate  as  the  standard  tannin  solution.  The  value  of  the  total  astringent 
is  then  calculated  in  terms  of  tannin. 

.  Since  tanning  matters  contain  astringents  which  are  not  taken  up  by  the  hide, 
but  which  are  oxidized  by  permanganate  like  tannins,  it  is  inmost  oases  necessary 
to  remove  the  tannin  from  a  portion  of  the  infusion,  and  to  repeat  the  titration  to 
determine  the  non-tannin. 

This  may  be  done  by  the  hide-powder  method  at  the  same  time  that  the  tannin 
substance  is  determined  gravimetrioally,  but  a  much  quicker  and  even  better 
method  is  that  of  Hunt.     The  solutions  required  are ; — 

(1)  Pure  gelatin,  2  gm.  per  100  c.c. 

(2)  Saturated  solution  of  NaCl  containing  50  c.c.  of  concentrated 
HgSO^  per  liter. 

Method  of  Peoceduee  :  To  50  c.c.  of  the  liquor  (of  about  the  strength  of 
1  to  1'5  gm.  of  tannin  per  100  c.c.)  are  added  25  c.c.  of  the  gelatin  solution  and 
25  c.c.  of  the  salt  solution,  and  about  a  teaspoonful  of  kaolin  or  barium  sulphate, 
and  the  whole  is  well  shaken  for  five  minutes  and  filtered.  This  filtrate,  which 
should  be  perfectly  bright,  is  titrated  for  non-tannin  by  the  permanganate 
method,  double  the  volume  being  taken  which  was  employed  for  determination 
of  total  astringents,  and  the  result  is  deducted.,  before  calculating  the 
tanning  value. 

It  is  impossible  to  give  here  the  opinions  held  by  various  authorities 
on  this  subject,  therefore  the  reader  who  desires  fuller  information 
should  consult  the  various  papers  contributed  to  various  journals,  etc., 
and  more  especially  Procter's  book  before  mentioned. 
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The  table  below  by  Hunt  is  appended,  as  the  result  of 
careful  working,  and  as  a  guide  to  the  nature  of  various  tanning 
materials : — 

The  "total  extract"  in  the  table  was  determined  by  evaporating 
a  portion  of  the  tannin  solution  to  dryness  in  a  small  porcelain  basin 
and  drying  the  residue  at  110°  C.  The  "insoluble  matter"  was  alsp 
dried  at  110°  C. 

The  hide-powder  process  f oj-  tannin  not  being  a  volumetric  one  is  not 
described  here. 


Total 

Name  of  Material. 

matters 
oxidized 

ganate,  as 
Oxalic  Ac. 

Tanniii,  as 
Oxalic  Ac 
(Procter) 

Tannin,  as 
Oxalic  Ac. 

(Hunt) 

Total 
Extract. 

Insoluble. 

per  cent. 

per  cent. 

per  cent. 

per  cenl. 

per  cent. 

English  Oak  Bark 

15-YO 

13-54 

11-97 

18-38 

66-15 

Canadian  Hemlock  Bark 

903 

7-46 

7-08 

13-96 

75-25 

Larch  Bark 

8-20 

7-17 

615 

20-64 

60-80 

Mangrove  Bark    

31-35 

29-71 

28-48 

26-60 

49-70 

Alder  Bark 

8-27 

6-15 

5-73 

19-36 

6800 

Blue  Gum  Bark 

10-18 

8-91 

8-91 

11-76 

74-65 

Valonia 

37-41 

35-24 

30-50 

38-50 

46-05 

Myrabolains 

48-23 

38-43 

38-CO 

42-80 

— 

Sumach         

42-53 

34-30 

.31-46 

44-10 

47-77 

Betel  Nut     

15-91 

13-87 

13-79 

17-94 

67-00 

Turkish  Blue  Galls     ... 

73-38 

65-83 

59-96 

48-40 

36-35 

Aleppo  Galls        

98-85 

87-82 

83-05 

68-80 

14-32 

Wild  Galls    

26-21 

18-75 

16-56 

31-70 

54-17 

Divi-Divi      

66-98 

62-62 

61-22 

54-38 

29-90 

Balsamocarpan  (poor  and 

old  sample)       

50-49 

37-76 

32-88 

5714 

28-25 

Pomegranate  Eind 

27-58 

24-18 

2312 

41-00 

49-50 

,    Tormentil  Boot    

22-27 

20-98 

20-68 

19-70 

67-95 

Ehatany  Boot      

22-27 

2015 

19-30 

18-80 

66-00 

Pure  Indian  Tea 

23-06 

18-65 

17-40 

34-46 

53-40 

Pure  China  Tea   

1803 

14-21 

14-09 

24-50 

62-60 

Cutoh    

57-65 

51-95 

44-24 

61-60 

4-75 

Gum  Kino    

66-39 

59-55 

51-55 

79-30 

100 

Hemlock  Extract 

35-16 

3317 

30-98 

48-78 

— 

Oakwood  Extract 

33-49 

26-90 

23-86 

37-78 

— 

Chestnut  Extract 

39-77 

32-63 

28-88 

50-28 

— 

Quebracho  Extract 

48-22 

34-45 

40-84 

49-00 

— 

"Pure  Tannin" 

135-76 

122-44 

121-93 

— 

— 

Tan  Liquor,  sp.  gr.  1'030 

4-84 

3-14 

2-10 

601 

— 

Spent  Tan  Liquor,   sp. 

gr.  10165 

1-40 

0-37 

0-25 

Absorbed 

by  Dry 
Pure  Skin. 

3-10 

Gamhier,  Cube     

70-12 

— 

51-07 

74-40 

5-31 

„        Sarawak 

63-13 

— 

47-09 

70-70 

3-67 

Bale     

5600 

— 

43-70 

63-54 

1-40 

Tannin  in  Tea. — The  extract  of   this   substance  is  made  upon 
10  gm.  of  the  tea,  by  boiling  it  with  a  liter  of  distilled  water  for  an 
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hour  in  a  flask  fitted  with  reverted  condenser,  filtering  and  diluting 
the  liquid  when  cool  to  a  liter. 

A.  H.  Allen  remarks  that  the.  determination  of  tannin  in  tea 
affords  valuable  information  respecting  the  probable  presence  of 
previously  infused  leaves  or  extraneous  tannin  matters,  such  as 
catechu.  This  is  best  effected  in  the  aqueous  decoction  obtained  by 
exhausting  the  sample  with,  boiling  water,  as  required  for  the 
determination  of  the  extract. 

The  tannin  may  be  estimated  by  the  modification  of  Lbwenthal's 
process,  as  previously  described.  A  volume  of  the  above  decoction, 
corresponding  to  0'04  gm.  of  tea,  may  be  taken  for  the  original 
titration  with  permanganate ;  and  of  the  decoction  deprived  of  tannin 
a  volume  corresponding  to  O'OSO  gm.  of  tea.  The  tannin  of  tea  is 
stated  by  some  chemists  to  be  gallotannic  acid,  and  by  others  to  be 
identical  with  that  of  oak  bark.  The  reduction-equivalent  of  the 
latter  is  almost  identical  with  that  of  crystallized  oxalic  acid,  so  that 
the  weight  of  this  substance  corresponding  to  the  volume  of 
permanganate  decolorized  gives  without  calculation  that  of  the  tannin 
present. 

The  process  of  fermentation  to  which  black  tea  has  been  subjected 
undoubtedly  causes  modification  of  the  tannin,  with  formation  of 
dark-coloured  insoluble  matter.  The  author  found  that  a  decoction  of 
green  tea  precipitated  ferric  chloride  bluish-black,  like  nut-galls,  while 
that  of  black  tea  gave  a  green  colour  with  iron,  just  as  catechu  does. 

A.  H.  Allen  in  his  Organic  Analysis,  vol.  iii.  part  2,  gives 
a  modification  of  the  lead  method. 

The  Lbwenthal  process  distinguishes  the  tannic  acid  from  the 
small  quantity  of  gaUic  acid  also  present  in  tea,  but  as  the  astringent 
character  of  the  infusion  is  due  to  both  these  substances,  a  method 
which  will  estimate  the  total  amount  of  astringent  matter,  without 
distinction  of  its  nature,  is  in  some  respects  preferable  to  a  process 
that  gives  merely  the  amount  of  tannin,  while  ignoring  the  gallic  acid. 
Such  a  process  was  devised  by  F.  "W.  Fletcher  and  A.  H.  Allen  in 
1874  (G.  N.  xxix.  169,  189),  and  was  based  on  the  precipitation 
of  the  tea  infusion  by  lead  acetate,  and  the  use  of  an  ammoniacal 
solution  of  potassium  f  erricyanide  to  indicate  the  complete  precipitation 
of  the  astringent  matters. 

Method  of  Pboceditee  :  5  gm.  of  neutral  acetate  of  lead  should  be  dissolved 
in  distilled  water,  and  diluted  to  1  liter,  and  the  solution  filtered  after  standing. 
The  indicator  is  made  by  dissolving  0"050  gm.  of  pin-e  potassium  ferrioyanide  in 
50  0.0.  of  water,  and  adding  an  equal  bulk  of  strong  ammonia  solution.  This 
reagent  gives  a  deep  red  coloration  with  gallotanic  acid,  gallic  acid,  or  an  infusion 
of  tea.  One  drop  of  the  solution  will  detect  O'OOl  milligram  of  tannin.  In 
carrying  out  the  process,  three  separate  quantities  of  10  c.c.  each  of  the  standard 
lead  solution  should  be  placed  in  beakers,  and  each  quantity  diluted  to  about 
100  c.c.  with  boiling  water.  A  decoction  made  from  2  gm.  of  powdered  tea  in 
250  CO.  of  water  (the  same  as  is  used  for  determining  the  extract)  is  added  from 
a  burette,  the  first  trial  quantity  receiving  an  addition  of  10,  the  second  15,  and 
the  third  18  c.c. ;  or  if  green  tea  be  under  examination,  8, 10,  and  12  c.c.  maybe 
■preferably  employed.  1  c.c.  of  these  trial  quantities  are  passed  through  small 
filters,  and  the  filtrates  tested  with  ammoniacal  ferrioyanide  solution. 

The  approximate  volume  of  tea  decoction  required  is  thus  easily  found,  and 
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after  repeating  the  test  nearly  the  requisite  measure  can  be  atonoe  added.  In 
this  case  about  1  c.o.  of  the  liquid  should  be  removed  with  a  pipette,  passed 
through  a  small  filter,  and  drops  of  the  filtrate  allowed  to  fall  on  to  spots  of  the 
•indicating  solution  previously  placed  on  a  porcelain  slab.  If  no  pink  coloration 
is  observed,  another  small  addition  of  the  tea  decoction  is  made,  a  few  drops  of 
ihe  liquid  filtered  and  tested  as  before,  and  this  process  repeated  until  a  pink 
'colour  is  observed.  The  greatest  delicacy  is  obtained  when  the  drops  of  filtered 
solution  are  allowed  to  fall. directly  on  to  the  spots  of  the  indicator,  instead  of 
observing  the  point  of  junction  of  the  liquids. 

The  volume  of  tea  solution  it  is  necessary  to  add  to  100  c.o.  of  pure  water, 
in  order  that  a  drop  may  give  a  pink  reaction  with  the  indicator,  should  be 
siibtracted  from  the  total  amount  run  from  the  burette. 

The  foregoing  process  is  simple,  and  gives  very  concordant  results ; 
but  the  repeated  filtrations  requisite  for  the  observation  of  the  end- 
reaction  are  apt  to  be  tedious.  It  is  difficult  to  obtain  pure  tannin 
for  setting  the  lead  solution,  and  hence  it  is  preferable  to  abandon 
the  attempt  and  make  pure  lead '  acetate  the  starting-point.  The 
author  found  that  10  c.c.  of  the  lead  solution  would  precipitate 
P'OIO  grn.  of  the  purest  gallotannic  acid  he  could  obtain.  Hence,  if 
all  the  weights  and  measures  above  mentioned  be  adhered  to,  the 
number  of  c.c.  of  tea  decoction  required,  divided  into  125,  will  give 
the  percentage  of  tannin  and  other  precipitable  matters  in  the  sample. 
The  proportion  found  in  undried  black  tea  by  F.  W.  Fletcher  and  the 
author  ranged  from  8 '5  to  1 1  '6  per  cent.,  with  an  average  of  10  per  cent. 

Tannin  in  Wine,  Cider,  etc. — The  method  now  generally  adopted 
for  this  estimation  is  that  of  treating  a  known  volume  of  the  wine,,  etc., 
with  catgut  (violin  strings  which  have  not  been  oiled,  and  which  have 
been  purified  by  washing  in  dilute  alcohol  acid  and,  w^ater,  until  they 
have  no  reducing  action  on  permanganate  in  the  cold).  The  digestion 
is  carried  on  at  ordinary  temperature  for  a  week,  in  a  closely  stoppered 
bottle.  The  original  substance,  and  that  from  which  the  tannin  has 
been  removed,  are  then  titrated  with  perinanganate,  and  the  difference 
calculated  to  tannin. 

Another  method  consists  in  mixing  equal  parts  of  an  eighth  per 
cent,  solution  of  alum  and  the  wine,  collecting  the  precipitate  on 
a  filter,  washing  slightly  with  cold  water,  transferring  the  precipitate 
by  a  stream  of  water  from  a  wash-bottle  to  a  beaker,  then  acidifying 
with  H2SO4  and  titrating  with  indigo  and  permanganate  as  usual. 

I    Dreaper's  Copper  Process  for  Tannin  and  Gallic  Acids. — 

This  is  described  in  a  paper  contributed  to  /.  0.  S.  I.  xii.  412,  from 
whicli  the  follov\ring  abstract  is  taken. 

The  methods  hitherto  proposed  for  the  estiination  of  tannin  may  be 
|iivided  into  two  classes,  viz.  : — 

(1)  Those  which  act  by  precipitating  the  tannic  acid  as  an  insoluble 
compound. 

(2)  Those  which  act  by  oxidation. 

J    To  the  former  class  belongs  the  well-known  hide-powder  process, 
and  to  the  latter  Lbwenthal's  permanganate  method,  vMcli  has  been 
modified  by  Procter  and  others.      These  fairly  represent  the  two 
classes,  a,nd  are  the  only  ones  in  general  use  at  the  present  day. 
'    D'reaper,  however,  has   adopted  a  modified   forin   of   Darton's 
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method,  the  novelty  of  which  consists  in  precipitating  the  tannic  acid 
hy  means  of  an  ammonio-copper  sulphate  solution,  after  a  preliminary 
treatment  with  sulphuric  acid  to  remove  the  eUagic  acid,  and  then 
a  treatment  with  ammonia,  filtering  after  each  treatment.  Procter 
states  that  this  preliminary  treatment  is  unnecessary  in  the  case  of 
some  extracts,  but  D reaper  has  never  found  any  precipitation  to 
take  place  in  the  case  of  the  so-called  pure  tannic  acids,  probably  owing 
to  the  removal  of  the  impurities  during  the  process  of  purification. 
The  original  solution  and  the  filtrate  are  titrated  with  permanganate 
as  in  Lowenthal's  method,  the  difference  in  the  two  results  being 
due  to  the  tannic  acid  present.  The  copper  compound  may  be  dried 
at  110°  C.  and  weighed,  or  else  ignited  and  weighed  as  copper  oxjide. 
Pleck  states  that  the  tannic  acid  can  be  calculated  from  this  by 
multiplying  by  the  factor  1'034. 

The  standard  copper  solution  used  by  the  author  contained  30  gm. 
of  pure  crystallized  copper  sulphate  in  a  liter  of  water.  Barium 
carbonate  is  also  required,  which  should  be  free  from  calcium  salts. 

The  process  is  based  on  the  direct  precipitation  of  the  gallic  and  tannic  acids 
by  means  of  a  copper  salt,  using  as  outside  indicator  potassium  ferrocyanide.  If 
a  standard  solution  of  copper  sulphate  be  run  into  a  solution  of  the  mixed  acids, 
a  certain  amount  of  copper  tannate  and  gallate  will  be  precipitated,  depending 
on  the  dilution  of  the  solution  and  the  amount  of  acid  set  free  from  the  cdpper 
sulphate.  The  precipitate  is,  under  these  circumstances,  of  a  bulky  nature  and 
ill  adapted  to  any  separation  by  quick  filtration,  so  necessary  in  a  process  of  this 
description.  It  was  found  that  when  a  solution  of  copper  sulphate  was  added  to 
a  solution  of  the  mixed  acids  in  the  presence  of  barium  carbonate,  the  precipita- 
tion proceeds  with  the  utmost  regularity.  The  carbonate  immediately  forms 
insoluble  sulphate  with  the  free  acid,  and  also  helps  to  consolidate  the  precipitated 
copper  salts,  so  that  towards  the  end  of  the  reaction,  they  fall  rapidly  to  the 
bottom  of  the  vessel,  leaving  the  supernatant  liquid  clear.  This  separation  is  a 
good  indication  that  the  end  of  the  titration  is  near,  and  is  supplemented  by  the 
ferrocyanide  test. 

A  modified  method  of  testing  for  the  excess  of  copper  in  the  solution  is  as 
follows : — Pieces  of  stout  Swedish  filter-paper  one  inch  square  are  folded  across 
the  middle,  and  a  drop  of  the  liquid  to  be  tested  taken  up  on  a  glass  rod  and 
gently  dropped  on  to  the  top  surface.  The  liquid  will  percolate  through  to  the 
under  fold,  leaving  the  precipitate  on  the  upper  one.  It  is  then  only  necessary 
to  unfold  the  dieet  and  apply  a  drop  of  ferrocyanide  to  the  under  surface.  If 
the  reaction  is  complete  a  faint  pink  colouration  will  take  place,  which  is  perhaps 
more  easily  recognized  by  transmitted  light. 

The  results  obtained  by  duplicate  experiments  tend  to  show  that  the  copper 
salts  are  perfectly  constant  in  composition  when  precipitated  in  this  manner,  and 
the  results  equal  in  accuracy  any  obtained  with  other  processes. 

About  1  gm.  of  barium  carbonate  was  added  in  each  case  and  the  solution 
heated  up  to  90°  C.  before  titration.  The  temperature  at  the  end  of  the  titration 
should  not  be  less  than  30°  C. 

■  The  precipitation  by  copper  is  done  say  on  25  c.o.  of  the  solution  of  the 
sample  and  the  results  noted.  50  c.o.  of  the  same  sample  are  then  mixed  with 
the  usual  proportions  of  gelatine,  salt,  acid,  and  barium  sulphate ;  diluted  to 
loo  C.c,  then  filtered  through  a  dry  filter  and  50  c.c.  (=25  c.c.  of  the  original 
liquid)  titrated  with  copper  solution  as  before,  the  difference  being  calculated  to 
available  tannin. 

The  experiments  show  that  the  separation  of  the  tannic  acid  by  means  of  an 
acid  solution  of  gelatine  and  salt  will  not  affect  the  general  results  obtained, 
and  this  method  for  want  of  a  better  was  used  in  the  experiments,  Procter's 
modification  being  considered  the  most  accurate,  and  therefore  adopted. 
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The  following  table  was  prepared  from  experiments,  showing  the  error 
due  to  the  indicator  in  c.c.  of  standard  solution  added  to  different  quantities 
of  water : — 


c.c.  of  Water. 

CO.  of  standard  Solution 
required. 

20 

30 

60 

100 

150 

0-3 
0-4 
0-7 
10 
1-5 

The  above  correction  should  be  made  in  all  cases. 

A  sample  of  so-called  pure  tannic  acid  gave  the  following  results  : 


Weight  taken. 

c.c.  required. 

Gm. 
0-5 
0-5 
0-5 

25-0 
25-2 
25-2 

Slightly  lower  results  were  obtained  when  the  operation  was  conducted  in 
the  cold,  probably  owing  to  the  slower  action  of  the  carbonate  on  the  free 
acid ;  but  the  rate  of  running  in  of  the  solution  had  no  appreciable  effect  on  the 
quantity  required. 

A  sample  of  the  purest  gallic  acid  that  could  be  obtained  gave  the  following 
figures : — 


Weight  taken. 

c.c.  tequired. 

Gm. 
0-5 
0-5 

45-0 
44-8 

Allowing  that  the  acid  was  of  90  per  cent,  purity,  these  results  would  give 
a  value  for  each  c.c.  of  O'Olll  gm.  This  figure  must  of  course  only  be 
taken  as  approximate.  It  will  be  seen  that  more  solution  is  required  to 
precipitate  the  gallic  than  the  tannic  acid.  This  is  also  noticed  inLSwenthal's 
method. 

The  chief  advantages  claimed  by  the  author  of  this  method  over 
Lowenthal's  are  as  follows : — 

(1)  Both  the  tannic  and  gallic  acids  are  estimated. 

(2)  Rapidity  of  estimation  where  a  simple  assay  is  sufficient. 

(3)  The  results  are  expressed  in  terms  of  the  copper  oxide 
precipitated. 

(4)  The  standard  solution  keeps  well,  and  there  is  no  correction 
necessary  for  indigo  solution  or  gelatiiie. 

(5)  Larger  quantities  of  the  solution  can  be  titrated,  thus  reducing 
the  working  error. 

It  seems  to  be  possible  to  use  this  method  for  substances  other  than 
tannic  or  gallic  acids,  e.g.,  Fustic. 
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The  following  results  were  obtained  with  a  sample  of  pure  Fustic 
extract  51°  Tw. 

0'5  gm.  taken  required  11 -5  c.c.  of  standard  solution. 
.    0'5  gm.  taken  required  11 '6  c.c.  of  standard  solution. 

The  end  of  the  reaction  was  sharp  when  the  titration  was  carried 
on  at  the  boiling-point  and  the  precipitate  settled  well. 

Other  Methods  of  Estimating  Tannin. 

Direct  Precipitation  by  Gt-elatine. — The  dif&culty  existing  with 
this  method  is  that  of  getting  the  precipitate  to  settle,  so  that  it  may- 
be clearly  seen  when  enough  gelatine  has  been  added. 

Tolerably  good  results  may  sometimes  be  obtained  by  using  a  strong 
solution  of  sal  ammoniac  or  chrome  alum  as  an  adjunct.  The  best  aid 
is  probably  barium  sulphate,  2  or  3  gm.  of  which  should  be  added  to 
each  portion  of  liquid  used  for  titration. 

Standard  solution  of  gelatine  should  contain  1'33  gm.  of  dry 
gelatiae  per  liter,  in  which  is  also  mixed  a  few  drops  of  chloroform 
or  a  small  quantity  of  thymol  to  preserve  it.  45  c.c.  =  0'05  gm, 
tannin  (Carles).  This  method  is  adapted  only  for  rough  technical 
purposes,  as  also  the  following : — 

Direct  Precipitation  by  Antimony. — This  method  is  still  in 
favour  with  some  operators;  but,  like  the  gelatine  process,  is  beset 
with  the  diflS.culty  of  getting  the  precipitate  to  settle. 

Standard  antimony  solution  is  made  by  dissolving  2'611  gm.  of 
crystals  of  emetic  tartar  dried  at  100°  C.  in  a  liter.  1  c.c.  =  0'005  gm. 
tannin.  This  liquid  may  also  be  kept  from  decomposition  by  a  few 
grains  of  thymol.  50  c.c.  of  the  tannin  Solution  may  be  taken  fot 
titration,  to  which  is  added  1  or  2  gm.  of  sal  ammoniac,  and  the 
antimonial  solution  run  in  untU  no  further  cloudiness  is  produced. 

In  both  the  above  methods  the  final  tests  must  either  be  made  by 
repeatedly  filtering  small  portions  to  ascertain  whether  the  precipitation 
is  complete,  or  by  bringing  drops  of  each  liquid  together  on  black 
glass  or  a  small  mirror. 

TIN. 

Sn=118. 

Metallic  iron  x  l-0536=Tin. 

Double  iron  salt      x  0'1505^  ,, 

Factor  for  ^/lo  iodine 

or       permanganate 

solution  0-0059 

§  80.  The  method,  originally  devised  by  Streng,  for  the  direct 
estimation  of  tin  by  potassium  bichromate,  or  other  oxidizing  agents 
in  acid  solution,  has  been  found  most  unsatisfactory,  from  the  fact 
that  Variable  quantities  of  water  or  acid  seriously  interfere  with  the 
accuracy  of  the  results.  The  cause  is  not  fuUy  understood,  but  that 
it  is  owing  partly  to  the  oxygen  mechanically  contained  in  the  water 
reacting  on  the  very  sensitive  stannous  chloride  there  can  be  very 
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little  doubt,  as  tlie  variations  are  considerably  lessened  by  the  use  of 
water  recently  boiled  and  cooled  in  closed  vessels.  These  difficulties 
are  set  aside  by  the  processes  of  Lenssen,  Lowenthal,  Stromeyer, 
and  others,  now  to  be  described,  and  which  are  found  fairly  satisfactory. 

1.    Direct  Titration  by  Iodine  in  Alkaline  Solution 
(Lenssen). 

Metallic  tin  or  its  protosalt,  if  not  already  in  solution,  is  dissolved 
in  hydrochloric  acid,  and  a  tolerable  quantity  of  Rochelle  salt  added, 
together  with  sodium  bicarbonate  in  excess.  If  enough  tartrate  be 
present,  the  solution  will  be  clear;  starch  is  then  added,  and  the 
mixture  titrated  with  ^/lo  iodine.  Metallic  tin  is  best  dissolved 
in  HCl  by  placing  a  platinum  crucible  or  cover  in  contact  with  it,  so 
as  to  form  a  galvanic  circuit. 

Benas  (Chem.  Centr-blatt.  li.  957)  points  out  that  the  chief  error  in 
the  estimation  as  above  arises  from  oxygen  dissolved  in  the  liquid,  or 
absorbed  during  the  operation.  In  order  to  obtain  constant  results,  it 
is  necessary  to  dissolve  the  tin  compound  in  HCl,  dilute  with  oxygen- 
free  water,  and  add  at  once  excess  of  standard  iodine,  which  excess  is 
found  by  residual  titration  with  standard  thiosulphate. 

S.  W.  Young  {J.  Am.  C.  S.  xix.  809)  has  called  attention 
to  the  fact  that  the  estimation  of  tin  can  be  carried  out  in  acid 
solution,  though  not  in  the  same  way  as  advocated  by  Benas.  The 
solution  is  best  made  in  dilute  hydrochloric  acid,  and  must  of  course 
be  free  from,  other  oxidizing  or  reducing  matters.  To  prevent  the 
action  of  air  the  stannous  compound  must  be  rapidly  prepared  and 
titrated  immediately  with  excess  of  standard  iodine  and  starch.  It  is 
essential  that  the  potassium  iodide  used  in  making  the  iodine  solution 
should  be  free  from  iodate.  The  estimation  of  the  amount  of  iodine 
in  excess  is  best  done  with  dilute  stannous  chloride,  the  strength  of 
which  in  relation  to  the  standard  iodine  must  be  known  either  just, 
before  or  after  the  tin  experiment.  The  results  obtained  by  Young^ 
were  a  little  higher  than  the  theoretical,  which  is  attributed  to  the 
iodine  being  standardized  by  thiosulphate  in  a  neutral,  instead  of  an  acid 
solution,  but  as  mentioned  in  the  beginning  of  this  section  variations, 
in  tin  titrations  occur  from  several  causes  difficult  to  understand. 
The  method  possesses  some  advantage  over  the  following,  inasmuch  as. 
iodides,  bromides,  and  salts  of  iron  cause  no  difficulty  when  present. 

2.    Indirect  Titration  by  Ferric  Chloride  and 
Permanganate  (Lowenthal,  Stromeyer,  etc.). 

This  method  owes  its  value  to  the  fact,  that  when  stannous  chloride- 
is  brought  into  contact  with  ferric  or  ciipric  chloride,  it  acts  as. 
a  reducing  agent,  in  the  most  exact  manner,  upon  these  compounds, 
stannic  chloride  being  formed,  together  with  a  proportionate  quantity 
of  ferrous  or  cuprous  salt,  as  the  case  may  be.  If  either  of  the 
latter  be  then  titrated  with  permanganate,  the  original  quantity  of 
tin  may  be  found,  the  reaction  being,  in  the  case  of  iron, — 

SnClj  +  FeaClg  =  SnCl^  +  2FeCl2. 
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56  iroii  =  59  tin.  If  decinormal  petmanganafce,  or  the  factot  necessary 
to  convert  it  .to  that  strength,  be  used,  the  calculation  by  means  of 
iron  is  not  necessary. 

Method  op  ^HOCEDrBE  :  The  solution  of  stannous  chloride,  or  other 
protosalt  of  tin  in  HCl,  or  the  granulated  metal,  is  mixed  with  pure  ferric 
chloride,  which,  if  tolerably  concentrated,  dissolves  metallic  tin  readily,  and 
without  evolution  of  hydrogen,  then  diluted  with  distilled  water,  and  titrated 
with  permanganate  as  usual.  To  obtain  the  most  exact  results,  it  is  necessary  to 
Inake  an  experiment  with  the  same  permanganate  upon  a  like  quantity  of  water, 
to  which  ferric  chloride  is  added;  the  quantity  required  to  produce  the  same 
rose  colour  is  deducted  from  the  total  permanganate,  and  the  remainder 
calculated  as  tin. 

Stannic  salts,  also  tin  compounds  containing  iron,  are  dissolved  in  water, 
BCl  a4ded,  and  a  plate  of  clean  zinc  introduced  for  ten  or  twelve  hours ;  the  tin 
■so  precipitated  is  carefully  collected  and  washed,  then  dissolved  in  HCl,  and 
titrated  as  above ;  or  the  finely  divided  metal  may  at  once  be  mixed  with  an 
excess  of  ferric  chloride,  a  little  HCl  added,  and  when  solution  is  complete, 
titrated  with  permanganate.  4  eq.  of  iron  (=224)  occurring  in  the  form  of 
ferrous  chloride  represents  1  eq.  (  =  118)  of  tin. 

Tin  may  also  be  precipitated  from  slightly  acid  peroxide  solution 
as  sulphide  by  HgS,  the  sulphide  well  washed,  and  mixed  with  ferric 
chloride,  the  mixture  gently  warmed,  the  sulphur  filtered  ofi^  and  the 
filtrate  then  titrated  with  permanganate  as  above.  4  eq.  of  iron  = 
1  eq.  of  tin. 

Tin  Ore. — In  the  case  of  analysis  of  cassiterite,  Arnold  (C  N. 
'xxxvi.  238)  recommends  that  1  gm.  ■  of  the  very  finely  powdered 
mineral  be  heated  to  low  redness  for  two  hours  in  a  porcelain  boat 
in  a  glass  tube  with  a  brisk  current  of  dry  and  pure  hydrogen  gas,  by 
which  means  the  metal  is  reduced  to  the  metallic  state.  It  is  then 
dissolved  in  acid  ferric  chloride,  and  titrated  with  permanganate  or 
bichromate  in  the  usual  way. 

The  Estimation  of  Tin  in  White-metal  AUoys.  Ibbotson 
and  Brearley. — (C  N.  Ixxxiv.  167.) — Tin  may  be  readily  estimated 
by  reducing  the  hot  solution  of  the  chloride,  cooling  in  an  atmosphere 
&t  GOj,  and  titrating  with  iodine  and  starch.  The  reduction  can  be 
conveniently  efifected  by  means  of  iron,  but  any  excess  added  must 
be  dissolved  completely.  If  antimony  is  present,  it  will  be  pre- 
cipitated as  metal,  and  cannot  be  dissolved  again,  but  as  cold  acid 
solutions  of  stannic  chloride  are  not  reduced  by  antimony,  which 
readily  reduces  them  on  heating,  the  solution  may  be  directly  titrated 
yith  iodine  as  usual,  very  good  results  being  obtained.  The  antimony 
jmay  be  filtered  off  after  the  titration  and  estimated,  but  the  results 
obtained  are  rather  low. 

An  improvement  on  the  above  method  consists  in  reducing  the 
stannic  chloride  with  finely-powdered  metallic  antimony.  The 
reduction  of  0'15  gm.  of  tin  is  complete  after  one  minute's 
boiling,  and  the  excess  of  antimony  which  remains  undissolved  acts 
as  a  safeguard  during  the  cooling,  since  it  reduces  any  tin  which  may 
have  bec6m6  oxidized  whilst  the  solution  is  still  hot.     Cold  solutions 
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of  stannous  chloride  take  up  oxygen  less  readily.     The  test  analyses 
'  given  show  that  the  reduction  is  complete. 

The  influence  of  various  substances  likely  to  be  present  in  an 
ordinary  analysis  on  the  above  method  was  examined,  and  it  was 
found  that  the  presence  of  iron,  chromium,  nickel,  zinc,  manganese, 
aluminium,  bismuth,  phosphorus,  and  sulphur  is  without  effect  on  the 
results.  The  quantity  of  hydrochloric  acid  present  should  always  be 
about  one-fifth  of  the  total  volume.  If  copper  is  present,  it  wUl  be 
reduced  to  the  cuprous  state,  but  accurate  results  may  nevertheless  be 
obtained  if  the  iodine  is  added  drop  by  drop  to  the  vigorously  agitated 
solution,  so  as  to  prevent  the  formation  of  a  local  excess  of  iodine. 
It  is  also  advisable  to  have  rather  more  hydrochloric  acid  present,  up 
to  about  one-third  of  the  total  volume.  Cobalt  apparently  gives  very 
slightly  higher  values.  Lead  is  without  influence  if  sufiicient  hydro- 
chloric acid  is  present  to  prevent  the  formation  of  lead  iodide.  The 
presence  of  arsenic  completely  vitiates  the  results,  whether  the  tin  is 
reduced  with  iron  or  with  antimony.  Mercury  is  reduced  to  the 
metallic  state,  but  is  not  oxidized  in  cold  solutions.  If  molybdenum 
or  tungsten  is  present,  a  coloured  lower  oxide  is  formed,  but  this  is 
not  appreciably  reoxidized  by  the  iodine,  and  the  starch  blue  can  be 
readily  distinguished. 

TITANIUM. 

Ti  =  48-1. 

§  81.  H.  L.  Wells  and  W.  L.  Mitchell,  in  a  contribution  to  the 
/.  Am.  C.  S.  1895,  878,  allude  to  a  volumetric  method  of  determining 
titanic  acid  by  Pisani  (Gompt.  Send.  lix.  289),  which  does  not 
appear  to  have  been  found  satisfactory.  Marignac  (Z.  a.  0. 
vii.  112)  applied  Pisani's  method  in  the  estimation  of  titanic  acid 
in  the  presence  of  niobic  acid,  special  conditions  being  adopted  to 
avoid  the  reduction  of  the  latter. 

The  authors  have  modified  Pisani's  process  as  improved  by 
Marignac,  and  employ  it  for  the  determination  of  iron  together 
with  the  titanic  acid  in  ores.  Sulphuric  acid  solutions  are  used,  and 
the  liquid  is  protected  from  the  air  during  cooling  and  titration  by 
means  of  a  current  of  carbon  dioxide. 

Method  or  Peocbdtjre  :  5  gm.  of  the  pulverized  ore  are  treated  with  100  o.o. 
of  concentrated  hydrochloric  acid  in  a  covered  beaker,  using  a  gradually  increasing 
heat,  and  adding  more  acid  if  necessary.  When  there  is  no  further  action,  50  o.o, 
of  a  mixture  of  equal  volumes  of  sulphuric  acid  and  water  are  added,  and  the 
liquid  evaporated  until  it  fumes  strongly.  After  cooling,  200  c.c.  of  water  are 
added,  the  whole  heated  until  the  sulphates  dissolve,  and  the  liquid  filtered  into  a 
liter  flask.  If  anything  besides  silicious  matter  is  left  on  the  filter-paper,  it 
should  be  fused  with  potassium  bisulphate,  treated  with  concentrated  sulphuric 
acid,  and  the  sulphates  dissolved  in  hot  water  and  added  to  the  main  solution. 

The  liquid  in  the  flask  is  made  up  to  the  mark  with  water,  and  4  portions  of 
200  0.0.  each  taken,  2  in  Erlenmeyer  flasks  (500  o.c),  and  the  other  2  in 
ordinary  350  c.c.  flasks.    Each  of. these  represents  1  gm.  of  the  ore. 

To  determine  the  iron,  H2S  is  passed  into  the  solutions  in  the  ordinary 
flasks  to  saturation,  after  which  they  are  boiled  until  all  the  HjS  has  been 
removed,  care  being  taken  to  avoid  any  contact  of  the  solution  with  the  air 
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by  covering  the  mouths  of  the  flasks  with  crucihle  lids.  The  flasks  are  thea 
quickly  filled  to  the  neck  with  cold  recently-hoiled  water,  rapidly  cooled, 
transferred  to  large  beakers,  and  titrated  with  standard  potassium  permanganate. 

To  the  solutions  in  the  Erlenmeyer  flasks  25  o.o.  of  concentrated  sulphuric 
acid  are  added,  and  3  or  4  rods  of  pure  zinc,  about  50  m.m.  long  and  6  or  7  m.m. 
in  diameter  are  suspended  in  the  liquid  by  means  of  a  platinum  wire  attached  to 
the  loop  of  a  porcelain  crucible  lid,  which  is  inverted  over  the  mouth  of  the  flask. 
The  liquid  is  then  gently  boiled  for  30  or  40  minutes.  Then,  without 
interrupting  the  boiling,  a  rapid  current  of  COj  is  introduced  under  the  cover. 
The  flask  is  now  rapidly  cooled,  the  zinc  washed  with  a  jet  of  water  and  removed, 
and  the  solution  titrated  with  permanganate,  while  the  current  of  CO2  is  still 
being  passed  in.  The  difference  between  the  permanganate  used  in  this  case  and 
that  required  for  the  iron  alone,  represents  the  amount  corresponding  to  the 
titanic  acid.  The  factor  for  metallic  iron  divided  by  0"7  gives  the  factor  for 
titanic  acid  (TiOj). 

The  most  convenient  strength  for  the  permanganate  solution  is  one  of  7'9  gm. 
per  liter,  corresponding  to  about  0014  gm.  of  metallic  iron. 

In  the  determination  of  iron  by  reduction  with  sulphuretted  hydrogen,  no 
effect  is  produced  on  cold  permanganate  solution  by  the  precipitated  sulphur 
present,  but  precipitated  sulphides,  such  as  copper  sulphide,  should  be  filtered  off 
before  boiling. 

The  results  of  test  analyses  of  recrystallized  potassium  titano- 
fluoride  were  somewhat  low,  but  probably  quite  as  good  or  better 
than  any  gravimetric  method. 

URANIUM. 

Ur  =  240, 

§  82.  The  estimation  of  uranium  may  be  conducted  with  great 
accuracy  by  permanganate,  in  precisely  the  same  way  as  ferrous  salts 
(§  63).  The  metal  must  be  in  solution  either  as  acetate,  sulphate,  or 
chloride,  but  not  nitrate.  In  the  latter  case  it  is  necessary  to 
evaporate  to  dryness  with  excess  of  sulphuric  or  hydrochloric  acid,  or 
to  precipitate  with  alkali,  wash  and  redissolve  in  acetic  acid. 

The  reduction  to  the  uranous  state  is  made  with  zinc,  but  as  the 
end  of  reduction  cannot,  like  iron,  be  known  by  the  colour,  it  is 
necessary  to  continue  the  action  for  a  certain  time ;  in  the  case  of 
small  quantities  a  quarter,  larger  half  an  hour,  at  a  temperature  of 
50°  to  60"  C,  and  in  the  presence  of  excess  of  sulphuric  acid ;  all 
the  zinc  must  be  dissolved  before  titration.  The  solution  is  then 
freely  diluted  with  boiled  water,  sulphuric  acid  added  if  necessary, 
and  then  permanganate  until  the  rose  colour  is  faintly  permanent. 
The  ending  is  distinct  if  the  solution  be  well  diluted,  and  the  reaction 
is  precisely  the  same  as  in  the  case  of  ferrous  salts ;  namely,  2  eq.  of 
uranium  existing  in  the  uranous  state  require  1  eq.  of  oxygen  to 
convert  them  to  the  uranic  state;  hence  56  ]J'e=120  Ur,  con- 
sequently the  strength  of  any  permanganate  solution  in  relation  to 
iron  being  known,  it  is  easy  to  find  the  amount  of  uranium. 

Another  method  of  estimating  uranium  has  been  published 
(B.  Glasmann,  Ber.  1904,  189.) 

The  method  depends  on  the  reaction  of  neutral  solutions  of  uranyl  salts  on  a 
mixture  of  potassium  iodide  and  iodate — 

3U02(N03)2  +  SKI  +  KIO3  +  3H2O  =  3U02(OH)2  +  6KNO3  +  3I2. 
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Any  excess  of  acid  in  the  solution  must  be  neutralized  with  sodium  carbonate, 
which  is  added  till  a  precipitate  begins  to  be  permanent ;  this  precipitate  is  then 
just  redissolved  in  dilute  acid.  Place  the  solution  in  a  300  c.c.  distillation  flask 
provided  with  a  ground  stopper  carrying  a  funnel  with  stopcock,  the  tube  of 
which  reaches  to  the  bottom  of  the  flask.  Insert  the  exit-tube  of  the  flask  into 
the  receiver  containing  potassium  iodide  solution,  add  to  the  uranyl  solution  the 
requisite  amount  of  iodide  and  iodate  mixture,  dilute  to  120  c.c,  close  with  the 
stoppered  funnel,  and  slowly  heat  to  boiling.  Wlien  boiling,  cool  the  receiver 
with  water,  and  lead  a  stream  of  hydrogen  through  the  boiling  liquid.  When  the 
liquid  is  reduced  to  50  c.c,  withdraw  the  flask  from  the  receiver,  remove  the 
burner,  wash  the  delivery  tube  into  a  beaker,  rinse  the  contents  of  the  receiver 
into  the  same  beaker,  and  titrate  with  thiosulphate.  "With  02 — 0'3  gm.  of 
uranyl  compound  the  whole  operation  requires  20  minutes.  The  results  are 
accurate,  and  are  not  affected  by  the  presence  of  alkaline-earth  chlorides. 

VANADIUM. 

Y  =  51-2. 

§  83.  Vanadium  salts,  or  the  oxides  of  this  element,  may  be  very 
satisfactorily  titrated  by  reduction  with  a  standard  ferrous  solution ; 
thus — 

2FeO  +  VO5  =  Fe^Og  +  VO4. 

1  gm.  of  Fe  represents  1'630357  gm.  of  vanadic  pentoxide. 

Lindemann  (Z.  a.  C.  xviii.  99)  recommends  the  use  of  a  solution 
of  ferrous  ammonio-sulphate  standardized  by  ^/lo  potassium  bichro- 
mate. 

Of  course  it  is  necessary  that  the  vanadium  compound  should  be 
in  the  highest  state  of  oxidation,  preferably  in  pure  sulphuric  acid 
solution.  The  blue  colour  of  the  tetroxide  in  the.  dilute  liquid  has 
no  misleading  effect  in  testing  with  ferridcyanide. 

With  hydrochloric  acid  great  care  must  be  taken  to  insure  absence 
of  free  CI  or  other  impurities.  The  end-point  in  the  case  of  this 
acid  is  different  from  that  with  sulphuric  acid,  owing  to  the  colour  of 
the  ferric  chloride,  the  mixture  becoming  clear  green. 

The  accuracy  of  the  action  is  not  interfered  with  by  ferric  or 
chromic  salts,  alumina,  fixed  alkalies,  or  salts  of  ammonia. 

Vanadic  solutions  being  exceedingly  sensitive  to  the  action  of 
reducing  agents,  great  care  must  be  exercised  to  exclude  dust  or  other 
carbonaceous  matters,  alcohol,  etc. 

The  reduction  of  vanadic  acid  by  hydriodic  or  hydrobromic  acids, 
and  its  titration  in  alkaline  solution  with  iodine  has  been  worked  out 
by  P.  E.  Browning  (/.  Amer.  Sei.  1896,  185).  The  solution  con- 
taining the  vanadate  is  boiled  in  an  Erlenmeyer  beaker  with 
potassium  iodide  or  bromide,  in  not  too  large  a  quantity,  and 
a  regulated  amount  of  sulphuric  acid,  until  no  more  iodine  or  bromine 
is  liberated.  After  cooling,  the  residual  liquid  is  nearly  neutralized 
with  aqueous  potash,  a  small  quantity  of  tartaric  acid  is  added,  and 
the  neutralization  completed  with  an  excess  of  potassium  bicarbonate. 
Excess  of  standard  iodine  is  then  added,  and  after  remaining  for  half 
an  hour  in  a  well-closed  bottle,  the  free  iodine  left  is  estimated  by 
means  of  a  solution  of  arsenious  oxide  in  the  usual  way. 

One  mol.  of  iodine  represents  1  mol.  of  vanadic  acid. 
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ZINC. 

Zn=65. 

1  c.c.  ^/lo  solution  =  0-00325  gm.  Zinc. 
Metallic  iron  x  0-5809     =    Zinc. 

„  X  0*724       =    Zinc  oxide. 

Double  iron  salt       x  0-08298    =    Zinc. 

„  „  X  0-1034      =.    Zinc  oxide. 

1.    Indirect  Method  (Mann). 

§  84.  This  process  gives  exceedingly  good  results,  and  consists  in 
precipitating  the  zinc  as  hydrated  sulphide,  decomposing  the  sulphide 
with  moist  silver  chloride,  then  estimating  the  zinc  chloride  so 
formed  by  Volhard's  method  (§  43). 

The  requisite  materials  are — 

Silver  chloride. — "Well  washed  and  preserved  from  the  light  under 
water. 

Standard  silver  nitrate. — 33-18  gm.  of  pure  silver  dissolved  in 
nitric  acid  and  made  up  to  1  liter,  or  52-3  gm.  silver  nitrate  per 
liter.  If  made  direct  from  sUver,  the  solution  must  be  well  boiled 
"  to  dissipate  nitrous  acid.     1  c.c.  =  0-01  gm.  of  zinc. 

Ammonium  thiooyanate. — Of  such  strength  that  exactly  3  c.c. 
suffice  to  precipitate  1  c.c.  of  the  silver  solution. 

Ferric  indicator  and  pure  nitric  acid  (see  §  43.3  and  4). 

Method  or  Peocedtjee  :  05  to  1  gm.  of  the  zino  ore  is  dissolved  in  nitric 
acid.  Heavy  metals  are  removed  by  HjS,  iron  and  alumina  by  double  precipita- 
tion with  ammonia.  The  united  filtrates  are  acidified  with  acetic  acid,  and  HjS 
passed  into  the  liquid  until  all  zinc  is  precipitated  as  sulphide.  Excess  of  HjS 
is  removed  by  rapid  boiling,  so  that  a  drop  or  two  of  the  filtered  liquid  gives  no 
further  stain  on  lead  paper.  The  precipitate  is  then  allowed  to  settle,  decanted 
while  hot,  the  precipitate  brought  on  a  filter  with  a  little  hot  water,  and  without 
further  washing,  the  filter  with  its  contents  is  transferred  to  a  small  beaker, 
30-50  c.c.  of  hot  water  added,  well  stirred,  and  so  much  moist  silver  chloride 
added  as  is  judged  necessary  to  decompose  the  sulphide,  leaving  an  excess  of 
silver.  The  mixture  is  now  boiled  till  it  shows  signs  of  settling  clear ;  5  or  6 
drops  of  dilute  sulphuric  acid  (1  ;  5)  are  added  to  the  hot  mixture,  and  in  a  few 
minutes  the  whole  of  the  zino  sulphide  will  be  converted  into  zino  chloride.  The 
free  sulphur  and  excess  of  silver  chloride  are  now  filtered  off,  washed,  and  the 
chloride  in  the  mixed  filtrate  and  washings  estimated  as  follows : — 

To  the  cool  liquid,  measuring  200  or  300  c.c,  are  added  5  c.c.  of  ferric 
indicator,  and  so  much  pure  nitric  acid  as  is  necessary  to  remove  the  yellow 
colour  of  the  iron.  A  measured  excess  of  the  standard  silver  solution  is  then 
delivered  in  with  the  pipette,  and  without  filtering  off  the  silver  chloride,  or 
much  agitation,  so  as  to  clot  the  precipitate,  the  thiocyanate  is  cautiously 
added,  with  a  gentle  movement  after  each  addition,  until  a  permanent  light 
brown  colour  appears. 

The  volume  of  silver  solution  represented  by  the  thiocyanate  being 
deducted  from  that  originally  used,  will  give  the  volume  to  be 
calculated  to  zinc,  each  c.c.  being  equal  to  0-01  gm.  Zn. 

2.     Precipitation  as  Sulphide  and  subsequent  titration  with 
Ferric  Salts  and  Permanganate  (Schwarz). 

The  principle  of  this  method  is  based  on  the  fact,  that  when  zinc 
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sulphide  is  mixed  with  ferric  chloride  and  hydrochloric  acid,  or  better 
still,  with  ferric  sulphate  and  sulphuric  acid,  ferrous  or  zinc  chloride, 
or  sulphates  respectively,  and  free  sulphur  are  produced.  If  the 
ferrous  salt  so  produced  is  estimated  with  permanganate  or  bichromate, 
the  proportional  quantity  of  zinc  present  is  ascertained.  2  eq.  Fe 
represent  1  eq.  Zn. 

Preparation  of  the  Ammoniacal  Zinc  Solution.— In  the  case  of 
rich  ores  1  gm.,  and  poorer  qualities  2  gm.,  of  the  finely  powdered  material  are 
placed  into  a  small  wide-mouthed  flaslc,  and  treated  with  HCl,  to  which  a  little 
nitric  acid  is  added,  the  mixture  is  warmed  to  promote  solution,  and  when  this 
ha«  occurred  the  excess  of  acid  is  evaporated  by  continued  heat.  If  lead  is  present, 
a  few  drops  of  concentrated  sulphuric  acid  are  added  previous  to  complete  dryness, 
in  order  to  render  the  lead  insoluble;  the  residue  is  then  extracted  with  water  and 
'filtered.  Should  metals  of  the  fifth  or  sixth  group  be  present,  they  must  be 
removed  by  HjS  previous  to  the  following  treatment.  The  solution  will  contain 
iron,  and  in  some  cases  manganese.  If  the  iron  is  not  already  fully  oxidized,  the 
solution  must  be  boiled  with  nitric  acid ;  if  only  traces  of  manganese  are  present, 
a  few  drops  of  bromized  HCl  should  be  added.  "When  cold,  the  solution  may  be 
further  diluted  if  necessary,  and  then  super-saturated  with  ammonia  to  precipitate 
the  iron ;  if  the  proportion  of  this  metal  is  small,  it  will  suffice  to  filter  off  and 
wash  the  oxide  with  ammoniacal  warm  water,  till  the  washings  give  no  precipitate 
of  zinc  on  adding  ammonium  sulphide.  Owing  to  the  fact  that  this  iron 
precipitate  tenaciously  holds  about  a  fifth  of  its  weight  of  zinc,  it  will  be 
necessary  when  the  proportion  is  large  to  redissolve  the  partly  washed  precipitate 
in  HCl,  and  reprecipitate  (best  as  basic  acetate) ;  the  filtrate  from  this  second 
precipitate  is  added  to  the  original  zinc  filtrate,  and  Ihe  whole  made  up 
to  a  liter. 

Method  of  Peocbduee  :  The  ammoniacal  zinc  solution  (prepared  as  described 
above)  is  heated,  and  the  zinc  precipitated  in  a  tall  beaker,  with  a  slight  excess  of 
sodium  or  ammonium  sulphide,  then  covered  closely  with  a  glass  plate,  and  set 
aside  in  a  warm  place  for  a  few  hours.  The  clear  liquid  is  removed  by  a  syphon, 
and  hot  water  containing  some  ammonia  again  poured  over  the  precipitate, 
allowed  to  settle,  and  again  removed,  and  the  washing  by  decantation  repeated 
three  or  four  times  ;  finally,  the  precipitate  is  brought  upon  a  tolerably  large  and 
porous  filter,  and  well  washed  with  warm  water  containing  ammonia,  till  the 
washings  no  longer  discolour  an  alkaline  lead  solution.  The  filter  pump  may  be 
used  here  with  great  advantage. 

The  filter  with  its  contents  is  then  pushed  through  the  funnel  into  a  large 
flask  containing  a  sufficient  quantity  of  ferric  sulphate  mixed  with  sulphuric 
acid,  immediatdy  well  stopped  or  corked,  gently  shaken,  and  put  into  a  warm 
place ;  after  some  time  it  should  be  again  well  shaken,  and  set  aside  quietly 
for  about  ten  minutes.  After  the  action  is  all  over  the  mixture  should  possess  a 
yellow  colour  from  the  presence  of  undecomposed  ferric  salt ;  when  the  cork  or 
stopper  is  lifted  there  should  be  no  odour  of  HjS.  The  flask  is  then  nearly  filled 
with  cold  distilled  water,  if  necessary  some  dilute  sulphuric  acid  added,  and  the 
contents  of  the  flask  titrated  with  permanganate  or  bichromate  as  usual. 

The  free  sulphur  and  filter  will  have  no  reducing  effect  upon  the 
permanganate  if  the  solution  be  cool  and  very  dilute. 

3.  Precipitation  by  Standard  Sodinm  Sulphide,  with  Alkaline 
Iiead  Solution  as  Indicator  (applicable  to  most  Zinc 
Ores  and  Products). 

The  ammoniacal  solution  of  zinc  is  prepared  just  as  previously 
described  in  Schwarz's  method. 

Standard  sodium  sulphide. — A  portion  of  caustic  soda  solution  is 
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saturated  with  HjS,  sufficient  soda  added  to  remove  the  odour  of  the 
free  gas,  and  the  whole  diluted  to  a  convenient  strength  for  titrating. 

Standard  zinc  solution. — 44-12  gm.  of  pjire  zinc  sulphate  are. 
dissolved  to  the  liter.  1  c.c.  will  then  contain  O'Ol  gm.  of  metallic 
zinc,  and  upon  this  solution,  or  one  prepared  from  pure  metallic  zinc 
of  the  same  strength,  the  sulphide  solution  must  be  titrated. 

Alkaline  lead  indicator. — Is  made  by  heating  together  lead  acetate, 
tartaric  acid,  and  caustic  soda  solution  in  excess,  until  a  clear  solution 
is  produced.  It  is  preferable  to  mix  the  tartaric  acid  and  soda 
sohition  first,  so  as  to  produce  sodium  tartrate ;  or  if  the  latter  salt  is 
at  hand,  it  may  be  used  instead  of  tartaric  acid.  Some-  oper^tor^  use 
sodium  nitroprusside  instead  of  lead. 

Method  ov  Peocbdure  :  50  o.c.  of  zinc  solution  (  =  0"5  gm.  Zn)  are  put  into 
a  beaker,  a  mixture  of  solutions  of  ammonia  and  ammonium  carbonate  (3  of  the 
former  to  about  1  of  the  latter)  added  in  sufficient  quantity  to  redissolve  the 
precipitate  which  first  forms.  A  few  drops  of  the  lead  solution  are  then,. by 
means  of  a  glass  rod,  placed  at  some  distance  from  each  other,  on  filtering  paper, 
laid  upon  a  slab  or  plate. 

The  solution  of  sodium  sulphide  contained  in  an  ordinary  Mohr's  burette  is 
then  suffered  to  flow  into  the  zinc  solution  until,  on  bringing  a  drop  from  the 
mixture  and  placing  it  upon  the  filtering  paper,  so  that  it  may  expand  and. run 
into  the  drop  of  lead  solution,  a  black  line  occurs  at  the  point  of  contact ;  the 
reaction  is  very  delicate.  At  first  it  will  be  difficult,  probably,  to  hit  the  exact 
point,  but  a  second  trial  with  25  or  50  c.c.  of  zinc  solution  will  enable  the 
operator  to  be  certain  of  the  corresponding  strength  of  the  sulphide  solution. 
As  this  latter  is  always  undergoing  a  slight  change,  it  is  necessary  to  titrate 
occasionally. 

Direct  titration  with  pure  zinc  solution  gave  99'6  and  100'2,  instead  of  100. 

G-roll  recommends  the  use  of  nickel  protochloride  as  indicator, 
instead  of  sodium  nitroprusside  or  lead.  The  drops  are  allowed  to 
flow  together  on  a  porcelain  plate ;  while  the  point  of  contact  shows 
a  blue  or  green  colour  the  zinc  is  not  all  precipitated  by  the  sulphide, 
therefore  the  latter  must  be  added  until  a  greyish  black  colour  appears 
at  contact. 

4.    Precipitation  as  Sulphide  with  Perric  Indicator 
(Schaflfner). 

Schaffner's  modification  of  this  process,  and  which  is  used 
constantly  at  the  laboratory  of  the  Vieille  Montague  and  the 
Bhenish  Zinc  Works,  is  conducted  as  follows : — For  ores  containing 
over  35  per  cent,  zinc,  0'5  gm.  is  taken ;  for  poorer  ones,  1  gm.  to 
2  gm.  Silicates,  carbonates,  or  oxides  are  treated  with  hydrochloric 
acid,  adding  a  small  proportion  of  nitric  acid  at  boiling  heat  to 
peroxidize  the  iron.  Sulphur  ores  are  treated  with  aqtia  regia, 
evaporated  to  dryness,  and  the  zinc  afterwards  extracted  by  hydro- 
chloric acid ;  the  final  ammoniacal  solution  is  then  prepared  as 
described  on  page  352. 

Method  of  Peoceduee  :  The  titration  is  made  with  a  solution  of  sodium 
sulphide,  1  c.c.  of  which  should  equal  about  O'Ol  gm.  Zn.  The  Vieille  Mohtagne 
laboratory  uses  ferric  chloride  as  an  indicator,  according  to  Schaffner's  method. 
For  this  purpose  a  single  drop  or  some  few  drops  of  this  chloride  are  let  fall  into 
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the  ammoniaoal  solution  of  zinc.  The  iron  which  has  been  added  is  at  once 
converted  into  red  flakes  of  hydrated  ferric  oxide,  which  float  at  the  bottom  of 
the  flask.  If  sodium  sulphide  be  dropped  from  a  burette  into  the  solution  of 
zinc,  a  white  precipitate  of  zinc  sulphide  is  at  once  thrown  down,  and  the  change 
in  the  colour  of  the  flakes  of  iron  from  red  to  black  shows  the  moment  when  all 
the  zinc  is  sulphuretted,  and  the  titration  is  ended.  It  is  advisable  to  keep  the 
solution  for  titration  at  from  40°  to  60°  C.  Titration  carried  out  under  exactly 
equal  conditions,  with  a  known  and  carefully  weighed  proportion  of  zinc,  gives 
comparative  data  for  calculation,  and  thus  for  the  determination  of  the  contents 
of  any  zinc  solution  by  means  of  a  simple  equation.  If,  for  example,  30'45  c.c. 
of  sulphide  have  been  used  to  precipitate  0'25  gm.  of  zinc,  1  c.c.  of  it  will 
precipitate  8-21  m.gm.  of  zinc  (30-45  :  025  =  1  :  x,  and  therefore  x=0-00821). 

The  following  method  is  adopted  in  the  laboratory  of  a  well-knovi^n 
copper  works  in  Wales  : — 

Keduce  the  sample  to  fine  powder,  and  dry  at  a  temperature  of  about  10o°-C. 
Dissolve  05  gm.  of  the  sample  thus  prepared  in  aqua  regia,  evaporate  nearly  to 
dryness,  take  up  with  hot  water,  add  20  c.c.  of  ammonia  and  10  c.c.  of  a  solution 
of  amnionium  carbonate  (1  to  10),  then  a  few  drops  of  solution  of  permanganate 
to  precipitate  lead  and  manganese.  Now  heat  nearly  to  boiling-point  and  filter 
into  a  larger  flask,  wash  the  precipitate  well  with  hot  water  containing  ammonia 
until  a  drop  of  the  washings  shows  no  reaction  with  sodium  sulphide.  The 
volume  of  the  filtrate  and  washings  should  be  about  250  c.c,  and  the  temperature 
about  50°  C.  Now  titrate  with  a  standard  solution  of  sulphide.  The  most 
convenient  strength  is  70  c.c.  =0-5.  gm.  of  pure  zinc,  heat  the  sample  liquid 
almost  to  boiling-point,  and  add  not  quite  enough  sulphide  solution  to  precipitate 
the  whole  of  the  zinc.  Now  take  a  drop  of  a  dilute  solution  of  ferric  chloride,  and 
let  it  fall  into  a  small  beaker  containing  a  few  drops  of  dilute  ammonia,  wash  the 
whole  contents  of  the  beaker  into  the  assay,  and  continue  titrating  slowly  and 
cautiously,  at  last  adding  the  sulphide  solution  by  O'l  c.c.  at  a  time,  while 
continually  agitating  the  flask  until  the  ferric  oxide  at  the  bottom  of  the  flask 
begins  to  turn  black  when  the  assay  is  finished.. 

The  number  of  c.c.  of  sulphide  solution  used  is  noted.  In  order  to  determine 
the  strength  of  the  sulphide  solution,  weigh  0'5  gm.  pure  zinc,  place  this  in  a 
flask,  dissolve  in  10  c.c.  of  HCl,  and  add  some  hot  water,  20  c.c.  of  ammonia,  and 
10  c.c.  of  ammonium  carbonate  as  above,  and  fill  up  with  hot  water  to  about 
250  c.c.  Then  titrate  with  the  sulphide  solution  as  described.  Erom  the 
number  of  c.c.  used  for  the  05  gm.  pure  zinc  (standard),  and  the  number  used 
for  the  sample,  the  zinc  contents  of  the  latter  can  be  easily  calculated. 

The  copper  present  in  blendes  and  calamines  does  not  usually  exceed  0'5  per 
cent.  It  may  be  estimated  colorimetrically,  and  the  amount  deducted  from  the 
total  produced. 

If  any  considerable  amount  T)f  copper  or  other  impurities  be  present,  they 
must  be  separated  by  the  ordinary  well-known  methods.  In  order  to  obtain 
greater  accuracy  a  correction  is  made  by  measuring  the  volume  of  the  liquid 
after  the  assay  is  finished,  and  deducting  0'6  c.c.  from  the  sulphide  solution  used 
for  every  100  c.c.  of  the  volume  of  the  assay :  this  correction  is  equally  applied 
to'  the  standard.  Experiments  have  shown  that  oxide  of  iron  prepared  as 
described  above  placed  in  100  c.c.  of  distilled  water  containing  ammonia,  requires 
0'6  c.c.  of  a  sulphide  solution  of  the  above  strength  to  turn  distinctly  black. 

The  essential  point  in  this  volumetric  process  practised,  at  the 
Vieille  Montagne  is  the  perfect  uniformity  of  working  adopted  in  the 
assays  with  reference  to  the  volume  of  the  solutions  and  reagents 
used  and  the  colour  of  the  indicator.  In  titrating,  the  same 
quantities  of  ferric ,  chloride,  hydrochloric  acid,  and  ammonia  are 
steadily  used.  Work  is  done  always  at  one  temperature  and  in  the 
same  time,  particularly  at  the  end  of  the  operation,  when  the  iron 
begins  to  take  on  that  characteristic  colour  which  the  flakes  take  at 
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tlie  edges — ^points  which  should  not  be  overlooked.  As  a  further 
precaution,  the  titrating  apparatus  is  pi,ovided  in  duplicate,  two  assays 
being  always  made.  It  permits  the  execution  of  several  titrations 
without  the  necessity  of  a  too  frequent  renewal  of  sodium  sulphide, 
which  is  stored  in  a  yellow  flask  of  large  capacity  supplying  two 
Mohr's  burettes,  under  which  the  beakers  can  be  placed  and  warmed. 
A  mirror  shows  by  reflection  the  iron  flakes  which  settle  down  after 
shaking  the  liquid. 

Too  much  stress  cannot  be  laid  upon  the  necessity  of  standardizing 
the  sodium  sulphide  under  the  same  conditions  as  to  volume  of  fluid, 
proportions  of  NHg  and  HCl,  and  colour  of  the  indicator,  as  will 
actually  occur  in  the  analysis. 

The  chief  difficulty  in  this  sulphide  process  is  the  end-point. 
E.  G.  Ballard  has  recommended  a  good  plan  for  ascertaining  this 
(/.  S.  C.  I.  xvi.  399),  the  following  being  his  own  words  : — 

"  I  have  found  the  following  method  very  delicate  and  rapid  in  determining 
the  end  of  the  titration,  and  it  is  based  upon  the  fact  that  the  suspended  sulphide 
of  zinc  has  no  action  on  metallic  silver,  whereas  the  smallest  excess  of  sulphide  in. 
the  solution  will  produce  a  stain  upon  a  bright  silver  surface.  A  small  bright 
plate  of  silver  is  procured,  and  at  intervals  during  the  titration  a  drop  of  the 
zinc  solution  containing  suspended  ZnS  is  taken  out  on  a  glass  rod  and  placed 
upon  the  silver  plate  and  allowed  to  remain  there  for  10  to  20  seconds.  No 
blackening  of  the  silver  surface  occurs  until  there  is  an  excess  of  sulphide 
present,  when  the  stain  upon  the  silver  plate  is  evident  at  once,  and  the  titration 
may  be  considered  finished. 

The  number  of  drops  of  the  standard  solution  of  sulphide  required  to  produce 
the  stain  in  the  time  mentioned,  may  be  ascertained  in  a  qua,ntity  of  water  equal 
in  bulk  to  that  of  the  zinc  solution  operated  upon,  and  afterwards  deducted  from 
the  total  used  in  calculating  the  result.  One  part  of  Na^S  in  20,000  of  water 
will  produce  a  stain. 

Another  way  to  use  the  silver-plate  indicator  is  to  run  in  the  sulphide  to  small 
excess,  and  then  titrate  back  with  a  solution  of  zinc  of  known  strength,  watching 
the  disappearance  of  the  stain  on  the  silver  plate  in  this  instance.  ,  Time  is  thus 
gained  when  testing  a  substance  containing  an  unknown  quantity  of  ziiic  for  the 
fiurst  time,  but  in  cases  where  the  amount  is  approximately  known,  the  former 
method  suffices,  the  greater  part  of  the  sulphide  being  run  in  at  once,  and  the 
silver-plate  indicator  applied  during  the  addition  of  the  last  portions  only. 

Precaution  :  Although  it  has  been  stated  that  the  precipitated  sulphide  of 
zinc  has  no  action  upon  the  silver  plate,  yet  in  the  presence  of  a  large  excess  of 
ammonia  in  the.  cold  there  is  a  slight  action;  therefore  it  is  desirable  to 
observe  the  precaution  to  avoid,  as  far  as  possible,  adding  more  ammonia  than  is 
required  to  redissolve  the  precipitate  first  formed  in  rendering  the  solution  of 
zinc  under  examination  alkaline.  However,  if  the  temperature  of  the  solution 
of  zinc  be  raised  to  about  180°  P.,  a  much  larger  excess  of  ammonia  may  be 
added  without  interfering  with  the  accuracy  of  the  test  or  the  final  estimation  of 
the  zinc.    Under  any  circumstances  I  prefer  titrating  the  solution  of  zinc  hot. 

The  first  appearance  of  the  stain  on  the  silver  plate  can  be  more  easily 
distinguished  in  a  diffused  -light,  such  as  that  reflected  from  a  sheet  of  white 
paper,  or  a  white  card,  and  more  especially  if  the  drop  be  removed  at  the  end  of 
10  or  20  seconds  by  means  of  a  small  blotting  pad  or  piece  of  folded  filter-paper. 

A  porcelain  dish  is  the  most  convenient  vessel  in  which  to  perform  the 
titration.  Another  point  to  ensure  accuracy  is  to  be  careful  that  the  silver  plate 
is  clean  and  free  from  grease.  A  little  chalk  and  ammonia  is  useful  for  this 
purpose." 

A  method  of  estimating  zinc  by  the  following  nieans  has  been 
adopted  by  J.  E.  Clennell  (C.  N.  Ixxxvii.  121)  useful  for  ores  and 
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the' feollitions' used  in  gold  extraction  without  the  Use  6fi  an  external 
indicatory  as  is  the  -case  with  the  usual  sulphide  and  ferrqcjraliide 
process.   .    :  r   .        ■  r,  ■  ' 

'  Thie  zincis  precipitated  by  means  of  a  solution  of  sodium  sulphide,  of  known 
strength,  added  in  slight  excess,  the  excess  of  sulphide  being  then  determined  by 
making  use  of  the  reaction—  ' 

'     ■      '        Na2S+'2KAgCy2  =  Ag2S+'2NaCy  +  2KCy.     ■.. 

The  solutions  required  are — 

r  Sodium  Sulphide: — A  convenient  strength,  being  about  G'2  per  cent.  Na.2S. 

:  Silver  Double  C^aBi(Ze.^!Prepared  by  adding  silver  nitrate  to  a  solution  of 
potassium  cyanide  (say,  2  or  3  per  cent.  KOy)  till  a  slight  permanent  pi-eoipitate 
of  AgCy  is  produced,  allowing  to  stand,  and  filtering.  ■ 

/  silver  Nitrate. — Any  dilute  solution  of '  known  strength.  A  convenient 
standard  is  one  containing  5'215  gm.  AgNOj  per  liter,  1  c.o.  being  equivalent  to 
6'001  gm.  zinc. 

Potassium  Iodide. — 1  per  cent,  solution. 

,  It  i?  perhaps  advisable  also  to  have  a  standard-  zinc  solution  prepared  from  pure 
iietallic  zinc  or  pure  zinc  sulphate,' and  containing  0"5  or  1  per  cent.  Zn. 

,  Method  of  Pkocedube  :  The  zinc  in  ores  or  similar  substances  is  brought, 
into  solution  in  the  ordinary  way,  and  the  liquid  made  strongly  alkaline  with 
caustic  soda  of  ainmonia,  boiled,  diluted,  and  filtered,  if  necessary.  In  cyanide 
^lutions,  the  sulphide  may  in  general  be  applied  direct ;  •  in  some  cases,  however, 
it  may  be  necessary  to  remove  the  cyanogen  by  a  preliminary  operation. 

',  The  liquid  to  be  examined  is  mixed  with  a  measured  volume  of  sodium 
s,ulphide,  slightly  ia  excess  of  that  required  to  precipitate  the  whole  of  the  zinc, 
i'he  liquid  is  well  shaken  in  a  stoppered  flask;  a  little  lime  may  be  added  to 
promote  settlement.  The  whole,  or  an  aliquot  part,  is  then 'filtered,  and  an 
excess  of  the  double  silver  cyanide  added.  The  precipitate  of  AgjS  generally 
spttles  rapidly,  and  is  easily  filtered  and  washed  {occasionally  it  may  be  necessary 
to  add-a  little  more  lime).  About  5  c.o.  of  the  1  per  cent.  KI  solution  are  added 
to  the  filtrate,  and  the  liquid  titrated  vdth  AgNOs  till  a  slight  yellowish  turbidity 
remains  permanent. 

1  gm.  KCy=0'3  gm.  Na2&=0-25  gm.  Zn. 

,  A  table  is  given  which  illustrates  the  results  of  titrations  made  by  this  method 
with  solutions  containing  known  quantities  of  zinc. 

In  three  trials  made .  with  zinc  double  cyanide,  a  separate  portion  of  the 
original  liquid  was  tested  in  the  ordinary  way  for  "total  cyanide,"  i.e.,  by 
titration  vrith  silver  nitrate,  using  alkaline  iodide  indicator,  and  the  cyanide  so 
fpund  deducted  from  the  amount  shown  by  titration  after  adding  sodium 
sulphide  and  the  double  silver  salt.  In  another  test,  however,  the  cyanide  was 
precipitated  before  making  the  estimation ,  of  zinc,  by  adding'excess  of  AgNOg, 
and  then  a  few  drops  of  HCl  to  remove  excess  of  AgNOj,  boiling  and  filtering; 
making  strongly  alkaline  with  NaOH  before  adding  Na^S. 
r  In  presence  of  f  errocyanide  and  thiocyanate,  it  appears  to  be  necessary  to  make 
the  solution  strongly  alkaline  to  ensure  complete  precipitation  of  the  zinc 
sulphide. 

5.    Estimation  as  Perrocyarilde. 

'  In  Acetic  Acid  Solution  (Galetti). — When  ores  containing  zinc 
and  iron  are  dissolved  in  acid,  and  the  iron  precipitated  with  ammonia, 
the  ferric  oxide  invariably  carries  down  with  it  a  portion  of-  zinc,  and 
it  is  only-  by  repeated  precipitation  that  the  complete  separation  can 
be  made.  In  this  process  the  zinc  is  converted  into  soluble  acetate, 
and  titrated  by  a  standalfd  solution  of  potassium  f errocyanide  in  the 
presence  of  insoluble  ferric  acetate." 
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The  standard  -solution  of  potassium  ferrooyanide,  as  ^used-.by 
Galetti",  contains  4:l:-250  gm.  per  liter,"  1  c.c.=0-01  gm.  Zn,  but  its 
actual  working  power  must  be  fixed  by  experiment. 

Standard  zinc  solution,  10  gm.  of  pure  metallic  zinc  per  liter 
dissolved  in  hydrochloric  acid.  / 

The  process  is  available  in  the  presence  of  moderate  quantities  of 
iron  and  lead,  but  copper,  manganese,  nickel,  and  cobalt  must  be 
absent. 

The  adjustment  of  the  ferrocyanide  solution  (which  should  be 
freshly  prepared  at  short  intervals)  must  be  made  in  precisely  the 
same  way,  and  with  the  same  volume  of  liquid  as  the  actual  analysis 
of  ores,  and  is  best  done  as  foUows  : — 

25  CO.  of  zinc  solution  are  measured  into  a  beaker,  15  o.o.  of  liquid  ammonia 
of  sp,.  gr.  0'900  added  to  render  the  solution  alkaline,  then  very  cautiously 
acidified  with  acetic  acid,  and  50  c.c.  of  acid  ammonium  acetate  (made  by  adding 
together  20  c.c.  of  ammonia  of  sp.  gr.  0'900,  15  o.o.  of  concentrated  acetic  acid 
and  65  c.c.  of  distilled  water),  which  is  poured  into  the  mixture,  then  diluted  to 
250  CO.,  and  warmed  to  about  50°  C.  The  titration  is  then  made  with  the 
ferrocyanide  solution  by  adding  it  from  a  burette  until  the  whole  of  the  zinc  is 
precipitated.  Ga  letti  judges  the  ending  of  the  process  from  the  first  change  of 
•colour  from  white  to  ash  grey,  which  occurs  when  the  ferrooyanide  is  in  excess ; 
but  it  is  best  to  ascertain  the  ending  by  taking  drops  from  the  solution,  and 
bringing  them  in  contact  with  solution  of  uranium  acetate  on  a  white  plate  until 
a  faint  brown  colour  appears.  The  ferrocyanide  solution  should  be  of  such 
strength  that  measure  for  measure  it  agrees  with  the  standard  zinc  solution. 

In  examining  ores  of  zinc,  such  as  calamine  and  blende,  Galetti  takes  0'5  gm. 
for  the  analysis,,  and  makes  the  solution  up  to  500  c.c.  Calamine  is  at  once 
"treated  with  HCl  in  sufficient  quantity  to  bring  it  into  solution.  Blende  is 
treated  with  aqua  regia,  and  evaporated  with  excess  of  HCl  to  remove  nitric 
acid.  The  solutions  of  zinc  so  obtained  invariably  contain  iron,  which  together 
with  the  zinc  is  kept  in  solution  by  the  HOI,  but  to  insure  the  peroxidation  of 
the  iron,  it  is  always  advisable  to  add  a  little  potassium  chlorate  at  a  boiling  heat 
during  the  extraction  of  the  ore.  The  hydrochloric  solution  is  then  diluted  to 
about  100  CO.,  30  c.c.  of  ammonia  added,  heated  to  boiling,  exactly  neutralized 
with  acetic  acid,  100  c.c.  of  the  acid  ammonium  acetate  poured  in,  and  diluted  to 
about  500  c.c.  The  mixture  as  prepared  will  contain  all  the  zinc  in  solution,  and 
the  iron  will  be  precipitated  as  acetate.  The  titration  may  at  once  be  proceeded 
with  at  a  temperature  of  about  50°  to  60°  C.  by  adding  the  ferrocyanide  until 
the  necessary  reaction  with  uranium  is  obtained.  As  before  mentioned,  Galetti 
takes  the  change  of  colour  as  the  ending  of  the  process,  and  when  iron  is  present 
this  is  quite  distinguishable,  but  it  requires  considerable  practice  to  rely  upon, 
and  it  is  therefore  safer  to  use  the  uranium  indicator.  When  using  the 
uranium,  however,  it  is  better  to  dilute  the  zinc  solution  less,  both  in  the 
adjustment  of  the  standard  ferrocyanide  and  the  analysis  of  ores.  The  dilution 
is  necessary  with  Galetti's  method  of  ending  the  process,  but  half  the  volume 
of  liquid,  or  even  less,  is  better  with  the  external  indicator. 

In  Hydrochloric  Acid  Solution  (Fahlberg). — This  method  is 
not  available  in  the  presence  of  iron,  copper,  nickel,  cobalt,  or 
manganese. 

Both  these  processes  have  been  thoroughly  investigated  by  L.  de 
Koninck  and  E.  Prost  {Z.  a.  C.  1896,  460,  also  C.  N.  Ixxvi.  6) 
with  a  view  to  ascertain  the  exact  reactions  which  take  place  in 
adding  potassium  ferrocyanide  to  9,  solution  of  zinc.  The  reaction 
takes  place  somewhat  slowly;  therefore  there  may,  at  first,  be  an 
excess  of  ferrocyanide  as  proved  by  the  uranium  reaction.      Soon, 
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however,  this  excess  disappears,  as  an  insoluble  double  compound  of 
zinc  and  potassium  ferrocyanide  is  formed.  The  direct  titration  of 
zinc  by  means  of  potassium  ferrocyanide  is,  therefore,  not  to  be 
recommended.  The  following  is  found  by  the  authors  to  give  trust- 
worthy results. 

Method  of  Peoobdtjkb  :  10  gm.  of  pure  zinc  are  dissolved  in  hydrochloric 
acid,  nearly  neutralized  with  soda,  and  made  up  to  1  liter.  27  gm.  of  potassium 
ferrocyanide  are  dissolved  in  a  liter  of  water.  These  solutions  are  then  checked 
by  mixing  20  c.c.  of  the  zinc  solution  with  50  o.o.  of  a  20  per  cent. 'solution  of 
ammonium  chloride,  two  drops  of  a. 10  per  cent,  solution  of  sodium  sulphite,  and 
10  CO.  of  hydrochloric  acid  (sp.  gr.  1'075)  ;  the  zinc  solution  must  be  measured 
from  an  accurate  pipette,  but  the  others  are  only  roughly  measured.  40  c.c. 
exactly  of  the  ferrocyanide  solution  are  now  added,  and,  after  being  left  for  at 
least  ten  minutes,  the  excess  is  titrated  with  the  zinc  solution  until  the  uranium 
reaction  is  no  longer  obtained.  The  relation  between  the  zinc  and  the  ferro- 
cyanide is  thus  determined. 

The  estimation  of  zinc  in  any  of  its  ores  is  as  follows : — 2"5  gm.  of  the  sample 
are  dissolved  in  nitrohydrochlorio  acid  and  evaporated  to  dryness  to  render  any 
silica  insoluble,  the  residue  being  taken  up  with  5  c.c.  of  hydrochloric  acid  and  a 
little  water.  The  filtrate  from  this  is  freed  from  lead,  cadmium,  etc.,  by  a 
current  of  hydrogen  sulphide,  boiled  to  expel  the  gas,  and,  after  cooling,  mixed 
vrith  25  c.c.  of  saturated  bromine  water.  After  pouring  the  liquid  into  a  500  c.c. 
flask,  containing  100  oc.  of  ammonia  (sp.  gr.  0'9),  and  10  c.c.  of  a  25  per  cent, 
solution  of  ammonium  bicarbonate,  it  is,  when  cold,  made  up  to  the  mark. 

"When  the  precipitate  has  quite  settled,  the  liquid  is  passed  through  a  dry 
filter.  100  c.c.  are  then  pipetted  off,  acidified  with  hydrochloric  acid,  and 
titrated  with  the  ferrocyanide  in  the  way  described. 

Maxwell  Lyte,  who  used  the  original  method  of  Fahlberg, 
gives  the  following  method  of  treating  a  blende  containing  lead, 
copper,  and  iron  in  small  quantities  (C  N.  xxi.  222) : — 

2  gm.  of  finely  powdered  ore  were  boiled  with  strong  HCl  and  a  little  KCIO3, 
the  insoluble  matter  again  treated  in  like  manner,  the  solutions  mixed  and 
evaporated  somewhat,  washed  into  a  beaker,  cooled,  and  moist  barium  carbouate 
added  to  precipitate  iron,  copper,  etc.,  allowed  to  stand  a  few  hours,  then  filtered 
into  a  200  c.c.  flask  containing  10  c.c.  of  strong  HCl,  and  washed  until  the  exact 
measure  was  obtained.  20  c.c.  (  =  0'2  gm.)  of  blende  were  measured  into  a  small 
beaker,  diluted  with  the  same  quantity  of  water,  3  drops  of  uranic  solution  added 
as  indicator,  and  the  ferrocyanide  delivered  in  from  a  burette.  When  70  c.c. 
were  added  the. brown  tinge  disappeared  slowly;  the  testing  on  a  white  plate  was 
then  resorted  to,  and  the  ferrocyanide  added  drop  by  drop,  until  the  proper  effect 
occurred  at  73  c.c.  ,  As  a  slight  excess  of  ferrocyanide  was  necessary  to  produce 
the  brown  colour,  0'2  c.c.  was  deducted,  leaving  72'8  c.c.  as  the  quantity  necessary 
to  precipitate  all  the  zinc.  The  0'2  gm.  of  blende  therefore  contained  0"0728  gm. 
of  Zn  or  36'4  per  cent. 

The  sample  in  question  contained  about  2 '7  per  cent,  of  copper,  but 
this  was  precipitated  with  the  iron  by  the  barium  carbonate ;  had  it 
contained  a  larger  quantity,  the  process  would  not  have  been  available 
unless  the  copper  was  removed  by  other  means. 

Mahon  (Amer.  Chem.  J<mrn.  iv.  53)  uses  the  ferrocyanide  method 
much  in  the  same  way  as  above  described,  but  finds  that  Mn  must  be 
absent  to  ensure  good  results.  In  the  presence  of  Mn  he  separates 
the  Zn  from  a  strong  acetic  solution  with  HgS.  The  sulphide  is  then 
dissolved  in  HCl  and  titrated  as  before. 

A  modification  of  the  ferrocyanide  method  so  as  to  be  available  for 
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the  estimation  of  both  zinc  and  manganese  in  the  presence  of  each 
other  has  been  devised  by  G.  C.  Stone  (/.  Am.  C.  S.  xvii.  437). 

The  standard  sohitions  required  are  : — 
.  Potassium  ferrocyanide,  about  30  gm.  per  liter.  Its  actual  working 
strength  is  found  by  titrating  it  upon  a  known  weight  of  either  zinc 
or  manganese  in  slightly  acid  solution,  using  a  very  dilute  solution  of 
cobalt  nitrate  as  outside  indicator.  A  correction  is  made  in  all  cases 
for  the  amount  of  ferrocyanide  required  to  give  the  reaction  with  the 
indicator,  and  may  be  taken  as  0'5  c.c.  for  every  100  c.c.  of  the 
solution  titrated. 

Potassium  permanganate,  1'99  gm.  of  the  pure  salt  per  liter. 
1  c.c.  =  1  m.gm.  of  Mn. 

The  end-point  of  reaction  with  the  indicator  is  found  by  placing 
drops  of  the  cobalt  solution  on  a  white  tile,  and  bringing  a  drop  of 
the  liquid  under  titration  in  contact  with  it,  but  not  actually  mixing. 
The  occurrence  of  an  immediate  faint  green  line  at  the  junction  of  the 
drops  is  accepted  as  the  correct  reading. 

Method  of  Pkocedtjee:  The  ore  is  dissolved  in  HCl  with  the  addition  "of 
KCIO3  as  an  oxidizer,  and  care  must  be  taken  to  have  sufficient  acid  to  keep  all 
the  manganese  in  solution. 

Lead  alone  need  not  he  separated ;  copper  can  be  precipitated  by  lead ;  or 
lead  and  copper  can  both  be  precipitated  by  aluminium.  Cadmium  should 
be  precipitated  by  HjS,  and  the  filtrate  oxidized.  Iron  and  aluminium  are 
best  separated  by  barium  carbonate,  Taut  the  latter  must  be  free  from  alkaline 
carbonates  and  hydroxides,  barium  hydroxide,  and  ammonium  salts.  A  salt 
Sufficiently  pure  for  the  purpose  may  be  obtained  by  suspending  the  ordinary 
pure  carbonate  (first  proved  free  from  ammonium  salts)  in  warm  water  for 
several  hours  with  2  or  3  per  cent,  of  its  weight  of  barium  chloride. 

The  well  .oxidized  solution  of  the  ore  is  put  into  a  500  c.c.  flask,  and  barium 
carbonate  suspended  in  water  added  until  the  precipitate  coagulates.  The  whole 
is  then  poured  into  a  beaker,  well  mixed,  allowed  to  settle,  and  the  clear  liquid 
decanted  through  a  dry  filter,  and  diluted  to  500  c.c.  Portions  of  50,  100  or 
200  c.c.  of  the  filtrate  are  used  for  each  titration.  One  portion,  which  should 
contain  between  O'Ol  and  0'04  gm.  of  manganese,  is  diluted  to  200  cc,  heated 
nearly  to  boiling  in  a  porcelain  dish,  and  titrated  rapidly  with  permanganate 
with  vigorous  stirring. 

A  second  portion  is  made  slightly  acid  with  hydrochloric  acid,  the  zinc  and 
manganese  are  titrated  together  in  the  cold  with  ferrocyanide  ;  the  dark  colour 
of  the  precipitate  suddenly  changes  to  light  yellowish  green  shortly  before  the 
end  of  the  reaction.  It  is  not  necessary  to  test  with  the  cobalt  solution  until 
1  or  2  CO.  of  the  ferrocyanide  have  been  added  after  the  lightening  of  the 
precipitate. 

Example  :  1  c.c.  of  the  ferrocyanide  solution  equalled  0'00608  gm.  of  zinc,  or 
O'O0384  of  manganese;  1  c.c.  of  the  permaneanate  equalled  0001  gm.  of 
manganese.  2i  gm.  of  the  ore  were  dissolved,  and  the  iron  precipitated  and 
filtered  out.  50  c.c.  of  the  solution  were  diluted,  heated,  and  titrated  with 
permanganate,  requiring  18'45  c.o.=7"38  per  cent,  of  mangane.se.  100  c.c. 
titrated  with  ferrocyanide  required  27'85  c.c.  of  which  9'61  c.c.  would  be  used  by 
the  manganese  present.  Deducting  this,  18'24  c.c.  was  left  for  the  zinc,  equal  to 
0'11053  gm.,  or  22'1 1  per  cent.  The  amounts  of  zinc  and  manganese  as  determined 
gravimetrioaJly  were  22'05  and  7'58  per  cent,  respectively. 

6.    Estimation  as  Zinc  Ammonium  Phosphate. 

The  method  has  been  devised  by  P.  H.  Walker  (/.  Am.  C.  S. 
1901,  23,  [7],  468—470).     This  process  is  a  modification  of   that 
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devised  by  Stolba  for  the  determination  of  magnesium,  and  is  carried 
out  as  follows  : — 

To  the  zinc  solution,  which  should  contain  ammonium  chloride,  a  large  excess 
of  ammonia  is  added,  then  a  large  excess  of  sodium  phosphate  solution. 
Hydrochloric  acid  is  now  gradually  added  until,  after  stirring,  the  solution 
remains  milky,  when  the  liquid  is  heated  to  ahont  75°  C,  and  the  gradual 
addition  of  acid  continued,  with  constant  stirring,  until  nearly  complete 
neutralization  is  attained.  By  this  means  the  precipitate  Ijeoomes  crystalline, 
and  after  five  minutes'  standing  it  should  he  filtered  oft'  and  washed  with  cold 
water  until  the  washings  showed  only  a  faint  trace  of  chlorine.  The  filter  paper 
and  precipitate  are  now  returned  to  the  beaker  in  which  the  precipitation  was 
carried  out,  an  excess  of  standard  acid  added,  and  the  exact  point  of  neutrality 
determined  by  means  of  standard  alkali,  using  methyl  orange  as  indicator.  From 
the  equation^ 

ZnNHiPOi  +  H2S04=ZnS04  +  NH4H2PO4 

it  is  seen  that  1  c.o.  of  normal  acid  corresponds  with  32'7  m.gm.  of  zinc.  The 
method  gives  good  results.  Since  the  zinc  ammonium  phoshate  is  not 
precipitated  in  presence  of  a  large  excess  of  ammonia,  any  magnesium  present, 
which  will  he  precipitated,  may  he  removed  by  filtration,  and  the  filtrate 
peutralized  to  throw  down  the  zinc.  Fairly  good  results  are  obtained  by  this 
method  also  in  the  presence  of  iron,  calcium,  and  magnesium,  but  any  manganese 
must  be  previously  separated,  best  by  means  of  nitric  acid  and  potassium 
chlorate. 

7.    Estimation  of  Zinc  as  Oxalate. 

This  method  is  based  on  the  fact  that  all  the  metals  of  the  magnesia 
group  are  precipitated  in  the  absence  of  alkaline  salts  by  oxalic  acid, 
with  the  addition  of  alcohol.  The  cases  are  very  few  in  which  such 
a  method  can  be  made  available,  but  the  process  as  described  by 
W.  G.  Leison  (Silliman's  Journ.  Sept.  1870)  is  here  given. 

The  zinc  compound  is  obtained,  preferably  as  sulphate,  in  neutral  solution,  and 
strong  solution  of  oxalic  acid  and  a  tolerable  quantity  of  strong  alcohol  are 
added.  Zinc  oxalate  quickly  separates  in  a  fine  crystalline  powder,  which  when 
washed  by  alcohol  from  excess  of  oxalic  acid  and  dried,  can  be  dissolved  in  hot 
dilute  sulphuric  acid,  and  titrated  with  permanganate;  the  amount  of  zinc  is 
calculated  from  the  weight  of  oxalic  acid  so  found.  If  the  zinc  oxalate  be 
washed  on  a  paper  filter,  it  cannot  be  separated  from  the  paper  without  con- 
tamination with  fibres  of  that  material,  which  would  of  course  affect  to  some 
extent  the  permanganate  solution.  Hence  it  is  advisable  to  filter  through  very 
clean  sand,  best  done  by  a  special  funnel  ground  conical  at  the  throat ;  into  this 
is  dropped  a  pear-shaped  stopper  with  a  long  stem,  the  pear-shaped  stopper  fitting 
the  funnel  throat  tightly  enough  to  prevent  sand  but  not  liquids  from, passing;  a 
layer  of  sand  being  placed  upon  the  globular  end  of  the  stopper  and  packed 
closely,  the  liquid  containing  the  oxalate  is  brought  upon  it  and  so  washed ; 
finally  the  stopper  is  lifted,  the  sand  and  oxalate  washed  through  with  dilute 
acid  into  a  clean  flask,  and  the  titration  completed. 

8.    Zinc  Dust. 

.  The  value  of  this  substance  depends  upon  the  amount  of  metallic 
zinc  contained  in  it ;  but  as  it  generally  contains  a  large  proportion  of 
zinc  oxide,  the  foregoing  methods  are  not  available  for  its  valuation. 
The  volume  of  hydrogen  yielded  by  it  on  treatment  with  acids  appears 
to  be  the  most  accurate,  as  suggested  by  Fresenius  or  by  Barnes 
(/.  ;S'.  C.  I.  V.  145).     This  may  very  well  be  done  in  the  nitrometer 
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with  decomposing  flask,  and  comparing  the  volume  of  gas  yielded  by 
pure  zine  and  the  sample  of  dust  under  examination. 

Many  other  methods'  have  been  proposed  for  the  valuation  of  this 
substance.  The  best  is  that  of  Klemp  (Z,  a.  C.  xxix.  253),  which 
consist  in  treating  the  dust  with  an  excess  of  caustic  potash  and 
potassium  iodate ;  the  latter  is  reduced  in  definite  proportion  by  the 
metallic  zinc  to  potassium  iodide,  and  the  latter  estimated  by  dis- 
tillation in  the  iodometric  apparatus,  figs.  39  or  40.  The  solutions  of 
potash  and  iodate  must  be  somewhat  concentrated,  and  the  mixture 
with  the  zinc  dust  must  be  intimate,  which  may  be  best  secured  by 
shaking  the  whole  together  in  a  well-stoppered  fOO  c.c.  ilask  witli 
glass  beads.  A  5  per  cent,  solution  of  iodate  should  be  used,  and  the 
potash  solution  should  be  about  40  per  cent.  For  1  gm.  of  the  dust, 
30  c.c.  of  the.  iodate  and  so  much  of  the  potash  solution  should  be 
used  as  to  measure  130  c.c.  The  weighed  substance,  together  with 
the  beads,  being  already  in  the  flask,  the  solutions  are  added,  the 
stopper  greased  with  vaseline,  tied  down  and  shaken  for  five  minutes, 
then  heated  on  the  water  bath,  with  occasional  shaking  for  one  hour. 
(Digestion  without  heat  gives  practically  the  same  results.)  The 
flask  is  then  cooled  and  the  contents  diluted  to  250  or  500  c.c,  and 
50  or  100  c.c.  placed  in  the  distilling  flask,  acidified  with  sulphuric 
acid,  and  the  iodine  so  set  free  distilled  into  solution  of  potassium 
iodide,  and  titrated  with  thiosulphate  in  the  usual  way.  Each 
0'2  gm.  of  iodine  so  found  =  0'25644  gm.  Zn  or  one  part  of  Zn 
should  theoretically  liberate  0'7799  part  of  I. 

A  simpler  method  has  been  devised  by  A.  E.  Wahl  (/.  S.  C.  I. 
xvi.  15),  but  like  many  others  it  gives  no  protection  against  metallic 
iron,  but  this  of  course  can  be  ascertained  by  other  means. 

It  was  found  that  when  solid  ferric  sulphate  is  added  to  zinc  dust 
suspended  in  a  little  cold  water  with  exclusion  of  free  acid,  a  reaction 
occurs  with  evolution  of  heat,  and  the  zinc  quickly  and  totally 
dissolves  with  formation  of  a  clear  greenish  solution.  A  small 
residue  remains  consisting  of  lead  and  other  impurities.  The  solution 
of  the  zinc  takes  place  without  any  evolution  of  hydrogen,  and  the 
reaction  is  therefore  represented  by  the  equation — 

FegCSOJg  +  Zn  =  ZnSO^  +  2FeS04 

When  all  has  dissolved,  it  is  only  necessary  to  acidify  the  solution 
with  sulphuric  acid  and  titrate  with  permanganate  to  find  the  quantity 
of  ferrous  salt  obtained,  and  hence  the  quantity  of  metallic  zinc  in 
the  sample  under  examination. 

Peepabation  of  Pueb  Peeric  Sulphate. — 500  gm.  of  pure  ferrous 
sulphate  are  dissolved  in  as  little  water  as  possible,  and  to  it  are  added  100  gm. 
of  sulphuric  acid  and  gradually  210  gm.  of  nitric  acid  (60  per  cent.).  On  adding 
the  nitric  acid,  torrents  of  nitrous  gas  are  evolved,  the  solution  acquiring  a 
nearly  black  colour,  which  disappears  again  when  the  whole  of  the  acid  is  added. 
The  solution  is  evaporated  on  the  water-bath  until  it  becomes  solid,  when  it  is 
ground  with  alcohol  in  a  mortar,  put  on  a  filter,  and  washed  with  alcohol  until 
the  filtrate  is  no  longer  acid.  The  product  is  then  dried  thoroughly  on  the 
water-bath  to  remove  all  alcohol  and  the  salt,  which  is  a  perfectly  white  powder, 
is  kept  in  stoppered  bottles  for  use. 


362  VOLUMETRIC   ANALYSIS.  §  85. 

Method  or  Peoceduee  :  About  i  gm.  of  zinc  dust  is  put  into  a  stoppered 
250  CO.  flask  and  to  it  are  added  25  c.c.  of  cold  water.  The  mixture  is  agitated, 
and  when  the  zinc  is  thoroughly  suspended,  7  gm.  of  ferric  sulphate  are  added. 
There  is  a  gentle  evolution  of  heat,  and  after  shaking  for  a  quarter  of  an  hour, 
the  zinc  will  have  completely  dissolved,  with  exception  of  a  slight  residue  of 
impurities.  25  c.c.  of  strong  sulphuric  acid  are  then  added,  and  the  flask  is 
filled  with  water  to  250  c.c.  50  c.c.  of  this  solution,  after  dilution  with  50  o.e. 
of  water,  are  titrated  with  standard  permanganate. 

From  the  quantity  of  the  latter  employed,  the  percentage  of  metallic  zinc  is  at 
once  found. 

Another  method  is  as  follows  : — (Analyst  xxv.  279.) 

One  gm.  of  the  sample  is  weighed  into  a  dry  stoppered  200  c.c.  flask,  mixed 
with  100  CO.  of  potassium  bichromate  solution  (30  gm.  per  liter)  and  10  c.c.  of 
1  :  3  sulphuric  acid,  and  agitated  for  five  minutes.  Another  10  co.  of  acid  are 
then  added,  and  the  shaiing  oon-tinued  for  ten  or  fifteen  minutes,  when  every- 
thing, except  a  small  earthy  residue,  should  be  dissolved.  The  liquid  is  diluted 
to  500  c.c,  and  in  50  c.c.  thereof  the  excess  of  bichromate  is  estimated  by 
introducing  10  cc  of  10  per  cent,  potassium  iodide  and  5  c.c.  of  sulphuric  acid, 
titrating  the  liberated  iodine  with  decinormal  thiosulphate. 

9.    Zinc  Oxide  and  Carbonate. 

Benedikt  and  Cantor  {Zeit.  arujew.  Ghem.  1888,  236,  237)  shevr 
that  zinc  oxide  and  carbonate  can  be  accurately  titrated*  vrith  standard 
acid  and  alkali,  using  methyl  orange  as  indicator,and  other  zinc  salts, 
using  phenolphthalein.  The  oxide  or  carbonate  is  dissolved  in  excess 
of  acid,  and  the  excess  titrated  back  by  soda  solution.  Zinc  salts  are 
dissolved  in  water  (50  c.c.  to  O'l  gm.  ZnO),  phenolphthalein  is  added, 
and  then  standard  soda  solution  to  intense  red  colour.  A  few  more 
c.c.  of  soda  are  then  added,  the  mixture  is  boiled  for  some  minutes, 
and  the  excess  of  soda  titrated.  If  either  free  acid  or  zinc  oxide  is 
present  in  the  zinc  salt,  it  is  neutralized  in  presence  of  methyl  orange 
by  alkali  or  acid,  as  the  case  may  be. 

ACETONE. 

(CHg)2CO  =  58. 

§  85.  Several  volumetric  methods. have  been  advocated  for  the 
estimation  of  this  substance,  one  of  the  earliest  being  by  Robineau 
and  Rollins  (/.  C.  S.  I.  1893,  870).  An  improved  modification  of 
this  was  introduced  by  E."  Squibb  (J.  Am.  C.  S.  1896,  1068), 
and  a  still  further  slight  modification  of  the  latter  is  given  by 
L.  ¥.  Kebler  (ibid.  1897,  316),  who  found  that  a  difS.culty  was 
experienced  in  obtaining  absolutely  pure  acetone,  and  the  drop  final 
reaction,  as  used  by  Squibb,  being  lengthy  and  tedious,  has  modified 
the  method  so  that  the  use  of  jDure  acetone  and  the  drop  final  reaction 
are  dispensed  with. 

The  solutions  required  are  as  follows  : — 

(1)  A  6  per  cent,  solution  of  hydrochloric  acid. 

(2)  A  decinormal  solution  of  sodium  thiosulphate. 

(3)  Alkaline  potassium  iodide  solution  prepared  by  dissolving  250  gm.  of 
potassium  iodide  in  water,  made  up  to  a  liter;  dissolving  257  gm.  of  sodium 
hydroxide  (by  alcohol)  in  water,  likewise  made  up  to  a  liter.  After  allowing  the 
latter  to  stand,  800  c.c.  of  the  clear  solution  are  added  to  the  liter  of  potassium 
iodide. 


§  85.  ACETONE.  363 

(4)  Sodium  hypochlorite  solution  :  100  gm.  of  bleaching  powder  (35  per 
cent.)  are  mixed  with  400  o.o.  of  water ;  to  this  is  added  a  hot  solution  of  120  gm. 
of  crystallized  sodium  carbonate  in  ^flO  c.c.  of  water.  After  cooling,  the  clear 
liquid  is  decanted,  the  remainder  filtered,  and  the  filtrate  made  up  to  a  liter ;  to 
each  liter  is  added  26  c.c.  of  sodium  hydroxide  solution  (sp.  gr.  1"29). 

(5)  An  aqueous  acetone  solution  containing  1  or  2  per  cent,  of  acetone,  as 
pure  as  may  be  had,  say  99'7  "/„. ' 

(6)  Starch  solution,  prepared  by  treating  0'125  gm.  of  starch  with  5  c.c.  of 
cold  water,  then  adding  20  c.c'  of  boiling  water,  boiling  a  few  minutes,  cooling, 
and  adding  2  gm.  of  sodium  bicarbonate.  This  starch  solution  will  keep  for 
some  weeks. 

To  20  c.c.  of  the  potassium  iodide  solution  are  added  10  c.c.  of  the  diluted 
aqueous  acetone,  an  excess  of  the  sodium  hypochlorite  solution  is  then  run  in 
from  a  burette  and  well  shaken  for  a  minute.  The  mixture  is  then  acidified 
with  the  hydrochloric  acid  solution,  and  while  agitated,  an  excess  of  Sodium 
thiosulphate  solution  is  run  in,  the  mixture  being  afterwards  allowed  to  stand  a 
few  minutes.  The  starch  indicator  is  then  added  and  the  excess  of  thiosulphate 
re-titrated.  The  relation  of  the  sodium  hypochlorite  solution  to  the  sodium 
thiosulphate  being  known,  the  percentage  of  acetone  can  be  readily  calculated. 

De.  Squibb's  Method  of  Titeation. — 10  c.c.  of  -the  dilute  pure  acetone 
(=0'1  gm.)  are  put  into  a  50  c.c.  beaker,  and  20  c.c.  of  the  mixed  soda  and 
potassium  iodide  solution  added ;  into  this,  the  h3rpochlorite  is  rapidly  run  in 
from  a  burette  until  8  or  10  c.c.  have  been  added.  The  iodoform  is  then  allowed 
to  settle,  and  a  few  drops  more  of  the  hypochlorite  added.  Should  this  produce 
a  dense  cloudiness,  a  little  more  is  added,  until  finally  the  cloudiness  is  only  very 
slight.  It  is  then  tested  by  starch,  a  drop  of  the  starch  solution  being  placed 
near  to  a  drop  of  the  liquid  on  a  white  porcelain  plate,  and  the  two  drops  run 
into  one  another.  If  ho  blue  colour  is  visible,  a  few  more  tenths  of  a  c.c.  of 
Tiypoohlorite  solution  are  run  in,  repeating  the  process  until  the  starch  gives  a 
blue  coloration.  Having  now  checked  the  standard  solution,  any  number  of 
acetone  estimations  may  be  made,  but  it  must  be  remembered  that  the 
hypochlorite  does  not  keep,  and  must,  therefore,  be  standardized  daily.  It  is 
also  advisable,  when  dealing'  with  acetone  solutions  of  unknown  strength,  that 
the  estimation  should  be  repeated,  taking  such  a  quantity  of  solution  that  the 
amount  of  acetone  is  about  the  same  as  that  used  in  the  check  experiment. 

The  author  also  confirms  the  statement  that  the  presence  of  ethylic  alcohol 
does  not  interfere  with  this  process,  although  it  is  an  iodoform  yielding 
substance. 

In  the  above  reaction  1  mol.  of  acetone  requires  3  mol.  of  iodine 

to  form   1  mol.  of  iodoform.      One  atom  of  available  chlorine  will 

liberate  one  atom  of  iodine  from  the  KI  in  the  alkaline  solution,  or 

1  c.c.  ■will  liberate  just  enough  I  to  make  1  c.c.  of  the  same  normal 

strength  as  the  hypochlorite  solution  originally  was;   therefore  by 

reading  the  number  of  c.c.  of  hypochlorite,  consumed  as  so  many  c.c. 

of  iodine  solution  of   the  same  normal  strength,  the  calculation  is 

reduced  to  the  basis  of  iodine.     Expressing  it  as  a  proportion,  and 

letting  y  equal  the  amount  of  combined  I  and  x  that  of  acetone,  we 

58 
have  (taking  I  as  126-5)  759  :  58  :  :  2/ :  a;  or  a;  =  i/=^  or  a;  =  ?y  0-07641. 

Example  of  Calculation. — 10  c.c.  of  the  acetone  solution  containing 
1  gm.  of  the  liquid  to  be  analyzed  required  14-57  c.c.  of  N  x  0-806 
hypochlorite,  which  formed  14-57  c.c.  of  iodine  solution  of  same 
strength  or  combining,  we  have 

14-57x0-806x0-1265x0-07641  ,    .       ,  hoki-/ 

= 1 — T—r- =  amount  01  acetone  =  1 1  -00 1    / 

1  gm..of  solution  '  ° 
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The  presence  of  ethyl  alcohol  as  Tvould  occur  in.  methylated  q)irit 
does  not  interfere  with  the  estimation  of  acetone,  as  the  process  is 
■carried  on  at  ordinary  temperature  and  no  iodoform  is  produced. 

ANILINE. 

§  86.  A  PEOCBSS  for  estimating  aniline  or  its  salts  has  heen 
■devised  by  M.  Fran9ois  (/.  Pharm.  1899,  521).  The  principle  of 
the  method  depends  on  the  fact  that,  if  bromine  water  is  added  to  an 
aniline  solution  which  contains  a  little  soluble  indigo  as  indicator,  the 
bromine  does  not  act  on  the  indigo  until  all  the  aniline  has  been 
converted  into  tribromanUine. 

Method  of  Peocbdube  :  The  bromine  water  (5  gm.  bromine  in  1000  o.c. 
water)  is  standardized  by  means  of  an  aqueous  solution  of  aniline  hydrochloride, 
which  contains  1-392  gm.  of  the  pure  salt  in  1000  o.c.  (1  c.o.  =0-001  gm.  aniline). 
The  bromine  water,  if  exposed  to  the  air,  is  continually  losing  bromine ;  it  is 
therefore  essential  to  use  a  burette  of  such  capacity  that  it  contains  enough 
bromine  water  for  both  the  standardization  and  estimation  without  refilling ;  to 
close  the  end  of  the  burette  with  a  plug  of  cotton  wool ;  to  find  approximately 
the  number  of  c.o.  of  bromine  water  required,  and  then,  in  the  final  titration  to 
add  nearly  the  whole  at  once  in  order  to  avoid  the  slight  loss  of  bromine  which 
occurs  when  drops  of  the  solution  fall  through  the  air.  The  method  may  be 
applied  to  solutions  containing  aniline  or  its  hydrochloride,  the  presence  of 
ammonium  chloride  does  not  vitiate  the  result,  and,  finally,  if  the  solution  to  be 
titrated  contains  mineral  substances  which  would  react  with  the  bromine,  the 
aniline  may  be  liberated  by  potash  and  distilled  in  steam.  The  degree  of  dilution 
of  the  aniline  solution  does  not  influence  the  result. 

Another  method  devised  by  Eeinhardt  is  described  by  Liebmann 
and  Studer  {J.  S.  0.  I.  1899,  110),  who  use  a  slight  modification  of 
it  for  estimating  aniline  or  mixtures  of  aniline  and  o-  and  ^-toluidines 
which  are  sometimes  present  in  technical  oils.  Reinhardt  accom- 
plishes this  by  titration  of  the  oil  in  hydrobromic  acid  solution  by 
potassium  bromate  and  bromide. 

Aniline  requires  three  molecules  of  bromine  to  form  tribromo- 
anUine,  whilst  o-  and  ^-toluidine  only  absorb  two  molecules. 

Method  of  Peocedtjee:  Eeinhardt  prepares  his  standard  solution  by 
boiling  480  gm.  of  Br  with  336  gm.  of  KOH  (100  per  cent.)  and  1  liter  of 
water  for  2-3  hours,  then  dilutes  to  9  liters. 

Hypobromites  should  not  bfe  present. 

To  carry  out  his  analysis,  he  dissolves  l'5-2  gm.  of  oil  in  1000  c.c.  of  water  and 
100  0.0.  of  hydrobromic  acid  of  14-1-5  sp.  gr.  He  adds  his  bromate  solution 
until  iodine  starch-paper  indicates  the  presence  of  free  bromine. 

The  following  equation  gives  him  the  result  — 

X.(yT-X)ig?=AorX=igvT-|A. 

in  which  X  means  aniline,  V  the  volume  of  bromate  used,  T  its  titer,  and  A  the 
weight  of  oil  used  for  analysis.  Toluidine  is  found  by  difference.  To  estimate 
the  relative  quantities  of  o-  and  jo-toluidine,  use  is  made  of  the  property  of 
p-toluidine  and  aniline  to  be  precipitated  from  their  hydrochloric  acid  solution  by 
oxalic  acid,  whilst  o-toluidine  remains  in  solution. 
160  gm.  of  the  oil  are  dissolved  m  106  gm.   of  HCl  of  20°  B,  and  the 
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mixture  is  then  added  to  a  hot  solution  of  oxalic  acid  in  10  times  its  quantity 
of  water. 

The  solution  will  be  clear  in  the  beginning..  It  has  to  stand  for  48  hours. 
The  oxalates,  which  will  then  have  separated  out,  are  filtered  and  washed  three 
times  iwith  25  c.c.  of  distilled  water. 

After  deoahtation  with  hot  dilute  KOH  (100  o.c.KOH  45°  B.,  200  c.c. 
HjO),  the  oil  Is  separated,  weighed,  and  finally  titrated  by  the  bromine  solution, 
to  find  the  amount  of  ^-toluidine  present. 

Liebmann  and  Studer  have  adopted  this  method,  with  slight  modifications, 
for  estimating  the  aniline  and  toluidine  oils,  and  also  for  analyzing  the  aniline 
salts.  To  prepare  the  standard  solution,  16"7  gm.  of  pure  potassium  bromate  and. 
59'5  gm.  of  potassium  bromide  are  dissolved  in  1  liter  of  water,  and  standardized 
by  titration  with  sodium  thiosulphate,  using  potassium"  iodide  and  starch  as 
indicator. 

'  Por  aniline  they  have  found  that  concentrated  hydrochloric  acid  can  be- 
used  as  solvent  instead  of  hydrobromio  acid,  but  that  the  latter  is  essential 
when  toluidines  are  present.  Instead,  however,  of  using  ordinary  hydrobromio 
acid,  they  found  that  by  dissolving  100  gm.  of  potassium  bromide  in  100  c.c.  of 
hot  water,  and  100  c.c.  of  hydrochloric  acid,  sp.  gr.  1"18,  an  acid  is  obtained 
which  gives  accurate  results. , 

Por  pure  aniline'  0'5  gm.  of  the  oil,  or  about  06  gm.  of  salt  is  dissolved  in 
about  500  c.c.  of  water  and  30  c.c.  of  pure  hydrochloric  acid  of  1'18  sp.  gr.,  and 
add  the  standard  solution  until  a  distinct  excess  of  bromine  is  observable.  Th& 
reaction  grows  slower  at  the  end  of  the  operation,  but  it  is  foiind  that  to  wait  for 
two  minutes  is  quite  sufficient  to  determine  whether  free  bromine  is  present  in 
solution  or  not.  The  excess  of  bromine  is  estimated  by  titration  with  ^/lo 
thiosulphate  solution,  using  potassium  iodide  and  starch  as  indicator,  6  c.c.  of  the- 
thiosulphate  corresponding  to  1  c.c.  of  the  bromate  solution. 

For  aniline  containing  toluidine  0'5  gm.  is  dissolved  in  32  c.c.  of  hydrobromio 
acid,  prepared  as  above,  and  500  c.c.  of  water,  and  the  titration  is  carried  out 
in  the  same  way  as  with  pure  aniline.  A  number  of  analyses  of  aniline  oil  and 
salt  and  of  mixtures  of  aniline  oil  with  toluidine  of  known  composition,  gave- 
excellent  results. 

Another  method  has  been  adopted  of  carrying  out  Eeinhardt's 
process  for  estimating  the  aniline  and  toluidine  in  aniline  oil,  which 
depends  on  the  bromination  of  these  two  amines  by  potassium  bromate 
in  hydrobromic  acid  solution. 

An  8  per  cent,  solution  of  pure  potassium  bromate  is  prepared,  the  strength 
being  determined  by  mixing  25  c.c.  with  5  gm.  of  potassium  iodide  and  3  c.c.  of 
25  per  cent,  hydrobromic  acid  solution,  and  estimating,  by  titration  with 
standard  thiosulphate,  the  iodine  set ,  free  according  to  the  equation  l 
KBr03+6HBr  +  6KI  =  3l2-i-VKBr  +  3H20.  One  gm.  of  iodine  corresponds 
with  0"22083  gm.  of  potassium  bromate,  that  is,  with  0'12231  gm.  of  aniline,  or- 
0' 14061  gm.  of  toluidine.  About  1  gm.  of  the  aniline  oil  is  dissolved  in  about 
60  gm.  of  25  per  cent,  hydrobromic  acid  solution,  and  the  bromate  solution  run 
in  until  the  clear  liquid  above  the  bromide  precipitate  assumes  a  yellow 
coloration.  Then,  if  a  is  the  weight  of  oil  taken,  »  the  number  of  c.c.  of  bromat& 
solution  employed,  t  and  t  the  amounts  of  analine  and  toluidine  respectively 
corresponding  with  1  c.c.  of  the  bromate  solution,  the  percentage  of  aniline  in 
the  oil  is   given  by:   100tJnt^—a)la{f^-tJ,  and  that  of    the  toluidine  by 

100<,(a-«g/«(«-g. 

Aniline  hydrochloride  may  be  titrated  direct  by  standard  caustic-, 
alkali,  using  phenolphthalein  or  litmus  (but  not  methyl  orange)  as 
indicator, .  as  it  acts  exactly  like  an  equivalent  quantity  of  free 
hydrochloric  acid.  ■  The  presence  of  neutral  ammonium  salts  has  no- 
detrimental  effect. 
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AZO  DYES,  NITRO  AND  NITBOSO  COMPOUNDS,  Etc. 

Dr.  E..  Knecht's  process. 

§  87.  The  powerful  reducing  properties  of  titanous  chJoriJe 
(TiClg)  render  this  reagent  capable  of  being  put  to  a  variety  of  uses 
in  volumetric  analysis.  Thus,  in  addition  to  its  uses  in  the  volumetric 
estimation  of  iron  (and  arsenic),  it  has  been  found  available  for  the 
exact  estimation  of  several  series  of  aromatic  compounds,  including 
the  azo  compounds,  the  nitro  and  the  nitroso  compounds.  In  all  the 
cases  hitherto  observed,  the  reduction  takes  place  in  such  a  manner 
that  each  azo-groiip  present  requires  (in  accordance  with  theory) 
four  equivalents,  each  nitro  group  (NO2)  six  equivalents,  aiid  each 
nitroso-group  (NO)  four  equivalents  of  TiCIg.  Thus  with  benzene- 
azo-betanapthol,  the  reaction  takes  place  according  to  the  following 
equation  : — 

CgHjN  :  N.CioHeOH  +  4TiCl,  +  4HC1  = 
C^H^NH,  +  Ci„Hs(OH)(NH,)  +  4TiCl, 

with  picric  acid, 

C6H2(OH)(N02)3  +  ISTiClg  +  ISHCi  = 
CgH2(OH)(NH2)3  +  ISTiCl^  +  I2H2O 

and  with  nitrosodimethylaniline, 

C6H4.N(CH3)2.]SrO  +  4TiCl,  +  4HC1  = 
C6H,.N(CH3)2.]SrH,  +  4TiCl,  +  H^O. 

In  using  titanous  chloride  for  these  estimations,  it  is  essential  that 
the  reagent  should  be  kept  out  of  contact  with  the  air,  both  in  the 
storage  vessel  and  in  the  burette,  and  for  this  purpose  the  arrange- 
ment shown  on  page  224  should  be  used. 

The  most  suitable  strength  of  titanous  cliloride  for  titrating  is  a  one 
per  cent,  solution,  obtained  by  letting  down  the  commercial  product 
with  water.  For  this  purpose  50  c.c.  of  the  commercial  20  per  cent, 
solution  are  first  mixed  with  an  equal  volume  of  strong  hydrochloric 
acid  and  boiled  for  a  few  minutes  in  a  flask.  The  solution  is  then 
made  up  to  a  liter  with  distilled  water  which  has  been  previously 
boiled.  The  method  of  ascertaining  its  strength  is  shown  on  pages 
223,  224.  When  two  or  more  titrations  agree,  the  iron  value  per  c.c. 
of  the  titanous  chloride  solution  is  easily  calculated. 

In  case  the  azo-compound  under  examination  is  not  precipitated  by 
dilute  hydrochloric  acid,  it  may  be  titrated  directly,  its  own  intense 
colour  serving  as  indicator. 

For  the  titrations  a  solution  of  0'5  gm.  of  the  dyestuff  made  up  to 
500  c.c.  with  distilled  water,  and  of  this  100  c.c.  are  taken.  The 
following  example  may  serve  as  an  illustration  :— 

Crystal  Scarlet  6E. — C2oH,2N2S202Na.2  +  THjO  (colouring  matter  from 
alj)ha  naphthylamine  and  Gr.  salt.) 

0'5  gm.  of  the  dyestuff  was  dissolved  in  distilled  water  and  the  solution  made 
up  to  500  CO.  Of  this,  100  c.c.  were  measured  out  into  a  conical  flask,  and  after 
adding  about  10  c.c.  concentrated  hydrochloric  acid,  boiled  for  about  a  minute,. 
This  amount  required  22'6  c.c.  of  titanous  chloride  solution. 

The  calculation  is  as  follows : — 
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1  0.0.  TiCl3=0'0015797  gm.  Pe 
and  502  gm.  colour  require  by  theory  224  gm.  Pe. 

.-.  0-0015797 +  22-6 +  502     „.„„^,.  , 

=0  08001  gm.  colour. 

224  ^ 

Calc. 
and  1  gm.  contains  0-8001  or  80-01%  79-96 
Water  of  oryst.   at  140°  o.=     19-96  20-04 

Total        99-97  100-00 

•  In  the  case  of  dyestuifs  which,  like  the  majority  of  the  benzidine 
derivatives,  are  thrown  out  of  solution  by  hydrochloric  acid,  the 
reaction  is  too  slow  and  the  end  of  the  reaction  often  not  sufficiently 
sharp  to  admit  of  exact  estimations.  In  such  cases  it  is  best  to  run 
in  an  excess  of  titanous  chloride  solution  into  the  boiling  solution  of 
the  dyestuff,  taking  the  precaution  to  keep  a  gentle  current  of  carbonic 
acid  passing  into  the  flask  by  a  tube  which  almost  touches  the  surface 
of  the  liquid.  The  reduction  will  usually  be  completed  in  less  than 
two  minutes,  when  the  flask  is  cooled  under  the  tap  without,  however, 
interrupting  the  current  of  carbonic  acid.  When  cold,  the  excess  of 
titanous  chloride  is  estimated  as  already  described  by  running  in  iron 
alum  solution  of  known  strength  (but  preferably  nearly  equivalent  to 
that  of  the  titanous  chloride  solution)  until  a  drop  taken  out  and 
spotted  on  potassium  sulphocyanide  solution  just  shows  a  red  colour. 
By  subtractiitg  the  number  of  c.c.'s  of  the  iron  alum  solution  (or 
their  equivalent  in  titanous  chloride,  should  the  two  solutions  not  be 
of  equal  strength)  from  the  total  number  of  c.c.'s  of  titanous  chloride 
run  in,  the  exact  amount  of  the  latter  used  up  in  the  reduction  of  the 
dyestuff  is  arrived  at. 

The  foUowmg  example  will  serve  to  illustrate  the  application  of 
the  indirect  method  : — 

Bdnzopuepuein  4  B,  C34H2eN6S206K2  +  4i  H2O  (potassium  salt  of  the 
colouring  matter  from  tolidine  and  naphthionic  acid) . 

0-5  gm.  of  the  dyestuff  is  dissolved  in  distilled  water,  and  the  solution  made 
up  to  500  CO.  Of  this  100  c.c.  were  measured  into  a  conical  flask  and  heated  to  the 
boil.  10  c.c.  concentrated  hydrochloric  acid  and  50  c.c.  titanous  chloride  solution 
were  then  added,  carbonic  acid  being  passed  into  the  flask.  The  contents  of  the 
flask  were  now  boiled  for  about  a  minute,  when  complete  reduction  took  place, 
and,  after  cooling,  the  solution  required  22-9  c.c.  iron  alum  (equivalent  to 
21-0  CO.  titanous  chloride).  The  excess  of  titanous  chloride  added  was  therefore 
21-0  c.c,  and  this,  subtracted  from  50,  gives  290  c.c  titanous  chloride  as  having 
been  used  for  the  reduction.    The  calculation  is  as  follows : — 

I'c.c.  TiCl3= 0001845  gm.  Fe 
and  756  gm.  colour  require  by  theory  448  gm.  Fe. 
.  ■ .  "-001845  X  29  X  756  _n.„Q„,B         ^^1^,^^^ 
448 

Examd.  Calc. 

And  1  gm.  contains  0-9026  or    90-26°/^        90-33% 
Water  of  cryst     9-63  9-67 


99-89  100-00 

For  the  determination  of  picric  acid  and  other  nitro  compounds,  it 
is  also  necessary  to  employ  the  indirect  method,  the  end  of  the 
reaction  not  being  perceptible  by  the  direct  method. 


368  VOLUMETRIC   ANALYSIS.  §'89. 

CAEBON  BISULPHIDE  AND  THIOCARBOW ATES. 

§  88.  For  the  purpose  of  estimating  carbon  disulphide  in  the  air 
of  soils,  gases,  or  in  thiocarbonates.  Gas  tine  has  devised  the  following 
process  {Oompt.  Rend,  xcviii.  1588) : — 

The  gas  or  vapour  to  be  tested  is  carefully  dried,  and  then  passed  through  a 
concentrated  solution  of  recently  fused  potassium  hydroxide  in  absolute  alcohol. 
The  presence  of  even  traces  of  water  seriously  diminishes  the  delicacy  of ,  the 
reaction..  The  alcoholic  solution  is  afterwards  neutralized  with  acetic,  acid, 
diluted  with  water,  and  tested  for  xanthic  acid  by  adding  copper  sulphate. 

In  order  to  determine  the  distribution  of  carbon  disulphide  introduced  into 
the  soil,  250  c.c.  of  the  air  in  the  soil  is  drawn  by  means  of  an  aspirator  through 
sulphuric  acid,  and  then  through  bulbs  containing  the  alcoholic  potash.  For 
quantitative  determinations,  a  larger  quantity  of  air  must  be  used,  and  the 
xanthic  aoid  formed  is  estimated  by  means  of  the  reaction  2C3H5OS2  +  I2 
=  2C3H50S2  +  2HI.  The  alkaline  solution  is  slightly  acidified  with  acetic  aoid, 
mixed  with  excess  of  sodium  bicarbonate,  and  titrated  in  the  usual  way  with  a 
solution  of  iodine,  containing  1'68  gm.  per  liter,  1  c.c.  of  which  is  equivalent  to 
1  m.gm.  of  carbon  disulphide. 

To  apply  this  method  to  thiocarbonates,  about  1  gm.  of  the  substance,  together 
with  about  10  c.c.  of  water,  is  introduced  into  a  small  flask  and  decomposed  by  a 
solution  of  zinc  or  copper  sulphate,  the  flask  being  heated  on  a  water-bath,  and 
the  evolved  carbon  disulphide  passed,  first  through  sulphuric  acid  and  then  into 
alcoholic  potash.  In  the  case  of  gaseous  mixtures  of  carbon  disqjjjhide,  nitrogen, 
hydrogen,  sulphide,  carbonic  anhydride,  carbonic  oxide  and  water  vapour  the  gas 
is  passed  through  a  strong  aqueous  solution  of  potash,  then  into  sulphuric  acid, 
and  finally  into  alcoholic  potash.  The  thiocarbonate  formed  in  the  first  flask  is 
decomposed  by  treatment  with  copper  or  zinc  sulphate  as  above,  and  the  xanthic 
acid  obtained  is  added  to  that  formed  in  the  third  flask,  and  the  whole  titrated 
with  iodine. 

Another  method  available  for  technical  purposes,  such  as  the 
comparative  estimation  of  CS2  in  coal  gas,  or  in  comparing  samples 
of  thiocarbonates,  is  as  foUows  : — 

OPhe  liquid  or  other  substance  containing  the  disulphide  is  added  to  strong 
alcoholic  potash,  or  gas  containing  the  CS2  is  passed  slowly  through  the  alkaline 
absorbent.  The  disulphide  unites  with  the  potassium  ethylate  to  form  potassium 
xanthate.  The  liquid  is  neutralized. with  acetic  acid  and  the  xanthate  is  then' 
estimated  by  titrating  with  a  standard  solution  of  cupric  sulphate  (12'47  gm.  per 
liter),  until  an  excess  of  copper  is  found  by  potassium  ferrocyanide  used  as  an 
external  indicator.     Each  c.c.  of  copper  solution  represents  0'0076  gm.  CSj. 

FORMALDEHYDE. 

CHjO  =  30. 

§  89.  The  general  estimation  of  this  substance  in  the  solutions 
sold  commercially  is  technically  done  by  Legler's  method,  that  is, 
shaking  the  solution  with  a  known  volume  of  standard  ammonia,  and, 
after  standing  some  time,  to  ascertain  the  amount  Of  NHg  unabsorbed,' 
by  distillation  and  titration  with  standard  acid.  The  action  is  slow, 
and  according  to  the  experiments  of  L.  F.  Kebler  (Amer.  Joum. 
Pharm.  1898,  432)  a  digestion  of  6  hours  is  necessary  in  order  to  get 
the  fuU  proportion  of  CH^O.  Letting  the  admixture  stand  over 
night  is  equally  correct.     The  action  which  takes  place  is  the  for- 
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mation   of   hexamethylene-tetramine.      180   parts   of    forirLaldehy(ie 
reacts  with.  68  parts  of  ammonia. 

Method  of  Peocbdubb  :  10  c.c.  of  the  solution  to  be  tested  are  neutralized, 
if  necessary,  with  ^/loo  soda  and  placed  in  a  flask,  diluted  with  water,  and 
treated  with  an  excess  of  standard  ammonia  solution.  The  excess  is  removed  by 
a  current  of  steam  and  received  in  standard  acid,  the  result  being  calculated  from 
the  following  equation  :-6CH30  +  4NH3=(CH2)6N4  +  6H20,  which  represent^ 
the  reaction  which  occurs.  A  small  quantity  of  hexamethylene-tetramine  is, 
however,  carried  over  by  the  steam. 

Another  method  which  gives  good  results  is  that  of  Blank  and 
Einkenbeiner  {Berichte  1898,  2979),  and  is  based  on  the  oxidation 
of  formic  aldehyde  into  formic  acid  by  peroxide  of  hydrogen  in 
alkaline  solution,  and  titration  of  the  excess  of  alkali. 

Method  of  Peocedueb  :  3  gm.  of  the  solution  of  formic  aldehyde  under 
examination  (or  1  gm.  in  the  case  of  solid  formic  aldehyde)  are  weighed  out 
carefully  and  placed  in  a  tall  conical  flask  containing  25  c.c.  of  double  normal 
soda  (30  c.c.  when  the  concentration  of  the  formic  aldehyde  is  greater  than  45  per 
cent.).  The  mixture  is  then  immediately  treated  with  50  c.c.  of  peroxide  of 
hydrogen  at  from  2'5  to  3  per  cent,  strength ;  in  the  case  of  the  peroxide  having 
an  acid  reaction,  the  acidity  should  be  determined  and  deducted  from  the  final 
result.  The  peroxide  of  hydrogen  must  be  added  gradually  (taking  about  three 
minutes)  by  means  of  a  funnel ;  after  two  or  three  minutes  the  fimnel  is  rinsed 
with  water,  and  the  excess  of  alkali  is  titrated  with  a  double  normal  solution  of 
sulphuric  acid;  in  very  exact  analyses  the  water  used  for  rinsing  should  be 
boiled  first  to  drive  off  any  carbonic  acid.     Litmus  is  used  as  an  indicator. 

With  solutions  containing  less  than  30  per  cent,  of  formic  aldehyde  the 
mixture  should  be  allowed  to  stand  for  about  ten  minutes  after  the  addition  of 
the  peroxide  of  hydrogen,  for  the  reaction  to  be  complete. 

The  percentage  contents  of  formic  aldehyde  solutions  is  obtained  directly  by 
multiplying  the  number  of  c.c.  of  soda  employed  in  the  titration  by  2  if  3  gm.  of 
the  solution  were  originally  taken,  or  by  6  if  1  gm.  of  the  solid  formic  aldehyde 
was  taken. 

The  reaction  takes  place  with  the  disengagement  of  a  considerable  amount  of 
heat  and  production  of  froth. 

Experiments  on  other  aldehydes  did  not  give  satisfactory  results. 

A  further  method,  especially  applicable  to  dilute  solutions,  is 
furnished  by  E.  Orchard  {Analyst  xxii.  4).  It  is  based  on  the 
reaction  of  formaldehyde  with  ammoniacal  silver  solution,  and  in 
this  process  it  is  arranged  quantitatively,  and  can  be  carried  out 
either  by  weight  or  the  residual  silver  found  volumetrically. 

Method  of  Pbocbduee  :  In  the  actual  experiments  10  c.c.  of  an  approxi- 
mately 0"1  per  cent,  solution  of  formaldehyde  were  added  to  25  c.c.  ^/lo  silver 
nitrate,  10  c.c.  of  dilute  ammonia  (1  of  0'88  solution  to  50  of  water)  added,  and 
the  whole  boiled  in  a  conical  flask  attached  to  a  reflux  condenser. '  The  precipitate, 
after  filtration  and  washing,  was  ignited  and  weighed  as  metallic  silver,  and 
as  a  check  the  excess  of  silver  was  estimated  in  the  filtrate  as  silver  chloride.  As 
the  first  experiments  showed  that  the  reduction  was  incomplete  after  boiling  for 
half  an  hour,  the  boiling  was  continued  for  four  hours.  In  order  to  ascertain  if 
any  loss  took  place  during  boiling,  a  duplicate  determination  was  made,  in  which 
a  bottle  with  a  tied-down  stopper,  heated  in  a  water-bath,  was  employed.  The 
actual  results  obtained  were  in  the  first  case  0'01038  gm.  formaldehyde,  and  in 
the  second  0"0104  gm.,  consequently  there  was  practically  no  loss. 

In  the  calculation,  as  one  molecule  of  CHjO  reduces  two  molecules  of 
AgaO,  the  weight  of  the  precipitated  silver  multiplied  by  the  factor  0'0694 
gives  the  weight  of  the  formaldehyde,  and  1  c.c.  of  ^/lo  silver  nitrate  corresponds 
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to  0'0007495  gm.  formaldehyde ;  it  is  therefore  possible  to  estimate  extremely- 
small  quantities  by  this  process. 

A  number  of  experiments  were  carried  out  on  the  estimation  of 
formaldehyde  by  G.  Eomijn  (Z.  a.  C.  1897,  18-24).  The  methods 
of  Legler,  Brochet,  and  Cambier  were  studied,  and  the  results 
obtained  with  them  compared  with  those  given  by  two  new  methods 
described  be'low.  For  this  purpose  four  aqueous  solutions  were 
prepared  containing  in  500  c.c.  :  (1)  2-075  gm.  of  formalin;  (2) 
2-075  gm.  of  formalin  + 1 -3  gm.  acetaldehyde ;  (3)  2-075  gm.  of 
formalin +  0 '355  gm.  of  acetone;  (4)  2-075  gm.  of  formalin +1  gm. 
of  benzaldeliyde. 

loDOMBTEio  Method. — 10  o.c.  of  the  aldehyde  solution  are  mixed  with  25  o.o. 
of  deoinormal  iodine  solution,  and  sodium  hydrate  added  drop  by  drop  until  the 
liquid  becomes  clear  yellow.  After  ten  minutes  hydrochloric  acid  is  added  to 
liberate  the  uncombined  iodine,  which  is  then  titrated  back  with  stauda,rd 
thiosulphate.  Two  atoms  of  iodine  are  equivalent  to  1  molecule  of  formaldehyde. 
The  results  obtained  with  the  first  solution  showed  that  the  formalin  used 
contained  (1)  37'38  and  (2)  37'40  per  cent,  of  formaldehyde. 

With  the  second  solution  a  certain  amount  of  iodoform  was  produced,  and  the 
results  were  too  low.  "With  the  third  solution  the  acetone  was  entirely  converted 
to  iodoform,  and  in  the  fourth  solution  the  benzaldehyde  was  partially  oxidized. 
Hence  this  method,  though  suitable  for  the  valuation  of  pure  formaldehyde,  does 
not  give  correct  results  in  the  presence  of  other  aldehydes. 

PoTASsrtJM  Cyanide  Method. — This  is  based  on  the  fact  that  formaldehyde 
combines  with  potassium  cyanide.  The  addition  product  reduces  silver  nitrate 
in  the  cold.  But  if  the  silver  nitrate  be  acidified  with  nitric  acid  before  the 
addition  of  the  aldehyde  cyanide  mixture,  no  precipitate  results  if  the  aldehyde 
in  the  latter  be  in  excess.  If,  on  the  other  hand,  the  potassium  cyanide  is  in 
excess,  1  molecule  of  potassium  cyanide  is  left  in  combination  with  1  molecule  of 
the  formaldehyde,  while  the  excess  precipitates  silver  cyanide  from  the  silver 
nitrate  solution. 

10  c.c.  of  decinormal  silver  nitrate,  acidified  with  nitric  acid,  are  mixed  with 
10  c.c.  of  potassium  cyanide  solution  (prepared  by  dissolving  31  ^m.  of  the 
96  per  cent,  salt  in  500  o.c),  the  whole  diluted  to  500  c.c,  filtered,  and  25  c.c.  of 
the  filtrate  titrated  by  Volhard's  method.  The  difference  between  this  blank 
result  and  that  obtained  by  titrating  the  filtrate  after  the  addition  of  the 
aldehyde  solution  gives  the  amount  of  standard  sulphooyanide  corresponding  to 
the  silver  not  precipitated  by  the  excess  of  potassium  cyanide.  Prom  this  the 
amount  of  formaldehyde  can  be  calculated.  With  solution  1  the  results  showed 
37-39  and  37-67  per  cent,  of  formaldehyde  in  the  formalin.  With  solution  2,  if 
the  titration  was  made  immediately  after  shaking,  only  the  formaldehyde  had 
combined,  but  if  left  for  some  time  the  acetaldehyde  also  began  to  combine,  and 
erroneous  results  were  obtained.  Solutions  3  and  4  gave  correct  results,  even 
after  standing  for  30  minutes. 

Htdkcxtlamine  Method  (Brochet  and  Cambier,  Comp.  Send.  cxx. 
449). — This  gave  satisfactory  results  with  pure  formaldehyde,  but  quite  irregular 
figures  with  the  other  three  solutions. 

Leglee's  Method  (Ber.  xvi.  1335). — The  four  solutions  were  made  more 
concentrated  in  order  to  lessen  the  difficulty  of  observing  the  end-reaction.  In 
each  case  the  correct  amount  of  formaldehyde  was  found,  but  the  author  does  not 
consider  the  method  so  accurate  as  the  others. 

Acetaldehyde.— A  method  originally  proposed  by  Eeiter  (/.  jS. 
C.  I.  abstr.  1897,  606)  has  been  modified  by  Roques  with  good 
results. 
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Method  of  Procedure  :  A  sodium  sulphite  solution  is  made  by  dissolving 
12-6  gm.  of  anhydrous  sodium  sulphite  in  400-  c.c.  of  water,  adding  100  o.o.  of 
normal  sulphuric  acid,  diluting  to  1000  c.c.  with  alcohol  of  96°,  and  filtering 
after  24  hours.  A  convenient  quantity  of  the  alcoholic  solution  of  aldehyde  to 
be  examined  is  placed  in  a  100  c.c.  stoppered  flask,  mixed  with  50  o.o.  of  the 
sulphite  solution  and  made  up  to  100  o.o.  with  alcohol  of  50°.  A  second  quantity 
of  50  CO.  of  the  sulphite  solution  is  placed  in  a  similar  flask,  and  made  up  to 
100  c.c.  with  the  same  alcohol.  After  heating  to  50°  C.  at  least  4  hours,  50  c.c. 
are  withdrawn  from  each  flask,  and  the  sulphurous  acid  estimated  by  means  of 
^/lo  iodine  solution ;  the  difference  is  the  quantity  of  sulphurous  acid  that  is  in 
combination  with  the  aldehyde ;   1  c.c.  of  ^/lo  iodine=0'0022  gm.  of  aldehyde. 

If  the  liquid  to  be  examined  contains  less  than  1  per  cent,  of  aldehyde  the 
sulphite  solution  must  be  diluted;  for  0'5  per  cent.,  it  should  be  diluted  with  an 
equal  volume  of  alcohol  of  50°,  and  ^/ao  iodine  should  be  used ;  for  O'l  per  cent., 
the  sulphite  should  be  diluted  with  alcohol  of  50°  to  10  times  its  ordinary  volume, 
and  centinormal  iodine  solution  should  be  used. 

A  Volumetric  Method  for  the  Determination  of  various 
Aldehydes  has  been  devised  by  M.  Ripper,  (Monatshefte  f. 
Ghem.  xxi.  1079.) — The  method  is  based  on  the  combination  of 
alkahne  bisulphites  with  aldehydes.  25  c.c.  of  the  solution  to  be 
examined,  which  should  not  contain  more  than  ^  per  cent,  of  the 
aldehyde,  are  run  into  50  c.c.  of  a  solution  of  potassium  bisulphite 
containing  12  gm.  KHSOg  pel  liter,  placed  in  a  150  c.c.  flask, 
which  is  then  securely  corked,  and  allowed  to  stand  for  a  quarter  of 
an  hour.  During  this  time  another  50  c.c.  of  the  potassium  bisulphite 
solution  are  titrated  with  ^ fio  iodine  The  excess  of  bisulphite  added 
to  the  aldehyde  solution  is  then  determined  with  the  same  iodine 
solution,  and  from  the  difference  the  amount  of  aldehyde  present  is 
calculated. 

The  amount  of  the  aldehyde  is  obtained  by  the  formula — 

■  _Ix^_IxM 

253-06 

126-53 

in  which  A  represents  the  amount  of  aldehyde,  I  the  iodine  corresponding  to  the 
combined  sulphurous  acid,  and  M  the  molecular  weight  of  the  aldehyde  in 
question. 

From  this  the  following  factors  are  obtained : — 

Pormaldehyde=I  x  0-11827. 
Acetaldehyde  =1x017348. 
Benzaldehyde  =1x0-41788. 
Vanillin  =1x0-59923. 

The  method  is  said  to  yield  reliable  results  in  all  cases  in  which  the  aldehyde 
is  soluble  in  water,  or  can  be  brought  into  solution  by  the  addition  of  a  little 
alcohol. 

In  the  case  of  the  four  aldehydes  mentioned  above,  test  analyses  are  described 
in  detail,  to  show  that  the  results  are  in  close  agreement  with  those  obtained  by 
recognised  reliable  methods. 

Solutions  of  potassium  bisulphite  stronger  than  the  above  should  not  be 
employed,  as  the  larger  quantities  of  hydriodic  acid  formed  would  exert  a 
reducing  action  on  the  sulphuric  acid  formed.  The  use  of  alcohol  to  dissolve  the 
aldehyde  should  also  be  avoided  as  far  as  possible,  as  even  relatively,  small 
quantities  of  alcohol  (upwards  of  5  per  cent.)  prevent  the  iodide  of  starch 
reacijion.  "With  the  very  dilute  solutions'  of  aldehyde  used,  however,  a  very 
small  addition  of  alcohol  will  be  sufficient  in  most  oases. 
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GLYCERIN  (GLYCEROL). 

§  90".  '  Up  to  a  recent  time  no  satisfactory  method  of  determining 
glycerin  had  been  devised,  but  the  problem  has  now  been  solved 
in  a  tolerably  satisfactory  manner,  The  permanganate  method  of 
oxidation  appears  to  have  been  originally  suggested  by  Wanklyn, 
improved  by  him  and  Fox,  and  further  elaborated  by  Benedikt  and 
Zsigmondy  (Chem.  Zeit.  ix.  975).  With  fatty  matters  it  depends 
on  the  saponification  of  the  fat,  and  oxidation  of  the  resultant  glycerin 
by  permanganate  in  alkaline  solution,  with  formation  of  oxalic  acid, 
carbon  dioxide,  and  water,  thus^ — 

CgHgOg  +  3O2  =  CjHjO^  +  CO2  +  3H2O. 

Aqueous  solutions  of  glycerin  may  of  course  be  submitted  to  the 
method  very  easily. 

The  excess  of  permanganate  is  destroyed  by  a  sulphite,  the  liquid 
filtered  from  the  manganese  precipitate,  the  oxalic  acid  then  pre- 
cipitated by  a  soluble  calcium  salt  in  acetic  solution,  and  the  precipitated 
calcium  oxalate,  after  ignition  to  convert  it  into  carbonate,  titrated 
with  standard  acid  in- the  usual  way,  or  the  oxalic  precipitate  titrated' 
with  permanganate.  The  oxalic  solution  may  be  titrated  direct  after 
addition  of  HjSO^  with  permanganate;  but  Allen  and  Belcher  have 
found  this  method  faulty,  probably  from  the  formation  of  a  dithionate, 
due  to  the  sulphite.  On  the  other  hand,  they  have  obtained  very 
satisfactory  results  by  the  alkalimetric  or  the  permanganate  titration, 
on  known  weights  of  pure-  oxalic  acid  and  glycerin. 

These  operators  have  also  shown  that,  in  the  case  of  dealing  with 
fats,  where  it  has  been  recommended  by  Wanklyn  and  Fox  to  use 
ordinary  alcohol  as  the  solvent,  and  by  Benedikt  methyl  alcohol, 
both  these  media,  especially  ethylic  alcohol,  produce  in  themselves 
a  variable  quantity  of  oxalic  acid  when  treated  with  alkaline  per- 
manganate, and  hence  vitiate  the  process.  Again,  if  it  be  attempted 
to  avoid  tliis  by  boiling  off  the  alcohols,  there  is  a  danger  of  losing 
glycerin.* 

Allen's  method  with  oils  and  fats  is  as  follows  : — • 

10  gin.  of  the  fat  or  oil  are  placed  in  a  strong  small  bottle,  together  with  4  gm. 
of  pure  KHO  dissolved  in  25  o.c.  of  water.  A  solid  rubber  stopper  is  then  used 
to  close  the  bottle,  and  tied  down  firmly  with  wire.  It  is  then  placed  in  boiling. 
water,  or  in  a  water  oven,  and  heated,  with  occasional  shaking,  from  6  to  10  hours, 
or  until  the  contents  are  homogeneous,  and  all  oily  globules  have  disappeared. 
When  saponification  is  complete,  the  bottle  is  emptied  into  a  beaker  and  diluted 
with  hot  water  which  should  give  a  clear  solution,  the  fatty  acids  are  then 
separated  by  dilute  acid,  filtered,  and  the  filtrate  made  up  to  a  given  volume. 

This  solution,  which  will  usually  contain  from  0'2  to  0'5  gm.  of  glycerol, 
according  to  its  origin,  is  transferred  to  a  porcelain  basin  and  diluted  with  cold 
water  to  about  400  0.0.  Prom  10  to  12  gm.  of  caustic  potash  should  next  be 
added,  and  then  a  saturated  aqueous  solution  of  potassium  permanganate  until 

*  In  dealing  with  waxes  or  similar  bodies  including  sperm  oil,  potash  dissolved  in  methyl 
alcohol' must  he  used  for  the  saponification,  as  it  is  almost  impossible  to  do  it  with  aqueous 
potash. 
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the  liquid  is  no  longer  green  but  blue  or  blackish.  An  excess  does  no  harm. 
The  liquid  is  then  heated  and  boiled  for  about  an  hour,  when  a  strong  solution  of 
sodium  sulphite  should  be  added  to  the  boiling  liquid  until  all  violet  or  green 
colour  is  destroyed.  The  liquid  containing  the  precipitated  oxide  of  manganese 
is  then  poured  into  a  500  o.c.  flask,  and  hot  water  added  to  15  c.o.  above  the  mark, 
the  excess  being  an  allowance  for  the  volume  of  the  precipitate  and  for  the 
increased  measure  of  the  hot  liquid.  The  solution  is  then  passed  through  a  dry 
filter,  and,  when  cool,  400  o.c.  of  the  filtrate  should  be  measured  off,  acidified 
with  acetic  acid,  and  precipitated  with  calcium  chloride.  The  solution  is  kept 
warm  for  three  hours,  or  until  the  deposition  of  the  calcium  oxalate  is  complete, 
and  is  then  filtered,  the  precipitate  being  washed  with  hot  water.  The  precipitate 
consists  mainly  of  calcium  oxalate,  but  is  liable  to  be  contaminated  more  or  less 
with  calcium  sulphate,  silicate,  and  other  impurities,  and  hence  should  not  be 
directly  weighed.  It  may  be  ignited,  and  the  amount  of  oxalate  previously 
present  deduced  from  the  volume  of  normal  acid  neutralized  by  the  residual 
calcium  carbonate,  but  a  preferable  plan  is  to  titrate  the  oxalate  by  standard 
permanganate.  Por  this  purpose,  the  filter  should  be  pierced  and  the  precipitate 
rinsed  into  a  porcelain  basin.  The  neck  of  the  funnel  is  then  plugged,  and  the 
filter  filled  with  dilute  sulphuric  acid.  After  standing  for  five  or  ten  minutes 
this  is  allowed  to  run  into  the  basin  and  the  filter  washed  with  water.  Acid  is 
added  to  the  contents  of  the  basin  in  quantity  sufficient  to  bring  the  total 
amount  used  to  10  c.c.  of  concentrated  acid,  the  liquid  diluted  to  about  200  c.c, 
brought  to  a  temperature  of  about  60°  C,  and  decinormal  permanganate  added 
gradually  till  a  distinct  pink  colouration  remains  after  stirring.  Each  c.c.  of 
permanganate  used  corresponds  to  0'0045  gm.  of  anhydrous  oxalic  acid,  or  to 
0'0046  gm.  of  glycerin.  Operating  in  the  way  described,  the  volume  of 
permanganate  solution  required  will  generally  range  between  VO  and  100  c.o. 

■C.  Ma.ngold  (Zeif.  f.  angew.  Chem.  1891,  400)  advocates  tlie 
reduction  of  the  excess  of  permanganate  by  hydrogen  peroxide  in 
preference  to  sodium  sulphite  as  used  by  Allen.  The  author 
simplifies  the  method  by  carrying  out  the  oxidation  in  the  cold. 

Method  of  Peoceduee:  0'2  to  0'4  gm.  of  glycerin  is  dissolved  in  about 
300  o.c.  of  water,  10  gm.  potassium  hydrate  and  so  much  5  per  cent,  solution  of 
permanganate  is  added,  that  for  each  part  of  glycerin  about  seven  parts  of 
permanganate  are  present.  The  mixture  is  allowed  to  stand  at  ordinary 
temperature  for  half  an  hour.  Hydrogen  peroxide  is  then  added  until  the  liquid 
is  colourless,  then  well  shaken  and  filled  up  to  one  liter ;  500  c.o.  are  filtered  off 
through  a  dry  filter,  boiled  for  half  an  hour  to  destroy  the  excess  of  peroxide, 
allowed  to  cool  to  about  80°  C,  and  after  acidulation  with  dilute  sulphuric  acid, 
the  oxalic  acid  titrated  with  standard  permanganate. 

Otto  Hehner  has  experimented  largely  on  the  estimation  of 
glycerol  in  soap  leys  and  crude  glycerins,  the  results  of  which  are 
given  in  /.  S.  C.  I.  viii.  4.  The  volumetric  methods  recommended 
in  preference  to  the  permanganate  are  the  oxidation  with  potassium 
bichromate,  or  the  conversion  of  the  glycerol  into  triacetin. 

The  Bichromate  Method,— One  part  of  glycerol  is  completely 
converted  into  carbonic  acid  by  7'486  parts  of  bichromate  in  the 
presence  of  sulphuric  acid.     The  solutions  required  are  : — 

Standard  potassium  bichromate. — 74"86  gm.  of  pure  potassium 
hichromate  are  dissolved  in  water.  150  c.c.  of  concentrated  sulphuric 
acid  added,  and  when  cold  diluted  to  a  liter.  1  c.c.  =  0-01  gm. 
glycerol. 

A  weaker  solution  is  also  made  by  diluting  100  c.c.  of  the  strong 
solution  to  a  liter. 
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These  solutions  should  he  controlled  hy  a  ferrous  solution  of  known 
strength,  if  there  is  any  doubt  about  the  purity  of  the  bichromate. 

Solution  of  double  iron  salt. — 240  gra.  of  ferrous  ammonium 
sulphate  are  dissolved  with  50  c.c.  of  concentrated  sulphuric  acid  to 
a  liter,  and  its  relation  to  the  standard  bichromate  must  be  accurately 
found  from  time  to  time  by  titration  with  the  latter,  using  the 
ferricyanide  indicator  (§  37). 

Method  oe  Peoceduee:  With  concentrated  or  tolerably  pure  samples  of 
glycerin  it  is  only  necessary  to  take  a  small  weighed  portion,  say  0'2  gm.  or  so, 
dilute  moderately,  add  10  or  15  c.c.  of  concentrated  sulphuric  acid  and  30  or  40  c.c. 
of  the  stronger  bichromate,  place  the  beaker  covered  with  a  watch  glass  in  a 
water  bath  and  digest  for  two  hours ;  the  excess  of  bichromate  is  then  found  by 
titration  with  the  standard  iron  solution.  The  weaker  bichromate  is  useful  in 
completing  the  titration  where  accuracy  is  required.  As  the  stronger  bichromate 
and  the  iron  solution  are  both  concentrated,  they  must  be  used  at  a  temperature 
as  near  16°  C.  as  possible.  If  the  operation  be  carried  out  on  a  water  bath  and 
kept  at  normal  temperature  during  the  operation  no  correction  will  be  necessary. 
In  the  case  of  crude  glycerin  it  must  be  purified  from  chlorine  or  aldehyde 
compounds  as  follows : — About  1"5  gm.  of  the  diluted  sample  is  placed  in  a 
100  c.c.  flask,  some  moist  silver  oxide  added,  and  allowed  to  stand  10  minutes. 
Basic  lead  acetate  is  then  added  in  slight  excess,  the  measure  made  up  to  100  c.c, 
filtered  through  a  dry  filter,  and  25  c.c.  or  so  digested  with  excess  of  bichromate, 
and  titrated  as  before  described. 

Richardson  and  Jaff^  have  published  a  modification  of  this 
method  for  the  treatment  of  crude  glycerins  {J.  S.  G.  I.  1898,  330). 

Method  of  Peoceduee  :  25  gm.  of  the  ■samples  are  made  with  water  up  to 
50  c.c.  of  solution,  and  of  this  25  c.c.  are  taken,  and  precipitated  with  7  c.c.  of  the 
official  solution  of  basic  acetate  of  lead  (Liquor  Plumbi  Subacetatis  B.P.).  The 
mixture  is  filtered  through  a  Swedish  filter  into  a  250  c.c.  flask.  Repeated 
washings  are  made  with  about  150  c.c.  of  cold  water.  The  excess  of  lead  (which 
should  be  small)  is  precipitated  by  an  excess  of  dilute  sulphuric  acid.  After 
making  to  the  mark  and  shaking,  the  liquid  is  poured  on  to  a  dry  Swedish  filter, 
20  c.c.  of  the  filtrate  (representing  2  gm.  of  the  original  sample  of  crude  glycerin) 
are  pipetted  into  a  beaker,  the  mouth  of  which  is  closed  by  a  funnel  with  short 
stem  ;  then  25  c.c.  of  Hehner's  strong  standard  bichromate  solution  are  added ; 
finally  25  c.c.  of  pure  sulphuric  acid  are  cautiously  mixed  with  the  other  fluids. 
After  20  minutes'  heating  in  a  water-bath,  the  oxidation  is  complete.  After 
cooling,  the  liquid  is  made  to  250  c.c.  with  water,  and  this  solution  is  then 
titrated  upon  20  c.c.  of  a  solution  containing  2-982  per  cent,  of  the  double 
sulphate  of  iron  and  ammonia,  using  ferricyanide  of  potassium  to  determine  the 
end-reaction  in  the  usual  manner. 

The  portion  of  the  iron  solution  taken  represents  O'Ol  gm.  of  glycerin ;  there- 
fore, if  A  is  the  number  of  c.c.  of  the  bichromate  mixture  required,  and  x  the 
percentage  of  glycerin  sought,  we  have  the  simple  formula — 

X  =  (0-25-?^  X  0-01)  X  500 
A. 

(0-25  gm.  is  the  equivalent  of  glycerin  represented  by  the  25  c.c.  of  bichromate 
used,  containing  74'86  gm.  per  liter). 

In  the  case  of  a  spent  lye  we  take  2'5  gm.  and  dilute  to  50  c.c. ;  the  precipitation 
of  chlorides  and  organic  impurities  is  effected  by  the  addition  of  a  slight  excess 
of  the  solution  of  basic  lead  acetate,  and  the  operation  proceeds  as  in  the  case  of 
the  crude  glycerin,  with  the  exception  that  the  lead  sulphate  is  filtered  off  and 
the  filtrate  is  concentrated  to  about  25  c.c.  before  the  addition  of  the  bichromate 
and  the  sulphuric  acid  is  made. . 

The  Acetin  Method.  -  This   method   is   due  to  Benedikt  and 
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Cantor  (Monatsheft  ix.  521),  and  recommends  itself  by  its  simplicity 
and  rapidity  as  compared  with  other  methods.  Hehner  has  pointed 
out  the  precautions  necessary  to  insure  accuracy  as  follows  : — 

Method  of  Peoceduee  :  About  1"5  gm.  of  the  crude  glycerin,  accurately 
weighed,  is  placed  in  a  round-bottomed  flask  holding  about  100  c.c,  together  with 
7  gm.  of  acetic  anhydride  and  3  gm.  of  perfectly  anhydrous  sodium  acetate ;  an 
upright  condenser  is  attached  to  the  flask,  and  the  contents  are  heated  to  gentle 
boiling  for  one  hour  and  a  half.  After  cooling,  50  c.c.  of  water  are  added 
through  the  tube  of  the  condenser,  and  the  mixture  heated,  but  not  boiled  until 
all  triaoetin  has,  by  shaking,  dissolved.  The  solution  is  then  filtered  into  a  large 
flask,  the  residue  or  filter  well  washed,  the  liquid  cooled,  some  phenolphthalein 
added,  and  the  acidity  exactly  neutralized  by  a  dilute  solution  of  caustic  soda ; 
whilst  running  in  the  soda  the  liquid  must  ie  shaken  continually  to  cause  equal 
division  of  the  alkali.  The  neutral  point  is  reached  when  the  slightly  yellowish 
colour  is  just  changed  to  reddish-yellow.  It  must  not  be  pink  or  the  test  is 
spoiled,  as  the  excess  of  soda  cannot  be  titrated  back  owing  to  any  excess  of  alkali 
saponifying  a  portion  of  the  aoetin.  The  triacetin  is  then  saponified  by  adding 
25  c.c.  of  an  approximately  10  per  cent,  solution  of  pure  caustic  soda  standardized 
on  normal  sulphuric  or  hydrochloric  acid,  and  boiling  for  10  minutes,  taking  care 
to  attach  a  reflux  condenser  to  the  flask.  The  excess  of  alkali  is  then  titrated  back 
Vfith  normal  acid,  each  c.c.  of  which  represents  0"03067  gm.  of  glycerin. 

It  is  essential  that  the  processes  of  analysis  should  be  rapid  and  continuous, 
and  especially  that  the  free  acetic  acid  in  the  first  process  be  neutralized  very 
cautiously,  and  with  constant  agitation  to  avoid  the  local  action  of  alkali. 

Weak  soap  lyes  should  be  concentrated  to  50  per  cent,  of  glycerin- 
if  estimated  by  the  acetin  method;  if  not  the  bichromate  method 
must  be  used. 

For  fats  and  soaps  about  3  gm.  should  be  saponified  with  alcoholic 
potash,  diluted  with  200  c.c.  of  water,  the  fatty  acids  separated  and 
filtered  ofi^.  The  filtrate  and  washings  are  then  rapidly  boUed  to  one 
half  and  titrated  with  bichromate. 

In  the  case  of  crude  glycerins  the  permanganate  method  is  not  so 
reliable  as  the  acetin  or  bichromate  methods,  owing  probably  to  the 
oxidation  of  foreign  matters  into  oxalates.  Hehner  has  shown  by 
comparative  experiments  with  both  acetin  and  bichromate  methods 
that  the  results  agree  well,  and  the  same  has  been  verified  by. 
Lewkowitsch. 

The  latter  authority  has  called  attention  to  the  difficulties  which 
occur  in  examining  crude  lyes  for  glycerol  at  the  present  time  owing 
to  the  very  impure  fats  used  in  soap  making,  etc.  (Analyst  xxviii.  104). 
The  bichromate  method  is  liable  to  produce  very  high  results.  The 
acetin  process  can  only  be  applicable  to  strong  lyes  containing  not  less 
than  about  60  per  cent,  of  glycerol  and  cannot  therefore  be  used  with 
weak  lyes.  The  best  method  is  therefore  to  take,  say,  1000  gm.  or  c.c, 
purify  the  lye  and  concentrate  down  so  as  to  prepare  a  crude  glycerin 
in  which  the  glycerol  may  be  estimated  by  the  acetin  method. 

IWDIGO. 

(Indigotin  C^^H^qN^O^.) 

§  91.-  The  valuation  of  indigo  for  its  real  dyeing  property  has 
created  for  many  years  past  a  large  number  of  chemical  processes,  but 
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those  which  give  anything  like  reliable  results  seem  to  necessitate  an 
enormous  amount  of  time  and  care,  together  with  very  complicated 
forms  of  apparatus,  the  use  of  which,  successfully,  requires  the 
purification  of  the  commercial  material  from  various  accompaniments 
in  order  to  get  satisfactory  results. 

One  of  the  earliest  methods  used  was  the  permanganate  test,  hut 
owing  to  the  presence  of  other  substances  in  the  natural  product 
which  affected  the  test  as  though  they  were  true  indigotin  it  ceased 
to  command  much  confidence. 

Longer  experience  and  the  discovery  of  methods  for  cleansing  the 
raw  material  have,  however,  overcome  the  former  difficulty  to  a  great 
extent,  and  C.  Raw  son  has  contributed  to  various  journals  improved 
permanganate  methods  {Journ.  Soc.  Dy&rs  and  Golourists,  1885,  74; 
and  /.  S.  O.  I.  1899,  251).  In  the  first  communication  the  oxidation 
of  sulphindigotic  acid  by  permanganate  is  described  as  follows  : — 

Method  of  Peocbdueb  :  To  obtain  a  solution  of  sulphindigotic  acid,  1  gin. 
of  finely-powdered  indigo  is  intimately  mixed  in  a  small  moriar  with  its  own 
weight  of  ground  glass.  The  mixture  is  gradually  and  carefully  added  during 
constant  stirring  with  a  glass  rod  to  20  c.c.  of  concentrated  H2SO4  (sp.  gr. 
1"845)  contained  in  a  cylindrical  porcelain  crucible  (cap.  50  c.o.) ;  the  mortar  is 
rinsed  out  with  a  little  powdered  glass,  which  is  added  to  the  contents  of  the 
crucible,  and  the  whole  is  exposed  in  a  steam-oven  for  a  period  of  one  hour  to  a 
temperature  of  90°  C.  The  sulphindigotic  acid  thus  formed  is  diluted  with  water 
and  made  up  to  a  liter.  The  solution  must  be  filtered,  in  order  to  separate 
certain  insoluble  impurities,  which  otherwise  would  interfere  with  the  subsequent 
operations.  50  c.o.  of  the  clear  solution  are  measured  into  a  porcelain  dish,  to 
which  are  added  250  c.o.  of  distilled  water.  To  this  diluted  liquid  a  solution  of 
potassium  permanganate  (0'5  gm.  per  liter)  is  gradually  run  in  from  a  burette 
until  the  liquid,  indiich  at  first  takes  a  greenish  tint,  changes  to  a  light  yellow,  the 
sulphindigotic  acid  being  converted  by  oxidation  into  a  yellow  body  named 
Bulphiatic  acid.  It  would  appear  that  indigo-red  acts  upon  permanganate  in  the 
same  way  as  indigotin,  whereas  indigo-brown  is  precipitated  from  its  solution  in 
strong  H2SO4  on  diluting,  and  does  not  affect  the  result ;  but  indigo-gluten  and 
the  mineral  portion,  strongly  decolourize  permanganate.  As  indigo-red  cannot  be 
regarded  as  an  impurity,  the  inaccuracy  in  the  analysis  may  be  chiefly  ascribed 
to  the  gluten  and  mineral  impurities.  To  eliminate  this  source  of  error,  the 
author  makes  use  of  the  property  of  sodium  sulphindigotate,  being  almost 
insoluble  in  solutions  of  common  salt.  The  50  c.o.  of  the  filtered  solution  of 
indigo,  instead  of  being  directly  titrated  with  permanganate,  are  mixed  in  a 
small  flask  with  50  c.c.  of  water  and  32  gm.  of  common  salt.  The  liquid, 
which  is  almost  saturated  with  the  salt,  is  allowed  to  stand  for  two  hours,  when 
it  is  filtered,  and  the  precipitate  washed  with  about  50  c.c.  of  a  solution  of 
salt  (sp.  gr.  1"2).  The  precipitated  sulphindigotate  of  soda  is  dissolved  in  hot 
water,  the  solution  is  cooled,  mixed  with  1  c.c.  sulphuric  acid  and  diluted  to 
300  c.c.  The  liquid  is  then  titrated  with  potassium  permanganate  as  before. 
A  small  correction  is  necessary,  owing  to  the  slight  solubility  of  the  sodium 
sulphindigotate  in  the  salt  solution.  For  0"05  gm.  of  the  indigo  sample 
O'OOOS  gm.  must  be  added  to  the  amount  of  indigotin  found. 

In  the  later  contribution,  C.  Eawson  gives  a  new  method  for 
removal  of  impurities  from  indigo  solutions  previous  to  testing,  which 
answers  well  for  technical  purposes  and  is  described  as  follows  : — 

When  commercial  indigo  is  dissolved  in  concentrated  sulphuric  acid  and  the 
liquid  diluted  with  water,  the  colouring  matter  remains  in  solution  as  a 
disulphonio  acid,  and  various  impurities  are  held  in  suspension.  Before  pro- 
ceeding further  with  the  testing  it  is  necessary  to  remove  the  suspended  matter, 
and  this  is  usually  done  by  filtration.    Filter-paper  abstracts  some  of  the  colouring 
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matter,  and  on  this  account  the  first  portions  coming  through  are  rejected  in  the 
same  way  as  in  testing  tannins.  Some  qualities  of  filter-paper  abstract  more 
colourmg  matter  than  others,  and  the  rate  of  filtration  also  causes  a  difference. 

Moreover,  some  of  the  suspended  impurities  are  in  an  exceedingly  fine  state  of 
division,  and  are  liable  to  pass  through  many  kinds  of  filter-paper,  and  thus  lead 
to  inaccurate  results.  In  order  to  avoid  these  sources  of  error,  a  number  of  tests 
were  made  with  solutions  where  the  impurities  were  allowed  to  subside,  but  it 
was  found  that  with  some  classes  of  indigo,  subsidence  was  not  complete  after 
many  hours.  Various  precipitants  were  then  tried  and  barium  chloride  was 
found  to  give  most  satisfactory  results.  The  proportions  recommended  are 
as  follows : — 

Method  OP  Pkocedure  :  0-5  gm.  of  powdered  indigo  mixed  with  glass 
powder  is  digested  with  25  c.c.  pure  concentrated  sulphuric  acid  at  a  temperature 
of  70°  C.  for  an  hour.  When  cold,  the  liquid  is  diluted  with  water,  mixed  with 
10  0.0.  of  a  20  per  cent,  solution  of  barium  chloride  and  made  up  to  500  c.c.  In 
15  to  20  minutes  the  barium  sulphate  formed,  carrying  down  with  it  all  suspended 
impurities,  will  have  settled,  and  the  requisite  amount  of  perfectly  clear  solution 
may  be  withdrawn  by  a  pipette  for  titration.  By  this  means  not  only  are  the 
results  more  concordant,  but  the  solution  is  clearer  than  when  filter-paper  is 
used.  In  fact,  the  results  thus  obtained  are  practically  the  same  as  those  given 
by  "  salting  out."  Tests  made  with  pure  indigotin  show  that  no  colouring  matter 
is  precipitated  by  the  barium  chloride. 

Raws  on  lays  special  stress  on  the  importance  of  using  pure 
sulphuric  acid  for  dissolving  the  indigo.  It  should  not  contain  less 
than  97  per  cent,  of  HjSO^,  and  should  be  quite  free  from  nitrogen 
acids  and  sulphurous  acid. 

With  indigo  containing  more  than  1  or  2  per  cent,  of  indirubin 
(or  red  indigo),  the  ordinary  methods  of  analysis  suitable  for 
estimating  ijidigotin  are  not  applicable.  Very  good  results  may  be 
obtained  by  a  colorimetric  method.  For  this  purpose  the  following 
is  recommended  : — ■ 

From  01  to  0'25  gm.  of  the  finely  powdered  sample  is  boiled  with  about 
15'3  c.c.  of  ether  for  half  an  hour  in  a  flask  attached  to  an  inverted  condenser. 
When  cold,  the  solution  is  made  up  to  200  c.c.  with  ether  and  mixed  with  10  c.o. 
of  water  in  a  bottle.  Shaking  up  with  a  little  water  causes  the  suspended 
particles  of  indigo  to  settle  immediately,  and  a  clear  solution  of  indirubin  is  at 
once  obtained  without  filtering.  A  measured  quantity  of  the  solution  is  with- 
drawn and  compared  in  a  colorimeter  with  a  standard  solution  of  indirubin. 
The  proportion  of  ether  recommended  may  seem  large,  but  although  pure 
indirubin  is  freely  soluble  in  ether,  it  is  by  no  means  readily  extracted 
from  indigo. 

For  the  estimation  of  indigotin  in  indigo  rich  in  indirubin,  it  is 
advisable  to  boil  up  repeatedly  with  alcohol,  and  collect  on  an  asbestos 
filter. 

Indirubin  may  also  be  conveniently  removed  by  boiling  with  glacial 
acetic  acid,  as  recommended  by  W.  F.  Kopperschaar. 

In  view  of  the  difficulties  attending  the  separation  of  pure  indigotin 
and  indirubin  from  the  other  constituents  of  indigo,  and  the  possible 
presence  of  substances  similar  to  the  yellow  body  described,*  perhaps 

*  In  this  second  paper  Eawson  describes  the  existence  of  a  jrellow  ooiuponnd  found  in 
Java  indigo,  amoimting  in  some  oases  to  20  per  cent.,  and  the  existence  of  which  interferes 
with  any  of  the  ordinary  technical  processes  of  analysis  used  for  indigo.  It  may  be 
discovered  by  adding  a  solution  of  caustic  soda  or  ammonia  to  the  powdered  indigo 
in  a  white  basin  or  on  fllter-paper.  If  present  the  alkali  produces  a  deep  yellow  colour. 
In  cases  where  this  occurs  it  must  be  removed  by  boiling  the  weighed  sample  of  indigo  in 
alcohol  and  the  indigo  collected  on  an  asbestos  filter,  washed  with  alcohol  and  dried  before 
being  converted  into  sulphindigotic  acid.  It  must  be  borne  in  mind,  however,  that  the 
boiling  with  alcohol  also  removes  indirubin. 
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the  best  general  commercial  method  of  examination  will  be  found  to 
he  one  hased  on  colorimetry.  For  this  purpose,  in  order  that  indigotin 
and  indirubin  may  he  estimated  at  the  same  time,  a  good  and  delicate 
colorimeter  in  conjunction  with  Lovibond's  tintometer  is  a  desider- 
atum. The  relation  between  the  standard  permanganate  used  and 
indigotin  is  best  established  upon  the  purest  indigotin  obtainable. 

A  much  more  troublesome  method,  but  one  which  is  believed  to 
give  the  most  accurate  results,  is  one  originated  by  Mtiller  and 
further  improved  by  Bernsthen  ( Berichte  xiii.  2277).  The  apparatus 
used  is  complicated,  and  is  practically  on  the  same  principle  as  that 
described  for  estimating  oxygen  in  waters  and  figured  here  on 
page  277.  A  somewhat  simpler  arrangement  for  indigo  is  described 
by  B.  W.  Gerland  {J.  S.  C.  I.  1896,  15),  it  is,  in  fact,  the  same 
apparatus  as  was  used  by  Tiemann  and  Preuss  for  estimation  of 
oxygen  in  waters  (Berichte  xii.  1768),  but  even  with  this  method 
commercial  indigo  cannot  be  successfully  tested  without  previous 
troublesome  purification,  and  is  therefore  hardly  applicable  to  technical 
examinations. 

OILS,   PATS,   AND  WAXES. 

§  92.  The  examination  of  fatty  matters  by  a  variety  of  physical 
and  chemical  methods,  both  qualitative  and  quantitative,  has  of  late 
assumed  very  considerable  importance,  in  view  of  furnishing  results 
which  aid  in  determining  the  modifications  of  their  normal  nature  by 
various  circumstances  or  the  character  and  amount  of  adulteration  to 
which  they  are  subject.  It  is  impossible  to  produce  in  this  book  the 
records  in  detail  of  experiments  on  various  fats,  oils  or  waxes,  or  the 
tables  which  give  the  results  obtained,  but  some  of  the  important 
ones  are  given,  and  others  will  be  found  in  various  journals  and  in  an 
excellent  modern  work.* 

The  accepted  modern  details  of  technical  examination  relating  to 
oils,  fats,  and  waxes,  or  their  admixtures,  comprise : — 

The  proportion  of  free  fatty  acids  or  acid  value. 

The  saponification,  or  Kbttstorf  er  value. 

The  proportion  of  volatile  fatty  acids,  or  the  Reichert  value. 

The  percentage  of  insoluble  fatty  acids,  or  the  Hehner  value. 

The  proportion  of  hydroxyacids  or. free  alcohols,  or  the  acetyl  value. 

The  proportion  of  tri-glycerides  or  other  compound  ethers  of  fatty 
acids  present,  or  the  ether  value. 

And  last,  but  not  least,  the  iodine  (or  bromine)  value  for  the 
measurement  of  the  proportion  of  unsaturated  fatty  acids. 

The  methods  required  to  carry  out  the  above  estimations  with  the 
exception  of  fixed  fatty  acids  are  executed  by  volumetric  means. 

The  Acid  Value.— This  is  determined  by  the  number  of 
milligrams  of  potassium  hydrate  (KOH)  required  to  saturate  the 
free  fatty  acids  in- one  gram  of  oil,  fat,  or  wax. 

The  standard  alkali  used  in  this  process  may  be  of  ■"/g,  *'^/g,  or  ^/lo. 

*  Lewkowitsch'B  exhaustive  book  entitled  "  Chemical  Analysis  of  Oils,  Fats  and. 
Waxes,  and  the  Commercial  Products  derived  therefrom"  (MacmiUan  &  Co.). 
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strength,  according  to  the  nature  and  amount  of  fat,  and  may  he 
either  in  aqueous  or  alcoholic  solution,  and  the  indicator  is  preferably 
phenolphthalein.  The  fat  may  be  dissolved  in  pure  alcohol,  methyl 
alcohol,  purified  methylated  spirit,  or  mixtures  of  alcohol  and  ether ; 
but  whatever  solvent  is  used  it  should  be  tested  for  acidity,  and  if 
any  is  present  it  is  best  neutralized  exactly  with  "^/lo  alkali. 

Liquid  oUs,  say  about  10  gm.,  are  weighed  into  a  flask,  and  the 
neutral  solvent,  about  50  c.c,  with  a  few  drops  of  indicator  added. 
The  titration  is  then  made  with  constant  shaking,  taking  care  that  no 
great  excess  of  alkali  is  used  so  as  to  produce  saponification. 

The  first  occurrence  of  pink  colour  is  accepted  as  the  end ;  other- 
wise by  standing  a  little  time  the  colour  may  cease,  due  to  saponifica- 
tion of  neutral  ethers.  Solid  fats  or  waxes  should  be  heated  on 
a  water  bath  until  the  solvent  boils,  then  at  once  titrated. 

In  some  substances  mere  alcohol  wiU  not  give  a  clear  solution 
(which  does  not  really  matter),  but  if  a  clear  solution  is  desired, 
a  mixture  of  ether  and  alcohol  may  be  used  and  the  titration  made 
with  alcoholic  alkali. 

The  number  of  c.c.  of  standard  potash  used  taken  in  milligrailis 
of  KOH  will  give  the  calculation  for  acid  value.  Lewkowitsch 
mentions  that  this  acid  value  is  sometimes  calculated  into  percentage 
of  oleic  acid  (mol.  wt.  282),  in  which  case  the  value  will  be  obtained 
by  multiplying  the  number  of  c.c.  of  ■'''/lo  alkali  used  by  0'0282, 
dividing  by  the  weight  of  sample  and  multiplying  by  100.  In  other 
cases,  such  as  lubricating  oils,  the  acid  values  is  sometimes  calculated 
as  SO3,  ia  which  case  the  factor  wiU  of  course  be  0'004. 

Kottstorfer  on  the  other  hand  records  the  "degrees  of  acidity" 
by  the  number  of  c.c.  of  "/i  KOH  required  by  100  gm.  of  the  fat. 

Kottstorfer's  Saponification  Value. — This  indicates  the 
number  of  milligrams  of  KOH  required  for  the  complete  saponification 
of  one  gram  of  fat  or  wax.  This  operation  estimates  the  whole  of 
the  acids  existiug  in  the  fat.     The  solutions  required  are  : — 

Standard  hydrochloric  acid. — Semi-normal  strength,  i.e.,  18'185  gm, 
per  liter. 

Standard  solution  of  caustic  potash  in  alcohol. — This  should  contain 
about  ,30  gm.  of  KOH  per  liter.  Methylated  spirit,  previously 
digested  with  permanganate,  a  little  dry  calcium  carbonate  afterwards 
added,  then  distilled,  rejecting  the  first  portions,  may  be  used  iu  place 
of  pure  alcohol.  In  any  case  the  strength  should  not  be  less  than 
90  per  cent.,  and  the  solution  should  be  made  from  alcohol,  which 
wiU  not  give  a  yellow  colour  after  being  boiled  with  very  strong 
solution  of  caustic  potash  and  left  standing  half  an  hour,  as  it 
changes  in  strength,  it  is  not  possible  to  rely  upon  its  being  semi- 
normal,  but  it  should  be  roughly  adjusted  at  about  that  strength  with 
absolutely  accurate  hydrochloric  acid,  and  a  blank  experiment  made 
side  by  side  with  each  titration  of  fat.  It  is  best  kept  in  the  dark. 
The  excess  of  potash  used  in  the  fat  titration  is  thus  expressed  in 
terms  of  ^/g  acid,  and  to  arrive  at  the  percentage  of  potash,  each  c.c: 
is  multiplied  by  0-02805.     The  saponification  equivalent  of  the  fat  or 
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oil  is  found  by  dividing  the  weight  in  milligrams  of  the  sample  by 
the  number  of  c.c.  of  normal  (not  ^ Iz)  acid  corresponding  to  the 
alkali  neutralized  by  the  oil.  If  the  percentage  of  potash  is  known, 
the  saponifying  equivalent  may  be  found  by  dividing  this  percentage 
into  5610,  or  if  NaHO  is  the  alkali  used,  into  4000. 

Method  or  Peooedueb  ;  From  0-5  to  2  gm.  of  the  fat,  previously  purified 
by  melting  and  filtration,  are  carefully  weighed  into  a  Jena  or  other  good  glass 
flask  fitted  with  vertical  tube.  25  c.c.  of  standard  alcoholic  potash  are  then 
added,  the  mixture  heated  on  the  water-bath  to  gentle  boiling,  with  occasional 
agitation,  until  a  perfectly  clear  solution  is  obtained.  Kottstorfer  recom- 
mends heating  for  fifteen  minutes ;  but  in  the  case  of  butters  this  is  generally  more 
than  sufficient ;  with  other  fats  twenty  minutes  to  half  an  hour  may  be  required. 
At  the  end  of  the  saponification  the  flasks  are  removed  from  the  bath,  a  definite 
and  not  too  small  a  quantity  of  phenolpbthalein  added,  and  the  titration  carried 
out  with  as  little  exposure  to  the  air  as  is  possible. 

The  method  of  calculation  adopted  by  Kottstorfer  is  to  ascertain 
the  number  of  milligrams  of  KHO  required  to  saturate  the  acids 
contained  in  1  gm.  of  fat,  or,  in  other  words,  parts  per  1000.  He 
found  that,  operating  in  this  way,  pure  butters  required  from  221 '5 
to  232'4  m.gm.  of  KHO  for  1  gm.,  whereas  the  fats  usually  mixed 
with  butter,  such  as  beef,  mutton,  and  pork  fat,  required  a  maximum 
of  197  m.gm.  for  1  gm.,  and  other  oils  and  fats  much  less. 

Practically  this  means  that  the  amount  of  KHO  required  for 
genuine  butters  ranges  from  23"24  to  22'15  per  cent.,  the  latter  being 
the  inferior  limit.  If  caustic  soda  is  used  instead  of  potash,  other 
numbers  must  of  course  be  used. 

The  following  list  shows  the  parts  of  KHO  required  per  1000  of 
fat ;  the  first  four  being  calculated  from  their  known  equivalents,  the 
rest  obtained  experimentally  by  Kottstorfer,  Allen,  Stoddart, 
or  Archbutt : — 


Tripalmitin  - 

208-8 

Linseed 

189—195 

Tristearin 

189-1 

Cotton  Seed  - 

191-196 

Triolein 

190-4 

Whale 

190-191 

Tributyrin   - 

557-3 

Seal 

191— 196 

Cocoanut  Oil 

2700 

Colza  and 

Bape 

175—179 

Dripping 

197-0 

Cod  Oil 

182—187 

Lard    - 

195-6 

Pilchard 

186-187 

Horse  Pat 

199-4 

Castor 

176-178 

Lard  Oil 

191 

—196 

Sperm 

130—134 

Olive  Oil 

191 

—196 

Shark  - 

- 

84-5 

Niger  Oil 

189 

—191 

A  further  application  of  this  method  may  be  made  in  estimating 
separately  the  amounts  of  alkali  required  for  saturating  the  free 
fatty  acids  and  saponifying  the  neutral  glycerides  or  other  ethers 
of  any  given  sample  of  fat,  oil,  or  wax  (see  Allen,  Organic 
Analysis  ii.  45,  76,  also  Lewkowitsch,  2nd  edit.  p.  153).' 

The  Ether  Value. — This  indicates  the  number  of  milligrams  of 
KOH  required  for  the  saponification  of  the  neutral  ethers  in  one 
gram  of  fat  or  wax. 

Where  the  fat  contains  no  free  fatty  acids  the  ether  value  is  the 
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same  as  the  previously  mentioned  saponification  value,  but  as  many- 
fats  or  waxes  do  contain  small  quantities  of  free  fatty  acids  the 
saponification  value  includes  both,  and  therefore  the  ether  value  is 
the  difference  between  the  saponification  and  the  acid  value. 

The  Keichert  Value. — This  indicates  the  number  of  cubic 
centimeters  of  ^/jo  KOH  required  for  the  neutralization  of  the 
portion  of  volatile  fatty  acids  obtained  from  2'5  gm.  of  fat  or  wax 
when  distilled  by  the  Reichert  process.  The  Reichert-Meissl 
value  is  that  which  is  estimated  on  5  gm.  of  fat  or  wax.  The  results 
between  the  2-5  and  5  gm.  methods  do  not  necessarily  agree  exactly, 
and  it  is  of  course  understood  that  the  method  does  not  give  the  exact 
total  amount  of  free  acids,  but  is  at  the  same  time  a  very  excellent 
method  of  obtaining  comparable  numbers  between  a  variety  of 
materials,  and  is  especially  useful  in  discriminating  genuine  from 
adulterated  butter. 

The  description  of  the  process  as  used  for  butter  will  practically 
apply  to  other  fatty  matters. 

BUTTEB. 

The    Eeiehert's    or    Beichert-Meissl    Method.— This 

method  is  based  on  the  fact,  that  butter  fat  in  a  genuine  state  never 
contains  less  than  4  per  cent,  of  volatile  fatty  acids,  whereas  other  fats 
contain  either  none  at  all  or  very  much  less  than  butter.  The  process 
consists  in  sap"6nifying  the  fat  to  be  examined  by  an  alkali,  separating 
the  fixed  acids  by  neutralizing  the  alkali,  and  distilling  off  the 
volatile  acids  (chiefly  butyric  and  caproic)  for  titration  with  standard 
acid.  In  this  and  Kbttstorfer's  method,  where  also  alcoholic 
solution  of  caustic  alkali  is  used,  it  is  essential  to  avoid  absorption 
of  COg  by  long  exposure. 

The  necessary  solutions  are  : — 

1.  Standard  barium  or  potassium  hydrate,  ^/lo  strength  is  most 
convenient,  but  any  solution  approximating  to  that  strength  may 
be  used,  and  a  factor  found  to  convert  it  to  that  strength  in 
calculating  the  results  of  titration.  It  must  be  carefully  preserved 
from  COg  by  any  of  the  usual  arrangements,  and  where  a  constant 
series  of  titrations  are  carried  on,  it  is  best  to  have  a  store  bottle  and 
burette  fitted,  as  shown  p.  12,  fig.  11. 

2.  Phenolphthalein  indicator,  see  p.  35. 

3.  Alcohol  of  about  90  per  cent,  strength,  and  free  from  acid  or 
aldehyde. 

4.  Solution  of  caustic  soda.  Made  by  dissolving  100  gm.  of 
good  sodium  hydrate  in  100  c.c.  of  distilled  water  which  has  been 
recently  well  boiled  and  cooled  ;  this  solution  will  not  be  contaminated 
with  COj  to  any  extent,  since  any  NajCOg  which  might  be  formed  is 
quite  insoluble  in  the  strong  solution;  it  must  be  allowed  to  stand 
until  quite  clear,  then  poured  ofi'  and  well  preserved.  Or  better  than 
this,  about  2  gm.  of  solid  stick  potash  or  soda  may  be  added  with 
50  c.c.  of  alcohol  to  5  gm.  of  butter  when  commencing  saponification. 
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5.  Sulphuric  acid  for  separating  the  fatty  acids,  is  made  by 
diluting  25  c.c.  of  strongest  HjSO^  to  a  liter  with  water. 

6.  The  apparatus  for  digestion  and  distillation  are  shown  in 
fig.  56,  the  same  Erlenmeyer  flask  being  used  for  the  digestion  and 
for  the  distillation.  The  distilled  liquid  drops  into  a  small  funnel 
containing  a  small  porous  filter  for  separating  any  scum  which  may 
pass  over  with  the  distillate ;  the '  receiver  holding  the  funnel  is 
marked  at  50  c.o.  and  100  c.c,  so  as  to  be  available  for  either  2-5  gm. 
or  5  gm.  of  butter  fat. 


Kg.  56. 

The  following  method  of  manipulation  as  drawn  up  by  the 
Association  of  Official  Agricultural  Chemists,  U.S.A.,  is  recommended 
as  being  all  that  is  required  to  ensure  accuracy,  and  applies  to  the 
treatment  of  approximately  5  gm.  of  fat  for  each  operation.  Many 
operators  prefer  to  take  about  half  that  quantity,  which  saves  time, 
and  need  not  be  any  the  less  accurate. 

Pbocess,  "Weighing  the  Fat  :  The  butter  or  fat  to  be  examined  should  be 
melted  and  kept  in  a  dry,  warm  place  at  about  60°  C.  for  two  or  three  hours 
until  the  moisture  and  curd  have  entirely  settled  out.  The  clean  supernatant 
fat  is  poured  off  and  filtered  through  a  dry  filter-paper  in  a  jacketed  filter 
containing  boiling  water,  to  remove  all  foreign  matter  and  any  traces  of  moisture. 
Should  the  filtered  fat  in  a  fused  state  not  be  perfectly  clear  the  treatment  above 
mentioned  must  be  repeated. 

The  saponification  flasks  are  prepared  by  having  them  thoroughly  washed  with 
water,  alcohol,  and  ether,  wiped  perfectly  dry  on  the  outside,  and  heated  for  one 
hour  to  100°  C.  The  flasks  should  then  be  placed  in  a  tray  by  the  side  of  the 
balance  and  covered  with  a  silk  handkerchief  until  they  are  perfectly  cool.  They 
must  not  be  wiped  with  a  silk  handkerchief  within  fifteen  or  twenty  minutes  of 
the  time  they  are  weighed.  The  weight  of  each  flask  is  determined  accurately, 
using  a  flask  for  a  counterbalance  or  not,  as  may  be  convenient.  The  weight  of 
the  flasks  having  been  accurately  determined  they  are  charged  with  the  melted 
fat  in  the  following  way  : — 

A  pipette  with  a  long  stem  marked  to  deliver  5'75  c.c.  is  warmed  to  a 
temperature  of  about  SO''  0.  The  fat  having  been  poured  back  and  forth  once  or 
twice  into  a  dry  beaker  in  order  to  thoroughly  mix  it,  it  is  taken  up  in  the 
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pipette,  the  nozzle  of  the  pipette  carried  to  near  the  bottom  of  the  flask,  it  having 
been  previously  wiped  to  remove  any  adhering  fat.  The  575  c.c.  of  fat  are 
allowed  to  flow  into  the  flask  and  the  pipette  is  removed.  After  the  flasks  have 
been  charged  in  this  way  they  should  be  re-covered  with  the  silk  handkerchief 
and  allowed  to  stand  fifteen  or  twenty  minutes,  when  they  are  again  weighed  to 
ascertain  the  exact  amount  of  fat. 

The  Saponification  :  10  c.c.  of  90  per  cent,  alcohol  are  added  to  the  fat  in 
the  flask,  2  c.c.  of  the  concentrated  soda  solution  or  2  gm.  of  solid  alkali  are 
added,  a  soft  cork  stopper  inserted  in  the  flask  and  tied  dowa  with  a  piece  of 
twine.  The  saponification  is  then  completed  by  placing  the  flasks  upon  the  water 
or  steam  bath.  The  flasks  during  the  saponification,  which  should  last  for  one 
hour,  should  be  gently  rotated  from  time  to  time,  being  careful  not  to  project 
the  soap  for  any  distance  up  the  sides  of  the  flask.  At  the  end  of  an  hour  the 
flasks,  after  having  been  cooled  to  near  the  room  temperature,  are  opened.  It 
solid  alkali  is  used  instead  of  aqueous  solution,  alcohol  of  75  or  80  per  cent,  in 
larger  quantity  may  be  used. 

Eemoval  of  thb  Alcohol  :  The  stoppers  having  been  laid  loosely  in  the 
mouth  of  the  flasks,  the  alcohol  is  removed  by  dipping  the  flasks  into  a  steam 
bath.  The  steam  should  cover  the  whole  of  the  flask  except  the  neck.  After  the 
alcohol  is  nearly  removed,  frothing  may  be  noticed  in  the  soap,  and  to  avoid  any 
loss  from  this  cause,  or  any  creeping  of  the  soap  up  the  sides  of  the  flask,  it 
should  be  taken  from  the  bath  and  shaken  to  and  fro  until  the  frothing 
disappears.  The  last  traces  of  alcohol  vapour  may  be  removed  from  the  flask  by 
waving  it  briskly,  mouth  down,  to  and  fro.  Complete  removal  of  the  alcohol 
with  the  precautions  above  noted  should  take  about  forty-five  minutes. 

Dissolving  the  Soap  :  After  the  removal  of  the  alcohol  the  soap  should  be 
dissolved  by  adding  100  c.c.  of  recently  boiled  distilled  water,  and  warmed  on  the 
steam  bath  with  occasional  shaking  until  the  soap  is  completely  dissolved. 

Setting  Peek  the  Fatty  Acids  :  When  the  soap  solution  has  cooled  to 
about  60°  or  70°  C,  the  fatty  acids  are  separated  by  adding  40  c.c.  of  the  dilute 
sulphuric  acid  mentioned  above. 

Melting  the  Fatty  Acids  :  The  flasks  should  now  be  re-stoppered  as  in 
the  first  instance,  and  the  fatty  acids  melted  by  replacing  the  flasks  on  the  steam 
bath.  According  to  the  nature  of  the  fat  examined  the  time  required  for  the 
fusion  of  the  fatty  acids  may  vary  from  a  few  minutes  to  hours. 

The  Distillation  :  After  the  fatty  acids  are  completely  melted,  which  can 
be  determined  by  their  forming  a  transparent  oily  layer  on  the  surface  of  the 
water,  the  flasks  are  cooled  to  room  temperature  and  a  few  pieces  of  pumice  stone 
added.  The  pumice  stone  is  prepared  by  throwing  it,  at  white  heat,  into  distilled 
water,  and  keeping  it  under  water  until  used.  The  flask  is  now  connected  with 
the  condenser,  slowly  heated  with  a  naked  flame  until  ebullition  begins,  and  then 
the  distillation  continued  by  regulating  the  flame  in  such  »  way  as  to  collect 
100  c.c.  of  the  distillate  in  as  nearly  as  possible  thirty  minutes. 

Some  operators  distil  110  c.c.  from  5  gm.  of  butter  into  an  ordinary 
measuring  flask,  then  filter  and  use  100  c.c.  for  titration,  the  number 
of  c.c.  of  alkali  used  is  multiplied  by  1-1  which  gives  the  Eeiohert- 
Meissl  value. 

The  above  methods  of  preparation  are  somevrhat  tedious,  but 
experienced  operators  will  find  methods  of  working  so  as  to  occupy 
less  time  without  loss  of  accuracy. 

TiTBATiON  OF  THE  VOLATILE  AciDS :  The  100  CO.  of  the  flltered  distillate 
are  poured  into  a  beaker  holding  from  200-250  c.c,  0'5  c.c.  of  phenolphthalein 
solution  added,  and  decinormal  barium  or  potassium  hydrate  run  in  until  a  red 
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colour  is  produced.  The  contents  of  the  beaker  are  then  returned  to  the 
measuring  flask  to  remove  any  acid  remaining  therein,  poured  again  into  the 
■beaker,  and  the  titration  continued  until  the  red  colour  produced  remains 
apparently  unchanged  for  two  or  three  minutes. 

Where  the  greatest  accuracy  is  required  it  is  best  to  carry  out 
side  by  side  a  blank  experiment  with  the  same  amounts  of  alcohol, 
alkali,  etc. 

It  must' be  borne  in  mind  that  this  method  is  not  one  of  strict 
chemical  accuracy,  but  the  experience  of  the  author  and  a  host  of 
other  very  competent  operators  clearly  show,  that  the  distillate  from 
5  gm,  of  genuine  normal  butter  fat  produced  in  districts  of  medium 
temperature,  when  carried  OTit  as  described,  should  require  not  less 
than  24  c.c.  of  ■''^/lo  alkali  to  neutralize  the  volatile  acids  present. 
It  is  true  that  butters  known  to  be  genuine  have  occasionally  been 
found  to  give  lower  figures  from  some  unexplained  causes,  one  of 
which  seems  to  be  due  to  milk  taken  from  cows  towards  the  end  of 
their  period  of  lactation.  The  figure  may  also  rise  to  32  or  33  c.c.  of 
alkah.  This  is  often  the  case  with  butters  produced  in  warmer 
climates  than  Great  Britain.  The  general  average  for  butters  taken 
from  the  mixed  milk  of  a  number  of  cows  will  be  between  27  and 
28  c.c,  whereas  margarine  will  rarely  require  more  than  0'5  c.c,  beef 
fat  and  lard  about  the  same,  while  cocoa-nut  fat,  which  gives  the 
highest  figures,  requires  about  7  c.c. 

It  may  therefore  be  concluded  that  any  sample  of  butter  fat  which 
requires  less  than  24  c.c.  of  ^/jo  alkali  must  be  looked  upon  with 
suspicion. 

The  minimum  value  adopted  in  Great  Britain,  France,  and 
Germany,  is  24 ;  Sweden,  23 ;  and  Italy,  20. 

The  Acetyl  Value.— -This  indicates  the  number  of  milligrams  of 
KOH  required  for  the  neutralization  of  the  acetic  acid  obtained  on 
saponifying  1  gm.  of  the  acetylated  oil  or  fat.  This  treatment  of  fats 
was  introduced  by  Benedikt,  and  a  process  by  himself  and  Ulzer  for 
acetylation  and  estimation  was  arranged ;  but  as  the  results  were  not 
consistent  with  modern  ideas,  Lewkowitsch  modified  the  method  as 
shown  by  his  paper  on  the  subject  (/.  S.  O.  I.  1897,  503),  and 
proposed  to  determine  the  true  acetyl  value  by  actually  titrating  tlie 
amount  of  acetic  acid  assimilated  by  the  hydroxylated  acid  in  the 
form  of  acetyl  CgH^O  and  given  up  on  saponification  as  acetic  acid  to 
the  standard  alkali. 

The  method  is  as  follows  : — 

Method  of  Peocbdube  :  10  gm.  of  an  oil  or  fat  (or  any  other  convenient 
number  of  gm )  are  boiled  with  an  equal  volume  of  acetic  anhydride  for  two 
hours  in  a  round-bottomed  fla«ik  attached  to  an  inverted  condenser.  The  mixture 
is  then  transferred  to  a  large  beaker,  mixed  with  several  hundred  c.c.  of  water 
and  boiled  for  half  an  hour.  A  slow  current  of  carbonic  dioxide  is  conveniently 
passed  into  the  liquor  through  a  finely  drawn  out  tube  reaching  nearly  to  the 
bottom  of  the  beaker ;  this  is  done  to  prevent  bumping.  The  mixture  is  then 
allowed  to  separate  into  two  layers,  the  water  is  syphoned  off  and  the  oily  layer 
again  boiled  out  in  the  same  manner  until  the  last  trace  of  acetic  acid  is. 
removed.    This  is  ascertained  by  testing  with  litmus  paper.    The  acetylated 
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product  is  then  freed  from  water  and  finally  filtered  through  filter-paper  in  a 
drying  oven. 

This  operation  may  he  carried  out  quantitatively,  and  in  that  case  the  washing 
is  hest  done  on  a  weighed  filter.  On  weighing  the  aoetylated  oil  or  fat,  an 
increase  of  weight  would  prove  that  assimilation  of  acetyl  groups  has  taken 
place.  This  method  may  he  found  useful  to  ascertain  preliminarily  whether  a 
notahle  amount  of  hydroxylated  acids  is  present  in  the  sample  under 
examination. 

2  to  4  gm.  of  the  aoetylated  substance  are  then  saponified  by  means  of 
alcoholic  potash  solution  as  in  the  well-known  determination  of  the  saponification 
value.  If  the  "  distillation  process  "  he  adopted  it  is  not  necessary  to  work  with 
an  accurately  measured  quantity  of  standardized  alcoholic  potash.  In  case  the 
"Jiltraiion  process"  he  used,  the  alcoholic  potash  must  be  measured  exactly. 
(It  is,  however,  advisable  to  employ  in  either  case  a  known  volume  of  standard 
alkali,  as  one  is  then  enabled  to  determine  the  saponification  value  of  the 
aoetylated  oil  or  fat).  Next  the  alcohol  is  evaporated  and  the  soap  dissolved  in 
water.  From  this  stage  the  determination  is  carried  out  either  by  (a)  the 
"  distillation  process  "  or  (b)  "  filtration  process." 

(a)  Distillation  Process. — Add  dilute  sulphuric  acid  (1 :  10)  more  than 
to  saturate  the  potash  used,  and  distil  the  liquid  as  is  usual  in  Eeichert's 
distillation  process.  Since  a  large  quantity  of  water  must  be  distilled  off,  either 
a  current  of  steam  is  blown  through  the  suspended  fatty  acids  or  water  is  run 
into  the  distilling  flask,  from  time  to  time,  through  a  stoppered  funnel  fixed  in 
the  cork,  or  any  other  convenient  device  is  adopted.  It  will  he  found  quite 
suflTicient  to  distil  over  500  to  700  o.c,  as  the  last  100  c.c.  practically  contain  no 
acid.  Then  filter  the  distillates  to  remove  any  insoluble  acids  carried  over  by  the 
steam,  and  titrate  the  filtrate  with  ^/lo  potash,  phenolphthalein  being  the 
indicator.  Multiply  the  number  of  c.c.  by  5'61,  and  divide  the  product  by  the 
weight  of  substance  taken.     This  gives  the  acetyl  value. 

(5)  PiLTKATiON  Process.  —  Add  to  the  soap  solution  a  quantity  of 
standardized  sulphuric  acid  exactly  corresponding  to  the  amount  of  alcoholic 
potash  employed,  and  warm  gently,  when  the  fatty  acids  will  readily  collect  on 
the  top  as  an  oily  layer.  (If  the  saponification  value  has  been  determined,  it  is, 
of  course,  necessary  to  take  into  account  the  volume  of  acid  used  for  titrating 
back  the  excess  of  potash.)  Filter  off  the  liberated  fatty  acids,  wash  with  boiling 
water  until  the  washings  are  no  longer  acid,  and  titrate  the  filtrate  with  ^/xo 
potash,  using  phenolphthalein  as  indicator.  The  acetyl  value  is  calculated  in 
the  manner  shown  above. 

Both  methods  give  identical  results,  but  (A)  will  be  found  shorter  and  more 
cpnvenient  than  (a). 

The  meaning  of  the  acetyl  value  in  fats  is  further  explained  in 
a  lengthy  paper  by  Lewkovrifcsch  {Analyst  xxiv.  319 — 328)  contain- 
ing tables  giving  results  with  a  variety  of  oils,  fats,  and  waxes,  to 
which  the  enquirer  must  be  referred.  A  slight  modifioation  in  the 
above  processes  is  also  given  as  follows  : — 

The  weight  of  the  aoetylated  product  required  for  the  determination  of  the 
acetyl  value  should  preferably  be  increased  to  about  5  gm.,  as  for  this  quantity 
1  c.c.  of  ^lio  K.OH  corresponds  with  about  1  unit  in  acetyl  value. 

The  distilled  water  used  in  determining  the  value  by  either  the  distillation  or 
filtration  process  should  be  carefully  freed  from  COj  by  previous  boiling,  as 
otherwise  serious  errors  may  be  made.  Even  the  water  used  for  generating 
steam  in  the  distillation  process  should  be  brought  to  violent  ebullition  before 
the  steam  is  passed  into  the  distilling  flask.  This  source  of  error  may  easily 
occur  in  the  case  of  very  hard  water.  Check  experiments  with  pure  acetic  acid 
will  readily  guide  the  operator,  if  necessary.  In  order  to  facilitate  the  separation 
of  the  insoluble  fatty  acids  in  the  filtration  process,  it  will  be  found  useful  to 
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add  a  slight  excess"  of  mineral  acid.  Of  course  this  amount  must  he  measured 
accurately,  and  deducted  from  the  alkali  required  for  determining  the  dissolved 
acids. 

The  Bromine  Value. — This  indicates  the  percentage  of  bromine 
absorbed  by  fats  or  waxes.  The  best  method  of  carrying  out  this 
examination  is  that  of  Mills  and  Snodgrass.  The  idea  of  using 
bromine  is  by  no  means  new.  Cailletet  in  1857  adopted  such 
a  method;  but  the  difficulty  then,  and  up  to  the  time  when  the 
task  was  undertaken  by  the  operators  mentioned,  was  the  accurate 
measurement  of  the  excess  of  bromine  used,  and  the  adaptation  of 
such  a  solvent  for  both  the  fats  and  the  bromine  as  would  exclude 
the  presence  of  water,  and  the  tendency  to  form  substitution  products 
of  variable  and  unknown  character  in  preference  to  merely  additive 
products. 

Our  knowledge  of  the  exact  composition  of  the  great  family  of 
fats  and  oils  is  even  at  present  limited,  and  it  is  not  possible  to  make 
this  reaction  possess  any  strict  chemical  valency ;  but  experiment  has 
shown  that  there  are  certain  well-defined  fats  which  absorb  within 
a  very  narrow  limit  the  same  amount  of  the  halogen  under  the  same 
conditions,  and  hence  the  method  may  be  made  highly  suggestive  as 
to  mixtures  of  various  fats  whose  absorption  powers  have  been 
observed. 

In  the  first  instance  the  common  solvent  used  for  the  fat  and  the 
bromine  was  carbon  disulphide ;  but  although  very  good  results  were 
obtained,  compared  with  solvents  previously  tried  by  other  operators, 
there  were  the  drawbacks  of  its  ofiensive  smell,  and  the  solutions  of 
bromine  in  it  did  not  possess  much  stability.  Finally,  Mills  adopted 
carbon  tetrachloride  as  the  medium  with  the  happiest  eflfects ;  and  it 
was  found  that  the  bromide  solution  could  be  preserved  for  at  least 
three  months  without  diminution  of  standard.  On  the  other  hand, 
by  using  this  medium,  there  is'  the  necessity  of  working  with  greater 
delicacy,  since  the  presence  of  the  merest  trace  of  water*  has  more 
effect  in  producing  substitution  compounds  than  in  the  case  of  the 
disulphide.  The  accurate  estimation  of  the  excess  of  bromine,  after 
the  absorption  is  complete,  is  necessarily  a  matter  of  great  importance; 
and  this  can  be  done  either  by  comparison  of  colour  with  bromine 
solution  of  known  strength  (the  least  effective  method)  ;  or  by  titration 
with  thiosulphate,  using  starch  and  potassium  iodide  as  the  indicator, 
which  is  better.  But,  best  of  aU,  the  operators  after  long  research 
found  that  by  using  ji  naphthol  (a  substance  which  is  readily  and 
cheaply  obtainable,  and  which  forms  in  the  presence  of  carbon 
tetrachloride  a  mono-bromo  derivative),  they  could  construct  a  solution 
of  corresponding  strength  to  the  standard  bromine,  and  thus  titrate 
back  in  the  same  way  as  is  commonly  practised  in  alkalimetry.  Very 
fair  results  were  obtained  colorimetrically  by  adopting  the  device  of 
interposing  a  stratum  of  potassium  chromate  solution,  so  as  to 
neutralize  the  yeUow  colour  produced  with  some  of  the  fish  oUs,  and 
which  tended  to  mask  the  red  colour  of  the  bromine.     Experiments 

*  LewtowitscTi  states  that  tlie  formation  of  hydro-'bromic  acid  is  not  due  to  moisture, 
but  to  the  substitution  of  hydrogen  in  the  molecule  of  the  fatty  substance. 
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showed  that,  using  a  bromine  solution  having  a  mean  standard  of 
0*00644  gm.  per  c.c,  the  average  probable  error  per  cent,  in  a  single 
result,  when  adopting  the  colour  method  or  the  thiosulphate  and 
iodine  was  0*62,  whereas  with  /3  naphthol  it  was  reduced  to  0*46. 
But  it  is  hardly  necessary  to  say  that,  using  such  a  small  portion 
of  material  as  is  absolutely  necessary  in  order  to  avoid  secondary 
results,  considerable  care  and  practice  are  required.  The  sample  of 
oil  or  fat  must  be  dried  as  completely  as  possible,  by  heating  and 
subsequent  filtering  through  dry  scraps  of  bibulous  paper,  or  through 
dry  double  filters,  before  being  weighed. 

Method  of  Pkocbdtjre  :  01  to  0'2  gm.  of  the  fat  is  dissolved  in  50  o.c.  of 
the  tetrachloride  and  standard  bromine  added,  until  at  the  end  of  15  minutes 
there  is  a  permanent  red  colour.  If  the  oolorimetrio  method  is  used  50  o.c.  of 
tetrachloride  are  tinted  with  standard  bromine  to  correspond.  If  the  iodine 
re-aotion,  the  solution  of  brominated  material  is  added  to  potassium  iodide  and 
starch,  and  ^/lo  sodium  thiosulphate  delivered  in  from  a  burette  till  the  colour 
is  discharged.  If,  on  the  other  hand,  the  standard  naphthol  solution  is  used,  it  is 
also  cautiously  added  from  a  burette  until  the  colour  is  removed.  It  is 
imperative  that  the  operations  in  all  cases  be  carried  on  out  of  direct  sunlight. 
If  the  operator  is  unable  to  use  carbon  tetrachloride,  the  disulphide  may  be  used ; 
but  the  solution  of  bromine  in  this  medium  is  less  stable,  and  must  be  checked 
more  frequently.  Somewhat  larger  portions  of  oil  or  fat  may  however  be  used 
for  the  analysis. 

The  following  table  gives  some  few  of  the  results  obtained  by 
Mills  and  Snodgrass. 

Absorption  per  cent. 


OILS.                     j                    FATS. 

WA-)fTi!S. 

Almond  (from 

Beef 

35-01 

Beeswax     ;. 

0-00 

bitter    fruit)  26-27 
Do.  (from  sweet)  53-74 

Butter  (fresh)    - 

27-93 

Carnauba   ■ 

33-50 

Do.  (commercial) 

25-0 

Japan  (1)  - 

2-33 

Cod  -        -            83-00 

Butterine  Scotch  36-32 

Do.      (2)  - 

1-53 

Nut  -        -            30-24 

Do.  (Prench)     - 

39-71 

Myrtle 

6-34 

Ling  Liver        -  82-44 

Cocoanut 

5-70 

Mustard             -  46-15 

Vaseline    - 

5-55 

Neatsfoot           -  38-33 

Stearic  Acid 

000 

Olive                    60-61 

Lard 

37-29 

Palm                    3500 

Seal  -                 -  57-34 

Whale                  30-92 

Linseed     -        -  76-09 

"1 

Mineral  Oil       -  30-31  ' 

I 

Shale  Oil          ) 

according  to  [  22  to  12 

1 

sp.  gr.           3              ! 

Aniline              -  169-8  ; 

Turpentine  (dry)  236-0  ! 

This  method  has  now  been  practically  superseded  by  the  Hubl 
iodine  method.  A  process  for  determining  "  the  bromine  addition  " 
and  "the  bromine  substitution "  has  been  recorded  by  Mcllhiney 
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(/.   G.  S.  I.  1894,  668).      A  further  communication   on   the   same 
subject  is  given  by  him  (J".  Am.  G.  S.  1899,  1084). 

The  Iodine  Value. — This  indicates  the  percentage  absorption  as 
in  the  case  of  bromine.  The  method  by  which  this  process  is 
accomplished  was  originated  by  Hubl  {Dingler's  Polyt.  Journ.  1884, 
281),  and  has  been  largely  adopted  both  in  the  original  form  and  also 
in  a  very  acceptable  improvement  by  J.  A.  A.  Wijs. 

The  process  has  been  examined  and  used  by  such  a  number  of 
operators  that  it  is  impossible  to  quote  them,  but  the  unanimous 
opinion  is  tlaat  it  is  one  of  the  most  valuable  methods  for  the 
technical  examination  of  fatty  matters,  although  at  the  same  time 
there  has  been  considerable  difference  of  opinion  as  to  the  chemical 
changes  which  occur  in  carrying  out  the  process.  One  of  the  draw- 
backs to  the  original  solution  proposed  by  Hubl  is  its  instability  of 
iodine  strength  against  thiosulphate  due  to  keeping,  thus  necessitating 
a  blank  titration  with  every  fat  analysis.  This  does  not  affect  the 
reliability  of  the  method  when  the  proper  means  are  taken  to  carry  it 
out,  such  as  ensuring  an  excess  of  iodine  of  not  less  than  30  per  cent., 
and  working  the  process  exactly  under  the  same  conditions.  As  to 
the  duration  of  time  in  which  the  iodine  should  be  allowed  to  act  on 
any  given  fat,  it  is  now  generally  accepted  tliat  the  action  should 
continue  from  4  to  6  hours,  and  not  much  more.  The  original ' 
solutions  as  designed  by  Hubl  are  as  follows  : — 

Standard  iodine  solution. — This  is  made  by  dissolving  respectively 
5  gm.  of  iodine  and  6  gm.  of  mercuric  chloride,  each  as  pure  as 
possible,  in  separate  portions  of  95°/^  alcohol,  of  100  c.c.  each,  then 
mixing  the  two  liquids,  and  allowing  to  stand  for  12  to  24  hours 
before  taking  the  standard  with  thiosulphate  and  starch.  This 
solution  must  always  be  standardized  before  use,  and  it  is  advisable 
not  to  mix  a  large  quantity  unless  it  can  be  consumed  at  once. 

Standard  sodium  thiosulphate,  as  on  page  133.  Its  absolute 
strength  as  regards  pure  iodine  must  be  known. 

Chloroform. — This  should  be  pure  and  should  stand  the  test  of 
mixing  it  with  a  like  measured  volume  of  the  iodine  solution,  then 
titrating  with  standard  thiosulphate ;  the  results  should  be  the  same 
as  with  the  iodine  alone. 

Potassium  iodide  solution  of  10  per  cent,  strength  in  distilled 
water,  starch  indicator.     This  should  be  freshly  made  and  clear. 

l&ETHOD  OF  Pbocedube  :  Prom  0'15  to  0'2  gm.  of  a  drying  or  fish  oil, 
0'3  to  0'5  gm.  of  non-drying  oil,  or  0'7  to  1  gm.  of  solid  fat  is  dissolved  in  10  o.c. 
of  chloroform  in  a  well-stoppered  wide-mouthed  bottle,  and  25  to  50  o.o.  of  the 
iodine  solution  added,  according  to  the  weight  of  fat.  After  not  less  than  four 
hours'  digestion  the  mixture  should  possess  a  dark  brown  tint  ;  under  any 
circumstances  it  is  necessary  to  have  a-  considerable  excess  of  iodine  (at  least 
double  the  amount  absorbed  ought  to  be  present),  and  the  digestion  should  be 
from  four  to  six  hours.  At  the  end  of  'that  time  the  liquid  is  transferred  to  a 
beaker,  the  bottle  rinsed  out  with  some  solution  of  potassium  iodide,  the  rinsings 
added  to  the  beaker,  then  15  or  20  o.o.  more  of  the  iodide  solution  added  until  all 
free  iodine  is  dissolved,  the  whole  is  then  diluted  with  300  to  500  c.c.  of  water, 
and  thiosulphate  delivered  in  with  constant  stirring  till  the  colour  is  nearly 
discharged.    Starch  is  then  added,  and  the  titration  finished  in  the  usual  way. 
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If  after  standing;,  say  two  hours,  the  amount  of  iodine  is  insufficient,  it  is  best 
to  make  a  fresh  experiment  with  either  less  fat  or  more  iodine. 

The  numbers  obtained  by  Hubl  for  various  oils  and  fats  are  given 
in  /.  S.  C.  I.  iii.  642. 

A  blank  experiment  should  in  every  case  be  made  side  by  side  with 
the  sample,  using  the  same  proportions  of  chloroform  and  iodine 
solution. 

The  valuable  improvement  made  by  Wijs  produces  an  iodine 
solution  which  holds  its  standard  strength  for  a  very  much  longer 
period  than  the  original  Hubl  solution,  and  also  acts  much  more 
rapidly;  it  is  described  in  Berichte,  1898,  750,  and  no  doubt  wiU  be 
generally  adopted.  The  same  eventual  results  are  obtained  as  occurs 
in  the  original  Hubl  process  when  the  latter  is  carefully  performed. 

The  method  proposed  by  Wijs  is  the  use  of  a  solution  of  iodine 
monochloride  in  strong  acetic  acid,  ia  place  of  the  mixture  of  iodine 
and  mercuric  chloride.  The  original  acid  used  was  of  95  per  cent, 
strength,  but  since  then  a  much  better  solution  is  found  by  using  not 
less  than  99  per  cent.  acid. 

Wijs  admits  a  decrease  of  about  0'3  per  cent,  in  96  hours  when 
using  very  pure  95  per  cent,  acid,  but  Lewkowitsch  foimd  it 
amounted  to  4  per  cent,  in  64  hours.  This  Wijs  attributed  to  the 
use  of  a  less  pure  acid  than  was  used  by  himself.  However,  the 
substitution  of  the  stronger  acid  seems  to  settle  the  difficulty 
completely.  Lewkowitsch  states  that  he  has  found  with  99  per 
cent,  acid  the  same  strength  remains  for  two  months ;  other  operators 
have  not  found  it  quite  so  permanent  as  this,  but  all  agree  that  it 
does  not  alter  so  as  to  cause  inconvenience.  So  far  as  the  weakening 
of  the  acetic  acid  iodine  solution  is  concerned,  A.  Marshall  is  of 
opinion  that  it  must  largely  depend  upon  the  amount  of  chloracetic 
acid  formed  in  preparing  the  solution  (/.  /S.  G.  I.  1900,  213").  Wijs 
himseK  is  of  opiaion  that  if  the  acid  is  pure,  and  especially  free 
from  oxidizable  matters,  there  should  be  theoretically  no  possibility 
of  any  decrease. 

The  preparation  of  Wij  s'  acetic  iodine  solution,  technically  called 
the  I  Cl-acetic  acid,  is  carried  out  as  follows :  13  gm.  of  pure  iodine 
are  dissolved  in  a  liter  of  99  per  cent,  acetic  acid;  the  strength  is 
then  determined  by  standard  thiosulphate,  then  chlorine  gas  free 
from  HCl  is  passed  into  it  until  the  titer  is  doubled.  With  a  little 
practic*  the  proper  ending  of  the  chlorination  is  ascertained  by  the 
change  of  colour  from  dark  brown  to  light  yellow.  If  the  gas  is 
passed  in  until  this  just  occurs  the  first  titration  may  be  dispensed 
with.  The  process  of  titrating  the  fat  is  carried  out  precisely  as 
above  described,  with  the  exception  that  the  time  required  for  the 
absorption  is  very  greatly  curtailed.  When  small  quantities  of  fat  are 
used  which  are  of  low  iodine  value  the  action  is  complete  in  less  than 
five  minutes,  and  with  higher  values  not  more  than  ten  minutes.  As 
regards  the  chemical  action  which  occurs  in  the  iodine  process, 
opinions  differ.  The  general  idea  has  been  that  iodine  cliloride  is  the 
principal  agent,  and  from  experiments  carried  out  by  A.  Marshall 
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(/.  S.  C.  I.  1900,  213)  it  seems  clear  that  iodine  absorption  is  simply 
the  addition  of  iodine  chloride  directly  to  the .  double  linking  of  the 
unsaturated  acid,  and  that  no  other  reaction  takes  place  to  any 
appreciable  extent.  Wij  s  has,  however,  come  to  the  conclusion  that 
hypoiodous  acid  must  be  regarded  as  the  principal  agent  (Zeit.  angew. 
Chem.  1898,  291). 

There  is  a  general  agreement  that  the  true  chemical  reaction  which 
taKes  place  when  the  iodine  solution  acts  upon  a  fat  is  still  unknown ; 
but  as  to  this,  Lewkowitsch  remarks,  that  from  a  practical  point  of 
view  it  is  unimportant  whether  only  iodine  or  chloriae  enter  into 
union  with  the  fats,  or  if  both,  in  what  proportions,  since  the  amount 
of  halogen  absorbed  is  estimated  volumetrically,  and  calculated  in 
terms  of  iodine. 

Allen  states  that,  in  both  the  bromine  and  iodine  methods  of 
titration,  the  amount  of  halogen  taken  up  may  be  considered  as 
a  measure  of  the  unsaturated  fatty  acids  (or  their  glycerides)  present. 
Thus,  the  acids  of  the  acetic  or  stearic  series  exhibit  no  tendency  to 
combine  with  bromine  or  iodine  under  the  conditions  of  the  experi- 
ments, while  the  acids  of  the  acrylic  or  oleic  series  assimilate  two, 
and  the  acids  of  the  linoleic  series  four  atoms  of  the  halogen. 

E.  T.  Thompson  and  H.  Ballantyne  (J.  S.  C.  I.  ix.  588)  have 
furnished  a  very  careful  revision  of  the  constants  required  in  the 
analysis  of  OUs  and  Fats,  the  results  of  which  are  given  in  the 
following  table.*  The  lards  operated  upon  were  rendered  by  them- 
selves and  are  therefore  genuine.  The  fact  is  brought  out  that  for 
each  0"1  increase  in  specific  gravity,  there  is  an  increase  of  1'3  per 
cent,  of  iodine  absorption,  and  beef  fat  seems  to  follow  the  same  rule. 
Cotton  seed  oil  shows  only  about  half  that  proportion. 

In  using  the  iodine  absorption  method  these  operators  found  that 
some  oils  required  fuUy  eight  hours  for  complete  absorption,  and  they 
recommend,  as  a  rule,  to  start  the  digestion  in  the  evening  and  titrate 
the  solutions  on  the  following  morning.  Both  Lewkowitsch  and 
Wijs,  however,  agree  that  too  long  a  period  should  not  be  allowed  for 
absorption;  and  it  would  be  well,  in  my  opinion,  that  operators 
should  agree  as  to  the  details  to  be  adopted  in  carrying  out  the 
method. 

*  Since  the  figures  in  tlie  following  tables  were  publislied,  the  authors  have  revised  them 
by  further  experiments  (J.  S.  C.  I.  x.  233),  and  compared  them  with  results  obtained  by 
other  chemists.  The  conclusion  is  that  in  the  case  of  Olive  oils,  the  iigures  may  vary  for 
iodine  absorption  from  79%  in  Gioja  to  86*2  in  Mogadore  oil;  slight  variations  also  occur 
in  the  potash  neutralizing  power,  toe  numbers  being  generally  too  low. 


§j  92.  OILS,   FATS,  AND  WAXES.  391 

Table  of  Constants  in  the  Analysis  of  Oils. 


Nature  of  Oil  or  Pat. 

Sp.  Or. 
at  15-5°  C. 

Sp.  Gr. 
at  99°  C. 

Iodine 

Absorptn. 

KOH 

Neutrlizd. 

Free  AcicL 

percent. 

percent. 

per  cent. 

Olive  (Gioja) 

915-6 

— 

79-0 

1907 

9-42 

Olive   (Gioja)    after   re- 

moval of  free  acid     ... 

915-2 

. — 

790 

1907 

None. 

Olive        

914-8 

— 

83-2 

18-93 

3-86 

Olive       

914-7 

— 

80-0 

— 

23-78 

Olive       

916-8 



83-1 

1900 

5-19 

Olive       

916-0 

— 

81-6 

— 

19-83 

Olive  (for  dyeing) 

915-4 

— 

78-9 

19-00 

9-67 

Olive       

914-5 

— 

86-4 

18-90 

11-28 

Olive  (for  cooking) 

915-1 



83-1 

19-20 

4-15 

Olive  (for  cooking) 

916-2 

— 

81-2 

1921 

Not  done 

Lard  (from  omentum)  ... 

— 

859-8 

52-1 

— 

— 

Tard  (from  leg)     

— 

860-5 

61-3 

— 

— 

Lard  (from  ribs)   

— 

860-6 

62-5 

— 

— 

Beef  fat  (from  suet)     ... 

— 

857-2 

340 

— 

— 

Beef  fat  (oleomargarine) 

— 

858-2 

462 

— 

— 

Fat  from  marrow  of  ox. . . 

— 

858-5 

45-1 

19-70 

— 

Pat  from  bone  of  ox    ... 

— 

859-2 

47-0 

19-77 

— 

Cottonseed    

923-6 

868-4 

1101 

— 

— 

Cotton  seed    

922-5 



106-8 

19-35 

0-27 

Linseed  (Baltic)    

934-5 

.,._ 

187-7 

19-28 

— 

Linseed  (East  India)    ... 

931-5 

— 

178-8 

19-28 

— 

Linseed  (Eiver  Plate)  ... 

932-5 

— 

175-5 

19-07 

— 

Linseed  

982-5 

— 

173-5 

19-00 

0-76 

Linseed  

931-2 

— 

168-0 

1900 

— 

Bape       

916-8 

— 

105-6 

17-53 

2-43 

Rape       

913-1 

— 

100-7 

17-33 

— 

Rape       

914-5 

— 

104-1 

17-06 

2-53 

Eape       

915-0 

— 

104-5 

17-19 

3-10 

B>ape       

914-1 

— 

100-6 

17-39 

— 

Castor  (commercial)     ... 

967-9 

— 

83-6 

18-02 

216 

Castor  (commercial)     ... 

965-3 

— 

— 

17-86 

— 

Castor  (medicinal) 

963-7 

— 

— 

17-71 

— 

Arachis  (commercial)    .., 

920-9 

— 

98-7 

1921 

6-20 

Arachis  (French  refined) 

917-1 

— 

98-4 

18-93 

0-62 

Laid  oil  (prime)    

917-0 

— 

76-2 

— 

— 

Southern  sperm     

880-8 

— 

81-3 

13-25 

— 

Arctic  sperm  (bottle-nose] 

879-9 

— 

821 

13-04 

— 

Whale  (crude  Norwegian) 

920-8 

— 

109-2 

— 

— 

Whale  (pale) 

919-3 

— 

110-1 



— 

Seal  (Norwegian) 

925-8 

— 

152-1 

— 

— 

Seal  (cold  drawn,  pale) ... 

926-1 

— 

145-8 

19-28 

— 

Seal  (steamed,  pale) 

924-4 

— 

142-2 

18-93 

— 

Seal  (tinged) 

925-7 

— 

152-4 

— 

— 

Seal  (boiled) 

923-7 

— 

142-8 

— 

— 

Menhaden      

931-1 

— 

160-0 

18-93 

— 

Newfoundland  cod 

924-9 

— 

1600 

— 

— 

Scotch  cod     

925-0 



158-7 

— 

— 

Cod  liver  (medicinal)   ... 

926-5 

— 

166-6 

18-51 

0-36 

Mineral 

873-6 

— 

12-8 

— 

— 

Mineral 

886-0 

— 

26-1 

— 

— 

Eosin      

A- 

986-0 

— 

67-9 

— 

— 
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An  agreement  was  made  between  the  principal  Government  Chemist 
and  a  Committee  of  the  PubHc  Analysts'  Society  with  respect  to  the 
following,  in  order  that  there  might  not  be  differences  in  analyses  of 
margariae  or  butter. 

The  Reiehert-Wollny  method  for  determination  of 
volatile  fatty  acids  in  Margarine  and  Butter.— Five  gm.  of  the 
liquid  fat  are  introduced  into  a  300  c.c.  flask,  of  the  form  seen  in  the 
figure  (length  of  neck  7  to  8  centimeters,  width  of  neck  2  centimeters). 
Two  c.c.  of  a  solution  of  caustic  soda  (98  per  cent.)  in  an  equal  weight 
of  water — preserved  from  the  action  of  atmospheric  carbonic  acid^^ — 
and  10  c.c.  of  alcohol  (about  92  per  cent.)  are  added,  and  the  mixture 
is  heated  under  a  reflux  condenser,  connected  with  the  flask  by 
a  T-piece,  for  fifteen  minutes  in  a  bath  containing  boiling  water. 
The  alcohol  is  distilled  off  by  heating  the  flask  on  the  water-bath  for 
about  half  an  hour,  or  until  the  soap  is  dry.  One  hundred  c.c.  of  hot 
water,  which  have  been  kept  boiling  for  at  least  ten  minutes,  are 
added,  and  the  flask  heated  until  the  soap  is  dissolved.  Forty  c.c.  of 
normal  sulphuric  acid  and  three  or  four  fragments  of  pumice  or 
broken  pipe-stems  are  added,  and  the  flask  is  at  once  connected  with 
a  condenser  by  means  of  a  glass  tube  7  millimeters  wide  and  15  centi- 
meters from  the  top  of  the  cork  to  the  bend.  At  a  distance  of 
5  centimeters  above  the  cork  is  a  bulb  5  centimeters  in  diameter. 
The  flask  is  supported  on  a  circular  piece  of  asbestos  12  centimeters 


Pig.  57. 

in  diameter,  having  a  hole  in  the  centre  5  centimeters  in  diameter, 
and  is  first  heated  by  a  very  small  flame,  to  fuse  the  insoluble  fatty 
acids,  but  the  heat  must  not  be  sufficient  to  cause  the  liquid  to  boil. 
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The  heat  is  increased,  and  when  fusion  is  complete  110  c.c.  are 
distilled  off  into  a  graduated  flask,  the  distillation  lasting  about  thirty 
minutes  (say  from  twenty-eight  to  thirty-two  minutes),  the  distillate 
is  shaken,  100  c.c.  filtered  off,  transferred  to  a  beaker,  0'5  c.c.  of 
phenolphthalein  solution  (1  gm.  in  100  c.c.  alcohol)  added,  and  the 
filtrate  titrated  with  decinormal  soda  or  baryta  solution.  Precisely 
the  same  procedure  (with  the  same  reagents),  omitting  the  fat,  should 
be  followed,  and  the  amount  of  decinormal  alkali  required  to  neutralize 
the  distillate  ascertained.  This  should  not  exceed  0'3  c.c.  The 
volume  of  decinormal  solution  of  alkali  used,  less  the  figure  obtained 
by  blank  ex;periment,  is  multiplied  by  I'l.  The  number  so  obtained 
is  the  "Reichert-Wollny  Number." 

Method  of  Pkocedtjeb  :  The  sample  is  melted  and  filtered  from  curd  and 
water  through  a  dry  filter.  Prom  the  filtrate  the  5  gm.  of  fat  for  the 
process  are  taken.  The  soda  solution  is  filtered  clear  from  carbonate  formed  in 
its  preparation,  and  kept  in  a  special  bottle.  The  Soxhlet  spherical  condenser  is 
a  convenient  one  for  the  reflux  distillation.  This  is  fixed  near  the  water-bath  in 
which  the  saponification  is  to  take  place,  and  is  connected  with  the  flask  by 
means  of  a  T-pieoe  and  indiarubber  tubes  inclined  at  an  angle  of  45°.  During 
the  saponification  the  free  limb  of  the  T-piece  is  directed  upwards,  and  its  end 
closed  by  a  short  piece  of  indiarubber  and  glass  rod.  At  the  end  of  fifteen 
minutes  this  limb  is  turned  downward,  and  the  piece  of  glass  rod  replaced  by  a 
tube  carrying  away  the  alcohol. 

One  hundred  c.c.  of  hot  distilled  water  are  added,  and  the  flask  frequently 
shaken  until  the  soap  is  dissolved.  The  Liebig  is  a  convenient  form  of  condenser. 
One  containing  a  column  of  water  30  to  35  centimeters  in  length  gives  sufficient 
condensing  surface.  After  shaking  the  distillate,  about  5  c.c.  are  filtered  through 
a  dry  paper  into  a  100  c.c.  flask.  This  serves  to  wash  out  the  flask.  When  the 
100  c.c.  are  transferred  to  a  beaker,  the  flask  is  not  washed  out,  but  the  main 
quantity  is  neutralized  with  the  standard  solution  of  alkali  and  returned  to  the 
flask,  then  again  transferred  to  the  beaker  and  the  titration  completed. 

PHENOLS   AND   CRESOLS. 

Phenol  C6H50H  =  94. 

§  93.  The  chief  method  claiming  accuracy  for  the  estimation 
of  phenols  volume trically  was  originated  by  Koppeschaar  (Z.  a.  C. 
xvi.  233),  and  consists  in  precipitating  the  phenol  from  its  aqueous 
or  dilute  alcoholic  solution  with  bromine  water  in  the  form  of 
tribromphenol. 

The  strength  of  the  bromine  water  was  established  by  Koppeschaar, 
by  titration  with  thiosulphate  and  potassium  iodide  with  starch. 

Allen  modifies  the  method  as  follows  : — 

Method  op  Peoceduee  :  A  certain  weight  of  the  sample  is  dissolved  in 
water,  as  much  as  corresponds  to  O'l  gm.  of  phenol  is  taken  out  and  put  into  a 
stoppered  bottle  holding  250  c.c.  Further,  to  7  c.c.  of  normal  soda  solution 
(=0'04  gm.  NaOH  per  c.c.)  bromine  is  gradually  added  till  a  yellow  colour 
appears  and  remains ;  the  liquid  is  then  boiled  till  it  has  become  colourless  again. 
It  now  contains  5  molecules  of  sodium  bromide  and  1  of  sodium  bromate. 
When  completely  cooled,  it  is  put  into  the  phenol  solution,  after  which  5  c.c. 
concentrated  hydrochloric  acid  are  at  once  added,  and  the  bottle  stoppered  and 
shaken  for  some  time.     The  reactions  are  : — 

I.     5NaBr  +  NaBrOs  +  6HC1  =  6NaCl  +  3Br  +  SHjO. 
II.     CsHeO  +  6Br = CoHsBraO  +  3HBr. 
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The  bromine  set  free  in  the  first,  and  not  fixed  by  phenol  in  the  second 
reaction  must  be  still  free,  and  is  estimated  by  adding  potassium  iodide  and 
titrating  the  iodine  liberated  by  ^/lo  thiosulphate : — 

III.  2KI  +  Br2=2KBr  +  2l. 

IV.  I2  +  2Na2S203 = NaaSiOs  +  2NaI. 

For  this  purpose  the,  bottle  is  allowed,  to  stand  for  15  or  20  minutes;  a 
solution  of  about  1-25  gm.  potassium  iodide  (free  from  iodate)  is  added,  the  bottle 
is  stoppered,  shaken  up,  and  allowed  to  rest.  Its  contents  are  now  poured  into  a 
beaker ;  the  bottle  is  rinsed  out,  a  little  starch  solution  is  added,  and  thiosulphate 
is  run  in  from  a  burette  till  the  blue  colour  is  gone.  (It  will  be  best  not  to  add 
the  starch  till  the  colour  of  the  liquid  has  diminished  to  light  yellow.)  The 
calculation  is  made  as  follows  : — 7  c.c.  of  normal  soda  solution  neutralize  0'56  gm. 
of  bromine,  all  of  which  is  liberated  by  HCl.  O'l  gm.  phenol  would  require 
0"4068  and  leave  a  surplus  of  0'1532  gm.  ;  the  latter  would  liberate  enough 
iodine  to  saturate  19'5  c.c.  of  ^/lo  thiosulphate.  Every  c.c.  of  thiosulphate  used 
over  and  above  this  indicates  0'00197  gm.  impurities  in  O'l  gm.  of  the  sample — 
that  is,  1'27  per  cent. 

If  a  number  of  estimations  have  to  be  made  at  one  time,  it  would 
seem  decidedly  preferable  to  adopt  Koppeschaar's  original  method, 
rather  thaji  to  prepare  special  bromine  solution  as  above.  For  the 
estimation  of  phenol  in  raw  products,  Toth  (Z.  a.  C.  xxv.  160) 
modifies  the  bromine  method  as  follovfs  : — 

Method  or  Peooedtjke  :  20  c.c.  of  the  impure  carbolic  acid  are  placed  in  a 
beaker  with  20  c.c.  of  caustic  potash  solution  of  1-3  sp.  gr.,  well  shaken  and 
allowed  to  stand  for  half  an  hour,  then  diluted  to  about  i  liter  with  water.  By 
this  treatment  the  foreign  impurities  are  set  free,  a,nd  may  mostly  be  removed 
by  filtration ;  the  filter  is  washed  with  warm  water,  until  all  alkali  is 
removed.  The  filtrate  and  washings  are  acidulated  slightly  with  HCl,  and 
diluted  to  3  liters.  50  c.c.  are  then  mixed  with  150  c.c.  of  standard  bromine 
solution  and  then  5  c.c.  of  concentrated  HCl.  After  twenty  minutes,  with 
frequent  shaking,  10  c.c.  of  iodide  solution  are  added,  mixed,  and  allowed  to  rest 
three  to  five  minutes,  then  starch,  and  the  titration  with  thiosulphate  carried  out 
as  usual. 

Example. — 20  c.c.  raw  carbolic  oil  were  treated  as  above  described.  50  c.c.  of 
the  solution,  with  150  c.c.  bromine  solution  (made  by  dissolving  2'04  gm.  sodium 
bromate  and  6'959  gm.  sodium  bromide  to  the  liter),  then  5  c.c.  of  HCl,  required 
17'8  c.c.  of  thiosulphate  for  titration.  The  150  c.c.  bromide  =0'237  gm.  Br. 
The  17"8  c.c.  thiosulphate  required  for  residual  titration  =0'052  gm.  Br  leaving 
0'185  gm.  'Br  for  combination  with  the  phenol.     According  to  the  equation — 

C5H5OH  +  3Br2  =  3HBr  +  CeHjOHBra. 

One  mol.  phenol =3  mol.  Br,  hence  the  percentage  of  phenol  was  10'86. 

Kleinert  (Z.  a.  G.  xxxiii.  1)  suggests,  and  his  experiments  appear 
to  prove,  that  in  titrating  acid  creosote  oil  by  Koppeschaar's  method 
for  phenol,  a  serious  error  occurs  in  virtue  of  ■  such  oil  containing 
substances  of  higher  boiling-point  than  phenol,  v^hich  are  soluble  in 
water,  and  behave  with  bromine  in  the  same  manner  as  true  phenol. 

Meissinger  and  Vortmann  (Pharm.  Zeit.  f.  Russland  xxix. 
759)  describe  a  method  of  estimating  phenol  based  on  the  fact,  that 
iodine  combines  with  phenol  in  alkaline  solution  in  the  proportion  of 
6  atoms  I  to  1  mol.  phenol. 

Method  of  PEOOEDtJRE :  2  to  3  gm.  phenol  are  dissolved  in  caustic  soda 
solution  (3  eq.  NaHO  to  1  eq.  phenol)  and  made  up  to  500  0.0.  with  water ; 


§  93.  PHENOLS   AND   CEESOLS.  395 

10  c.o.  of  this  are  placed  in  a  flask,  warmed  to  60°  C,  and  ^/lo  iodine  added 
until  the  solution  is  faintly  yellow,  with  formation  of  a  red  precipitate.  "When 
cold,  the  solution  is  acidified  with  dilute  H2SO4,  made  up  to  500  c.c.  and  filtered. 
In  100  c.c.  of  the  filtrate,  the  excess  of  I  is  titrated  with  ^/lo  thiosulphate ;  this 
amount,  deducted  from  the  total  I  used,  g^ves  the  amount  absorbed  by  phenol, 
which,  when  multiplied  by  0'123518,  gives  amount  of  phenol  in  the  sample. 

A  new  method  for  the  examination  of  commercial  phenols  has  been 
described  by  S.  B.  Schiyver  {J.  S.  C.  I.  1899,  553),  and  is  based  on 
the  interaction  of  sodamide  and  bodies  containing  a  hydioxyl  group, 
which  takes  place  according  to  the  typical  reaction : 

NaNHg  +  CgHsOH  =  NaOCeHj  +  NH3. 

Method  or  Peocedijee  :  A  200  c.c.  wide-necked  flask  is  fitted  with  a 
•separating  funnel,  the  tube  of  which  passes  to  the  bottom,  and  an  inverted 
condenser  connected  at  its  upper  end  with  an  absorbing  vessel,  and  thence  with 
an  aspirator.  About  1  gm.  of  sodamide  is  finely  ground,  washed  two  or  three 
times  with  benzene  by  decantation,  then  introduced  into  the  flask,  and  50  or 
-60  c.c.  of  benzene  (free  from  thiophen)  added.  The  mixture  is  heated  on  a 
water-bath  in  a  current  of  dry  air  freed  from  CO2  for  some  ten  minutes  till  the 
last  traces  of  ammonia  are  expelled.  About  20  c.c.  of  normal  sulphuric  acid  are 
next  placed  in  the  receiver,  and  the  phenol,  dissolved  in  six  times  its  weight  of 
benzene,  is  brought  into  the  funnel  and  allowed  to  drop  into  the  flask.  The 
funnel  is  rinsed  with  more  benzene,  and  the  current  of  air  is  maintained  through 
the  boiling  liquid  for  75  minutes.  The  excess  of  sulphuric  acid  is  finally 
titrated  with  normal  sodium  carbonate  and  methyl  orange.  With  phenol,  cresol, 
and  guaiacol  (alone),  the  process  gives  correct  results,  provided  (1)  the  apparatus 
and  phenol  are  perfectly  dry  (sodamide  acts  upon  water),  (2)  sufficient  benzene 
is  employed  to  hold  the  sodium  salt  in  solution,  (3)  the  benzene  is  free  from 
thiophen,  and  (4)  air  is  aspirated  for  a  sufficient  length  of  time.  Toluene  or 
xylene  may  replace  the  benzene,  but  in  that  case  a  sand-bath  must  be  used 
instead  of  the  water-bath. 

The  process  is  obviously  not  applicable  to  the  determination  of  the 
relative  proportions  of  more  than  two  phenols ;  but  it  has  been  tested 
on  mixtures  of  phenol  and  cresol,  on  wood-tar  guaiacol,  which  is 
a  mixture  of  guaiacol  and  creosol,  on  thymol  in  oil  of  thyme, 
and  on  eugenol  in  oil  of  cloves.  Calling  the  number  of  c.c.  of 
standard  acid  that  are  necessary  to  neutralize  the  ammonia  given 
•off  when  1  gm.  of  a  phenol  (either  simple  substance  or  mixture) 
is  treated  with  an  excess  of  sodamide  under  the  experimental  con- 
ditions the  "  hydroxyl  value " — which  in  the  case  of  pure  phenol  is 

'\-Kn  =  )  10'63,  and  in  that  of  pure  cresol  is  (TQ:g  =  j  9'26,  etc. — 

a  table  may  be  prepared  for  converting  the  hydroxyl  value  obtained 
when  a  mixture  of  two  known  phenols  is  operated  upon  directly  into 
the  relative  proportion  between  the  two  ingredients,  and  the  results 
calculated  ia  this  manner  from  the  analysis  of  materials  of  the  above- 
mentioned  composition  appear  to  be  fairly  satisfactory. 

The  method  is  equally  available  for  determining  the  amount  of 
water  in  any  particular  phenol,  because  the  reaction  between  sodamide 
and  water  is  analogous  to  that  between  the  amide  and  a  phenol. 
Fused  sodium  acetate  is  the  best  substance  to  remove  the  last  traces 
of  moisture  from  ordinary  phenol,  and  the  estimation  of  moisture 
can  be  ascertained  by  two  experiments,  one  before  and  one  after 
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drying — the  difference  in  ammonia  represents  the  moisture.  The 
process  has  an  advantage  over  methods  involving  the  use  of  bromine 
or  iodine,  as  the  results  are  not  affected  by  the  presence  of  hydro- 
carbons, for  which  reason  it  should  be  useful  for  estimating  phenols 
in  a  large  number  of  essential  oils,  etc.  Sodamide  acts  upon  ketones, 
amines,  etc.  (Titherley,  J.  G.  S.  Trans.  1897,  460),  but  these  bodies 
can  be  readily  removed  by  various  suitable  reagents. 

A  paper  on  the  reactions  of  bromine  with  phenol  and  the  cresols, 
a  process  for  calculating  the  composition  of  mixtures  thereof,  is 
produced  by  Ditz  and  Cedivoda  (Zeits.  angew.  Uhem.  1899,  873 
and  897). 

If  either  o-  or  ^-cresol,  in  alkaline  solution,  is  mixed  with  a  known  excess  of 
bromine  dissolved  in  sodium  hydroxide,  and  the  liquid  is  acidified  with  dilute 
HCl  (1  1),  and  agitated  for  one  minute,  on  adding  KI  and  titrating  with 
thiosulphate,  2  atoms  of  bromine  will  be  found  to  have  been  taken  up  by  each 
molecule  of  the  aromatic  compound.  If  either  phenol  or  m-cresol  is  treated 
similarly,  3  atoms  of  halogen  are  absorbed.  On  the  other  hand,  if  either  o-  or 
jj-cresol  in  presence  of  the  bromine  and  sodium  hydroxide  is  allowed  to  stand  for 
ten  minutes  after  acidification  with  strong  sulphuric  acid,  then  shaken  for  five 
minutes,  and  the  insoluble  matter  removed  by  filtration,  on  adding  potassium 
iodide  to  the  filtrate  and  titrating  with  thiosulphate,  3  atoms  of  bromine  will  be 
found  to  have  combined  with  each  molecule  of  the  phenol  body.  If  either 
phenol  or  m-cresol  is  treated  in  the  latter  manner,  4  atoms  of  bromine  are 
absorbed. 

The  authors  state  that  depending  on  these  reactions,  it  is  possible,  by  suitable 
calculation,  to  separate  a  mixture  of  any  three  of  the  above-mentioned  phenols 
into  one  which  combines  with  the  (higher)  lower  proportion  of  halogen ;  and  into 
two  which  combine  with  the  higher  (lower)  proportion  of  halogen ;  the  results 
being  quite  satisfactory.  And  it  is  also  feasible,  though  with  less  accuracy,  to 
separate  a  mixture  containing  phenol  and  each  of  the  isomeric  cresols  into 
phenol,  m-cresol,  and  o-plus  ^-cresol.  Por  the  former  purpose  only  one  process 
of  absorption  is  requisite ;  to  attain  the  latter,  both  must  be  carried  out,  When 
all  four  phenolic  bodies  are  present  simultaneously,  the  method  of  calculation  is  as 
follows  :  a  is  the  total  weight  of  mixed  phenols,  x  the  true  phenol,  y  the  o-plus 
^-cresol,  II  the  m-oresol,  h  the  bromine  taken  up  when  hydrochloric  acid  is  used, 
and  c  the  halogen  absorbed  after  treatment  with  strong  sulphuric  acid  and. 
filtration. 

x  +  y  +  z=a ...  (1). 

3  Br  ^   2Br  ,     3Br  ,         ,„s 

9T06''"^-08T8'<^  +  i08^'^^  =  * ^^)- 

4Br  ^    3Br  ,     4Br  ,„s 

94-06  108-08     -^      108-08  ^' 

In  order  to  obtain  the  original  phenols  in  a  condition  suitable  for  bromination, 
all  hydrocarbons,  fatty  acids,  and  water  must  be  removed.  The  authors  bring 
them  into  ethereal  solution,  dry  the  extract  with  calcium  chloride  or  sodium 
sulphate,  and  distil  off  the  solvent.  The  last  traces  of  ether  are  driven  off  by 
heating  the  mixture  two  or  three  times  in  a  fractionating  flask  to  almost  18°  C, 
and  then  driving  over  the  phenolic  bodies  themselves.  Care  must  be  taken  that 
the  excess  of  bromine  is  sufficient  in  all  oases ;  and  in  the  presence  of  _p-cresol, 
when  brominating  with  hydrochloric  aoid,  the  time  of  standing  must  not  be 
prolonged. 

E.  Clauser,  in  noticing  the  above  statement,  mentions  that  similar 
results  have  been  obtained  by  him  in  the  investigation  of  o-cresol. 

As  Benedikt  has  already  shown,  in  contact  with  a  large  excess  of  bromine. 
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phenol  yields  bromoxytribromophenol,  wMoh  is  fairly  resistant  to  the  action  of 
Tvater,_  alkalies,  and  acids,  but  gives  ordinary  tribromophenol  on  treatment  with 
potassium  iodide,  according  to  the  reaction : 

CeHjBrjOBr  +  2KI  +  HjSO,,-  CeHaBraOH  +  HBr  +  K2SO4  + 13. 

Clauser  has  therefore  examined  the  behaviour  of  the  analogous  bromoxy- 
compound  of  o-cresol  to  see  whether,  and  under  what  conditions,  it  is  attacked 
by  potassium  iodide  to  regenerate  the  dibromo-o-cresol.  He  finds  that  the  cresol 
solution  which  is  treated  with  the  bromine  should  have  a  concentration  of 
1  :  30,000  or  40,000 ;  that  too  large  an  excess  of  bromine  should  be  avoided,  the 
best  proportion  being  6  atonis  of  bromine  to  1  molecule  of  the  cresol;  that 
directly  the  liquid  becomes  yellow — which  occurs  in  about  five  minutes,  and  is 
due,  not  to  free  halogen,  but  to  the  formation  of  the  bromoxy-compound — the 
potassium  iodide  should  be  added ;  and  that  the  liquid  should  stand  at  least  half 
an  hour  before  titration,  which  should  be  done  in  the  cold.  By  attending  to 
these  points,  o-oresol  can  be  determined  by  the  Koppeschaar  process  with  a 
maximum  error  of  +  0'5  per  cent. ;  exactly  4  atoms  of  bromine  being  employed 
in  the  reaction  per  1  molecule  of  cresol.  Under  the  conditions  of  the  analysis 
there  is  no  danger  of  the  iodine  liberated  from  the  iodide  reacting  with  the 
aromatic  molecule. 

SALICYLIC   ACID. 

C7HgOg  =  138. 

§  94.  Sbvbeal  methods  have  been  proposed  for  the  estimation  of 
this  substance  as  existing  in  the  form  of  salts  or  in  a  free  state,  and 
a  critical  examination  of  the  most  hopeful  of  these  has  been  carefully 
made  by  W.  Fressnius  and  L.  Griinhut  (Z.  a.  G.  1899,  292). 
The  experiments  were  made  on  pure  sodium  salicylate.  The  method 
proposed  by  Meissinger  and  Vortmann  in  ■which  it  is  said  by  the 
authors  that  1  mol.  of  salicylic  acid  consumes  6  atoms  of  iodine  was 
not  confirmed  in  these  experiments,  and  they  came  to  the  conclusion 
that 'the  method  could  not  be  relied  on  even  to  give  approximately 
correct  results.  On  the  other  hand  their  experience  of  Freyer's 
bromine  method  was  that  it  gave  satisfactory  results. 

The  method  described  by  Freyer  {Ohem.  Zeits.  xx.  820)  is  based 
on  the  facts  that,  on  mixing  a  solution  of  salicylic  acid  with  bromine 
water  in  excess,  a  yellowish-white  precipitate  is  formed. 

CgH /^QQjj  +  8Br  =  CeHBr3-0Br  +  4HBr  +  CO^  ; 

and  that,  on  adding  a  solution  of  potassium  iodide,  not  only  does  the 
excess  of  bromine  liberate  an  equivalent  amount  of  iodine,  but  the 
tribromphenol  bromide  also  reacts  as  in  the  equation  : 

CgHsBrg-OBr  +  2KI  =  CgH^Brg-OK  +  KBr  +  21. 

Hence,  in  calculating  the  results,  only  6  atoms  of  bromine  correspond 
to  one  of  salicylic  acid. 

Freyer  states  that  an  excess  of  about  100  per  cent,  of  bromine  is 
necessary,  but  the  authors  have  proved  that  an  excess  of  from  75  to 
80  per  cent,  is  sufficient.  They  have  tested  the  method  with  con- 
centrated bromine  solutions,  using  considerable  quantities  of  sodium 
salicylate,  and  have  obtained  as  satisfactory  results  as  Freyer  himself. 
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They  give  the  following  details  of  their  method  of  working,  in  which, 
like  Freyer  and  Koppeschaar,  they  used  solutions  of  potassium 
bromate  and  bromide,  and  liberated  the  bromine  by  the  addition  of 
hydrochloric  acid. 

Method  of  Peocbdueb  :  The  required  quantity  of  the  bromine  and  bromate 
solution  is  diluted  with  300  c.o.  of  water,  and  decomposed  with  30  o.c.  of  dilute 
HCl  (sp.  gr.  I'lO).  Into  this  mixture  is  introduced  with  continual  stirring  a 
solution  of  about  1  per  cent,  in  strength  of  the  substance  under  examination.  A 
white  precipitate  is  immediately  formed,  and,  after  this  has  been  allowed  to 
stand  for  about  five  minutes  with  occasional  agitation,  30  to  40  o.c.  of  a  10  per 
cent,  solution  of  KI  are  introduced  and  the  separated  iodine  titrated  with  ^/lo 
thiosulphate. 

In  the  most  successful  results  the  bromide  solution  contained  2-5  gm.  of 
potassium  bromate,  and  about  10  gm.  of  potassium  bromide  in  a  liter  of  water. 
25  c.o.  of  this  solution  corresponded  with  25'49  o.c.  of  thiosulphate  solution,  and 
1  CO.  of  the  latter  to  001097505  gm.  of  iodine  or  0-00199111  gm.  of  salicylic 
acid. 

The  percentage  of  salicylic  acid  thus  found  in  the  same  sample  of 
pure  sodium  salicylate  varied  in  four  determinations  from  86 '21  to 
86"4:3  per  cent.     The  theoretical  amount  is  86"23  per  cent. 

This  method  is  not  applicable  to  the  analysis  of  mixtures  of  starch 
and  sodium  salicylate  such  as  occurs  in  medicinal  tabloids.  In  such 
cases  the  substance  should  be  dissolved  in  90  per  cent,  alcohol,  the 
solution  brought  to  a  definite  volume,  filtered  from  the  undissolved 
starch,  and  an  aliquot  part  of  the  filtrate  used  for  the  analysis.  In  a 
mixture  of  90'91  per  cent,  of  sodium  salicylate  and  9'09  per  cent,  of 
starch,  the  authors  found  in  this  way  89'97  per  cent,  of  the  former. 

In  the  analysis  of  wines  which  contain  sulphurous  acid,  aldehyde, 
sulphurous  acid,  and  other  substances  which  act  upon  bromine,^  the 
best  method  of  determining  salicylic  acid,  when  present,  is  to  make 
the  liquid  alkaline,  concentrate  it,  render  it  acid,  and  extract  it  with  a 
mixture  of  ether  and  petroleum  spirit.  The  extract  thus  obtained  is 
shaken  with  alkaline  water,  which  removes  the  salicylic  acid,  and  this 
aqueous  solution  can  then  be  used  in  the  bromine  method. 

As  regards  the  colorimetric  method  of  estimating  salicylic  acid  by 
means  of  iron  chloride,  the  author  states  that  it  can  only  be  used 
when  the  amount  of  salicylic  acid  is  less  than  2  m.gm. 

Methylic  salicylate.— E.  Kremers  and  M.  M.  James  (Chem. 
Gentr.  1898,  1070)  have  slightly  modified  the  method  proposed  by 
Ewing,  and  boil  a  weighed  quantity  of  the  substance  with  a  known 
volume  of  normal  alkali  for  5  minutes.  The  excess  of  alkali  is  then 
titrated  with  normal  acid,  and  the  alkali  consumed,  multiplied  by  0'152, 
represents  the  weight  in  grams  of  methylic  salicylate. 

The  method  proposed  by  Meissinger  and  Vortmann  is  also 
recommended.  5  gm.  of  the  sample  are  saponified  with  excess  of 
alkali,  and  when  cold  diluted  to  500  c.c. ;  10  c.c.  of  this  are  heated, 
50  c.c.  of  ^/lo  iodine  solution  added,  and  the  liquid  diluted  to  500  c.c. ; 
in  100  c.c.  of  this,  the  excess  of  iodine  is  estimated  by  means  of  ^/jq 
sodium  thiosulphate.  1  c.c.  of  iodine  solution  absorbed,  when  multi- 
plied by  0'631825,  represents  the  amount  of  methylic  salicylate,  as 
1  mol.  of  the  ethereal  salt  absorbs  7  mols.  of  iodine. 
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PART  VI. 

SPECIAL  APPLICATIONS  OF  THE  VOLUMETRIC 

SYSTEM    TO    THE    ANALYSIS    OF    URINE,    POTABLE 

WATERS,   SEWAGE,   ETC. 

ANALYSIS    OP    URINE. 

§  95.  The  complete  and  accurate  determination  of  the  normal  and 
abnormal  constituents  of  urine  presents  more  than  ordinary  difficulty 
to  even  experienced  chemists,  and  ie  a  hopeless  task  in  the  hands  of 
any  other  than  such.  Fortunately,  however,  the  "  most  important 
matters,  such  as  urea,  sugar,  phosphates,  sulphates,  and  chlorides,  can 
all  be  determined  volumetricaUy  with  accuracy  by  ordinary  operators, 
or  by  medical  men  who  cannot  devote  much  time  to  practical  chemistry. 
The  researches  of  Liebig,  Neubauer,  Bence  Jones,  Vogel,  Beale, 
Hassall,  Pavy,  and  others  during  the  last  few  years,  have  resulted 
in  a  truer  knowledge  of  this  important  secretion ;  and  to  the  two  first 
mentioned  chemists  we  are  mainly  indebted  for  the  simplest  and  most 
accurate  method  of  estimating  its  constituents.  With  the  relation 
which  the  proportion  of  these  constituents  bear  to  health  or  disease 
the  present  treatise  has  nothing  to  do,  its  aim  being  simply  to  point 
out  the  readiest  and  most  useful  methods  of  determining  them 
quantitatively.  Their  pathological  importance  is  very  fuUy  treated 
by  some  of  the  authorities  just  mentioned,  among  the  works  of  which 
Neubauer  and  Vo gel's  Analyse  des  Hams,  Beale's  Urine,  Urinary 
Deposits,  and  Calculi,  and  M^hu's  Traite  de  Chimie  Medicate,  are 
most  prominent  and  exhaustive ;  and  we  now  have  the  collected 
experience  of  aU  the  best  authorities  in  the  world  in  The  Pathological 
Handbook  of  Drs.  Lauder  Brunton,  Klein,  Foster,  and  Burdon 
Sanderson  (Churchill),  and  in  Allen's  Chemistry  of  Urine 
(Churchill). 

The  gram  system  of  weights  and  measures  will  be  adopted  through- 
out this  section,  while  those  who  desire  to  use  the  grain  system  will 
have  no  difficulty  in  working,  when  once  the  simple  relation  between 
them  is  understood*  (see  §  10  p.  25).  The  question  of  weights  and 
measures  is,  however,  of  very  little  consequence,  if  the  analyst 
considers  that  he  is  dealing  with  relative  parts  or  proportions  only ; 
and  as  urine  is  generally  described  as  containing  so  many  parts  of 
urea,  chlorides,  or  phosphates,  per  1000,  the  absolute  weight  may  be 
left  out  of  the  question.  The  grain  system  is  more  readily  calculated 
into  English  ounces  and  pints,  and  therefore  is  generally  more  famUiar 
to  the  medical  profession  of  this  country. 

One  thing,  however,  is  necessary  as  a  preliminary  to  the  exami- 
nation   of    urine,    and    which    has    not    generally  been   sufficiently 

*  In  a  word,  whenever  c.c.  occurs,  dm.  may  "be  substituted ;  and  in  case  of  using  grains 
for  grams,  Tmove  the  decimal  point  one  place  to  the  right ;  thus  7'0  grams  would  be  changed 
to  70  grains.  Of  course  it  is  understood  that  where  grams  are  taken  c.c.  must  he  measured, 
and  with  grains  dm.,  the  standard  solution  being  the  same  for  both  systems. 
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considered;  that  is  to  say,  the  relation  between  the  quantity  of 
secretion  passed  in  a  given  time,  and  the  amount  of  solid  matters 
found  in  it  by  analysis.  In  a  medical  point  of  view  it  is  a  mere  waste 
of  time,  generally  speaking,  to  estimate  the  constituents  in  half-ar-pint 
or  so  of  urine  passed  at  any  particular  hour  of  the  day  or  night, 
without  ascertaining  the  relation  which  that  quantity,  with  its 
constituents,  bears  to  the  whole  quantity  passed  during,  say,  24  hours; 
and  this  is  the  more  necessary,  as  the  amount  of  fluid  secreted  varies 
.  very  considerably  in  healthy  persons ;  besides  this,  the  analyst  should 
register  the  colour,  peculiarity  of  smell  (if  any),  consistence,  presence 
or  absence  of  a  deposit  (if  the  former,  it  should  be  collected  for 
separate  analysis,  filtered  urine  only  being  used  in  such  cases  for 
examination),  and  lastly  its  reaction  to  litmus  should  be  observed. 

1.    Speoiflc  Gravity. 

This  may  be  taken  by  measuring  10  c.c.  with  an  accurate  pipette 
into  a  tared  beaker  or  flask.  The  observed  weight  say  is  10'265  gm.; 
therefore  1026'5  will  be  the  specific  gravity,  water  being  1000. 
Where  an  accurate  balance,  pipette,  or  weights  are  not  at  hand, 
a  good  urinometer  may  be  used.  These  instruments  are  now  to  be 
had  with  enclosed  thermometer  and.  of  accurate  graduation. 

2.    Estimation  of  Chlorides  (calculated  as  Sodium  Chloride), 

This  may  be  done  in  various  ways.  Liebig's  method  is  by  far 
the  simplest,  but  the  end-point  is  generally  so  obscure  that  the 
liability  to  error  is  very  great,  and  therefore  the  details  of  the  process 
are  omitted.  Mohr's  method  is  modified  by  the  use  of  ammonium 
in  place  of  potassium  nitrate,  owing  to  the  solvent  effect  which  the 
latter  has  been  found  to  produce  on  silver  chromalie.  By  ignition 
the  ammonia  salt  is  destroyed. 

(a)  By  Silver  Nitrate  and  Chromate  Indicator  (Mohr). — 
10  c.c.  of  the  urine  are  measured  into  a  thin  porcelain  capsule,  and 
1  gm.  of  pure  ammonium  nitrate  in  powder  added ;  the  whole  is  then 
evaporated  to  dryness,  and  gradually  heated  over  a  small  spirit  lamp 
to  low  redness  till  all  vapours  are  dissipated  and  the  residue  becomes 
white* ;  it  is  then  dissolved  in  a  small  quantity  of  water,  and  the 
carbonates  produced  by  the  combustion  of  the  organic  matter 
neutralized  by  dilute  acetic  acid;  a  few  grains  of  pure  calcium 
carbonate  to  remove  all  free  acid  are  then  added,  and  one,  or  two 
drops  of  solution  of  potassium  chromate. 

The  mixture  is  then  titrated  with  ^/jq  silver,  as  in  §  41.2'  (b). 

Each  c.c.  of  silver  solution  represents  0'005845  gm.  of  salt, 
consequently  if  12-5  c.c.  have  been  used,  the  weight  of  salt  in  the 
10  c.c.  of  urine  is  0'07296  gm.,  and  as  10  c.c.  only  were  taken,  the 
weight  multiplied  by  10,  or  what  amounts  to  the  same  thing,  the 

*  Dr.  Edmunds  lias  called  my  attention  to  the  fact,  that  there  is  great  danger  of  losing 
chlorine  if  the  ignition  is  made  at  a  high  temperature,  and  there  is  no  doubt  he  is  right. 
He  prefers  to  char  the  urinary  residue  thoroughly  over  a  spirit  lamp,  and  wash  out  the 
chlorides  with  hot  water,  the  filtered  liquid  is"  then  available  for  direct  estimation  with 
silver  and  chromate  or  by  the  Volhard  method. 
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decimal  point  moved  two  places  to  the  right,  gives  7 '296  gm.  of  salt 
for  1000  CO.  of  urine. 

If  5'9  c.c.  of  the  urine  are  taken  for  titration,  the  number  of  o.o.  of  if/io 
silver  used  will  represent  the  number  of  parts  of  salt  in  1000  parts  of  urine. 

(b)  By  Volhard's  Method.— This  is  a  direct  estimation  of 
CI  by  excess  of  silver  and  the  excess  found  by  ammoniiAm  or  potassium 
thiocyanate  (§  43),  which  gives  very  good  results  in  the  absence  of 
much  organic  matter,  and  is  carried  out  as  follows : — 

10  CO.  of  urine  are  placed  in  a  100  c.o.  flask  and  diluted  to  about  60  o.o. 
2  c.c.  of  pure  nitric  acid  and  15  c.c.  of  standard  silver  solution  (1  c.o.  =0'01  gm. 
NaCl)  are  then  added ;  the  closed  flask  is  well  shaken,  and  the  measure  made  up 
to  100  c.c.  with  distilled  water. 

The  mixture  is  then  passed  through  a  dry  filter,  and  about  70  or  80  c.c.  of 
the  clear  fluid  titrated  with  standard  thiocyanate  for  the  excess  of  silver, 
using  the  ferric  indicator  described  on  page  145.  The  relative  strength  of 
the  silver  and  thiocyanate  being  known,  the  measure  of  the  former  required 
to  combine  with  the  chlorine  in  the  7  or  8  c.c.  of  urine  is  found  and  calculated 
into  NaCl. 

Arnold  (Pfliiger's  Archiv.  xxx.  541)  carries  out  this  process  as 
follows : — 

10  c.c.  of  urine  are  mixed  with  10  to  20  drops  of  nitric  acid  sp.  gr.  1'2,  2  c.o. 
of  ferric  indicator,  and  10  to  15  drops  of  solution  of  permanganate  to  oxidize 
organic  matter.    The  liquid  is  then  filtered  and  titrated  as  described  above. 

3.    Estimation  of  Urea  (Liebig). 

The  combination  between  urea  and  mercuric  oxide  in  neutral  or 
alkaline  solutions  is  used  as  the  basis  for  the  determination  of  urea 
in  urine ;  and  as  the  precipitate  so  produced  is  insoluble  in  water  or 
weak  alkaline  solutions,  it  is  only  necessary  to  prepare  a  standard 
solution  of  mercury  of  convenient  strength,  and  to  find  an  indicator 
by  which  to  detect  the  point  when  all  the  urea  has  entered  into 
combination  with  the  mercury,  and  the  latter  slightly  predominates. 
This  indicator  is  sodium  carbonate.  Liebig's  instructions  are,  that 
when  in  the  course  of  adding  the  mercurial  solution  from  the  burette 
to  the  urine,  a  drop  of  the  mixture  is  taken  from  time  to  time  and 
brought  in  contact  with  a  few  drops  of  solution  of  sodium  carbonate 
on  a  glass  plate  or  in  a  watch-glass,  no  change  of  colour  is  produced  at 
the  point  of  contact  until  the  free  urea  is  all  removed ;  when  this  is 
the  case,  and  the  mercury  is  sUghtly  in  excess,  a  yellow  colour  is 
produced,  owing  to  the  formation  of  hydrated  mercuric  oxide. 

The  compound  of  urea  and  mercury  consists,  according  to  Liebig's 
analysis,  of  1  eq.  of  the  former  to  4  eq.  of  the  latter :  that  is  to  say,  if 
the  nitric  acid  set  free  by  the  mixture  is  neutralized  from  time  to  time 
with  sodium  carbonate  or  other  suitable  alkali.  If  this  be  not  done, 
the  precipitate  first  formed  alters  in  character,  and  eventually  consists 
only  of  3  eq.  of  mercury  with  1  of  urea.  In  order  to  produce  the 
yeUow  colour  with  sodium  carbonate,  there  must  be  an  excess  of 
mercurial  solution.  Theoretically,  100  parts  of  urea  should  require 
720  parts  of  mercuric  oxide ;  but  practically,  772  parts  of  the  latter 
are  necessary  to  remove  aU  the  urea,  and  at  the  same  time  show  the 
yellow  colour  with   alkali ;   consequently  the   solution  of    mercuric 
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nitrate  must  be  of  empirical  strength,  in  order  to  give  accurate 
results. 

Preparation   of   the   Mercuric   Solution.— 77-2    gm.    of   red 

mercuric  oxide,  or  71 '5  gm.  of  the  metal  itself,  are  dissolved  in  the 
necessary  quantity  of  nitric  acid  by  heat,  but  no  large  amount  of  free 
acid  must  be  present,  then  diluted  to  1  liter :  1  c.c.  of  the  solution  is 
then  equal  to  O'Ol  gm.  of  urea.  Dragendorff  prefers  to  use  mercuric 
chloride  in  the  preparation  of  the  standard  solution,  by  weighing 
96'855  gm.  of  the  pure  salt,  which  is  dissolved  in  water,  then  pre- 
cipitated with  dilute  caustic  soda,  the  precipitate  well  washed  by 
decantation  until  free  from  chlorine,  then  dissolved  in  a  slight  excess 
of  nitric  acid,  and  the  solution  diluted  to  1  Uter. 

Baryta  Solution  for  removing  Phosphoric  and  Sulphuric 
Acids. — Before  urine  can  be  submitted  to  titration  by  the  mercurial 
solution,  it  is  necessary  to  remove  the  phosphoric  acid,  and  the  proper 
agent  for  this  purpose  is  a  mixture  composed  of  1  vol.  of  cold  saturated 
solution  of  barium  nitrate  and  2  vols,  of  saturated  barium  hydrate ; 
this  agent  is  used  previous  to  the  estimation  of  urea,  and  may  be 
simply  designated  Baryta  solution. 

Method  of  Peooedtjeb  :  Two  volumes  of  the  urine  are  mixed  with  one  of 
baryta  solution  (reserving  the  precipitate  for  the  determination  of  phosphoric 
acid,  if  necessary),  and  15  c.c.  (  =  10  c.c.  of  urine)  taken  in  a  small  beaker  for 
titration;  it  is  brought  under  the  burette  containing  the  mercurial  solution, 
■without  neutralizing  the  excess  of  baryta,  and  the  solution  added  in  small 
quantities  so  long  as  a  distinct  precipitate  is  seen  to  form.  A  plate  of  glass  laid 
over  dark  paper  is  previously  sprinkled  with  a  few  drops  of  solution  of  sodium 
carbonate,  and  a  drop  of  the  mixture  must  be  brought  from  time  to  time,  by 
means  of  a  small  glass  rod,  in  contact  with  the  soda.  So  long  as  the  colour 
remains  white,  free  urea  is  present  in  the  mixture;  when  the  yellow  colour  is 
distinctly  apparent,  the  addition  of  mercury  is  discontinued,  and  the  quantity 
used  calculated  for  the  amount  of  urea.  It  is  always  advisable  to  repeat  the 
analysis,  taking  the  first  titration'  as  a  guide  for  a  more  accurate  estimation 
by  the  second. 

Example  :  15  c.c.  of  urine  deprived  of  phosphates  ( =  10  c.c.  of  the  original 
urine)  were  titrated  as  described,  and  required  17'6  c.c.  of  mercurial  solution ; 
consequently  there  was  0'176  gm.  of  urea  present  in  the  10  c.c.  or  17"6  parts  in 
the  1000  of  urine. 

The  experiments  of  Rautenberg  {Ann.  d.  Ghem.  u.  Pharm. 
cxxxiii.  55)  and  Pfluger  {Z.  a.  G.  xix.  375)  show,  however,  that  the 
method,  as  devised  by  Liebig,  is  open  to  serious  errors,  due  to  the 
uncertainty  in  the  point  of  neutralization. 

Pfliiger's  researches  are  very  complete,  and  lead  to  the  following 
modification  of  the  process. 

A  solution  of  pure  urea  is  prepared  containing  2  gm.  in  100  c.c. 
10  c.c.  of  this  solution  are  pkced  in  a  beaker,  and  20  c.c.  of  the 
mercury  solution  ran  into  it  in  a  continuous  stream ;  the  mixture  is 
then  immediately  brought  under  a  burette  containing  normal  sodium 
carbonate,  and  this  solution  is  added  with  constant  agitation  until  a. 
permanent  yellow  colour  appears.  The  volume  of  soda  solution  so 
used  is  noted  as  that  which  is  necessary  to  neutralize  the  acidity 
produced  by  20  c.c.  of  the  mercury  solution  in  the  presence  of  urea. 
Pfliiger  found  that  by  titrating    10   c.c.  of   the   urea    solution  by 
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small  additions  of  the  mercury,  and  occasional  neutralization,  the 
end  of  the  reaction  occurred  generally  at  from  17'2  to  17'8  c.c.  of 
mercury;  but  when  he  ran  in  boldly  19-7  c.c.  of  mercury,  followed 
immediately  by  normal  sodium  carbonate  to  near  neutrality,  then 
alternately  a  drop  or  two  of  first  mercury,  then  soda,  the  exact  point 
was  reached  at  20  c.c.  of  mercury ;  and  when  10  c.c.  of  the  mercury 
solution  which  gave  this  reaction  were  analyzed  as  sulphide  by  weight, 
a  mean  of  several  determinations  gave  0'7726  gm.  of  HgO,  which 
agrees  very  closely  with  Lie  big's  number. 

In  the  case  of  titrating  urine,  the  following  method  is  adopted  : — 

A  plate  of  colourless  glass  is  laid  upon  black  cloth,  and  some  drops  of  a  thick 
mixture  of  sodium  hicarbonate  (free  from  carbonate)  and  water  placed  upon  it  at 
convenient  distances.  The  mercury  solution  is  added  to  the  urine  in  such 
volume  as  is  judged  appropriate,  and  from  time  to  time  a  drop  of  the  white 
mixture  is  placed  beside  the  bicarbonate  so  as  to  touch,  but  not  mix  completely. 
At  first  the  urine  mixture  remains  snow-white,  but  with  further  additions  of 
mercury  a  point  at  last  occurs  when  the  white  gives  place  to  yellow.  When  the 
colour  has  developed  itself,  both  drops  are  rubbed  quickly  together  with  a  glass 
rod :  the  colour  should  disappear.  Further  addition  of  mercury  is  made 
cautiously  until  a  faint  yellow  is  permanent.  Now  is  the  time  to  neutralize  by 
the  addition  of  the  normal  soda  to  near  the  volume  which  has  been  found 
necessary  to  completely  neutralize  a  given  volume  of  mercury  solution.  If  the 
time  has  not  been  too  long'  in  reaching  this  point,  it  will  be  found  that  a  few 
tenths  of  a  c.c.  will  suffice  to  complete  the  reaction.  If,  however,  much  time  has 
been  consumed,  it  may  occur  that,  notwithstanding  the  mixture  is  distinctly  acid, 
the  addition  of  soda  produces  a  more  or  less  yellow  colour :  in  this  case,  nothing 
is  left  but  to  go  over  the  analysis  again,  taking  the  first  trial  as  a  guide  for  the 
quantities  of  mercury  and  soda  solutions,  which  should  be  delivered  in  one  after 
the  other  as  speedily  as  possible  until  the  exact  end  is  reached. 

It  is  absolutely  necessary,  with  this  modified  process,  to  render  the 
■urine  perfectly  neutral,  after  it  is  freed  from  phosphates  and  sulphates 
by  baryta  solution. 

Corrections  and  Modifications  (Liebig). — In  certain  cases  the  results 
obtained  by  the  above  methods  are  not  strictly  correct,  owing  to  the  variable  state 
of  dilution  of  the  liquid,  or  the  presence  of  matters  which  affect  the  mercury 
solution.  The  errors  are,  however,  generally  so  slight  as  nbt  to  need  correction. 
Without  entering  into  a  full  description  of  their  origin,  I  shall  simply  record 
the  facts,  and  give  the  modifications  necessary  to  be  made  where  thought 
desirable. 

The  Urine  contains  more  than  2  per  cent,  of  Urea,  i.e.,  more  than 
20  parts  per  1000.  This  quantity  of  urea  would  necessitate  20  c.c.  of  mercurial 
solution  for  10  c.c.  of  urine.  AH  that  is  necessary  to  be  done  when  the  first 
titration  has  shown  that  over  2  per  cent,  is  present,  is  to  add  half  as  much  water 
to  the  urine  in  the  second  titration  as  has  been  needed  of  the  mercurial  solution 
above  20^.c.  Suppose  that  28  c.c.  have  been  used  at  first,  the  excess  is  8  c.c, 
therefore  4  c.c.  of  water  are  added  to  the  fluid  before  the  second  experiment 
is  made. 

The  Urine  contains  less  than  2  per  cent,  of  Urea.  In  this  case, 
for  every  4  c.c.  of  mercurial  solution  less  than  20,  O'l  c.c.  must  be  deducted, 
before  calculating  the  quantity  of  urea ;  so  that  if  16  c.c.  have  been  required  to 
produce  the  yellow  colour  with  10  c.c.  urine,  I59  is  to  be  considered  the 
correct  quantity. 

The  Urine  contains  more  than  1  per  cent,  of  Sodium  Chloride, 
i.e.,  more  than  10  parts  per  1000.    In  this  case  2  c.c.  must  be  deducted  from  the 
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quantity  of  mercurial  solution  actually  required  to  produce  the  yellow  colour 
with  10  CO.  of  urine. 

The  Urine  contains  Albumen.  In  this  case  50  c.o.  of  the  urine  are 
boiled  with  2  drops  of  strong  acetic  acid  to  coagulate  the  albumen,  the  precipitate 
allowed  to  settle  thoroughly,  and  30  c.c.  of  the  clear  liquid  mixed  with  15  c.c.  of 
baryta  solution,  filtered,  and  titrated  for  urea  as  previously  described. 

The  TJriue  contains  Ammonium  Carbonate.  The  presence  of  this 
substance  is  brought  about  by  the  decomposition  of  urea,  and  it  may  sometimes 
be  of  interest  to  know  the  quantity  thus  produced,  so  as  to  calculate  it  into  urea. 

As  its  presence  interferes  with  the  correct  estimation  of  urea  direct,  by 
mercurial  solution,  a  portion  of  the  urine  is  precipitated  with  baryta  as  usual, 
and  a  quantity,  representing  10  c.c.  of  urine,  evaporated  to  dryness  in  the  water- 
bath  to  expel  the  ammonia,  the  residue  then  dissolved  in  a  little  water,  and  the 
urea  estimated  in  the  ordinary  way.  On  the  other  hand,  50  or  IDO  c.c.  of  the 
urine,  not  precipitated  with  baryta,  are  titrated  with  normal  sulphuric  acid  and 
litmus  paper,  each  c.c.  -of  acid  representing  O'OIV  gm.  of  ammonia,"  or 
003  gm.  of  urea. 

Pfliiger's  correction  for  concentration  of  the  urea  differs  from 
Liebig's,  his  rule  being  as  follows  : — 

Given  the  volume  of  urea  solution  +  the  volume  of  NaCOg  required  +  the 
volume  of  any  other  fluid  free  from  urea  which  may  be  added,  and  call  this  Vj ; 
the  volume  of  mercury  solution  is  Y^ ;  the  correction  C  is  then 
C=  — (Vi— V2)  X  0-08.  ^ 

This  formula  holds  good  for  cases  where  the  total  mixture  is  less  than  three 
times  the  volume  of  mercury  used. 

With  more  concentrated  solutions  this  formula  gives  results  too  high. 

Pfeiff er  {Zmt.  f.  Biol.  xx.  540)  has  made  a  careful  comparison  of 
Liebig's  (as  modified  by  Pfliiger)  and  Eautenberg's  methods  of 
estimating  urea.  The  essential  difference  of  Eautenberg's  method 
consists  in  maintaining  the  urea  solution  neutral  throughout  by 
successive  additions  of  calcium  carbonate ;  under  these  conditions, 
the  composition  of  the  precipitate  differs  from  that  formed  when  the 
titration  is  made  according  to  Pfliiger's  process,  a  fact  which  accounts 
for  the  diminished  consumption  of  mercuric  nitrate  in  the  former 
method.  The  general  conclusions  from  his'  observations  may  be 
summarized  as  follows : — (1)  In  estimating  the  correction  for  sodium 
chloride,  the  amount  of  free  acid  should  be  as  small  as  possible,  and 
O'l  c.c.  should  be  subtracted  from  every  c.c.  of  mercuric  nitrate  used, 
but  in  human  urine  it  is  preferable  to  precipitate  the  chlorine  with 
silver  nitrate,  as  a  slight  excess  of  the  latter  does  not  influence  the 
result.  (2)  The  coefficient  for  dilution  should  be  determined  afresh 
for  every  new  standard  solution. 

4.    Estimation  of  Urea  by  its  conversion  into, 
Nitrogen  Gas. 

If  a  solution  of  urea  is  mingled  with  an  alkaline  solution  of 
hypochlorite  or  hypobromite,  the  urea  is  rapidly  decomposed  and 
nitrogen  evolved,  which  can  be  collected  and  measured  in  any  of  the 
usual  forms  of  gas  apparatus  described  in  the  section  on  analysis 
of  gases. 

Test  experiments  with  pure  urea  have  shown,  that  the  whole  of 
the  nitrogen  contained  in  it  is  eliminated  in  this  process,  with  the 
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exception  of  a  constant  deficit  of  8  per  cent.  In  the  case  of  urine 
there  are  other  nitrogenous  constituents  present,  such  as  uric  acid, 
hippuric  acid,  and  creatinine,  which  render  up  a  small  proportion  of 
their  nitrogen  in  the  process,  but  the  quantity  so  obtained  is 
insignificant,  and  may  be  disregarded.  Consequently,  for  all  medical 
purposes,  this  method  of  estimating  urea  in  urine  is  sufficiently  exact. 
In  the  case  of  diabetic  urines,  however,  Mehii  and  others  have 
pointed  out  that  this  deficiency  is  diminished,  and  if,  in  addition  to 
the  glucosfe  present,  cane  sugar  be  also  added,  it  wiU  almost  entirely 
disappear.  Mehii  therefore  recommends  that  in  the  analysis  of 
saccharine  uriaes  cane  sugar  be  added  to  ten  times  the  amount  of  urea 
present,  when  the  difference  between  the  actual  and  theoretical  yield 
of  nitrogen  wiU  not  exceed  1  per  cent.  {Bull.  Soc.  Ohim.  [2] 
xxxiii.  410). 

Eussell  and  West  (J.  G.  S.  [2]  xii.  749)  have  described  a  very 
convenient  apparatus  for  working  the  process,  and  which  gives  very 
good  results  in  a  short  space  of  time.  This  method  has  given  rise  to 
endless  forms  of  apparatus  devised  by  various  operators,  including 
Mehii,  Yvon,  Dupre,  Apjolin,  Maxwell  Simpson,  Doremus, 
O'Keef  e,  etc.,  etc. ;  the  principles  of  construction  are  all,  however, 
the  same.  Those  who  may  wish  to  construct  simple  forms  of 
apparatus  from  ordinary  laboratory  appliances,  will  do  weU  to  refer  to 
the  arrangements  of  Dupre  (/.  G.  S.  1877,  534)  or  Maxwell 
Simpson  (ibid.  538).  The  nitrometer,  with  side  flask,  and  using 
mercury,  is  perhaps  the  best  of  all  for  the  gasometric  estimation  of 
urea.  Each  c.c.  of  N  produced,  after  correction  for  temperature, 
pressure,  and  moisture,  being  equal  to  0'002952  gm.  of  urea  on  the 
assumption  that  92  °/^  is  evolved. 

The  apparatus  devised  by  Eussell  and  West  is  shown  in  fig.  58, 
and  may  be  described  as  follows  : — 

The  tube  for  decomposing  the  urine  is 
about  9  inches  long,  and  about  half  an 
inch  inside  diameter.  At  2  inches  from 
its  closed  end  it  is  narrowed,  and  an 
elongated  bulb  is  blown,  leaving  the  orifice 
at  its  neck  f-  of  an  inch  in  diameter ;  the 
bulb  should  hold  about  12  c.c.  The  mouth 
of  this  tube  is  fixed  into  the  bottom  of  a 
tin  tray  about  If  inch  deep,  which  acts  as' 
a  pneumatic  trough ;  the  tray  is  supported 
on  legs  long  enough  to  allow  of  a  small 
spirit  lamp  being  held  under  the  bulb 
tube.  The  measuring  tube  for  collecting 
the  nitrogen  is  graduated  into  cubic  centi- 
meters, and  of  such  size  as  to  fit  over  the 
mouth  of  the  decomposing  tube  ;  one 
holding  about  40  c.c.  is  a  convenient  size. 
Eussell  and  West  have  fixed  by.  experi- 
ment the  ijroportions,  so  as  to  obviate  the 
necessity   for  correction  of   pressure  and 
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temperature,  namely,  37'1  c.c.  =  O'l  gm.  of  urea,  since  they  found  that 
5  C.C.  of  a  2  per  cent,  solution  of  urea  constantly  gave  37'1  c.c.  of 
nitrogen  at  ordinary  temperatures  and  pressures.  The  entire  apparatus 
can  be  purchased  of  most  operative  chemists  for  a  moderate  sum. 

Hypobromite  Solution. — This  is  best  prepared  by  dissolving  100  gm. 
of  caustic  soda  in  250  c.c.  of  water,  and  at  the  time  required  25  c.c.  of 
the  solution  are  mixed  with  2'5  c.c.  of  bromine;  this  mixture  gives  a 
rapid  and  complete  decomposition  of  the  urea.  Strong  solution  of 
sodium  or  calcium  hypochlorite  answers  equally  well. 

Method  of  Pbocbduee:  5  c.c.  of  the  urine  are  measured  into  the  hulb- 
tube,  fixed  in  its  proper  position,  and  the  sides  of  the  tube  washed  down  with 
distilled  water  so  that  the  bulb  is  filled  up  to  its  constriction.  A  glass  rod, 
having  a  thin  band  of  india^-rubber  on  its  end,  is  then  passed  down  into  the 
tube  so  as  to  plug  up  the  narrow  opening  of  the  bulb.  The  hypobromite  solution 
is  then  poured  into  the  upper  part  of  the  tube  until  it  is  full,  and  the  trough 
is  afterwards  half  filled  with  water. 

The  graduated  tube  is  filled  with  water,  the  thumb  placed  on  the  open  end, 
and  the  tube  is  inverted  in  the  trough.  The  glass  rod  is  then  pulled  out,  and 
the  graduated  tube  slipped  over  the  mouth  of  the  bulb-tube. 

The  reaction  commences  immediately,  and  a  torrent  of  gas  rises  into  the 
measuring  tube.  To  prevent  any  of  the  gas  being  forced  out  by  the  reaction, 
tlie  upper  part  of  the  bulb-tube  is  slightly  narrowed,  so  that  the  gas  is  directed 
to  the  centre  of  the  graduated  tube.  With  the  strength  of  hypobromite  solution 
above  described,  the  reaction  is  complete  in  the  cold  in  about  ten  or  fifteen 
minutes ;  but  in  order  to  expedite  it,  the  bulb  is  slightly  warmed.  This  causes 
the  mixing  to  take  place  more  rapidly,  and  the  reaction  is  then  complete  in  five 
minutes.  The  reaction  will  be  rapid  and  complete  only  when  there  is  con- 
siderable excess  of  the  hypobromite  present.  After  the  reaction  the  liquid 
should  still  have  the  characteristic  colour  of  ihe  hypobromite  solution. 

The  amount  of  constriction  in  the  tube  is  by  no  means  a  matter  of 
indifference,  as  the  rapidity  with  which  the  reaction  takes  place 
depends  upon  it.  If  the  liquids  mix  too  quickly,  the  evolution  of 
the  gas  is  so  rapid  that  loss  may  occur.  On  the  other  hand,  if  the 
tube  is  too  much  constricted,  the  reaction  takes  place  too  slowly. 

The  simplest  means '  of  supporting  the  measuring  tube  is  to  have 
the  bulb-tube  corked  into  a  well,  which  projects  from  the  bottom  of 
the  trough  about  one  inch  downwards.  The  graduated  tube  stands 
over  the  bulb-tube,  and  rests  upon  the  cork  in  the  bottom  of  the  well. 
It  is  convenient  to  have,  at  the  other  end  of  the  trough,  another  well, 
which  will  form  a  support  for  the  measuring  tube  when  not  in  use. 

To  avoid  all  calculations,  the  measuring  tube  is  graduated  so  that 
the  amount  of  gas  read  off  expresses  at  once  what  may  be  called  the 
percentage  amount  of  urea  in  the  urine  experimented  upon ;  i.e.,  the 
number  of  grams  in  100  c.c,  5  c.c.  being  the  quantity  of  urine  taken 
in  each  case.  The  gas  collected  is  nitrogen  saturated  with  aqueous 
vapour,  and  the  bulk  will,  obviously  be  more  or  less  affected  by 
temperature  and  pressure.  Alterations  of  the  barometer  produce  so 
small  an  alteration  in  the  volume  of  the  gas,  that  it  may  be  generally 
neglected ;  e.g.,  if  there  are  30  c.c.  of  nitrogen,  the  quantity  preferred, 
an  alteration  of  one  inch  in  the  height  of  barometer  would  produce  an 
error  in  the  amount  of  urea  of  about  0'003  ;  but  for  more  exact  experi- 
ments, the  correction  for  pressure  should  be  introduced. 
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In  the  wards  of  hospitals,  and  in  rooms  where  the  experiments  are 
most  likely  to  be  made,  the  temperature  will  not  vary  much  from  65° 
¥.,  and  a  fortunate  compensation  of  errors  occurs  with  this  form  of 
apparatus  under  these  circumstances.  The  tension  of  the  aqueous 
■vapour,  together  with  the  expansion  of  the  gas  at  this  temperature, 
almost  exactly  counterbalances  the  loss  of  nitrogen  in  the  reaction. 

The  authors  found  from  experience  that  5  c.c.  of  urine  is  the  most 
advantageous  quantity  to  employ,  as  it  usually  evolves  a  convenient 
bulk  of  gas  to  experiment  with,  i.e.,  about  30  c.c.  They  have  shown 
that  5  c.c.  of  a  standard  solution  containing  2  per  cent,  of  urea  evolve 
37'1  c.c.  of  nitrogen,  and  have  consequently  taken  this  as  the  basis  of 
the  graduation  of  the  measuring  tube.  This  bullc  of  gas  is  read  off  at 
once  as  2  per  cent,  of  urea,  and  in  the  same  way  the  other  graduations 
on  the  tube  represent  percentage  amounts  of  urea. 

If  the  urine  experimented  with  is  very  rich  in  urea,  so  that  the 
5  c.c.  evolve  a  much  larger  volume  of  gas  than  30  c.c,  then  it  is  best 
at  once  to  dilute  the  urine  with  its  own  bulk  of  water ;  take  5  c.c.  of 
this  diluted  urine,  and  multiply  the  volume  of  gas  obtained  by  two. 

If  the  urine  contains  much  albumen,  this  interferes  with  the 
process  so  far  that  it  takes  a  long  time  for  the  bubbles  of  gas  to 
subside,  before  the  volume  of  gas  obtained  can  be  accurately  read  off. 
It  is  therefore  better  in  such  cases  to  remove  as  much  as  possible  of 
the  albumen  by  heating  the  urine  with  two  or  three  drops  of  acetic 
acid,  filtering,  and  then  using  the  filtrate  in  the  usual  manner. 

Hamburger  {Zeit.  f.  Biol.  xx.  286)  describes  a  method  founded 
on  Quinquand's  {Monit.  Scien.  1882,  2),  in  which  the  decomposition 
of  urea  by  hypobromite  is  supposed  to  take  place  thus  : — 

CO(NH2)2  +  3NaBrO  =  3NaBr  +  2H2O  +  00^  +  N^. 

This  reaction  requires  the  proportion  of  bromine,  sodium  hydrate,  and 
water  to  be  exactly  balanced  or  incorrect  results  will  be  obtained. 
The  author  claims  for  his  method  that  it  will  yield  correct  results,  no 
matter  in  what  proportions  these  reagents  are  present.  It  consists 
essentially  in  adding  an  excess  of  an  alkaline  solution  of  sodium 
hypobromite  (of  known  strength  in  relation  to  standard  alkaline 
arsenite)  to  the  liquid  containing  urea,  then  destroying  the  excess  of 
hypobromite  with  an  excess  of  standard  arsenite  (  =  19-8  gm.  AsgOg 
per  liter),  and  finally  determining  the  amount  of  arsenite  remaining 
unoxidized,  by  titration  with  standard  iodine,  the  amount  of  urea  then 
being,  readily  calculated  from  the  amount  of  arsenite  remaining 
unoxidized.  The  author's  experiments  as  to  the  accuracy  of  the 
method,  show  that  a  certain  quantity  of  urea  always  requires  the  same 
amoimt.  of  hypobromite,  and  that  the  dilution  of  the  solution  of  urea 
has  no  effect  on  the  quantity  of  hypobromite  employed. 

To  decide  on  the  applicability  of  the  method  to  natural  urine  great 
pains  were  taken,  the  urea  being  determined  as  described,  the  effect  of 
its  dilution  with  water  studied,  pure  urea  added,  and  the  whole 
estimated,  and  lastly  sodium  hypobromite  of  various  degrees  of 
concentration  employed ;  the  results  of  the  experiments  are  given 
very  fully  and  tabulated.     On  the  whole  they  are  very  satisfactory. 
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the  differences  falling  well  within  the  limits  of  errors  of  observation 
and  manipulation  ;  the  method  may  therefore  be  considered  applicable 
to  the  determination  of  urea  in  urine. 

5.    Estimation  of  Phosphoric  Acid  Csee  also  §  73). 

The  principle  of  this  method  is  fully  described  at  page  292. 
The  following  solutions  are  required  : — 

(1)  Standard  uranium  acetate  or  nitrate.     1  c.c.  =  0'005  gni.  PoO, 
(see  p.  293). 

(2)  Standard  phosphoric  acid  (see  p.  294). 

(3)  Solution  of  sodium  acetate  (see  p.  294). 

(4)  Solution  of  potassium  ferrocyanide. — About  1  part  to  20  of 
water,  freshly  prepared. 

Method  of  Pbocbdurb  :  50  c.c.  of  the  clear  urine  are  measured  into  a 
small  beaker,  together  with  5  c.c.  of  the  solution  of  sodium  acetate  (if  uranium 
nitrate  is  used).  The  mixture  is  then  warmed  in  the  water-bath,  or  otherwise, 
and  the  uranium  solution  delivered  in  from  the  burette,  with  constant  stirring, 
as  long  as  a  precipitate  is  seen  to  occur.  A  small  portion  of  the  mixture  is 
then  removed  with  a  glass  rod  and  tested  as  described  (p.  294) ;  so  long  as  no 
brown  colour  is  produced,  the  addition  of  uranium  may  be  continued ;  when  the 
faintest  indication  of  this  reaction  is  seen,  the  process  must  be  stopped,  and  the 
amount  of  colour  observed.  If  it  coincides  with  the  original  testing  of  the 
uranium  solution  with  a  similar  quantity  of  fluid,  the  result  is  satisfactory,  and 
the  quantity  of  solution  used  may  be  calculated  for  the  total  phosphoric  acid 
contained  in  the  50  c.c.  of  urine ;  if  the  uranium  has  been  used  accidentally  in 
too  great  quantity,  10  or  20  c.c.  of  the  same  urine  may  be  added,  and  the  testing 
concluded  more  cautiously.  Suppose,  for  example,  that  the  solution  has  been 
added  in  the  right  proportion,  and  19'2  c.c.  used,  the  50  c.c.  will  have  contained 
0'096  gm.  phosphoric  acid  (  =  1'92  per  100).  With  care  and  some  little  practice 
the  results  are  very  satisfactory. 

Earthy  Phosphates. — The  above  determination  gives  the  total  amount 
of  phosphoric  acid,  but  it  may  sometimes  be  of  interest  to  know  how  much  of 
it  is  combined  with  lime  and  magnesia.  To  this  end  100  or  200  c.c.  of  the 
urine  are  measured  into  a  beaker,  and  rendered  freely  alkaline  with  ammonia ; 
the  vessel  is  then  set  aside  for  ten  or  twelve  hours,  for  the  precipitate  of  earthy 
phosphates  to  settle :  the  clear  liquid  is  then  decanted  through  a  filter,  the  pre- 
cipitate brought  upon  it  and  washed  with  ammoniaoal  water;  a  hole  is  then 
made  in  the  filter  and  the  precipitate  washed  through ;  the  paper  moistened 
with  a  little  acetic  acid,  and  washed  into  the  vessel  containing  the  precipitate, 
which  latter  is  dissolved  in  acetic  acid  (some  sodium  acetate  added  if  uranium 
nitrate  is  used),  and  the  mixture  diluted  to  about  50  c.c.  and  titrated  as  before 
described ;  the  quantity  of  phosphoric  acid  so  found  is  deducted  from  the  total 
previously  estimated,  arid  the  remaioder  gives  the  quantity  existing  in  com- 
bination with  alkalies. 

6.    Estimation  of  Sulphuric  Acid. 

Standard  barium  chloride. — A  quantity  of  crystallized  barium 
chloride  is  to  be  powdered,  and  dried  between  folds  of  blotting-paper. 
Of  this,  30'5  gm.  are  dissolved  in  distilled  water,  and  the  liquid 
made  up  to  a  liter.     1  c.c.  =  O'Ol  gm.  of  SO^. 

Solution  of  sodium  sulphate. — 1  part  to  10  of  water. 
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Method  of  Peocbdube  :  100  o.o.  of  the  urine  are  poured  into  a  beaker,  a 
little  hydrochlorio  acid  added,  and  the  whole  placed  on  a  small  sand-bath,  to 
which  heat  is  applied.  When  the  solution  boils,  the  barium  chloride  is  allowed 
to  flow  in  very  gradually  as  long  as  the  precipitate  is  seen  distinctly  to  increase. 
The  heat  is  removed,  and  the  vessel  allowed  to  stand  still,  so  that  the  precipitate 
may  subside.  Another  drop  or  two  is  then  added,  and  so  on,  until  the  whole 
of  the  SO3  is  precipitated.  Much  time,  however,  is  saved  by  using  Beale's 
filter,  represented  in  fig.  23.  A  little  of  the  fluid  is  thus  filtered  clear,  poured 
into  a  test-tube,  and  tested  with  a  drop  from  the  burette ;  this  is  afterwards 
returned  to  the  beaker,  and  more  of  the  test  solution  added,  if  necessary. 
The  operation  is  repeated  until  the  precipitation  is  complete.  In  order  to  be 
sure  that  too  much  of  the  baryta  solution  has  not  been  added,  a  drop  of  the 
clear  fluid  is  added  to  the  solution  of  sodium  sulphate  placed  in  a  test-tube 
or  upon  a  small  mirror  (see  p.  333).  If  no  precipitate  occurs,  more  barium 
must  be  added ;  if  a  slight  cloudiness  takes  place,  the  analysis  is  finished ;  but  if 
much  precipitate  is  produced,  too  large  a  quantity  of  the  test  has  been  used, 
and  the  analysis  must  be  repeated. 

For  instance,  suppose  that  18 '5  c.c.  have  been  added,  and  there  is 
still  a  slight  cloudiness  produced  which  no  longer  increases  after  the 
addition  of  another  ^  c.c,  we  know  that  between  18|  and  19  c.c.  of 
solution  have  been  required  to  precipitate  the  whole  of  the  sulphuric 
acid  present,  and  that  accordingly  the  100  c.c.  of  urine  contain 
between  0-185  and  0-19  gm.  of  SOg. 

7.    Estimation  of  Sugar. 

Fehling's  original  method  is  precisely  the  same  as  described  in 
§  74,  but  the  most  suitable  methods  for  urine  are  Gerrard's  or  the 
Pavy-Fehling  (§  75). 

Pkocess  fob  the  Ctano-cupeic  Solution. — 10  c.c.  of  the  clear  urine  are 
diluted  by  means  of  a  measuring  flask  to  200  c.c.  with  water,  and  a  large  burette 
filled  with  the  fluid.  To  10  c.c.  of  the  cyano-oupric  solution  prepared  as  directed 
(p.  321)  are  then  measured  another  10  c.c.  of  Pehling's  copper  and  the  liquid 
brought  to  boiling;  the  diluted  urine  is  then  delivered  in  cautiously  from  the 
burette  while  still  boiling,  and  with  constant  stirring,  until  the  bluish  colour 
has  nearly  disappeared.  The  addition  of  the  urine  must  then  be  continued 
more  carefully,  until  the  colour  is  all  removed,  the  burette  is  then  read  off, 
and  the  quantity  of  sugar  in  the  urine  calculated  as  follows : — 

Suppose  that  40  0.0.  of  the  diluted  urine  have  been  rfiqjiired  to  reduce  the 
10  c.c.  of  copper  solution,  that  quantity  will  have  contained  0'05  gm.  of  sugar; 
but,  the  urine  being  diluted  20  times,  the  40  c.c.  represent  only  2  c.c.  of  the 
original  urine;  therefore  2  c.c.  of  it  contain  0'05  gm.  of  sugar,  or  25  parts 
per  1000. 

If  the  Pavy-Fehling  solution  is  used,  it  is  prepared  as  described 
in  §  75. 

Method  of  Peoceduee  :  10  c.c.  of  clear  urine  are  diluted  as  just  described, 
and  delivered  cautiously  from  the  burette  into  50  or  100  c.c.  of  the  Pavy- 
Fehling  liquid  (previously  heated  to  boiling)  until  the  colour  is  discharged. 
The  calculation  is  the  same  as  before.  lOO  c.c.  of  Pavy-Pehling  solution 
=0'05  gm.  glucose. 

The  ammoniacal  fumes  are  best  absorbed  by  leading  an  elastic  tube  from 
the  reduction  flask  into  a  beaker  of  water ;  the  end  of  the  tube  should  be 
plugged  with  a  piece  of  solid  glass  rod,  and  a  transverse  slit  made  in  the  elastic 
tube  just  above  the  plug.  This  valve  allows  the  vapours  to  escape,  but  prevents 
the  return  of  the  liquid  in  case  of  a  vacuum. 
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8.    Estimation  of  Uric  Acid. 

A  method  for  the  accurate  estimation  of  this  constituent  of  urine 
has,  up  to  the  present,  not  been  found ;  that  is  to  say  although  good 
results  may  be  obtained  with  chemically  prepared  pure  uric  acid,  there 
is  no  certainty  that  the  same  correctness  wiU  occur  with  the  urinary 
acid  as  separated  in  the  usual  way.  The  difficulty  is  caused  by  the 
complicated  character  of  the  urine  itself,  and  however  accurate  the 
process  may  be  with  the  acid  in  a  separate  pure  state,  it  becomes  far 
less  reliable  when  such  method  is  applied  to  normal  or  abnormal 
urine.  The  precipitation  of  the  acid  in  combination  with  some  metal, 
such  as  silver  or  copper,  carries  with  it  also  the  so-called  alloxuric 
bases,  and  the  separation  by  hydrochloric  acid  contaminates  the 
precipitate  with  colouring  and  other  matters  which  militate  against  its 
accurate  estimation  with  permanganate.  I  am,  however,  of  the 
opinion  that  the  latter  method  is,  even  now,  one  of  the  best  for  a 
rapid  comparative  estimation  of  this  constituent. 

Method  op  Peoceduee  :  200  c.o.  of  the  urine  are  put  into  an  evaporating 
basin  with  a  few  drops  of  concentrated  hydrochloric  acid,  and  evaporated  on  the 
water-bath  to  about  half  the  volume ;  it  is  then  transferred  to  a  closely-stoppered 
flask,  together  with  any  slight  precipitate  which  may  have  formed.  5  c.o.  of 
concentrated  hydrochloric  acid  are  then  added,  and  the  mixture  violently 
shaken  for  a  few  minutes.  It  is  -then  allowed  to  settle  for  halt  an  hour  and 
the  liquid  passed  through  a  small  filter  of  .smooth,  hard  texture,  taking  care  to 
pass  as  little  as  possible  of  the  sediment  to  the  filter.  About  20  c.o.  of  cold 
water  are  then  added  to  the  precipitate  in  the  flask,  which  is  in  turn  passed 
through  the  filter.  The  filter  is  then  also  washed  with  about  the  same  quantity 
of  water ;  a  hole  is  then  made  at  its  apex,  and  the  small  quantity  of  adhering 
precipitate  washed  into  the  original  flask.  Finally  about  10  c.o.  of  concentrated 
solution  of  causlic  potash  (1  :  10)  are  added  to  the  contents  of  the  flask  and 
lightly  warmed  until  a  clear  solution  is  obtained.  The  mixture  is  then  diluted 
with  about  100  c.c.  of  cold  water,  20  c.c.  of  dilute  sulphuric  acid  added  (1  :  5), 
and  the  titration  with  ^/lo  permanganate  carried  out  in  the  usual  manner. 

Another  form  of  the  permanganate  process  is  to  precipitate  the 
phosphates  from  100  c.c.  of  urine  with  sodium  carbonate.  The  filtrate 
is  mixed  with  5  c.c.  of  a  4  per  cent,  solution  of  copper  sulphate  and 
20  c.c.  of  a  solution  containing  10  per  cent,  each  of  EocheUe  salt  and 
sodium  thiosulpliate.  The  precipitate  so  formed  is  filtered  off  and 
weU  washed  with  distilled  water,  then  transferred  to  a  flask  with 
about  400  c.c.  of  water,  5  c.c.  of  sulphuric  acid  added,  and  the  uric 
acid  titrated  with  permanganate. 

No  absolute  weight  of  uric  acid  can  be  calculated  from  the  results, 
but  Mohr  assumes  that  each  c.c.  of  ^/lo  permanganate  =0'0075  gm. 
of  uric  acid;*  the  process  may,  however,  be  made  available  for 
pathological  purposes  by  comparing  the  results  from  time  to  time 
with  the  urine  from  the  same  person. 

The  following  method  has  a  good  claim  to  accuracy  as  respects  the 
actual  amount  of  uric  acid  present  in  any  given  specimen  of  urine, 
but  is  tedious.  It  is  based  on  the  fact  that  an  alkaline  solution  of 
uric  acid  reduces  Fehling  solution  in  the  same  way  as  glucose.  The 
method  is  worked  out  by  E.  Eiegler  (Z.  a.  G.  1896,  31),  who  fomid . 

*  This  figure  has  been  verified  ty  p.  G.  Hopkins  (Allen's  CTiemisfry  o/ Ucine,  p.  171). 
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that  an  average  of  many  experiments  gave  0-8  gm.  of  reduced  copper 
for  1  gm,  of  uric  acid.  The  acid  is  first  separated  from  the  urine  as 
ammonium  urate  by  Hopkins'  method  : — 

Method  of  Peocejduke  :  200  c.o.  of  urine  are  mixed  with  10  o.c.  of  a 
saturated  solution  of  sodium  carbonate,  allowed  to  stand  for  half  an  hour,  and 
filtered  from  the  precipitated  phosphates.  The  precipitate  is  washed  with  50  c.c. 
of  hot  water,  and  to  the  filtrate  and  wash-water  20  c.c.  of  a  saturated  solution 
of  ammonium  chloride  added.  The  liquid  is  well  stirred,  and  after  five  hours 
filtered,  preferably  through  a  Schleicher  and  Schiill  filter.  No.  597,  11  cm. 
The  precipitate  of  ammonium  urate  is  washed  with  50  c.c.  of  water,  and  then 
introduced  by  means  of  a  jet  from  a  washing-bottle  into  a  300  c.c.  beaker. 
Several  drops  of  potash  are  added  to  clear  the  liquid,  then  60  c.c.  of  Fehling's 
solution,  and  the  whole  well  stirred.  The  beaker  is  then  heated  on  a  wire 
gauze  until  the  liquid  boils,  the  boiling  being  continued  for  five  minutes. 
When  the  precipitate  has  subsided,  the  liquid  is  filtered  through  a  small  tough 
filter  (Schleicher  and  Schiill,  No.  590,  9  cm.),  the  precipitate  well  washed, 
and  dissolved  in  20  c.c.  of  nitric  acid  (sp.  gr.  1-1),  the  filter  being  washed  with 
60  CO.  of  water. 

To  this  solution  dry  powdered  sodium  carbonate  is  added  little  by  little  until 
there  is  a  permanent  turbidity.  The  liquid  is  then  cleared  by  the  cautious 
addition  of  dilute  sulphuric  acid,  and  made  up  to  100  c.c.  25  c.c  of  this  are 
placed  in  a  100  c.c.  flask,  1  gm.  of  potassium  iodide  in  10  c.c  of  water  added, 
allowed  to  stand  for  ten  minutes,  then  titrated  with  standard  thiosulphate 
solution  (lc.c=0'003  gm.  uric  acid),  using  starch  as  the  indicator.  To  the  total 
amount  of  uric  acid  found  in  the  200  c.c.  of  urine,  an  additional  0'02d  gm. 
should  be  added  to  allow  for  the  solubility  of  the  ammonium  urate  in  urine. 

The  standard  thiosulphate  solution  is  made  by  diluting  126  c.c.  of 
^/i6  solution  to  500  c.c.     The  reaction  is  : — 

2Cu(]SrOg)2  +  4KI  =  Cujlg -I- iKNOg -I- 1,. 

The  reduced  cuprous  oxide  may  also  be  weighed  directly  or  reduced 
to  metallic  copper,  as  in  the  estimation  of  sugar.  In  the  latter  case 
the  amount  of  copper,  multiplied  by  the  factor  1'25,  gives  the 
corresponding  amount  of  uric  acid. 

E.  H.  Bartley  (J.  Am.  0.  S.  1897,  649)  points  out  with  reason 
that  the  object  for  which  the  estimation  of  uric  acid  is  generally 
done  does  not  require  extreme  accuracy.  The  chief  acceptable 
process  ought  to  be  one  which  will  give  consonant  results  and 
which  can  be  quickly  accomplished,  and  though  not  absolutely  exact 
is  nevertheless  comparatively  exact.  The  method  proposed  by 
Bartley  is  based  to  some  extent  upon  previous  ones  by  Salkouski, 
Hay  craft,  etc.,  that  is  to  say,  the  uric  acid  is  precipitated  from  the 
urine  by  silver  nitrate  in  the  presence  of  an  excess  of  animoniacal 
magnesia  mixture. 

Method  of  Peocedube  :  To  50  or  100  c.c  of  the  clear  urine  add  5  cc  of 
ordinary  magnesia  mixture  such  as  is  used  for  phosphates,  and  about  10  cc  of 
ammonia  of  sp.  gr.  0"96,  this  must  be  in  excess.  Warm  the  mixture  on  the 
water-bath  and  aidd  from  a  burette  ^/eo  silver  nitrate  until  a  drop  of  the  filtrate 
when  brought  into  contact  with  a  .drop  of  weak  sodium  sulphide  solution  on 
a  white  plate  shows  a  dark  ring  or  cloud.  The  filtration  can  be  carried  out  with 
Be  ale's  filter  (fig.  23)  or  a  dropping  pipette  can  be  used,  the  end  of  which  is  tied 
over  with  cotton  wool.  The  clear  liquid  only  must  be  tested.  Each  c.o.  of  silver 
represents  0'00336  gm.  of  uric  acid,  g,nd  the  number  of  o.c.  used  (less  one  half 
of  a  c.c.  for  each  50  c.c.  of  urine)  when  multiplied  with  this  faotor  will  give  the 


412  VOLUMETEIC   ANALYSIS.  .§95. 

amount  of  uric  aoid  in  the  urine  examined.  The  half  o.c.  is  deducted  because 
it  takes  that  amount  of  silver  ibo  give  the  colour  with  50  o.c.  of  plain  water. 

As  soon  as  the  process  is  complete  the  precipitate  settles  freely,  and  it  is 
advisable  to  test  a  drop  of  the  clear  solution  again.  The  ending  can  alfo 
be  checked  by  adding  a  drop  of  the  silver  to  the  clear  supernatant  liquid 
to  see  whether  a  cloudiness  appears. 

There  being  no  excess  of  silver  in  the  hot  liquid  at  any  time  there  can  be  no 
reduction  of  the  silver.  If  after  the  titration  is  complete  the  mixture  be  allowed 
to  cool  to  ordinary  temperature  it  will  be  found  that  1  to  3  c.o.  more  silver  will 
be  required  to  give  the  colour  test,  and  this  Bartley  attributes  to  the  pre- 
cipitation of  xanthin  bases  by  the  silver  in  a  cold  solution,  and  which  does  not 
take  place  when  heated. 

J.  "W.  Tunnicliffe  and  0.  Rosenheim  {Gentralbl.  Physiol. 
1897,  xi.  434)  publish  one  of  the  most  recent  methods,  and  vrhich 
may  be  rapidly  performed  when  once  the  uric  acid  is  obtained  as 
ammonium  salt  by  Hopkins'  process.  The  crystals  obtained  by 
decomposing  the  urate  with  HCl,  are  washed  free  from  the  latter  on  a 
small  filter  with  repeated  small  proportions  of  water  to  remove  all 
HCI,  the  uric  acid  is  then  rinsed  into  a  flask  with  20  or  30  c.c.  of  hot 
water,  through  a  hole  made  in  the  filter,  and  is  ready  for  titration. 

Method  of  Peocedttbe  :  This  depends  on  the  fact  that  piperidine  combines 
with  uric  acid  in  molecular  proportions  (4'25  gm.  of  base  equal  8'4  gm.  of  aoid)  to 
form  a  soluble  salt.  A  ^/bo  solution  of  the  former  is  prepared  by  dissolving 
about  4"2  gm.  of  piperidine  in  1  liter  of  water,  standardizing  it  on  hydrochloric 
acid  of  equivalent  strength,  phenolphthalein  being  used  as  indicator.  The 
sample  of  uric  acid  separated  from  ammonium  urate  as  above  described  is 
suspended  in  water,  heated  nearly  to  the  boiling-point,  and  the  reagent  run 
in ;  neutrality  being  shown  either  by  the  liquid  becoming  clear  or  by  the  use 
of  phenolphthalein  as  before.  Although  the  solubility  of  the  urate  at  15°  is 
53  per  cent.,  it  is  better  to  employ  hot  solutions;  and  there  is  no  danger 
of  losing  any  piperidine  by  volatilization,  as  the  reaction  is  instantaneous. 

Dr.  Edmunds  sends  me  the  following  remarks  as  to  the  estimation 
of  uric  acid. 

1.  Chemical  uric  acid  differs  entirely  in  its  habitudes  from  urinary  uric  acid. 
Its  crystalline  form  is  always  uniform  as  chemical  uric  acid — colourless — and 
quite  different  from  urinary  uric  acid,  which,  as  got  from  urine,  is  always  coloured 
yellow-brown,  and  is  protean  in  its  crysta,lline  forms. 

2.  The  problem  of  titrating  chemical  uric  acid — or  pure  uric  acid — is  not 
quite  the  same  as  that  of  titrating  the  uric  acid  in  urine.  I  am  not  yet  able 
to  say  in  what  the  difference  consists,  and  I  have  often  crystallized  pure  uric 
acid  out  of  iron  and  other  solutions,  but  have  never  been  able  to  colour  uric 
aoid,  nor  to  get  it  to  crystallize  again  like  urinary  uric  .acid.  The  only  way 
in  which  I  have  succeeded  is  to  add  an  alkaline  solution  of  chemical  urate  of 
potash  to  a  urine  out  of  which  I  had  precipitated  all  its  uric  acid  with  HCl. 
In  that  way  I  found  that  the  uric  aoid  took  up  from  the  urine  something  which 
gave  it  the  colouration  and  the  protean  crystalline  form  of  urinary  uric  acid. 
I  have  thought  that  urinary  uric  acid  is  reall}^  a  combination  of  chemical  uric 
acid  with  some  animal  base  or  colourant  of  urine. 

3.  To  purify  urinary  uric  acid  it  should  be  dissolved  (and  thrown  out  by 
dilution)  in  H2SO4  three  successive  times.  In  titrating  this  with  permanganate 
I  am  not  prepared  to  give  you  the  reaction,  but  the  practical  point  is  that, 
as  the  permanganate  goes  in  by  drops,  it  is  instantly  decolourized  as  long  as 
there  is  any  uric  acid  present,  and  the  end-point  is  marked  quite  distinctly  (it 
you  are  on  the  look  out  for  it)  by  a  certain  hang  or  hesitation  in  the  decolouriza- 
tion  of  the  permanganate. 

4.  Pokker's  process,  as  modified  by  Hopkins,  is,  I  think,  the  best.    The 
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saturation  with  pure  NH4CI  of  an  acid  urine  (which  should  be  freshly  passed 
and  filtered  at  120°)  throws  out  all  the  uric  acid  as  ammonium  urate.  This  is 
well  set  out  in  Allen's  Chemistry  of  Urine,  t^.  168.  But  much  of  the  work 
does  not  say  whether  the  processes  have  been  worked  out  on  the  chemical 
uric  acid  or  on  the  natural  uric  acid,  freshly  obtained  from  urine.  "What  we 
have  to  deal  with  in  medicine  is  that  coloured  protean  crystalline  substance 
which  comes  out  constantly  from  urines  on  adding  pure  strong  HCl  and 
setting  aside  for  forty-eight  hours.  That  is  what  we  get  in  the  uric  acid 
diathesis,  in  gout,  and  in  calculi. 

Por  the  estimation  of  uric  acid  I  set  aside  100  0.0.  of  fresh  urine,  filtered  at 
about  120°  F.,  and  acidify  it  with  5%  of  pure  strong  hydrochloric  acid.  At  the 
end  of  forty-eight  hours  a  deposit  of  uric  acid  will  be  sgen  at  the  bottom  of 
the  tube,  and  from  this  a  very  good  idea  is  gained  of  the  uric  acid  in  the 
urine.  If  closer  quantification  be  wanted,  the  uric  acid  is  collected  on  a 
small  fine  filter  paper,  washed  with  a  few  centimeters  of  ice-cold  distilled  water, 
then  dried  and  weighed,  with  deduction  for  the  filter  paper,  and  with  addition 
for  the  uric  acid  dissolved  in  the  105  c.c.  of  acid  urinary  mother-liquor.  The 
amount  of  uric  acid  contained  in  the  105  c.c.  of  liquid  would  depend  upon  the 
temperature  before  and  at  the  time  of  filtration.  At  33°  F.  it  would  contain 
only  some  2  m.gra.,  at  68°  F.  it  would  contain  6  m.gm.,  at  212°  P.  it  would 
contain  62'5  m.gm. 

9.    Estimation  of  Lime  and  Magnesia. 

Method  of  Pkocedueb  :  100  c.c.  of  the  urine  are  precipitated  with 
ammonia,  the  precipitate  re-dissolved  in  acetic  acid,  and  sufficient  ammonium 
oxalate  added  to  precipitate  all  the  lime  present  as  oxalate.  The  precipitate  is 
allowed  to  settle  in  a  warm  place,  then  the  clear  liquid  .passed  through  a  small 
filter,  the  precipitate  brought  upon  it,  washed  with  hot  water,  the  filtrate  and 
washings  set  aside,  then  the  precipitate,  together  with  the  filter,  pushed  through 
the  funnel  into  a  flask,  some  sulphuric  acid  added,  the  liquid  freely  diluted,  and 
titrated  with  permanganate,  precisely  as  in  §  52 ;  each  c.c.  of  ^/lo  permanganate 
required  represents  0'0028  gm.  of  OaO. 

Or  the  following  method  may  be  adopted  : — 

The  precipitate  of  calcium  oxalate,  after  being  washed,  is  dried,  and  together 
with  the  filter,  ignited  in  a  platinum  or  porcelain  crucible,  by  which  means  it 
is  converted  into  a  mixture  of  calcium  oxide  and  carbonate.  It  is  then  transferred 
to  a  flask  by  the  aid  of  the  washing-bottle,  and  an  excess  of  ^/lo  nitric  acid 
delivered  in  with  a  pipette.  The  amount  of  acid,  over  and  above  what  is 
required  to  saturate  the  lime,  is  found  by  ^/lo  caustic  alkali,  each  c.c.  of  acid 
being  equal  to  00028  gm.  of  CaO. 

In  examining  urinary  sediment  qr  calculi  for  calcium  oxalate,  it  is 
first  treated  with  caustic  potash  to  remove  uric  acid  and  organic 
matter,  then  dissolved  in  sulphuric  acid,  freely  diluted,  and  titrated 
with  permanganate ;  each  c.c.  of  ^/lo  solution  represents  0-0054  gm. 
of  calcium  oxalate. 

Magnesia. — The  filtrate  and  washings  from  the  precipitate  of 
calcium  oxalate  are  evaporated  on  the  water-bath  to  a  small  bulb,  then 
made  alkaline  with  ammonia,  sodium  phosphate  added,  and  set  aside 
for  8  or  10  hours  in  a  cool  place,  that  the  magnesia  may  separate  as 
ammonio-magnesium  phosphate.  The  supernatant  liquid  is  then 
passed  through  a  small  filter,  the  precipitate  brought  upon  it,  washed 
with  ammoniacal  water  in  the  cold,  and  dissolved  in  acetic  acid,  then 
titrated  with  uranium  solution,  as  in  §  73  ;  each  c.c.  of  solution 
required  represents  0'002815  gm.  of  magnesia. 
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10.    Ammonia. 

The  method  hitherto  applied  to  the  determination  of  free  ammonia, 
and  its  salts  in  urine  is  that  of  Schlosing,  which  consists  in  placing 
a  measured  quantity  of  the  urine,  to  which  milk  of  lime  is  previously 
added,  under  an  air-tight  bell-glass,  together  with  an  open  vessel 
containing  a  measured  quantity  of  titrated  acid.  In  the  course  of' 
from  24  to  36  hours  all  the  ammonia  will  have  passed  out  of  the 
urine  into  the  acid,  which  is  then  titrated  with  standard  alkali  to  find 
the  amount  of  ammonia  absorbed. 

One  great  objection  to  this  method  is  the  length  of  time  required, 
since  no  heating  must  be  allowed,  urea  being  decomposed  into  free 
ammonia  when  heated  with  alkali.  There  is  also  the  uncertainty  as 
to  the  completion  of  the  process ;  and  if  the  vessel  be  opened  before 
the  absorption  is  perfect,  the  analysis  is  spoiled. 

Another  niethod  which  gives  good  results,  and  occupies  only  a  short 
time,  has  been  devised  by  C.  Wurster  {Cefitralhlatt.  f.  Physiologie, 
Dec.  1887).  The  apparatus  necessary  for  it  is  shown  in  Fig.  59: 
The  principle  of  the  method  is  the  same  as  Schlosing' s,  but  the 
liberation  of  ammonia  is  hastened  by  increase  of  temperature  under 
reduced  atmospheric  pressure. 

As  is  well-known,  urea  is  decomposed  when  urine  is  boiled  with 
caustic  alkali  or  alkaline  earth  into  ammonium  carbonate,  but  if  the 
operation  is  carried  on  at  50°  C.  and  in  a  partial  vacuum,  practically" 


Fig.  59. 

no  such  decomposition  occurs.  In  fact  an  artificial  solution  of  urea, 
gives  off  no  ammonia,  even  when  evaporated  to  near  dryness  with 
barium,  calcium,  or  magnesium  hydrate,  in  a  vacuum  at  50°  C. 
Owing  to  the  production  of  much  froth  when  iirine  is  heated  with 
baryta  or  lime  in  reduced  pressure,  one  flask  for  distillation  is  not 
enough,  although  it  may  be  reduced  to  some  extent  by  adding  some 
high-boUing  hydro-carbon  such  as  parafiin  or  toluol ;  but  a  much  safer 
plan  is  to  use  two  flasks  as  shown  in.  the  figure,  or  in  using  only  a 
small  quantity  of  urine  two  good-sized  boiling  tubes  will  sufiice.     The 
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boiling-flask  dips  a  small  way  into  the  water  and  the  second  flask 
rests  on  the  bottom  of  the  bath ;  the  tube  with  stop-cock  or  burette 
cUp,  which  simply  enters  below  the  rubber  stopper  in  this  flask, 
allows  air  to  enter  when  the  operation  is  ended  so  as  to  clear  out 
every  trace  of  ammonia.  The  absorption  tube  containing  standard 
acid  must  be  rather  long  in  the  side  tubes,  and  the  whole  must  be 
immersed  in  a  beaker  of  cold  water.  The  delivery  end  of  this  tube  is 
connected  with  an  efiicient  water  pump,  and  of  course  all  connections 
must  be  perfectly  tight. 

Method  of  Peocedtjee  :  10  to  20  o.o.  of  the  urine  with  10  <o  20  o.c.  of 
full  strength  barium  hydrate  or  lime  solution,  with  a  little  water,  are  placed 
in  the  distilling  flask,  and  the  water-bath  gradually  heated  up  to  50°  C,  and 
the  whole  apparatus  is  covered  with  a  cloth  to  avoid  regurgitation  from  cold 
air.  When  two-thirds  of  the  distilling  liquid  has  passed  over  the  ammonia 
will  have  been  all  absorbed  by  the  standard  acid,  and  the  valve  or  stop-oock 
may  be  opened  while  the  pump  is  still  working  so  as  to  clear  away  the  last 
traces  of  vapour. 

The  method  can  be  used  for  other  liquids  than  urine. 

The  following  method  is  available  in  some  cases  : — 
When  a  solution  containing  salts  of  ammonia  is  mixed  with  a 
measured  quantity  of  free  fixed  alkali  of  known  strength,  and  boiled 
until  ammoniacal  gas  ceases  to  be  evolved,  it  is  found  that  the 
resulting  liquid  has  lost  so  much  of  the  free  alkali  as  corresponds  to 
the  ammonia  evolved  (§  19) ;  that  is  to  say,  the  acid  which  existed  in 
combination  with  the  ammonia  in  the  original  liquid  has  simply 
changed  places,  taking  so  much  of  the  fixed  alkali  (potash  or  soda)  as 
is  equivalent  to  the  ammonia  it  has  left  to  go  free.  In  the  case  of 
urine  being  treated  in  this  way,  the  urea  will  also  be  decomposed  into 
free  ammonia,  but  happily  in  such  a  way  as  not  to  interfere  with  the 
estimation  of  the  original  amount  of  ammoniacal  salts.  The  decom- 
position is  such  that,  while  free  ammonia  is  evolved  from  the  splitting 
up  of  the  urea,  carbonate  of  fixed  alkali  (say  potash)  is  formed  in  the 
boiling  liquid,  and  as  this  reacts  equally  as  alkaline  as  though  it  were 
free  potash,  it  does  not  interfere  in  the  slightest  degree  with  the 
estimation  of  the  original  ammonia. 

Method  or  Peocbduee  :  100  c.c.  of  the  urine  are  exactly  neutralized  with 
^/lo  soda  or  potash,  as  for  the  estimation  of  free  acid;  it  is  then  put  into  a  flask 
capable  of  holding  five  or  six  times  the  quantity ;  10  c.c.  of  normal  alkali  added, 
and  the  whole  brought  to  boiling,  taking  care  that  the  bladders  of  froth  which 
at  first  form  do  not  boil  over.  After  a  few  minutes  these  subside,  and  the 
boiling  proceeds  quietly.  When  all  ammoniacal  fumes  are  dissipated,  the 
lamp  is  removed,  and  the  flask  allowed  to  cool  slightly ;  the  contents  then 
emptied  into  a  beaker,  and  normal  nitric  acid  delivered  in  from  the  burette 
with  constant  stirring,  until  a  fine  glass  rod  or  small  feather  dipped  in  the 
mixture  and  brought  in  contact  with  violet-coloured  litmus  paper  produces 
neither  a  blue  nor  a  red  spot.  The  number  of  o.o.  of  normal  acid  are  deducted 
from  the  10  c.c.  of  alkali,  and  the  rest  calculated  as  ammonia.  1  c.c.  of 
alkali =0"017  gm.  of  ammonia. 

It  must  he  borne  in  mind,  that  the  plan  just  described  is  not  applicable  to 
urine  which  has  always  suffered  decomposition  by  age  or  other  circumstances  so 
as  to  contain  ammonium  carbonate ;  in  this  case  it  would  be  preferable  to  adopt 
the  Wurster  or  Sohlosing  method. 
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11.    Estimation  of  Free  Acid. 

The  acidity  of  urine  is  doubtless  owing  to  variable  substances, 
among  the  most  prominent  of  which  appear  to  be  acid  sodium  phos- 
phate and  lactic  acid.  Other  free  organic  acids  are  probably  in  many 
cases  present.  Under  these  circumstances,  the  degree  of  acidity 
cannot  be  placed  to  the  account  of  any  particular  body ;  nevertheless, 
it  is  frequently  desirable  to  ascertain  its  amount,  which  is  best  done 
as  foUows : — 

100  CO.  of  urine  are  measured  into  a  beaker,  and  ^/eo  alkali  delivered  in  from 
a  small  burette,  until  a  thin  glass  rod  or  feather,  moistened  with  the  mixture 
and  streaked  across  some  well-prepared  violet  litmus  paper,  produces  no  change 
of  colour ;  the  degree  of  acidity  is  then  registered  as  being  equal  to  the  quantity 
of  alkali  used. 

The  method  of  Gautier  gives  accurate  results  in  which  the  urine 
is  made  alkaline  by  standard  caustic  soda  in  known  quantity,  and  the 
phosphates  and  other  salts  precipitated  by  neutral  barium  chloride. 
The  liquid  is  made  up  to  a  definite  volume  with  distilled  water,  and 
when  settled  an  aliquot  portion  is  titrated  with  standard  acid  and 
phenolphthalein. 

12.    Estimation  of  Albumen. 

The  accurate  estimation  of  this  substance  is  difficult  and  trouble- 
some.    The  best  process  is  perhaps  that  recommended  by  M^hu. 

Method  of  Peocedtteb  :  100  c.c.  of  the  urine  are  slightly  acidified  with 
acetic  acid,  2  c.c.  of  strong  nitric  acid  are  added  and  the  mixture  thoroughly 
agitated.  10  c.c.  of  a  mixtiire  of  solid  carbolic  acid  1  part,  acetic  acid  1  part, 
and  alcohol  2  parts  are  then  added,  and  the  whole  well  stirred  for  a  few  minutes. 
The  precipitate  is  collected  on  a  small  filter  and  washed  with  a  cold  aqueous 
solution  of  4  per  cent,  of  carbolic  acid,  when  fully  washed  the  filter  is  dried,  and 
together  with  the  paper  the  precipitate  is  treated  by  the  Kjeldahl  process,  and 
the  nitrogen  obtained  is  multiplied  by  6'3  for  albumen.  The  presence  of  sugar 
or  much  mineral  salts  do  not  affect  the  accuracj'  of  results. 

13.    Estimation  of  Soda  and  Potash. 

50  c.c.  of  urine  are  mixed  with  the  same  quantity  of  baryta  solution  (see 
§  95.3),  allowed  to  stand  a  short  time,  and  filtered;  then  80  c.c.  (=40  c.c. 
urine)  measured  into  a  platinum  dish  and  evaporated  to  dryness  in  the  water- 
bath;  the  residue  is  then  ignited  to  destroy  all  organic  matter,  and  when 
cold  dissolved  in  a  small  quantity  of  hot  water,  ammonium  carbonate  added  so 
long  as  a  precipitate  occurs,  filtered  through  a  small  filter,  the  precipitate 
washed,  the  filtrate  acidified  with  hydrochloric  acid  and  evaporated  to  dryness, 
then  cautiously  heated  to  expel  all  ammoniaoal  salts.  The  residue  is  then 
treated  with  a  little  water  and  a  few  drops  each  of  ammonia  and  ammonium 
carbonate,  filtered,  the  filter  thoroughly  washed,  the  filtrate  and  washings 
received  into  a  tared  platinum  dish,  then  evaporated  to  dryness,  ignited,  cooled, 
and  weighed. 

By  this  means  the  total  amount  of  mixed  sodium  and  potassium 
chlorides  is  obtained.  The  proportion  of  each  is  found  by  titrating 
for  the  chlorine  as  in  §  41,  and  calculating  as  directed  on  page  144, 
or  the  soda  may  be  estimated  direct  by  Penton's  method  (§  17.9). 
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14.    Estimation  of  Total  Ifitrogen. 

This  can  now  be  easily  accomplished  by  Kjeldahl's  method 
(§  19.6)  and  is  especially  serviceable,  since  it  has  been  found  that  the 
results  of  the  titration  method  for  urea  by  Liebig's  process,  either  in 
its  original  way  or  by  subsequent  modifications,  cannot  give  the  true 
data  for  calculating  the  total  nitrogen  in  any  given  specimen  of  urine. 

Method  of  Peocedueb  :  5  o.o.  of  urine  of  average  concentration  are, 
measured  into  a  flask  holding  about  300  c.c,  together  with  10  o.o.  of  sulphuric 
acid,  then  gradually  heated  to  boiling,  and  the  heat  continued  until  all  vapour 
and  gases  are  given  off  and  the  fluid  possesses  a  clear  yellow  tint.  25  to  30 
minutes  generally  suffices  unless  sugar  is  present  in  tolerable  quantity,  in 
which  case  mercuric  oxide  and  potassium  sulphate  must  be  used,  and  perhaps 
more  sulphuric  acid.  The  flask  is  then  suffered  to  cool,  the  liquid  diluted,  and 
distilled  with  caustic  soda  and  zinc  as  described  in  §  19.6. 

ANALYSIS    OF   NATURAL  WATEBS   AND 
SEWAGE. 

§  96.  The  analysis  of  natural  waters  and  sewage  has  for  a  long 
period  received  the  attention  of  chemists,  but  until  the  last  few  years 
no  methods  of  examination  have  been  produced  which  could  be  said 
to  satisfy  the  demands  of  those  who  have  been  interested  in  the 
subject  from  various  points  of  view.  The  researches  of  Frankland 
and  Armstrong,  Miller,  Wanklyn,  Tidy,  Crookes,  Dewar,  and 
others,  have,  however,  now  brought  the  whole  subject  into  a  more 
satisfactory  form,  so  that  it  may  fairly  be"  said  that, '  as  regards 
accuracy  of  chemical  processes,  or  interpretation  of  results  from 
a  chemical  and  sanitary  point  of  view,  very  little  addition  is  required. 
Considerable  space  will  be  devoted  to  the  matter  here ;  and  as  most 
of  the  processes  are  now  volumetric,  and  admit  of  ready  and  accurate 
results,  the  general  subject  naturally  falls  within  the  scope  of  this 
work.  Care  has  been  taken  to  render  the  treatment  of  the  matter 
practical  and  trustworthy. 

The  bacteriological  examiaation  of  waters  has  now  been  largely 
developed  and  undoubtedly  is  of  the  greatest  importance,  especially 
with  the  filtered  waters  derived  from  rivers,  lakes,  and  other  sources 
liable  to  be  contaminated  with  unoxidized  surface  or  drainage 
impurities.  This  book  has,  however,  nothing  to  describe  but  chemical 
methods,  and  therefore  no  further  mention  of  bacterial  investigation 
will  be  made. 

The  following  processes  mainly  originated  by  Frankland  and 
Armstrong  necessitate  the  use  of  special  materials  and  apparatus : 
the  preparation  and  arrangement  of  these  will  be  described  at  some 
length  previous  to  the  introduction  of  the  general  subject. 

THE  PREPARATION  OP  REAGENTS, 

A.    Reagents  required  for  the  Estimation  of  Nitrogen 
present  as  Ammonia. 

(a)  Nessler's  Solution. — Dissolve  62'5  gm.  of  potassium  iodide 
in  about  250  c.c.  of  distilled  water,  set  aside  a  few  c.c,  and  add 
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gradually  to  the  larger  part  a  cold  saturated  solution  of  mercuric 
chloride  until  the  mercuric  iodide  precipitated  ceases  to  be  redissolved 
on  stirring.  When  a  permanent  precipitate  is  obtained,  restore  the 
reserved  potassium  iodide  so  as  to  redissolve  it,  and  continue  adding 
mercuric  chloride  very  gradually  until  a  slight  precipitate  remains 
undissolved.  (The  sniall  quantity  of  potassium  iodide  is  set  aside 
merely  to  enable  the  mixture  to  lae  made  rapidly  without  danger  of 
adding  an  excess  of  mercury.) 

Next  dissolve  150  gm.  of  solid  potassium  hydrate  (that  usually  sold 
in  sticks  or  cakes)  in  150  c.c.  of  distilled  water,  allow  the  solution  to 
cool,  add  it  gradually  to  the  above  solution,  and  make  up  with  distilled 
water  to  one  liter. 

On  standing,  a  brown  precipitate  is  deposited,  and  the  solution 
becomes  clear,  and  of  a  pale  greenish-yellow  colour.  It  is  ready  for 
use  as  soon  as  it  is  perfectly  clear,  and  should  be  decanted  into 
a  smaller  bottle  as  required. 

(/3)  Standard  solution  of  ammonium  chloride. — Dissolve  1  '9 1 07  gm. 
of  pure  dry  ammonium  chloride  in  a  liter  of  distiUed  water ;  of  this 
take  100  c.c,  and  make  up  to  a  liter  with  distilled  water.  The  latter 
solution  will  contain  ammonia  corresponding  to  0'00005  gm.  of  nitrogen 
in  each  c.c.  In  use  it  should  be  measured  from  a  narrow  burette 
of  10  c.c.  capacity  divided  into  tenths. 

[If  it  is  desired  to  estimate  "ammonia"  rather  than  "nitrogen  as  ammonia" 
take  I'SYSS  gm.  of  ammonium  chloride  instead  of  1'9107  gm. ;  1  c.c.  will  then 
correspond  to  0'00005  gm.  of  ammonia  (NH3).] 

(y)  Sodium  carbonate. — Heat  anhydrous  sodium  carbonate  to 
redness  in  a  platinum  crucible  for  about  an  hour,  taking  care  not  to 
fuse  it.  While  still  warm  rub  it  in  a  clean  mortar  so  as  to  break  any 
lumps  which  may  have  been  formed,  and  transfer  to  a  clean  dry  wide- 
mouthed  stoppered  bottle. 

(S)  Water  free  from  Ammonia. — If,  when  1  c.c.  of  Nessler's 
solution  (a.  a)  is  added  to  100  c.c.  of  distiUed  water  in  a  glass 
cylinder,  standing  on  a  white  surface  (see  Estimation  of  Ammonia), 
no  trace  of  a  yellow  tint  is  visible  after  five  minutes,  the  water  is 
sufficiently  pure  for  use.  As,  however,  this  is  rarely  the  case,  the 
following  process  must  usually  be  adopted.  Distil  from  a  large  glass 
retort  (or  better,  from  a  copper  or  tin  vessel  holding  15 — 20  liters) 
ordinary  distUled  water  which  has  been  rendered  distinctly  alkaline 
by  addition  of  sodium  carbonate.  A  glass  Liebig's  condenser  or 
a  clean  tin  worm  should  be  used  to  condense  the  vapour;  it  should 
be  connected  to  the  still  by  a  short  india-rubber  joint.  Test  the 
distillate  from  time  to  time  with  Nessler's  solution,  as  above 
described,  and  when  free  from  ammonia  collect  the  remainder  for  use. 
The  distillation  must  not  be  carried  to  dryness.  Ordinary  water  may 
be  used  instead  of  distiUed  water,  but  it  occasionaUy  continues  for 
some  time  to  give  off  traces  of  ammonia  by  the  slow  decomposition  of 
the  organic  matter  present  in  it. 

J.  Barnes  (/.  <S.  C.  /.  1896,  xv.  254-255)  has  pointed  out  that 
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distilled  water  can  be  completely  freed  from  ammonia  by  adding 
a  little  bromine  and  boUing  for  a  few  minutes.  More  rapid  is  the 
action  of  alkaline  hypobromite  in  the  cold.  Enough  bromine  is  added 
to  the  water  to  give  it  a  perceptible  tint,  and  then  a  drop  of  sodium 
hydroxide  solution ;  after  ten  minutes,  a  little  potassium  iodide  is 
added  to  remove  the  undecomposed  hypobromite,  and  the  water  is 
then  fit  for  use  in  the  estimation  of  ammonia  by  Nessler's  test. 

B.    Reagents  required  for  the  Estimation  of  Organic 
Carbon  and  Nitrogen. 

(a)  "Water  free  from  Ammonia  and  Organic  Matter. — Distilled 
water  to  which  1  gm.  of  potassium  hydrate  and  0'2  gm.  of  potassium 
permanganate  per  liter  have  been  added,  is  boiled  gently  for  about 
twenty-four  hours  in  a  similar  vessel  to  that  used  in  preparing  water 
free  from  ammonia  (A.  S),  an  inverted  condenser  being  so  arranged  as 
to  return  the  condensed  water.  At  the  end  of  that  time  the  condenser 
is  adjusted  in  the  usual  way,  and  the  water  carefuUy  distilled,  the 
distillate  being  tested  at  intervals  for  ammonia,  as  in  preparing  A.  S. 
When  ammonia  is  no  longer  found  the  remainder  of  the  distillate 
may  be  collected,  taking  care  to  stop  short  of  dryness.  The  neck  of 
the  retort  or  still  should  point  slightly  upwards,  so  that  the  joint 
which  connects  it  with  the  condenser  is  the  highest  point.  Any 
particles  carried  up  mechanically  will  then  run  back  to  the  still,  and 
not  contaminate  the  distillate.  The  water  thus  obtaiiied  should  then 
be  rendered  slightly  acid  with  sulphuric  acid,  and  re-distilled  from 
a  clean  vessel  for  use,  again  stopping  short  of  dryness. 

(/3)  Solution  of  sulphurous  acid. — Sulphurous  anhydride  is  pre- 
pared by  the  action  of  pure  sulphuric  acid  upon  cuttings  of  clean 
metallic  copper  which  have  been  digested  in  the  cold  with  concentrated 
sulphuric  acid  for  twenty-four  hours,  and  then  washed  with  water. 
The  gas  is  made  to  bubble  through  water  to  remove  mechanical 
impurities,  and  then  conducted  into  water  free  from  ammonia  and 
organic  matter  (B.  a)  until  a  saturated  solution  is  obtained. 

(y)  Solution  of  hydric  sodium  sulphite. — Sulphurous  anhydride, 
prepared  and  washed  as  above,  is  passed  into  a  solution  of  sodium 
carbonate  made  by  dissolving  ignited  sodium  carbonate  (A.  X)  in 
water  free  from  ammonia  and  organic  matter  (B.  a).  The  gas  is 
passed  until  carbonic  anhydride  ceases  to  be  evolved. 

(S)  Solution  of  ferrous  chloride. — Pure  crystallized  ferrous  sulphate 
is  dissolved  in  water,  precipitated  by  sodium  hydrate,  the  precipitate 
well  washed  (using  pure  water  B.  a  for  the  last  washings)  and 
dissolved  in  the  smallest  possible  quantity  of  pure  hydrochloric  acid. 
Two  or  three  drops  must  not  contain  an  appreciable  quantity  of 
ammonia.  It  is  convenient  to  keep  the  solution  in  a  bottle  with 
a  ground  glass  cap  instead  of  a  stopper,  so  that  a  small  dropping  tube 
may  be  kept  in  it  always  ready  for  use. 

(e)  Cupric  oxide. — Prepared  by  heating  to  redness  with  free 
access  of  air,  on  the  hearth  of  a  reverberatory  furnace,  or  in  a  mufEe, 
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copper  wire  cut  into  short  pieces,  or  copper  sheets  cut  into  strips. 
That  which  has  been  made  by  calcining  the  nitrate  cannot  be  used,  as 
it  appears  to  be  impossible  to  expel  the  last  traces  of  nitrogen.  After 
use,  the  oxide  should  be  extracted  by  breaking  the  combustion  tube, 
rejecting  the  portion  which  was  mixed  with  the  substance  examined. 
As  soon  as  a  sufficient  quantity  has  been  recovered,  it  should  be 
recaloined.  This  is  most  conveniently  done  in  an  iron  tube  about 
30  m.m.  in  internal  diameter,  and  about  the  same  length  as  the 
combustion  furnace.  One  end  should  be  closed  with  a  cork,  the 
cupric  oxide  poured  in,  the  tube  placed  in  the  combustion  furnace 
(which  is  tilted  at  an  angle  of  about  15°,  so  as  to  produce  a  current  of 
air),  the  cork  removed,  and  the  tube  kept  at  a  red  heat  for  about  two 
hours.  In  a  Hofmann's  gas  furnace,  with  five  rows  of  burners,  two 
such  tubes  may  be  heated  at  the  same  time  if  long  clay  burners  are 
placed  in  the  outer  rows,  and  short  ones  in  the  three  inner  rows. ,  If 
the  furnace  has  but  three  rows  of  burners,  a  rather  smaller  iron  tube 
must  be  used.  When  cold,  the  oxide  can  easily  be  extracted,  if  the 
heat  has  not  been  excessive,  by  means  of  a  stout  iron  wire,  and  should 
be  kept  in  a  clean  dry  stoppered  bottle.  Each  parcel  thus  calcined 
should  invariably  be  assayed  'by  filling  with  it  a  combustion  tube  of 
the  usual  size,  and  treating  it  in  every  respect  as  an  ordinary  com- 
bustion. It  should  yield  only  a  very  minute  bubble  of  gas,  which 
should  be  almost  wholly  absorbed  by  potassium  hydrate.  (The 
quantity  of  COg  found  should  not  correspond  to  more  than  0 '00005  gm. 
of  C,  otherwise  the  oxide  must  be  recalcined).  The  finer  portions  of 
the  oxide  should,  after  calcining,  be  sifted  out  by  means  of  a  sieve  of 
clean  copper  gauze,  and  reserved  for  use  as  described  hereafter. 

New  cupric  oxide  as  obtained  from  the  reverberatory  furnace  should 
be  assayed,  and  if  not  sufficiently  pure,  as  is  most  likely  the  case, 
calcined  as  above  described,  and  assayed  again. 

(f)  Metallic  copper. — Fine  copper  gauze  is  cut  into  strips  about 
80  m.m.  wide,  and  roUed  up  as  tightly  as  possible  on  a  copper  wire  so 
as  to  form  a  compact  cylinder  80  m.m.  long.  This  is  next  covered 
with  a  tight  case  of  moderately  thin  sheet  copper,  the  edges  of  which 
meet  without  overlapping.  The  length  of  the  strip  of  gauze,  and  the 
consequent  diameter  of  the  cylinder,  must  be  regulated  so  that  it  wiU 
fit  easily,  but  not  too  loosely  in  the  combustion  tubes.  A  sufficient 
number  of  these  cylinders  being  prepared,  a  piece  of  combustion  tube 
is  filled  with  them,  and  they  are  heated  to  redness  in  the  furnace,  a 
current  of  atmospheric  air  being  passed  through  them  for  a  few 
minutes  in  order  to  burn  off  organic  impurity,  and  coat  the  copper 
gauze  superficially  with  oxide.  A  current  of  hydrogen,  dried  by 
passing  through  strong  sulphuric  acid,  is  then  sub^ituted  for  the  air, 
and  a  red  heat  maintained  until  hydrogen  issues  freely  from  the  end 
of  the  tube.  It  is  then  allowed  to  cool,  the  current  of  hydrogen  being 
continued,  and  when  cold  the  copper  cylinders  are  removed,  and  kept 
in  a  stoppered  bottle.  After  being  used  several  times  they  must  be 
heated  in  a  stream  of  hydrogen  as  before,  and  are  then  again  ready  for 
use.     The  heating  in  air  need  not  be  repeated. 
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(jj)  Solution  of  potassium  bichromate. — This  is  used  as  a  test  for 
and  to  absorb  sulphurous  anhydride  which  may  be  present  in  the  gas 
obtained  by  combustion  of  the  water  residue.  It  should  be  saturated, 
and  does  not  require  any  special  attention.  The  yellow  neutral 
chromate  may  also  be  used,  but  must  be  rendered  slightly  acid,  lest  it 
should  absorb  carbonic  as  well  as  sulphurous  anhydride. 

(6)  Solution  of  potassium  hydrate. — A  cold  saturated  solution, 
made  by  dissolving  solid  potassium  hydrate  in  distilled  water. 

(i)  Solution  of  pyrogallic  acid. — A  cold  saturated  solution,  made 
by  dissolving  in  distilled  water,  solid  pyrogallic  acid  obtained  by 
sublimation. 

(k)  Solution  of  cuprous  chloride. — A  saturated  solution  of  cupric 
chloride  is  rendered  strongly  acid  with  hydrochloric  acid,  a  quantity 
of  metallic  copper  introduced  in  the  form  of  wire  or  turnings,  and  the 
whole  allowed  to  stand  in  a  closely  stoppered  bottle  until  the  solution 
becomes  colourless. 

(\)  Oxygen. — Blow  a  bulb  of  about  30  c.c.  capacity  at  the  end  of 
a  piece  of  combustion  tube,  and  draw  out  the  tube  so  that  its  internal 
diameter  for  a  length  of  about  30  m.m.  is  about  3  m.m.  This  is  done 
in  order  that  the  capacity  of  the  apparatus  apart  from  the  bulb  may 
be  as  small  as  possible.  Cut  the  tube  at  the  wide  part  about  10  m.m. 
from  the  point  at  which  the  narrow  tube  commences,  thus  leaving  a 
small  funnel-shaped  mouth.  Then  introduce,  a  little  at  a  time,  dried, 
coarsely  powdered,  potassium  chlorate  imtil  the  bulb  is  full.  Cut  off 
the  funnel,  and,  at  a  distance  of  100  m.m.  from  the  bulb,  bend 
the  tube  at  an  angle  of  45",  and  at  10  m.m.  from  the  end  bend 
it  at  right-angles  in  the  opposite  direction.  It  then  forms  a  retort 
and  delivery  tube  in  one  piece,  and  must  be  adjusted  in  a  mercury 
trough  in  the  usual  manner,  taking  care  that  the  end  does  not  dip 
deeper  than  about  20  m.m.  below  the  surface,  as  otherwise  the 
pressure  of  so  great  a  column  of  mercury  might  destroy  the  bulb 
when  softened  by  heat.  On  gently  heating,  the  potassium  chlorate  > 
fuses  and  evolves  oxygen.  The  escaping  gas  is  collected  in  test  tubes 
about  150  m.m.  long  and  20  m.m.  in  diameter,  rejecting  the  first  60 
or  80  c.c,  which  contain  the  nitrogen  of  the  air  originally  in  the 
bulb  retort.  Five  or  more  of  these  tubes,  according  to  the  quantity 
of  oxygen  required  are  collected  and  removed  from  the  mercury 
trough  in  very  small  beakers,  the  mercury  in  which  should  be  about  - 
10  m.m.  above  the  end  of  the  test  tube.  Oxygen  may  be  kept  in  this 
way  for  any  desired  length  of  time,  care  being  taken,  if  the  temperature 
falls  considerably,  that  there  is  sufficient  mercury  in  the  beaker  to  keep 
the  mouth  of  the  test  tube  covered.  About  10  c.c.  of  the  gas  in  the 
first  tube  collected  is  transferred  by  decantation  in  a  mercury  trough 
to  another  tube,  and  treated  With  potas^um  hydrate  and  pyrogallic 
acid,  when,  if  after  a  few  minutes  it  is  absorbed,  with  the  exception 
of  a  very  small  bubble,  the  gas  in  that  and  the  remaining  tubes  may 
be  considered  pure.  If  not,  the  first  tube  is  rejected,  and  the  second 
tested  in  the  same  way,  and  so  on. 
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(fi)  Hydric  metaphosphate. — The  glacial  hydric  metaphosphate, 
usually  sold  in  sticks,  is  generally  free  from  ammonia,  or  very  nearly 
so.  A  solution  should  be  made  containing  about  100  gm.  in  a  liter. 
It  should  be  so  far  free  from  ammonia  as  that  10  c.c.  do  not  contain 
an  appreciable  quantity. 

(v)  Calcium  phosphate. — Prepared  by  precipitating  common 
disodium  phosphate  with  calcium  chloride,  washing  the  precipitate 
with  water  by  decantation,  drying  and  heating  to  redness  for  an  hour. 

C.    Beageuts  required  for  the  Estimation  of  Witrogen  present 
as  Nitrates  and  Nitrites  (Crum's  process). 

(a)  Concentrated  sulphuric  acid. — This  must  be  free  from  nitrates 
and  nitrites. 

(/3)  Potassium  permanganate. — Dissolve  about  10  gm.  of  crys- 
tallized potassium  permanganate  in  a  liter  of  distilled  water. 

(y)  Sodium  carbonate. — Dissolve  about  10  gm.  of  dry,  or  an 
equivalent  quantity  of  crystallized  sodium  carbonate  free  from 
nitrates,  in  a  liter  of  distilled  water. 

For  the  Estimation  of  Nitrogen  as  Nitrates  and  Nitrites  in 
Waters  containing  a  very  large  quantity  of  Soluble 
Matter,  but  little  Organic  Nitrogen. 

(8)     Metallic  aluminium. — As  thin  foil. 

(e)  Solution  of  sodium  hydrate. — Dissolve  100  gm.  of  solid 
sodium  hydrate  in  a  liter  of  distilled  water ;  when  cold,  put  it  in  a 
tall  glass  cylinder,  and  introduce  about  100  sq.  cm.  of  aluminium 
foil,  which  must  be  kept  at  the  bottom  of  the  solution  by  means  of  a 
glass  rod.  When  the  aluminium  is  dissolved,  boil  the  solution 
briskly  in  a  porcelain  basin  until  about  one-third  of  its  volume  has 
been  evaporated,  allow  to  cool,  and  make  up  to  its  original  volume 
with  water  free  from  ammonia.  The  absence  of  nitrates  is  thus 
ensured. 

(f)  Broken  pumice. — Clean  pumice  is  broken  in  pieces  of  the  size 
of  small  peas,  sifted  free  from  dust,  heated  to  redness  for  about  an 
hour,  and  kept  in  a  closely  stoppered  bottle. 

(ij)  Hydrochloric  acid  free  from  ammonia. — If  the  ordinary  pure 
acid  is  not  free  from  ammonia,  it  should  be  rectified  from  sulphuric 
acid.  As  only  two  or  three  drops  are  used  in  each  experiment,  it  wiU 
be  sufficient  if  that  quantity  does  not  contain  an  appreciable  pro- 
portion of  ammonia. 

For  the  Estimation  of  Nitrites  by  G-riess's  Process. 

(0)  Meta-phenylene-diamine. — A  half  per  cent,  solution  of  the 
base  in  very  dilute  sulphuric  or  hydrochloric  acid.     The  base  alone  is 
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not  permanent.     If  too  highly  coloured,  it  may  be  bleached  by  pure 
animal  charcoal. 

(i)     Dilute  sulphuric  acid. — One  volume  of  acid  to  two  of  water. 

(k)  Standard  potassium  or  sodium  nitrite. — Dissolve  0'406  gm.  of 
pure  silver  nitrite  in  boiling  distUled  water,  and  add  pure  potassium 
or  sodium  chloride  till  no  further  precipitate  of  silver  chloride  occurs. 
Make  up  to  a  liter;  let  the  silver  chloride  settle,  and  dilute  100  c.c. 
of  the  clear  liquid  to  a  liter.  It  should  be  kept  in  small  stoppered 
bottles  completely  filledj  and  in  the  dark. 

1  c.c.  =  0-01  m.gm.  ^.fig. 

The  colour  produced  by  the  reaction  of  nitrous  acid  on  meta- 
phenylene-diamine  is  triamidoazo-benzene,  or  "  Bismarck  brown." 


D.  Reagents  required  for  the  Estimation  of  Chlorine 

present  as  Chloride. 

(a)  Standard  solution  of  silver  nitrate. — Dissolve  2'3944  gm.  of 
pure  recrystaUized  silver  nitrate  in  distilled  water,  and  make  up  to  a 
liter.  In  use  it  is  convenient  to  measure  it  from  a  burette  which 
holds  10  c.c.  and  is  divided  into  tenths. 

(jS)  Solution  of  potassium  chromate. — A  strong  solution  of  pure 
neutral  potassium  chromate  free  from  chlorine.  It  is  most  con- 
veniently kept  in  a  bottle  similar  to  that  used  for  the  solution  of 
ferrous  chloride  (B.  B). 

E.  Reagents  required  for  determination  of  Hardness. 

(a)  Standard  solution  of  calcium  chloride. — Dissolve  in  dilute 
hydric  chloride,  in  a  platinum  dish,  0-2  gm.  of  pure  crystallized 
calcite,  adding  the  acid  gradually,  and  having  the  dish  covered  with 
a  glass  plate,  to  prevent  loss  by  spirting..  When  all  is  dissolved, 
evaporate  to  dryness  on  a  water  bath,  add  a  little  distUled  water,  and 
again  evaporate  to  dryness.  Repeat  the  evaporation  several  times  to 
ensure  complete  expulsion  of  hydric  chloride.  Lastly,  dissolve  the 
calcium  chloride  in  distilled  water,  and  make  up  to  one  liter. 

(j3)  Standard  solution  of  potassium  soap. — Eub  together  in  a 
mortar  150  parts  of  lead  plaster  and  40  parts  of  dry  potassium 
carbonate.  When  they  are  fairly  mixed,  add  a  little  methylated 
spirit,  and  continue  triturating  until  an  uniform  creamy  mixture  is 
obtained.  Allow  to  stand  for  some  hours,  then  throw  on  to  a  filter, 
and  wash  several  times  with  methylated  spirit.  The  strong  solution 
of  soap  thus  obtained  must  be  diluted  with  a  mixture  of  one  volume 
of  distilled  water  and  two  volumes  of  methylated  spirit  (considering 
the  soap  solution  as  spirit),  until  exactly  14-25  c.c.  are  required  to  form 
a  permanent  lather  with  50  c.c.  of  the  standard  calcium  chloride  (E.  a), 
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the  experiment  being  performed  precisely  as  in  determining  the 
hardness  of  a  water.  A  preliminary  assay  should  be  made  with  a 
small  quantity  of  the  strong  soap  solution  to  ascertain  its  strength. 
After  making  the  solution  approximately  of  the  right  strength,  allow 
it  to  stand  twenty-four  hours ;  and  then,  if  necessary,  filter  it,  and 
afterwards  adjust  its  strength  accurately.  It  is  better  to  make  the 
solution  a  little  too  strong  at  first,  and  dilute  it  to  the  exact  strength 
required,  as  it  is  easier  to  add  alcohol  accurately  than  strong  soap 
sokition. 


THE    ANALYTICAL    PROCESSES. 

§  97.  To  form,  for  sanitary  purposes,  an  opinion  of  the  character 
of  a  natural  water  or  sewage,  it  will  in  most  cases  sufhce  to  determine 
the  nitrogen  as  ammonia,  organic  carbon,  organic  nitrogen,  total  solid 
matter,  nitrogen  as  nitrates  and  nitrites,  suspended  matter,  chlorine 
and  hardness ;  and  in  the  following  pages  the  estimation  of  these  will 
be  considered  in  detail,  and  then,  more  briefly,  that  of  other 
impurities. 

The  method  of  estimating  nitrogen  as  ammonia,  is  substantially  that 
described  by  the  late  W.  A.  Miller  {J.  G.  S.  [2]  iii.  125),  and  that 
for  estimating  organic  carbon  and  nitrogen  was  devised  by  Frankland 
and  Armstrong,  and  described  by  them  in  the  same  journal 
([2]  vi.  77  et  seq). 

1.  Collection  of  Samples. — The  points  to  be  considered  under 
this  head  are,  the  vessel  to  be  used,  the  quantity  of  water  required, 
and  the  method  of  ensuring  a  truly  representative  sample. 

Stoneware  bottles  should  be  avoided,  as  they  are  apt  to  affect  the 
hardness  of  the  water,  and  are  more  difficult  to  clean  than  glass. 
Stoppered  glass  bottles  should  be  used  if  possible ;  those  known  as 
"  "Winchester  Quarts,"  which  hold  about  two  and  a  half  liters  each; 
are  very  convenient  and  easy  to  procure.  ■  One  of  these  will  contain 
sufficient  for  the  general  analysis  of  sewage  and  largely  polluted  rivers, 
two  for  well  waters  and  ordinary  rivers  and  streams,  and  three  for 
lakes  and  mountain  springs.  If  a  more  detailed  analysis  is  required, 
of  course  a  larger  quantity  must  be  taken. 

If  corks  must  be  used,  they  should  be  new,  and  well  washed  with 
the  water  at  the  time  of  collection. 

In  collecting  from  a  well,  river,  or  tank,  plunga  the  bottle  itself, 
if  possible,  below  the  surface ;  but  if  an  intermediate  vessel  must  be 
used,  see  that  it  is  thoroughly  clean  and  well  rinsed  with  the  water. 
Avoid  the  surface  water  and  also  any  deposit  at  the  bottom. 

If  the  sample  is  taken  from  a  pump  or  tap,  take  care  to  let  the 
water  which  has  been  standing  in  the  pump  or  pipe  run  off  before 
collecting,  then  allow  the  stream  to  flow  directly  into  the  bottle.  If 
it  is  to  represent  a  town  water-supply,  take  it  from  the  service  pipe 
communicating  directly  with  the  street  main,  and  not  from  a  cistern. 

In  every  case,  first  fill  the  bottle  completely  with  the  water  thus 
expelling  all  gases  and  vapours,  empty  it  again,  rinse  once  or  twice. 
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carefully  with  the  water,  and  then  fill  it  nearly  to  the  stopper,  and  tie 
down  tightly. 

At  the  tinie  of  collection  note  the  source  of  the  sample,  whether 
from  a  deep  or  shallow  well,  a  river  or  spring,  and  also  its  local  name 
so  that  it  may  be  clearly  identified. 

If  it  is  from  a  well,  ascertain  the  nature  of  the  soil,  subsoU,  and 
water-hearing  stratum;  the  depth  and  diameter  of  the  well,  its 
distance  from  neighboiiring  cesspools,  drains,  or  other  sources  of 
pollution ;  whether  it  passes  through  an  impervious  stratum  before 
entering  the  water-bearing  stratum,  and  if  so,  whether  the  sides  of  the 
well  above  this  are,  or  are  not,  water-tight. 

If  the  sample  is  from  a  river,  ascertain  the  distance  from  the  source 
to  the  point  of  collection ;  whether  any  pollution  takes  place  above 
that  point,  and  the  geological  nature  of  the  district  through  which  it 
flows. 

If  it  is  from  a  spring,  take  note  of  the  stratum  from  which  it  issues. 

2.  Preliminary  Observations. — In  order  to  insure  uniformity, 
the  bottle  should  invariably  be  well  shaken  before  taking  out  a 
portion  of  the  sample  for  any  purpose.  The  colour  should  be 
observed  as  seen  in  a  tall,  narrow  cylinder  standing  upon  a  white 
surface.  It  is  well  to  compare  it  with  distilled  water  in  a  similar 
vessel.  The  taste  and  odour  are  most  easily  detected  when  the  water 
is  heated  to  30"-35°  C. 

Before  commencing  the  quantitative  analysis  it  is  necessary  to 
decide  whether  the  water  shall  be  filtered  or  not  before  analysis. 
This  must  depend  on  the  purpose  for  which  the  examination  is 
undertaken.  As  a  general  rule,  if  the  suspended  matter  is  to  be 
determined,  the  water  should  be  filtered  before  the  estimation  of 
organic  carbon  and  nitrogen,  nitrogen  as  ammonia,  and  total  solid 
residue ;  if  otherwise,  it  should  merely  be  shaken  iip.  If  the 
suspended  matter  is  not  determined,  the  appearance  of  the  water,  as 
whether  it  is  clear  or  turbid,  should  be  noted.  This  is  conveniently 
done  when  measuring  out  the  quantity  to  be  used  for  the  estimation 
of  organic  carbon  and  nitrogen.  If  the  measuring  flask  be  held 
between  the  eye  and  a  good  source  of  .light,  but  with  an  opaque  object 
such  as  a  window  bar,  in  the  line  drawn  from  the  eye  through  the 
centre  of  the  flask,  any  suspended  particles  will  be  seen  well 
illuminated  on  a  dark  ground. 

Water  derived  from  a  newly  sunk  well,  or  which  has  been  rendered 
turbid  by  the  introduction  of  innocuous  mineral  matter  from  some 
temporary  and  exceptional  cause,  should  be  filtered,  but  the  suspended 
matter  in  most  such  cases  need  not  be  determined.  The  introduction 
of  organic  matter  of  any  kind  would  almost  always  render  the  sample 
useless. 

3.  Estimation  of  Witrogen  as  Ammonia. — Place  about 
50  c.c.  of  the  water  in  a  glass  cylinder  about  150  m.m.  high,  and  of 
about  70  c.c.  capacity,  standing  upon  a  white  glazed  tile  or  white 
paper.  Add  about  1  c.c.  of  Nessler's  solution  (A.  a),  stir  with  a 
clean  glass  rod,  and  allow  to  stand  for  a  minute  or  so.     If  the  colour 
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then  seen  does  not  exceed  in  intensity  that  produced  when  O'l  c.c.  of 
the  standard  ammonium  chloride  (A.  ;3)  is  added  to  -50  c.c.  of  water 
free  from  ammonia  (A.  S),  and  treated  in  the  same  way,  half  a  liter  of 
the  water  should  be  used  for  the  estimation.  If  the  colour  he  darker, 
a  proportionately  smaller  quantity  should  be  taken ;  but  it  is  not  con- 
venient to  use  less  than  20  or  25  c.c. 

If  it  has  been  decided  that  the  water  should  be  filtered  before 
analysis,  care  must  be  taken,  should  it  contain  only  a  small  quantity 
of  ammonia,  that  the  Jilter  paper  is  free  from  ammonia.  If  it  is  not, 
it  must  be  steeped  in  water  free  from  ammonia  for  a  day  or  so,  and 
when  used,  the  first  portion  of  the  iiltrate  rejected.  Washing  with 
water,  even  if  many  times  repeated,  is  generally  ineffectual.  When  a 
large  quantity  of  ammonia  is  present,  as  in  highly  polluted  water  and 
sewage,  any  ammonia  in-  the  filter  paper  may  be  neglected.  A 
moderate  quantity  of  suspended  matter  may  also  generally  be  neglected 
with  safety,  even  if  the  water  is  to  be  filtered  in  estimating  organic 
carbon  and  nitrogen  and  total  solid  matter. 

The  water,  filtered  or  unfiltered  as  the  case  may  be,  should  be  care- 
fully measured  and  introduced  into  a  capacious  retort,  connected  by 
an  india-rubber  joint  with  a  Liebig's  condenser,  the  volume  being  if 
necessary,  made  up  to  about  400  c.c.  with  water  free  from  ammonia. 
Add  about  1  gm.  of  sodium  carbonate  (A.  y),  and  distil  rapidly, 
applying  the  lamp  flame  directly  to  the  retort,  and  collect  the  distillate 
in  a  small  glass  cylinder,  such  as  is  described  above.  When  about 
50  c.c.  have  distilled  into  the  first  cylinder,  put  it  aside  and  collect  a 
second  50  c.c,  and  as  soon  as  that  is  over  remove  the  lamp,  and  add 
to  the  second  distillate  about  1  c.c.  ofNessler's  solution,  stir  with  a 
clean  glass  rod,  and  allow  to  stand  on  a  white  tile  or  sheet  of  paper 
for  five  minutes.  To  estimate  the  ammonia  present,  measure  into  a 
similar  cylinder  as  much  of  the  standard  ammonium  chloride  solution 
as  you  judge  by  the  colour  to  be  present  in  the  distillate ;  make  it  up 
with  water  free  from  ammonia  to  the  same  volume,  and  treat  with 
Nessler's  solution  in  precisely  the  same  way.  If,  on  standing,  the 
intensity  of  colour  in  the  two  cylinders  is  equal,  the  quantity  of 
ammonia  is  also  equal,  and  this  is  known  in  the  trial  cylinder.  If  it 
is  not  equal,  another  trial  must  be  made  with  a  greater  or  less  quantity 
of  ammonium  chloride.  The  ammonium  chloride  must  not  be  added 
after  the  Nessler's  solution,  or  a  turbidity  wiU  be  produced  which 
entirely  prevents  accurate  comparison.  If  the  ammonia  in  the  second 
distillate  does  not  exceed  that  in  0'2  c.c.  of  the  standard  ammonium 
chloride,  the  distillation  need  not  be  proceeded  with  any  further,  but 
if  otherwise,  successive  quantities  must  be  distilled  and  tested  until 
ammonia  ceases  to  be  found.  If  the  ammonia  in  the  second  distUlate 
corresponds  to  0'4  c.c.  or  less  of  the  ammonium  chloride,  that  in  the  first 
may  be  estimated  in  the  same  way ;  but  if  the  second  contains  a 
greater  quantity  of  ammonia,  the  first  must  be  measured,  and  an 
aliquot  part  taken  and  diluted  to  about  50  c.c.  with  water  free  from 
ammonia,  as  it  is  likely  to  contain  so  much  ammonia  as  to  give  a 
colour  too  intense  to  admit  of  easy  comparison.  A  colour  produced 
by  more  than  2  c.c.  of  ammonium  chloride  cannot  be  conveniently 
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employed.*  When,  as  in  the  case  of  sewage,  a  large  quantity  of 
ammonia  is  known  to  be  present,  it  saves  trouble  to  distil  about 
100  CO.  at  first,  and  at  once  take  an  aliquot  part  of  that,  as  above 
described.  If  the  liquid  spirts  in  distilling,  arrange  the  retort  so  that 
the  joint  between  the  retort  and  condenser  is  the  highest  point ;  the 
distillation  will  proceed  rather  more  slowly,  but  anything  carried  up 
mechanically  will  be  returned  to  the  retort.  When  the  ammonia  has 
been  estimated  in  all  the  distillates,  add  together  the  correspondiag 
volumes  of  ammonium  chloride  solution ;  then,  if  500  c.c.  have  been 
employed  for  the  experiment,  the  number  of  c.c.  of  ammonium 
chloride  used  divided  by  100  will  give  the  quantity  of  nitrogen  as 
ammonia  in  100,000  parts  of  the  water;  if  less  than  that,  say  y  c.c. 
have  been  used,  multiply  the  volume  of  ammonium  chloride  by  5  and 
divide  by  y. 

Before  commencing  this  operation,  ascertain  that  the  retort  and 
condenser  are  free  from  ammonia -by  distilling  a  little  common  water 
or  distilled  water  with  sodium  carbonate  until  the  distillate  is  free 
from'ammonia.  Eemove  the  residue  then,  and  after  each  estimation, 
by  means  of  a  glass  syphon,  without  disconnecting  the  retort.  If  a 
small  quantity  of  water  is  to  be  distilled,  the  residue  or  part  of  it  from 
a  previous  experiment  may  be  left  in  the  retort,  instead  of  adding 
water  free  from  ammonia,  care  being  taken  that  the  previous  distilla- 
tion was  continued  until  ammonia  ceased  to  be  evolved. 

When  urea  is  present  the  evolution  of  ammonia  is  long  continued, 
owing  to  the  decomposition  of  the  urea.  In  such  cases,  ooUect  the 
distillate  in  similar  quantities,  and  as  soon  as  the  first  rapid  diminution 
in  the  amount  of  ammonia  has  ceased,  neglect  the  remainder,  as  this 
would  be  due  almost  wholly  to  decomposition  of  the  urea. 

4.  Estimation  of  Organic  Carbon  and  Nitrogen. — This 
should  be  commenced  as  soon  as  the  nitrogen  as  ammonia  has  been 
determined.  If  that  is  less  than  0'05  part  per  100,000,  a  liter  should 
be  used;  if  more  than  0'05,  and  less  than  0"2,  half  a  Hter;  if  more 
than  0*2,  and  less  than  I'O,  a  quarter  of  a  liter;  if  more  than  1-0,  a 
hundred  c.c.  or  less.  These  quantities  are  given  as  a  guide  in  dealing 
with  ordinary  waters  and  sewage,  but  subject  to  variation  in  exceptional 
cases.  A  quantity  which  is  too  large  should  be  avoided  as  entailing 
needless  trouble  in  evaporation,  and  an  inconveniently  bulky  residue 
and  resulting  gas.  If  it  is  to  be  filtered  before  analysis,  the  same 
precaution  as  to  filter  paper  must  be  taken  as  for  estimation  of  nitrogen 
as  ammonia,  the  same  filter  being  generally  used. 

Having  measured  the  quantity  to  be  used,  add  to  it  in  a  capacious 
flask  15  c.c.  of  the  solution  of  sulphurous  acid  (B.  /3),  and  boU  briskly 
for  a  few  seconds,  in  order  to  decompose  the  carbonates  present. 
Evaporate  to  dryness  in  a  hemispherical  glass  dish,  about  a  decimeter 
in  diameter,  and  preferably  without  a  lip,  supported  in  a  copper  dish 

*  In  order  to  insure  absolute  accuracy  in  Nesslerizing  it  is  necessary  tliat  the  distillate 
should  be  of  the  same  temperature  as  the  st^indaxd  liquid  made  by  raising  the  ammonium 
ohJoride  with  distilled  water.  Hazen  and  Clark  (Attier.  CTiem.  3ov/e,  xii.  425)  found  that 
the  water  Nesslerized  from  a  metal  condenser,  immediately  after  collection^  gave  a  lower 
figure  than  when  the  two  liquids  were  allgwed  to  assume  the  same  temperature. 
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with  a  flange  (fig.  61  d  e).  The  flange  has  a  diameter  of  about  14 
centimeters,  is  sloped  slightly  towards  the  centre,  and  has  a  rim  of 
about  5  m.m.  turned  up  on  its  edge,  except  at  one  point,  where  a 
small  lip  is  provided.  The-  concave  portion  is  made  to  fit  the  contour 
of  the  outside  of  the  glass  dishes,  and  is  of  such  a  depth  as  to  allow 
the  edge  of  the  dish  to  rise  about  15  m.m.  above  the  flange.  The 
diameter  of  the  concavity  at  /  is  about  90  m.m.,  and  the  depth  at  g 
about  30  m.m.  A  thin  glass  shade,  such  as  is  used  to  protect  statuettes, 
about  30  centimeters  high,  stands  on  the  flange  of  the  copper  dish,  its 
diameter  being  such  as  to  fit  without  difficulty  on  the  flange,  and  leave 
a  sufficient  space  between  its  interior  surface  and  the  edge  of  the  glass 
dish.  The  copper  dish  is  supported  on  a  steam  or  water  bath,  and  the 
water  as  it  evaporates  is  condensed  on  the  interior  of  the  glass  shade, 
runs  down  into  the  copper  dish,  filling  the  space  between.it  and  the 
glass  dish,  and  then  passes  off  by  the  lip  at  the  edge  of  the  flange,  a 
piece  of  tape  held  by  the  edge  of  the  glass  shade,  and  hanging  over 
the  lip,  guiding  it  into  a  vessel  placed  to  receive  it. 


Mg.  60. 


Pig.  61. 


We   are   indebted   to   Bischof    for    an   improved   apparatus  ^for' 
evaporation,  which  by  keeping  the  dish  always  full  by  a  self-acting 
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'Contrivance  permits  the  operation  to  proceed  without  attention  during 
the  night,  and  thus  greatly  reduces  the  time  required.  This  form  of 
apparatus  is  shown  in  fig.  61.  The  glass  dish  d  is  supported  by  a 
■copper  dish  e,  as  described  above,  and  resting  on  the  latter  is  a  stout 
■copper  ring  h,  which  is  slightly  conical,  being  115  m.m.  in  diameter  at 
the  top  and  130  at  the  bottom.  At  the  top  is  a  narrow  flange  of  about 
10  m.m.  with  a  vertical  rim  of  about  5  m.m.  The  diameter  across  this 
flange  is  the  same  as  the  diameter  of  the  dish  e,  so  that  the  glass  shade 
i  will  fit  securely  either  on  h  or  e.  The  height  of  the  conical  ring  is 
about  80  m.m. 

The  automatic  supply  is  accomplished  on  the  well-known  principle 
of  the  bird  fountain,  by  means  of  a  delivery  tube  h,  the  upper  end  of 
which  is  enlarged  to  receive  the  neck  of  the  flask  a  containing  the 
water  to  be  evaporated,  the  joint  being  carefully  ground  so  as  to  be 
water-tight.  The  upper  vertical  pa,rt  of  h,  including  this  enlargement, 
is  about  80  m.m.  in  length,  and  the  sloping  part  about  260  m.m.,  with 
a  diameter  of  13  m.m.  The  lower  end  which  goes  into  the  dish  is  again 
vertical  for  about  85  m.m.  and  carries  a  side  tube  c  of  about  3  m.m. 
internal  diameter,  by  which  air  enters  the  delivery  tube  whenever  the 
level  of  the  water  in  the  dish  falls  below  the  point  at  which  the  side 
tube  joins  the  delivery  tube.  The  distance  from  this  point  to  the  end 
of  the  tube  which  rests  on  the  bottom  of  the  dish  at  g,  and  is  there 
somewhat  contracted,  is  about  30  m.m.  The  side  tube  c  should  not  be 
attached  on  the  side  next  the  flask,  as  if  so  the  inclined  part  of  h 
passes  over  its  mouth  and  renders  it  very  difficult  to  clean.  Mills 
prevents  circulation  of  liquid  in  the'  sloping  part  of  the  tube  by 
bending  it  into  a  slightly  undulating  form,  so  that  permanent  bubbles 
of  air  are  caught  and  detained  at  twd  points  in  it.  The  flask  a  should 
hold  about  1200  c.c,  and  have  a  rather  narrow  neck — about  20  m.m. 
— and  a  flat  bottom.  A  small  slot  is  cut  in  the  upper  edge  of  the  copper 
ring  h  to  accommodate  the  delivery  tube,  as  shown  in  fig.  60.  Its  size 
and  shape  should  be  such  that  the  tube  does  not  touch  the  edge  of  the 
glass  shade  i,  lest  water  running  down  the  inner  surface  of  the  shade 
should  find  its  way  down  the  outside  of  the  delivery  tube  into  the 
dish.  This  being  avoided,  the  opening  should  be  as  closely  adjusted 
to  the  size  of  the  delivery  tube  as  can  be.  The  copper  dish  e  should 
rest  on  a  steam  or  water  bath,  so  that  only  the  spherical  part  is 
exposed  to  the  heat. 

After  the  addition  of  the  15  c.c.  of  sulphuric  acid,  the  water  may 
either  be  boiled  in  the  flask  a,  or  in  another  more  capacious  one,  and 
then  transferred  to  a.  It  should  be  allowed  to  cool  before  the  delivery 
tube  is  adjusted,  otherwise  the  joint  between  the  two  is  liable  to 
become  loose  by  expansion  of  the  cold  socket  of  the  delivery  tube, 
after  being  placed  over  the  hot  neck  of  the  flask. 

The  glass  dish  having  been  placed  on  the  copper  dish  e,  the  conical 
ring  h  is  fitted  on,  and  the  flask  with  the  delivery  tube  attached 
inverted,  as  shown  in  fig.  61,  a  h.  This  should  not  be  done  too 
hurriedly,  and  with  a  little  care  there  is  no  risk  of  loss.  The  flask  is 
supported  either  by  a  large  wooden  filtering  stand,  the  ring  of  which 
has  had  a  slot  cut  in  it  to  allow  the  neck  of  the  flask  to  pass  or  by  a 
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clamp  applied  to  the  upper  end  of  the  delivery  tube  where  the  neck  of 
the  flask  fits  in.  The  delivery  tube  having  been  placed  in  the  slot  made 
to  receive  it,  the  glass  shade  is  fitted  on,  and  the  evaporation  allowed 
to  proceed.  When  all  the  water  has  passed  from  the  flask  into  the 
dish,  the  flask  and  delivery  tube  and  the  conical  ring  7i  may  be 
removed,  and  the  glass  shade  placed  directly  on  the  dish  e  until  the 
evaporation  is  complete.  If  the  water  is  expected  to  contain  a  large 
quantity  of  nitrates,  two  or  three  drops  of  ferrous  chloride  (B.  2) 
should  be  added  to  the  first  dishful ;  and  if  it  contains  little  or  no 
carbonate,  one  or  two  c.c.  of  hydric  sodium  sulphide  (B.  \).  The 
former  facilitates  the  destruction  of  nitrates  and  nitrites,  and  the  latter 
furnishes  base  for  the  sulphuric  acid  produced  by  oxidation  of  the 
sulphurous  acid,  and  which  would,  if  free,  decompose  the  organic 
matter  when  concentrated  by  evaporation.  An  estimate  of  the 
quantity  of  carbonate  present,  sufficiently  accurate  for  this  purpose, 
may  generally  be  made  by  observing  the  quantity  of  precipitate 
thrown  down  on  addition  of  sodium  carbonate  in  the  determination  of 
nitrogen  as  ammonia. 

"With  sewages  and  very  impure  waters  (containing  upwards  of  O'l 
part  of  nitrogen  as  ammonia  per  100,000  for  example)  such  great 
precaution  is  hardly  necessary,  and  the  quantity  to'  evaporate  being 
small,  the  evaporation  may  be  conducted  in  a  glass  dish  placed  directly 
over  a  steam  bath,  and  covered  with  a  drum  or  disc  of  filter  paper 
made  by  stretching  the  paper  by  means  of  two  hoops  of  light  split 
cane,  one  thrust  into  the  other,  the  paper  being  between  them,  in  the 
way  often  employed  in  making  dialySers.  This  protects  the  contents  of 
the  dish  from  dust,  and  also  to  a  great  extent,  from  ammonia  which 
may  be  in  the  atmosphere,  and  which  would  impair  the  accuracy  of  the 
results.  As  a  glass  dish  would  be  in  some  danger  of  breaking  by  the 
introduction  of  cold  water,  the  flask  containing  the  water  being 
evaporated  in  this  or  in  the  first  described  manner,  must  be  kept  on  a 
hot  plate  or  sand  bath  at  a  temperature  of  about  60"  or  70°  C.,  and 
should  be  covered  with  a  watch-glass.  This  precaution  is  not  necessary 
when  Bischof 's  apparatus  is  used.  If,  at  any  time,  the  water  in  the 
flask  ceases  to  smeU  strongly  of  sulphurous  acid,  more  should  be 
added.  The  preliminary  boiling  may  be  omitted  when  less  than 
250  c.c.  is  used.  When  the  nitrogen  as  nitrates  and  nitrites  exceeds 
0'5  part,  the  dish,  after  the  evaporation  has  been>  carried  to  dryness, 
should  be  filled  with  distilled  water  containing  ten  per  cent,  of 
saturated  sulphurous  acid  solution,  and  the  evaporation  again  carried 
to  dryness.  If  it  exceeds  I'O  part,  a  quarter  of  a  liter  of  this  solution 
should  be  evaporated  on  the  residue;  if  2-0  parts,  half  a  liter;  and  if 
5  parts,  a  liter.  If  less  than  a  liter  has  been  evaporated,  a  pro- 
portionally smaller  volume  of  this  solution  may  be  used.  The 
estimation  of  nitrogen  as  nitrates  and  nitrites  will  usually  be 
accomplished  before  this  stage  of  the  evaporation  is  reached. 

M.  W.  Williams  proposes  to  avoid  the  use  of  sulphurous  acid, 
with  its  acknowledged  disadvantages  and  defects,  by  removing  the 
nitric  and  nitrous  acids  with  the-  zinc-copper  couple  and  converting 
them  into  ammonia.     If  the  amount  is  large,  it  is  best  distilled  from 
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a  retort  into  weak  acid;  if  small,  into. an  empty  Nessler  tube.  The 
amount  so  found  is  calculated  into  nitrogen  as  nitrates  and  nitrites,  if 
the  latter  are  found  in  the  water.  The  residue,  when  free  from 
ammonia  is  further  concentrated,  the  separated  carbonates  re-dissolved 
in  phosphoric  or  sulphurous  acid,  in  just  sufficient  quantity,   then 


Fig  62. 

transferred  to  a  glass  basin  for  evaporation  to  dryness  as  usual  ready 
for  combustion  (/.  C.  S.,  1881,  144). 

In  the  case  of  sewage,  however,  it  is  advisable  to  employ  hydric 
metaphosphate  in  the  place  of  sulphurous  acid,  as  the  ammonium 
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phosphate  is  even  less  volatile  than  the  sulphite.  This  can  only  be 
employed  for  sewage  and  similar  liquids,  which  are  free  from  nitrates 
and  nitrites.  To  the  measured  quantity  of  liquid  to  he  evaporated 
add,  in  the  glass  dish,  10  c.c.  of  the  hydric  metaphosphate  (B.  /j), 
and,  in  order  to  render  the  residue  more  convenient  to  detach  from 
the  dish,  about  half  a  gram  of  calcium  phosphate  (B.  v),  and  proceed 
as  usual.  No  ferrous  chloride,  sulphurous  acid,  or  sodium  sulphite 
is  required  ;  nor  is  it  necessary  to  boil  .before  commencing  the 
evaporation. 

The  next  operation  is  the  combustion  of  the  residue.  The 
combustion  tube  should  be  of  hard,  difficultly  fusible  glass,  with  an 
internal  diameter  of  about  10  m.m.  Cut  it  in  lengths  of  about 
430  m.m.,  and  heat  one  end  of  each  in  the  blowpipe  flame  to  round 
the  edge.  Wash  well  with  water,  brushing  the  interior  carefully  with 
a  tube  brush  introduced  at  the  end  whose  edge  has  been  rounded, 
rinse  with  distilled  water,  and  dry  in  an  oven.  When  dry,  draw  off 
and  close,  at  the  blowpipe,  the  end  whose  edge  has  been  left  sharp. 
The  tube  is  then  ready  for  use. 

Pour  on  to  the  perfectly  dry  residue  in  the  glass  dish,  standing  on 
a  sheet  of  white  glazed  paper,  a  little  of  the  fine  cupric  oxide  (B.  e), 
and  with  the  aid  of  a  small  elastic  steel  spatula  (about  100  m.m.  long 
and  15  m.m.  wide)  carefully  detach  the  residue  from  the  glass  and 
rub  it  down  with  the  cupric  oxide.  The  spatula  readily  accommodates 
itself  to  the  curvature  of  the  dish,  and  effectually  scrapes  its  surface. 
When  the  contents  of  the  dish  are  fairly  mixed,  fill  about  30  m.m.  of 
the  length  of  the  combustion  tube  with  granulated  cupric  oxide 
(B.  e),  and  transfer  the  mixture  in  the  dish  to  the  tube.  This  is  done 
in  the  usual  way  by  a  scooping  motion  of  the  end  of  the  tube  in  the 
dish,  the  last  portions  being  transferred  by  the  help  of  a  bent  card  or 
a  piece  of  clean  and  smooth  platinum  foil.  Rinse  the  dish  twice  with 
a  little  fine  cupric  oxide,  rubbing  it  well  round  each  time  with  the 
spatula,  and  transfer  to  the  tube  as  before.  Any  particles  scattered 
on  the  paper  are  also  to  be  put  in.  KU  up  to  a  distance  of  270  m.m. 
from  the  closed  end  with  granular  cupric  oxide,  put  in  a  cylinder  of 
metallic  copper  (B.  f);  ^'^^  t^i^ii  again  20  m.m.  of  granular  cupric 
oxide.  This  last  is  to  oxidize  any  traces  of  carbonic  oxide  which 
might  be  formed  from  carbonic  anhydride  by  the  reducing  action  of 
iron  or  other  impurity  in  the  metallic  copper.  Now  draw  out  the  end 
of  the  tube  so  as  to  form  a  neck  about  100  m.m.  long  and  4  m.m.-  in 
diameter,  fuse  the  end  of  this  to  avoid  injury  to  the  india-rubber 
connector,  and  bend  it  at  right-angles.  It  is  now  ready  to  be  placed 
in  the  combustion  furnace  and  attached  to  the  Sprengel  pump. 

The  most  convenient  form  of  this  instrument  for  the  purpose  is 
shown  in  fig.  62.  The  glass  funnel  a  is  kept  supplied  with  mercury, 
and  is  connected  by  a  caoutchouc  joint  with  a  long  narrow  glass  tube . 
which  passes  down  nearly  to  the  bottom  of  a  wider  tube  d,  900  m.m. 
long,  and  10  m.m.  in  internal  diameter.  The  upper  end  of  d  is 
cemented  into  the  throat  of  a  glass  funnel  c  from  which  the  heck  has 
been  removed.  A  screw  clamp  b  regulates  the  flow  of  mercury  down 
the  narrow  tube.     A  piece  of  ordinary  glass  tube  /  g,  about  6  m.m.  in 


§  97.  WATBE  AND   SEWAGE  ANALYSIS.  433 

diameter  and  600  m.m.  in  length,  is  attached  at  g'  to  a  tube  g  hk, 
about  6  m.m.  in  diameter,  1500  m.m.  long,  with  a  bore  of  1  m.m. 
This  is  bent  sharply  on  itself  at  h,  the  part  h  h  being  1300  m.m.  long, 
and  the  two  limbs  are  firmly  lashed  together  with  copper  wire  at  two 
points,  the  tubes  being  preserved  from  injury  by  short  sheaths  of 
caoutchouc  tube.  The  end  h  is  recurved  for  the  delivery  of  gas.  At 
the  top  of  the  bend  at  h,  a  piece  of  ordiaary  tube  li  I,  about  120  m.m. 
long,  and  5  m.m.  in  diameter,  is  sealed  on.  The  whole  I  his,  kept  in 
a  vertical  position  by  a  loose  support  or  guide,  near  its  upper  part,  the 
whole  of  its  weight  resting  on  the  end  k,  so  that  it  is  comparatively 
free  to  move.  It  is  connected  at  /  with  the  lower  end  of  d,  by  means 
of  a  piece  of  caoutchouc  tube  covered  with  tape,  and  furnished  with 
a  screw  clamp  e.  At  I  it  is  connected  with  the  combustion  tube  o,  by 
the  connecting  tube  I  m  n,  which  is  made  of  tube  similar  to  that  used 
for  Ilk.  A  cork  slides  on  h  I,  which  is  fitted  into  the  lower  end  of 
a  short  piece  of  tube  of  a  width  sufficient  to  pass  easily  over  the 
caoutchouc  joint  connecting  the  tubes  at  /.  After  the  joint  has 
been  arranged  (the  ends  of  the  tubes  just  touching)  and  bound  with 
wire,  the  cork  and  wide  tube  are  pushed  over  it  and  filled  with 
glycerine.  The  joint  at  n  is  of  exactly  the  same  kind,  but  as  it  has  to 
be  frequently  disconnected,  water  is  used  instead  of  glycerine,  and  the 
caoutchouc  is  not  bound  on  to  the  combustion  tube  with  wire.  It 
will  be  seen  that  the  joint  at  I  is  introduced  chiefly  to  give  flexibility 
to  the  apparatus.  At  m  is  a  small  bulb  blown  on  the  tube  for  the 
purpose  of  receiving  water  produced  in  the  combustion.  This  is 
immersed  in  a  small  water  trough  x.  The  tube  h  k  stands  in  a  mercury 
trough  p,  which  is  shown  in  plan  on  a  larger  scale  at  B. 

This  trough  should  be  cut  of  a  solid  piece  of  mahogany,  as  it  is 
extremely  difficult  to  make  joints'  to  resist  the  pressure  of  such 
a  depth  of  mercury.  It  is  200  m.m.  long,  155  m.m.  wide,  and 
100  m.m.  deep,  outside  measurement.  Theedge  r  r  is  13  m.m.  wide, 
and  the  shelf  s  65  m.m.  wide,  174  m.m.  long,  and  50  m.m.  deep  from 
the  top  of  the  trough.  The  channel  t  is  25  m.m.  wide,  and  75  m.m. 
deep,  having  at  one  end  a  circular  well  w,  42  m.m.  in  diameter,  and 
90  m.m.  deep.  The  recesses  u  u  are  to  receive  the  ends  of  two 
Sprengel  pumps.  They  are  each  40  m.m.  long,  25  m.m.  wide,  and 
of  the  same  depth  as  the  channel  t.  A  short  iron  wire  v,  turning  on 
a  small  staple,  and  resting  at  the  other  end  against  an  iron  pin, 
stretch'es  across  each  of  these,  and  serves  as  a  kind  of  gate  to  support 
the  test  tube,  in  which  the  gas  delivered  by  the  pump  is  collected. 
The  trough  stands  upon  four  legs,  75  m.m.  high,  and  is  provided  at 
the  side  with  a  tube  and  screw  clamp  q,  by  which  the  mercury  may 
be  drawn  off  to  the  level  of  the  shelf  s. 

The  combustion  tube  being  placed  in  the  furnace,  protected  from 
the  direct  action  of  the  flame  by  a  sheet-iron  trough  lined  with 
asbestos,  and  the  water  joint  at  n  adjusted,  the  gas  is  lighted  at  the 
front  part  of  furnace  so  as  to  heat  the  whole  of  the  metallic  copper 
and  part  of  the  cupric  oxide.  A  small  screen  of  sheet  iron  is 
adjusted  astride  of  the  combustion  tube  to  protect  the  part  beyond 
the  point  up  to  which  the  gas  is  burning  from  the  heat. 
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At  the  same  time  a  stream  of  mercury  is  allowed  to  flow  from^the 
funnel  a,  which  fills  the  tubes  d  and  /  until  it  reaches  h,  when  it  falls 
in  a  series  of  peUets  down  the  narrow  tube  h  k,  each  carrying'before 
it  a  quantity  of  air  drawn  from  the  combustion  tube.     ^The  flow  of 
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mercury  must  be  controlled  by  means  of  the  clamps  h  and  e,  so  as  not 
to  be  too  rapid  to  admit  of  the  formation  of  these  separate  pistons, 
and  especially,  care  should  be  taken  not  to  permit  it  to  go  so  fast  as 
to  mount  into  the  connecting  tube  I  m  n,  ss  it  cannot  be  removed 
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thence  except  by  disconnecting  the  tube.  During  the  exhaustion,  the 
trough  X  is  filled  with  hot  water  to  expel  from  the  bulb  m  any  water 
condensed  from  a  previous  operation.  In  about  ten  minutes  the 
mercury  will  fall  in  the  tube  h  k  with  a  loud,  sharp,  clicking  sound, 
showing  that  the  vacuum  is  complete.  As  soon  as  this  occurs,  the 
pump  may  be  stopped,  a  test  tube  filled  with  mercury  inverted  over 
the  delivery  end  of  the  tube  k,  cold  water  substituted  for  hot  in  the 
trough  X,  the  iron  screen  removed,  and  combustion  proceeded  with  in 
the  usual  way.  This  will  take  from  fifty  to  sixty  minutes.  As  soon 
as  the  whole  of  the  tube  is  heated  to  redness,  the  gas  is  turned  off, 
and  the  tube  immediately  exhausted,  the  gases  produced  being 
transferred  to  the  tube  placed  to  receive  them.  When  the  exhaustion 
is  complete,  the  test  tube  of  gas  may  be  removed  in  a  small  beaker, 
and  transferred  to  the  gas  analysis  apparatus. 

This  gas  collected  consists  of  carbonic  anhydride,  nitric  oxide, 
nitrogen,  and  (very  rarely)  carbonic  oxide,  which  can  readily  be 
separated  and  estimated  by  the  ordinary  methods  of  gas  analysis. 
This  is  rapidly  accomplished  with  the  apparatus,  shown  in  the 
accompanying  diagram.  Kg.  63,  which,  whilst  it  does  not  permit  of 
analysis  by  explosion,  leaves  nothing  to  be  desired  for  this  particular 
operation.  It  is  essentially  that  described  by  Frankland  (/.  0.  S. 
[2]  vi.  109),  but  is  slightly  modified  in  arrangement.  In  the  diagram, 
a  c  d  is  a  measuring  tube,  of  which  the  cylindrical  portion  a  is 
370  m.m.  long,  and  18  m.m.  in  internal  diameter,  the  part  c  40  m.m. 
long,  and  7  m.m.  in  diameter,  and  the  part  d  175  m.m.  long,  and 
2-5  m.m.  in  diameter.  To  the  upper  end  oi  d  a,  tube,  with  a  capillary 
bore  and  stop-cock  /,  is  attached,  and  bent  at  right-angles.  Allowing 
20  m.m.  for  each  of  the  conical  portions  at  the  joints  between  a  and 
c,  and  c  and  d,  and  25  m.m.  for  the  vertical  part  of  the  capillary  tube, 
the  vertical  measurement  of  ■  the  entire  tube  is  650  m.m.  It  is 
graduated  carefully  from  below  upward,  at  intervals  of  10  m.ra.,  the 
zero  being  100  m.m.  from  the  end,  as  about  that  length  of  it  is  hidden 
by  its  support,  and  therefore  unavailable.  The  topmost  10  m.m.  of  d 
should  be  divided  into  single  millimeters.  At  the  free  end  of  the 
capillary  tube  a  small  steel  cap  shown  in  fig.  64,  B,  is  cemented  gas- 
tight.     The  lower  end  of  a  is  drawn  out  to  a  diameter  of  5  m.m. 


t 


The  tube  b  is  about  1'2  meter  long,  and  6  m.m.  internal  diameter,  is 
drawn  out  like_a  at  the  lower  end,  and  graduated  in  millimeters 
from  below  upward,  the  zero  being  alDOut  100  m.m.  from  the  end.* 
The  tubes  a  c  d  and  b  pass  through  a  caoutchouc  stopper  o,  which  fits 

*  The  graduation  is  not  shown  in  the  diagram. 
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into  the  lower  end  of  a  glass  cylinder  n  n,  intended  to  contain  water 
to  give  a  definite  temperature  to  the  gas  in  measuring.  The  zeros  of 
the  graduations  should  be  about  10  m.m.  above  this  stopper. 
Immediately  below  this  the  tubes  are  firmly  clasped  by  the  wooden 
clamp  p  (shown  in  end  elevation  and  plan  at  fig.  63,  B,  C),  the  two 
parts  of  which  are  drawn  together  by  screws,  the  tubes  being 
protected  from  injury  by  a  piece  of  caoutchouc  tube  fitted  over  each. 
The  clamp  is  supported  on  an  upright  piece  of  wood,  screwed  firmly 
to  the  base  A.  If  the  stopper  o  is  carefully  fitted,  and  the  tubes 
tightly  clamped,  no  other  support  than  p  will  be  necessary.  The 
tubes  below  the  clamp  are  connected  by  joints  of  caoutchouc  covered 
with  tape,  and  strongly  bound  with  wire,  to  the  vertical  legs  of  the 
union  piece  q,  to  the  horizontal  leg  of  which  is  attached  a  long 
caoutchouc  tube  of  about  2  m.m.  internal  diameter,  which  passes  to 
the  glass  reservoir  t.  This  tube  must  be  covered  with  strong  tape,  or 
(less  conveniently)  have  a  lining  of  canvas  between  two  layers  of 
caoutchouc,  as  it  will  be  exposed  to  considerable  pressure.  In  its 
course  it  passes  through  the  double  screw  steel  pinch-cock  r,  the  lower 
bar  of  which  is  fixed  to  the  side  of  the  clamp  p.  It  is  essential  that 
the  screws  of  the  pinch-cock  should  have  smooth  collars  like  that 
shown  in  fig.  64  A,  and  that  the  upper  surface  of  the  upper  bar  of 
the  pinch-cock  should  be  quite  flat,  the  surfaces  between  which  the 
tube  is  passed  being  cyhndrical. 

Frankland  has  introduced  a  form  of  joint  by  which  the  steel  caps 
and  clamp  are  dispensed  with.  The  capillary  tube  at  the  uftper  end 
of  a  c  d  is,  expanded  into  a  small  cup  or  funnel,  and  the  capillary  tube 
of  the  laboratory  vessel  bent  tiuice  at  right-angles,  the  end  being 
drawn  out  in  a  conical  form  to  fit  into  the  neck  of  the  above-named 
cup.  The  opposed  surfaces  are  fitted  by  grinding  or  by  covering  the 
conical  end  of  the  laboratory  vessel  with  thin  sheet  caoutchouc.  The 
joint  is  kept  tight  by  an  elastic  band  attached  at  one  end  to  the  stand, 
and  at  the  other  to  a  hook  on  the  horizontal  tube  of  the  laboratory 
vessel,  and  the  cup  is  filled  with  mercury. 

In  the  base  A  is  fixed  a  stout  iron  rod,  1  'i  meter  long,  with  a  short 
horizontal  arm  at  its  upper  end,  containing  two  grooved  pulleys.  The 
reservoir  t  is  suspended  by  a  cord  passing  over  these  pulleys,  and 
attached  to  an  eye  u  in  the  iron  rod,  the  length  of  the  cord  being  such 
that,  when  at  full  stretch,  the  bottom  of  the  reservoir  is  level  with  the 
bottom  of  the  clamp  p.  A  loop  is  made  on  the  cord,  which  can  be 
secured  by  a  hook  v  on  the  rod,  so  that  when  thus  suspended,"  the 
bottom  of  t  is  about  100  m.m.  above  the  stop-cock/.  A  stout  elastic 
band  fitted  round  t  at  its  largest  diameter  acts  usefully  as  a  fender  to 
protect  it  from  an  accidental  blow  against  the  iron  rod.  A 
thermometer  e,  suspended  by  a  wire  hook  from  the  edge  of  the 
cylinder,  n  n,  gives  the  temperature  of  the  contained  water,  the  uni- 
formity of  which  may  be  insured  (though  it  is  scarcely  necessary)  by 
passing  a  slow  succession  of  bubbles  of  air  through  it  or  by  moving  up 
and  down  in  it  a  wire  with  its  end  bent  into  the  form  of  a  ring.  The 
jar  Ic  is  called  the  laboratory  vessel,  and  is  100  m.m.  high,  and  38  m.m. 
m  internal  diameter,  having  a  capillary  tube,  glass  stop-cock,  and  steel 
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cap  g'  Ji  exactly  like/^.  The  mercury  trough  I  is  shown  in  figs.  65 
and  66.  It  is  of  solid  mahogany,  265  m.m.  long,  80  m.m.  broad,  and 
90  m.m.  deep,  outside  measurement.  The  rim  a  a  a  a  is  8  m.m. 
broad,  and  15  m.m.  deep.  The  excavation  b  is  230  m.m.  long, 
26  m.m.  broad,  and  65  m.m.  deep,  with  a  circular  cavity  to  receive 
the  laboratory  vessel  sunk  at  one  end,  45  m.m.  in  diameter,  and 
20  m.m.  in  depth  below  the  top  of  the  excavation.  Two  small  lateral 
indentations  c  c  (fig.  66)  near  the  other  end  accommodate  a  capsule  for 
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transferring  to  the  trough  tubes  containing  gas.  This  trough  rests 
upon  a  telescope  table,  which  can  be  fixed  at  any  height  by  means  of 
a  screw,  and  is  supported  on  three  feet.  It  must  be  arranged,  so  that 
when  the  laboratory  vessel  is  in  its  place  in  the  trough,  the  two  steel 
caps  exactly  correspond  face  to  face. 

The  difference  of  level  of  the  mercury  in  the  tubes  h  and  a  c  d, 
caused  by  capillary  action,  when  both  are  freely  open  to  the  air,  must 
be  ascertained  by  taking  several  careful  observations.  This  will  be 
different  for  .each  of  the  portions  a  c  and  d,  and  must  be  added  to  or 
deducted  from  the  observed  pressure,  as  the  mercury  when  thus  freely 
exposed  in  both  tubes  to  the  atmospheric  pressure  stands  in  a  c  or  rf 
above  or  below  that  in  b.  This  correction  will  include  ako  any  that 
may  be  necessary  for  difference  of  level  of  the  zeros  of  the  graduations 
of  the  two  tubes,  and,  if  the  relative  positions  of  these  be  altered,  it 
must  be  redetermined.  A  small  telescope,  sliding  on  a  vertical  rod, 
should  be  used  in  these  and  all  other  readings  of  the  level  of  mercury. 

The  capacity  of  the  measuring  tube  a  c  d  3.t  each  graduation  must 
now  be  determined.  This  is  readily  done  by  first  filling  the  whole 
apparatus  with  mercury,  so  that  it  drips  from  the  cap  g.  The  stop- 
cock /  is  then  closed,  a  piece  of  caoutchouc  tube  slipped  over  the  cap, 
and  attached  to  a  funnel  supplied  with  distilled  water.  The  reservoir 
t  being  lowered,  the  clamp  r  and  the  stop-cock  /  are  opened,  so  that 
the  mercury  returns  to  the  reservoir,  water  entering  through  the 
capillary  tube.  As  soon  as  it  is  below  the  zero  of  the  graduation,  the 
stop-cock  /  is  closed,  the  funnel  and  caoutchouc  tube  removed  from 
the  cap,  and  the  face  of  the  last  slightly  greased  in  order  that  water 
may  pass  over  it  without  adhering.  Now  raise  the  reservoir,  open  the 
stop-cock  /,  and  allow  the  water  to  flow  gently  out  until  the  top  of  the 
convex  surface  of  the  mercury  in  a  just  coincides  with  the  zero  of  the 
graduation.  The  mercury  should  be  controlled  by  the  clamp  r,  so 
that  the  water  issues  under  very  slight  pressure,  Note  the 
temperature  of  the  water  in  -the  water-jacket,  and  proceed  with  the 
expulsion  of  the  water,  collecting  it  as  it  drops  from  the  steel  cap,  in  a 
small  carefully  weighed  glass  flask.     When  the  mercury   has  risen 
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through.  100  m.m.  stop  the  flow  of  water,  and  weigh  the  flask.  The 
weight  of  water  which  was  contained  between  the  graduations  0  and 
100  on  the  tube  is  then  known,  and  if  the  temperature  be  4°  C,  the 
weight  in  grams  will  express  the  capacity  of  that  part  of  the  tube  in 
cubic  centimeters.  If  the  temperature  be  other  than  4°  C,  the 
volume  must  be  calculated  by  the  aid  of  the  co-ef5ficient  of  expansion 
of  water  by  heat.  In  a  similar  way  the  capacity  of  the  tube  at 
successive  graduations  about  100  m.m.  apart  is  ascertained,  the  last 
determination  in  a  being  at  the  highest,  and  the  first  in  e  at  the  lowest 
graduation  on  the  cylindrical  part  of .  each  tube ;  the  tube  between 
these  points  and  similar  points  on  c  and  d  being  so  distorted  by  the 
glass  blower  that  observations  could  not  well  be  made.  The  capacity 
at  a  sufficient  number  of  points  being  ascertained,  that  at  each  of  the 
intermediate  graduations  may  be  calculated,  and  a  table  arranged  with 
the  capacity  marked  against  each  graduation.  As  the  calculations  in 
the  analysis  are  made  by  the  aid  of  logarithms,  it  is  convenient  to 
enter  on  this  table  the  logarithms  of  the  capacities  instead  of  the 
natural  numbers. 

In  using  the  apparatus,  the  stop-cocks  on  the  measuring  tube  and 
laboratory  vessel  should  be  slightly  greased  with  a  mixture  of  resin 
cerate  and  oil,  or  vaseline,  the  whole  apparatus  carefully  fiUed  with 
mercury,  and  tlie  stop-cock  /  closed ;  next  place  the  laboratory  vessel 
in  position  in  the  mercury  trough,  and  suck  out  the  air.  This  is 
readily  and  rapidly  done  by  the  aid  of  a  short  piece  of  caoutchouc 
tube,  placed  in  the  vessel  just  before  it  is  put  into  the  mercury  trough, 
and  drawn  away  as  soon  as  the  air  is  removed.  Suck  out  any  small 
bubbles  of  air  still  left  through  the  capillary  tube,  and  as  soon  as  the 
vessel  is  entirely  free  from  air  close  the  stop-cock.  Slightly  grease 
the  face  of  both  caps  with  resin  cerate  (to  which  a  little  oil  should  be 
added  if  very  stiff),  and  clamp  them  tightly  together.  On  opening 
both  stop-cocks  mercury  should  ilow  freely  through  the  capillary 
communication  thus  formed,  and  the  whole  should  be  quite  free  from 
■air.  To  ascertain  if  the  joints  are  all  in  good  order,  close  the  stop-cook 
h,  and  lower  the  reservoir  t  to  its  lowest  position  ;  the  joints  and 
stop-cooks  will  thus  be  subjected  to  a  pressure  of  nearly  half  an 
atmosphere,  and  any  leakage  would  speedily  be  detected.  If  all  be 
right,  restore  the  reservoir  to  its  upper  position. 

Transfer  the  tube  containing  the  gas  to  be  analyzed  to  an  ordinary 
porcelain  mercury  trough ;  exchange  the  beaker  in  which  it  has  been 
standing  for  a  small  porcelain  capsule,  and  transfer  it  to  the  mercury 
trough  I,  the  capsule  finding  ample  room  where  the  trough  is  widened 
by  the  recess  D. 

Carefully  decant  the  gas  to  the  laboratory  vessel,  and  add  a  drop  or 
two  of  potassium  bichromate  solution  (B.  ?))  from  a  small  pipette  with 
a  bent  capillary  delivery  tube,  to  ascertain  if  the  gas  contains  any 
sulphurous  anhydride.  If  so,  the  yellow  solution  will  immediately 
become  green  from  the  formation  of  a  chromic  salt,  and  the  gas  must 
be  allowed  to  stand  over  the  chromate  for  four  or  five  minutes,  a  little 
more  of  the  solution  being  added  if  necessary.  The  absorption  may 
be  greatly  accelerated  by  gently  shaking  from  time  to  time  the  stand 
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on  which  the  mercury  trough  rests,  so  as  to  cause  the  solution  to  wet 
the  sides  of  the  vessel.  With  care  this  may  be  done  without  danger 
to  the  apparatus.  Mercury  should  be  allowed  to  pass  slowly  into  the 
laboratory  vessel  during  the  whole  time,  as  the  drops  falling  tend  to 
maintain  a  circulation  both  in  the  gas  and  in  the  absorbing  liquid. 
The  absence  of  sulphurous  anhydride  being  ascertained,  both  stop- 
cocks are  set  fuUy  open,  the  reservoir  t  lowered,  and  the  gas  trans- 
ferred to  the  measuring  tube.  The  stop-cock  h  should  be  closed  as 
soon  as  the  liquid  from  the  laboratory  vessel  is  within  about  10  m.m. 
of  it.  The  bore  of  the  capUlary  tube  is  so  fine,  that  the  quantity  of 
gas  contained  in  it  is  too  small  to  affect  the  result.  Next  bring  the 
top  of  the  meniscus  of  mercury  seen  through  the  telescope  exactly  to 
coincide  with  one  of  the  graduations  on  the  measuring  tube,  the 
passage  of  mercury  to  or  from  the  reservoir  being  readily  controlled  by 
the  pinch-cock  r.  Note  the  position  of  the  mercury  in  the  measuring 
tube  and  in  the  pressure  tube  6,  the  temperature  of  the  water-jacket, 
and  the  height  of  the  barometer,  the  level  of  the  mercury  in  the 
pressure  tube  and  barometer  being  read  to  the  tenth  of  a  m.m.  and 
the.thermometer  to  0-1°  C.  This  done,  introduce  into  the  laboratory 
vessel  from  a  pipette  with  a  bent  point,  a  few  drops  of  potassium 
hydrate  solution  (B.  &),  and  return  the  gas  to  the  laboratory  vessel. 
The  absorption  of  carbonic  anhydride  will  be  complete  in  about  three 
to  five  minutes,  and  if  the  volume  of  the  gas  is  large,  may  be  much 
accelerated  by  gently  shaking  the  stand  from  time  to  time,  so  as  to 
throw  up  the  liquid  on  the  sides  of  the  vessel.  If  the  small  pipettes 
used  to  introduce  the  various  solutions  are  removed  from  the  mercury 
trough  gently,  they  will  always  contain  a  little  mercury  in  the  bend, 
which  wiU  suffice  to  keep  the  solution  from  flowing  out,  and  they  may 
be  kept  in  readiness  for  use  standing  upright  in  glass  cylinders  or 
other  convenient  supports.  At  the  end  of  five  minutes  the  gas,  which 
now  consists  of  nitrogen  and  nitric  oxide,  is  again  transferred  to  the 
measuring  tube,  and  the  operation  of  measuring  repeated ;  the 
barometer,  however,  need  not  be  observed,  under  ordinary  circum- 
stances, more  than  once  for  each  analysis,  as  the  atmospheric  pressure 
wiU  not  materially  vary  during  the  twenty-five  to  thirty  minutes 
required.  Next  pass  into  the  laboratory  vessel  a  few  drops  of 
saturated  solution  of  pyrogallic  acid  (B.  i),  and  return  the  gas  upon  it. 
The  object  of  adding  the  pyrogaUic  acid  at  this  stage  is  to  ascertain  if 
oxygen  is  present,  as  sometimes  happens  when  the  total  quantity  of 
gas  is  very  small,  and  the  vacuum  during  the  combustion  but  slightly 
impaired.  Under  such  circumstances,  traces  of  oxygen  are  given  off 
by  the  cupric  oxide,  and  pass  so  rapidly  over  the  metallic  copper,  as  to 
escape  absorption.  This  necessarily  involves  the  loss  of  any  nitric 
oxide  which  also  escapes  the  copper,  but  this  is  such  a  very  small 
proportion  of  an  already  small  quantity  that  its  loss  will  not 
appreciably  affect  the  result.  If  oxygen  be  present;  allow  the  gas  to 
remain  exposed  to  the  action  of  the  pyrogallate  until  the  liquid  when 
thrown  up  the  sides  of  the  laboratory  vessel  runs  off  without  leaving 
a  dark  red  stain.  ,  If  oxygen  be  not  present,  a  few  bubbles  of  that  gas 
(B.  X)  are  introduced  to  oxidize  the  nitric  oxide  to  pernitric  oxide. 
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which  is  absorbed  by  the  potassium  hydrate.     The  oxygen  may  be 
very  conveniently  added  from  the  gas  pipette  shown  in  fig.  67,  where 

a  b  are  glass  bulbs  of  about 
50  m.m.  diameter,  connected  by  a 
glass  tube,  the  bore  of  which  is 
constricted  at  c,  so  as  to  allow 
mercury  to  pass  but  slowly  from 
one  bulb  to  the  other,  and  thus 
control  the  passage  of  gas  through 
the  narrow  delivery  tube  d.  The 
Tig.  67.  other   end   e   is   provided  with  a 

short  piece  of  caoutchouc  tube,  by 
blowing  through  which  any  desired  quantity  of  gas  may  be  readily 
delivered.  Care  must  be  taken  after  use  that  the  delivery  tube  is  not 
removed  from  the  trough  till  the  angle  d  is  filled  with  mercury. 

To  replenish  the  pipette  with  oxygen,  fill  the  bulb  b  and  the  tubes 
c  and  d  with  mercury ;  introduce  the  point  of  d  into  a  tube  of  oxygen 
standing  in  the  mercury  trough,  and  draw  air  from  the  tube  e.  The 
gas  in  b  is  confined  between  the  mercury  in  c  and  that  in  d. 

When  the  excess  of  oxygen  has  been  absorbed  as  above  described, 
the  residual  gas,  which  consists  of  nitrogen,  is  measured,  and  the 
analysis  is  complete.  * 

There  are  thus  obtained  three  sets  of  observations,  from  which,  by 
the  usual  methods,  we  may  calculate  A  the  total  vohune,  B  the 
volume  of  nitric  oxide  and  nitrogen,  and  C  the  volume  of  nitrogen,  all 
reduced  to  0°  C.  and  760  m.m.  pressure ;  from  these  may  be  obtained — 

A-B  =  vol.  of  COj, 

^  +  C  =  l±P  =  vol.  of  N, 


and  hence  the  weight  of  carbon  and  nitrogen  can  be  readily  found. 

It  is  much  less  trouble,  however,  to  assume  that  the  gas  in  all 
three  stages  consists  wholly  of  nitrogen ;  then,  if  A  be  the  weight 
of  the  total  gas,  B  its  weight  after  treatment  with  potassium  hydrate, 
and  C  after  treatment  with  pyrogallate,  the  weight  of  carbon  will 

o  "R  _i_  r^ 

be  (A  -  B)=   and   the  weight  of   nitrogen   — - — ;   for  the  weights 

of  carbon  and  nitrogen  in  equal  volumes  of  carbon  anhydride  and 
nitrogen,  at  the  same  temperature  and  pressure,  are  as  6  :  14 ;  and 
the  weights  of  nitrogen  in  equal  volumes  of  nitrogen  and  nitric  oxide 
are  as  2  :  1. 

♦When  the  quantity  of  carbon  is  very  large  indeed,  traces  of  carbonic  oxide  are 
occaaionaHy  present  in  the  gas,  and  will  remain  -with  the  nitrogen  after  treatment  with 
alkaline  pyrogallate.  When  such  excessive  quantities  of  carbon  axe  found,  the  stop-cock/ 
should  be  closed  when  the  last  measurement  is  made,  the  laboratory  vessel  detached, 
washed,  and  replaced  filled  with  mercury.  Introduce  then  a  little  solution  of  cuprous 
chloride  (B.  "),  and  return  the  gas  upon  it.  Any  carbonic  oxide  will  be  absorbed,  and  after 
about  five  minutes  the  remaining  nitrogen  may  be  measured.  In  more  than  twenty 
consecutive  analyses  ,of  waters  of  very  varying  kinds,  not  a  trace  of  carbonic  oxide  was 
found  in  any  of  the  gases  obtained  on  combustion. 
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The  -weight  of  1  c.c.  of  nitrogen  at  0°  C.  and  760  m.m.  is  0-001 2562 

gm.,  and  the  formula  for   the   calculation  is  ,„ _  ^521^5^l!L!!JiP. 

(l  +  0-00367!t)760' 
in  -which  w  =  the  -weight  of  nitrogen,  v  the  volume,  p  the  pressure 
corrected  for  tension  of  aqueous  vapour,  and  t  the  temperature  in 
degrees  centigrade.     To  facilitate  this  calculation,  there  is  given  in 

Table  2  the  logarithmic  value   of   the  expression ^  ,*"  ^ — 

^  ^  (1  +  0-00367!;)  760 

for  each  tenth  of  a  degree  from  0°  to  29-9°  C,  and  in  Table  1  (Tables 
1  to  8  are  inserted  at  the  end  of  Part  6)  the  tension  of  aqueous  vapour 
in  millimeters  of  mercury.  As  the  measuring  tube  is  al-ways  kept 
moist  -with  -water,  the  gas  -when  measured  is  al-ways  saturated  -with 
aqueous  vapour. 

The  folio-wing  example  -will  sho-w  the  precise  mode  of  calculation  : — 


Volume  of  gas            .        . 
Temperature 

Height  of  mercury  in  a,  c,  d, 

>J                       33                       ))                  ^3 

A 
Total. 

.  4-4888  0.0. 
.       13-5° 

m.m. 
.       3100 

193-5 

B 

After  absorption 
o£  C02. 
0-26227  CO. 
13-6° 
m.m. 
480-0 
343-5 

C 

Nitrogen. 

0-26227  c.c. 
13-7° 
m.m. 
480-0 
328-2 

Difference     . 
Plus  tension  of  aqueous  vapour  . 

116-5 

11-5 

136-5 
11-6 

151-8 
11-7 

Deduct  correction  for  capillarity  . 


Deduct  this  from  height  of  bar 

Tension  of  dry  gas 

Logarithm  of  volume  of  gas 
0-0012562 


(1  +  0-003670760 
tension  of  dry  gas 


128-0 
0-9 

127-1 
769-8 
127-1 

642-7 
0-65213 

6-19724 
2-80801 


Add  for  ]  2-2 
capillarity  j 


150-3 
769-8 
150-3 


6-19709 
2-79204 


Logarithm  of  weight  of  gas  calcu- 
lated as  N.  .         .  .    3-65738 
=0-0045434 


4-40788 
0-0002558 


2-2 


165-7 
769-8 
165-7 

604-1 
i-41875 

6-19694 
2-78111 


4-39680 
0-0002494  gm. 


From  these  weights,  those  of  carbon  and  of  nitrogen  are  obtained 
by  the  use  of  the  formulae  above  mentioned.     Thus — 

A -B^  0-0042876  B  +  C  =  0-0005052 

X  3  -i-2 


-r  7)0-0128628 
Weight  of  carbon,  0-001837 


Weight  of  nitrogen,  0-0002526 


When   carbonic    oxide    is    found,    the    corresponding    -weight   of 
nitrogen  may  be  found  in  a  similar,  manner,  and  should  be  added 
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to  that  corresponding  to  the  carbonic  anhydride  before  mnltiplying 
by  "-  and  must  be  deducted  from  the  weight  corresponding  to  the 

volume  after  absorption  of  carbonic  anhydride. 

As  it  is  impossible  to  attain  to  absolute  perfection  of .  manipulation 
and  materials,  each  analyst  should  make  several  blank  experiments  by 
evaporating  a  liter  of  pure  distilled  water  (B.  a)  with  the  usual 
quantities  of  sulphurous  acid  and  ferrous  chloride,  and,  in  addition, 
O'l  gm.  of  freshly  ignited  sodium  chloride  (in  order  to  furnish  a 
tangible  residue).  The  residue  should  be  burnt  and  the  resulting  gas 
analyzed  in  the  usual  way,  and  the  average  amounts  of  carbon  and 
nitrogen  thus  obtained  deducted  from  the  results  of  all  analyses.  This 
correction,  which  may  be  about  O'OOOl  gm.  of  C  and  0'00005  gm.  of 
N,  includes  the  errors  due  to  the  imperfection  of  the  vacuum  produced 
by  the  Sprengel  pump,  nitrogen  retained  in  the  cupric  oxide, 
ammonia  absorbed  from  the  atmosphere  during  evaporation,  etc. 

When  the  quantity  of  nitrogen  as  ammonia  exceeds  0-007  part  per 
100,000,  there  is  a  certain  amount  of  loss  of  nitrogen  during  the 
evaporation  by  dissipation  of  ammonia.  This  appears  to  be  very 
constant,  and  is  given  in  Table  3,  which  is  calculated  from  Table  5, 
which  has  been  kindly  furnished  by  the  late  Sir  E.  Frankland.  The 
number  in  this  table  corresponding  to  the  quantity  of  nitrogen  as 
ammonia  present  in  the  water  analyzed  should  be  added  to  the  amount 
of  nitrogen  found  by  combustion.  The  number  thus  obtained  includes 
the  nitrogen  as  ammonia,  and  this  must  be  deducted  to  ascertain  the 
organic  nitrogen.  If  "  ammonia  "  is  determined  instead  of  "  nitrogen 
as  ammonia,"  Table  5  may  be  used. 

When,  in  operating  upon  sewage,  hydric  metaphosphate  has  been 
employed,  Tables  4  or  6  should  be  used. 

Rules  for  Converting  parts  per  100,000  into  Grains  per 
Gallon,  or  the  reverse. 

To  convert  parts  per  100,000  into  grains  per  gallon,  multiply 
by  0-7. 

To  convert  grains  per  gallon  into  parts  per  100,000,  divide 
by  0-7. 

To  convert  grams  per  liter  into -grains  per  gallon,  multiply 
by  70. 

5.  Estimation  of  Total  Solid  Matter.— Evaporate  over  a  steam 
or  water  bath  half  a  liter  or  a  less  quantity  of  the  water  in  a  platinum 
dish  which  has  been  heated  to  redness  and  carefully  weighed.  The 
water  should  be  liltered  or  imfiltered,  according  to  the  decision  made 
in  that  respect  at  the  commencement  of  the  analysis.  The  quantity 
to  be  taken  is  regulated  chiefly  by  the  amount  of  nitrate  present,  as 
the  residue  from  this  operation  is,  with  certain  exceptions,  employed 
for  the  determination  of  the  nitrogen  as  nitrates  and  nitrites.  As  a 
general  rule,  for  water  supplies  and  river  water  half  a  liter  should  be 
used ;  for  shallow  well  waters,   a  quarter  of  a  liter.       Of  sewages. 
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100  c.c.  and  of  waters  containing  more  than  0-08  part  of  nitrogen  as 
ammonia  per  100,000,  a  quarter  of  a  liter  will  generally  be  convenient, 
as  in  these  cases  the  residue  will  not  be  used  for  the  estimation  of 
nitrogen, as  nitrates  and  nitrites;  and  the  only  point  to  be  considered 
is  to  have  a  quantity  of  residue  suitable  to  weigh.  It  is  desirable  to 
support  the  platinum  dish  during  evaporation  in  a  glass  ring  with  a 
flange,  shaped  like  the  top  of  a  beaker,  the  cylindrical  part  being 
about  20  m.m.  deep.  This  is  dropped  into  the  metal  ring  on  the 
water-bath,  and  thus  lities  the  metal  with  glass,  and  keeps  the  dish 
clean.  A  glass  disc  with  a  hole  in  it  to  receive  the  dish  is  not 
satisfactory,  as  drops  of  water  conveying  solid  matter  find  their  way 
across  the  under  surface  from  the  metal  vessel  to  the  dish,  and  thus 
soil  it.  As  soon  as  the  evaporation  is  complete,  the  dish  with  the 
residue  is  removed,  its  outer  side  wiped  dry  with  a  cloth,  and  it  is 
dried  in  a  water  or  steam  oven  for  about  three  hours.  It  is  then 
removed  to  a  desiccator,  allowed  to  cool,  weighed  as  rapidly  as  possible, 
returned  to  the  oven,  and  weighed  at  intervals  of  an  hour,  until 
between  two  successive  weighings  it  has  lost  less  than  O'OOl  gm. 

6.     Estimation   of    Nitrogen    as    Nitrates    and   Nitrites. — 

The  residue  obtained  in  the  preceding  operation  may  be  used  for  this 
.  estimation.  Treat  it  with  about  30  c.c.  of  hot  distilled  water,  taking 
care  to  submit  the  whole  of  the  residue  to  its  action.  To  ensure  this 
it  is  advisable  to  rub  the  dish  gently  with  the  finger,  so  as  to  detach 
the  solid  matter  as  far  as  possible,  and  facilitate  the  solution  of  the 
soluble  macters.  The  finger  may  be  covered  by  a  caoutchouc  finger-stall. 
Then  filter  through  a  very  small  filter  of  Swedish  paper,  washing 
the  dish  several  times  with  small  quantities  of  hot  distilled  water. 

The  filtrate  must  be  evaporated  in  a  very  small  beaker,  over 
a  steam  bath,  imtil  reduced  to  about  1  c.c,  or  even  to 
dryness.  This  concentrated  solution  is  introduced  into  the 
glass  tube  shown  in  fig.  68,  standing  in  the  porcelain  mercury 
trough,  fiHed  up  to  the  stop-cock  with  mercury.  (If  the 
nitrometer  of  Lunge  is  used  in  place  of  Crum's  tube,  the 
use  of  the  laboratory  tube  and  gas  apparatus  is  avoided.) 
The  tube  is  210  m.m.  in  total  length  and  15  m.m.  in 
internal  diameter.  By  pouring  the  liquid  into  the  cup  at  the 
top,  and  then  cautiously  opening  the  stop-cock,  it  may  be  run 
into  the  tube  without  admitting  any  air.  The  beaker 
rinsed  once  with  a  very  little  hot  distilled  water,  and  then 
two  or  three  times  with  strong  sulphuric  acid  (C.  a),  the 
volume  of  acid  being  to  that  of  the  aqueous  solution  about  as 
3  :  2.  The  total  volume  of  acid  and  water  should  be  about 
6  c.c.  Should  any  air  by  chance  be  admitted  at  this  stage, 
it  may  readUy  be  removed  by  suction,  the  lips  being  applied 
to  the  cup.  With  care  there  is  but  little  danger  of  getting 
acid  into  the  mouth. 

In  a  few  cases  carbonic  anhydride  is  given  o£f  on  addition 
of  sulphuric  acid,  and  must  be  sucked  out  before  proceeding. 
Fig.  6e.       Now  grasp  the  tube  firmly  in  the  hand,  closing  the  open 
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end  by  the  thumb,  which  should  be  first  moistened;  withdraw  it 
from  the  trough,  incline  it  at  an  angle  of  about  45°,  the  cup  pointing 
from  you,  and  shake  it  briskly  with  a  rapid  motion  in  the  direction  of 
its  length,  so  as  to  throw  the  mercury  up  towards  the  stop-cock. 
After  a  very  little  practice  there  is  no  danger  of  the  acid  finding  its 
way  down  to  the  thumb,  the  mixture  of  acid  and  mercury  being  con- 
fined to  a  comparatively  small  portion  of  the  tube.  In  a  few  seconds 
some  of  the  mercury  becomes  very  finely  divided ;  and  if  nitrates  be 
present,  in  about  a  minute  or  less  nitric  oxide  is  evolved,  exerting  a 
strong  pressure  on  the  thumb.  Mercury  is  allowed  to  escape  as  the 
reaction  proceeds,  by  partially,  but  not  wholly,  relaxing  the  pressure 
•of  the  thumb.  A  slight  excess  of  pressure  should  be  maintained 
within  the  tube  to  prevent  entrance  of  air  during  the  agitation,  which 
must  be  continued  imtil  no  more  gas  is  evolved. 

When  the  quantity  of  nitrate  is  very  large,  the  mercury,  on  shaking, 
breaks  up  into  irregular  masses,  which  adhere  to  one  another  as  if 
alloyed  with  lead  or  tin,  and  the  whole  forms  a  stifi'  dark-coloured 
paste,  which  it  is  sometimes  very  difficult  to  shake ;  but  nitric  oxide 
is  not  evolved  for  a  considerable  time,  then  comes  off  slowly,  and 
afterwards  with  very  great  rapidity.  To  have  room  for  the  gas 
evolved,  the  operator  should  endeavour  to  shake  the  tube  so  as  to 
employ  as  little  as  possible  of  the  contained  mercury  in  the  reaction. 
At  the  close  of  the  operation  the  finely  divided  mercury  will  consist 
for  the  most  part  of  minute  spheres,  the  alloyed  appearance  being 
entirely  gone.  An  experiment  with  a  large  quantity  of  nitrate  may 
often  be  saved  from  loss  by  firmly  resisting  the  escape  of  mercury, 
shaking  until  it  is  judged  by  the  appearance  of  the  contents  of  the 
tube  that  the  reaction  is  complete,  and  then  on  restoring  the  tube  to 
the  mercury  trough,  allowing  the  finely-divided  mercury  also  to  escape 
in  part.  If  the  gas  evolved  be  not  itiore  than  the  tube  will  hold,  and 
there  be  no  odour  of  pernitric  oxide  from  the  escaped  finely-divided 
mercury,  the  operation  may  be  considered  successful.  If  the  amount 
of  nitrate  be  too  large,  a  smaller  quantity  of  the  water  must  be 
evaporated  and  the  operation  repeated.  When  no  nitrate  is  present, 
the  mercury  usually  manifests  very  little  tendency  to  become  divided, 
that  which  does  so  remains  bright,  and  the  acid  liquid  does  not  become 
so  turbid  as  it  does  in  other  cases. 

The  reaction  completed,  the  tube  is  taken  up  closed  by  the  thumb, 
and  the  gas  is  decanted  into  the  laboratory  vessel,  and  measured  in  the 
usual  way  in  the  gas  apparatus.  The  nitric  acid  tube  is  of  such 
a  length,  that  when  the  cup  is  in  contact  with  the  end  of  the  mercury 
trough,  the  open  end  is  jiist  under  the  centre  of  the  laboratory  vessel. 
If  any  acid  has  been  expelled  from  the  tube  at  the  close  of  the 
shaking  operation,  the  end  of  the  tube  and  the  thumb  should  be  washed 
with  water  before  introducing  into  the  mercury  trough  of  the  gas 
apparatus,  so  as  to  remove  any  acid  which  may  be  adhering,  which 
would  destroy  the  wood  of  the  trough.  Before  passing  the  gas  into 
the  measuring  tube  of  the  gas  apparatus,  a  libtle  mercury  should  be 
allowed  to  run  over  into  the  laboratory  vessel  to  remove  the  acid  from 
the  entrance  to  the  capillary  tube. 
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As  nitric  oxide  contains  half  its  volume  of  nitrogen,  if  half  a  liter 
of  water  has  been  employed,  the  volume  of  nitric  oxide  obtained  will 
be  equal  to  the  volume  of  nitrogen  present  as  nitrates  and  nitrites  in 
one  liter  of  the  water,  and  the  weight  of  the  nitrogen  may  be 
calculated  as  directed  in  the  paragraph  on  the  estimation  of  organic 
carbon  and  nitrogen. 

When  more  than  0'08  part  of  nitrogen  as  ammonia  is  present  in 
100,000  parts  of  liquid,  there  is  danger  of  loss  of  nitrogen  by 
decomposition  of  ammonium  nitrite  on  evaporation;  and  therefore 
the  residue  from  the  estimation  of  total  solid  matter  cannot  be  used. 
In  such  cases  acidify  a  fresh  quantity  of  the  liquid  with  dilute  hydric 
sulphate,  add  solution  of  potassium  permanganate,  a  little  at  a  time, 
until  the  pink  colour  remains  for  about  a  minute,  and  render  the 
liquid  just  alkaline  to  litmus  paper  with  sodium  carbonate.  The 
nitrites  present  will  then  be  converted  into  nitrates  and  may  be 
evaporated  without  fear  of  loss.  Use  as  little  of  each  reagent  as 
possible.  Sewage  may  be  examined  in  this  wayj  but  it  is  hardly 
necessary  to  attempt  the  determination,  as  sewage  is  almost  invariably 
free  from  nitrates  and  nitrites.  Out  of  several  hundred  specimens, 
the  writer  only  found  two  or  three  which  contained  any,  and  even 
then  only  in  very  small  quantity. 

7.  Estimation  of  Nitrogen  as  Nitrates  and  Nitrites  in 
Waters  containing  a  very  large  quantity  of  Soluble  Matter, 
with  but  little  Ammonia  or  Organic  Nitrogen. — When  the 
quantity  of  soluble  matter  is  excessive,  as,  for  example,  in'  sea-water, 
the  preceding  method  is  inappUcable,  as  the  solution  to  be  employed 
cannot  be  reduced  to  a  sufiS.ciently  small  bulk  to  go  into  the  shaking 
tube.  If  the  quantity  of  organic  nitrogen  be  less  than  O'l  part  in 
100,000  the  nitrogen  as  nitrates  and  nitrites  may  generally  be 
determined  by  the  following  modification  of  Schulze's  method 
devised  by  E.  T.  Chapman.  To  200  c.c.  of  the  water  add  10  c.c. 
of  sodium  hydrate  solution  (C.  e),  and  boil  briskly  in  an  open 
porcelain  dish  until  it  is  reduced  to  about  70  c.c.  When  cold  pour 
the  residue  into  a  tall  glass  cyclinder  of  about  120  c.c.  capacity,  and 
rinse  the  dish  with  water  free  from  ammonia.  Add  a  piece  of 
aluminium  foil  of  about  15  sq.  centim.  area,  loading  it  with  a  piece  of 
clean  glass  rod  to  keep  it  from  floating.  Close  the  mouth  of  the 
cylinder  with  a  cork,  bearing  a  small  tube  filled  with  pumice  (C.  C)> 
moistened  with  hydric  chloride  free  from  ammonia  (C.  n)- 

Hydrogen  will  speedily  be  given  off  from  the  surface  of  the 
aluminium,  and  in  five  or  gx  hours  the  whole  of  the  nitrogen  as 
nitrates  and  nitrites  will  be  converted  into  ammonia.  Transfer  to 
a  small  retort  the  contents  of  the  cylinder,  together  with  the  pumice, 
washing  the  whole  apparatus  with  a  little  water  free  from  ammonia. 
DistU,  and  estimate  ammonia  in  the  usual  way  with  Nessler  solution. 
It  appears  impossible  whoUy  to  exclude  ammonia  from  the  reagents 
and  apparatus,  and  therefore  some  blank  experiments  should  be  made 
to  ascertain  the  correction  to  be  applied  for  this.  This  correction  is 
very  small,  and  appears  to  be  nearly  constant. 
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8.  Estimation  of  Nitrates  as  Ammonia  by  the  Copper- 
zinc  Couple. — It  is  well  known  that  when  zinc  is  immersed  in 
copper  sulphate  solution  it  becomes  covered  with  a  spongy  deposit  of 
precipitated  copper.  If  the  solution  of  copper  sulphate  be  sufficiently 
dilute,  this  deposit  of  copper  is  black  in  colour  and  firmly  adherent 
to  the  zinc.  It  is,  however,  not  so  generally  known  that  the  zinc 
upon  which  copper  has  thus  been  deposited  possesses  the  power  of 
decomposing  pure  distilled  water  at  the  ordinary  temperature,  and 
that  it  is  capable  of  effecting  many  other  decompositions  which  zinc 
alone  cannot.  Among  these  is  the  decomposition  of  nitrates,  and  the 
transformation  of  the  nitric  acid  into  ammonia.  Gladstone  and 
Tribe  have  shown  that  the  action  of  the  "  copper-zinc  couple "  (as 
they  call  the  conjoined  metals)  upon  a  nitre  solution  consists  in  the 
electrolysis  of  the  nitre,  resulting  in  the  liberation  of  hydrogen  and 
the  formation  of  zinc  oxide.  This  hydrogen  is  liberated  upon  and 
occluded  by  the  spongy  copper,  and  when  thus  occluded,  it  is  capable 
of  reducing  the  nitre  solution  in  its  vicinity.  The  nitrate  is  first 
reduced  to  nitrite,  and  the  nitrous  acid  is  subsequently  transformed 
into  ammonia  by  the  further  action  of  the  hydrogen.  M;  W.  Williams 
has  shown  (/.  O.  S.  1881,  100)  that  even  in  very  dilute  solutions  of 
nitre  the  nitric  acid  can  be  completely  converted  into  ammonia  in  this 
manner  with  considerable  rapidity;  and  further,  that  the  reaction 
may  be  greatly  hastened  by  taking  advantage  of  the  influence  of 
temperature,  acids,  and  certain  neutral  salts,  which  increase  the 
electrolytic  action  of  the  couple.  His  experiments  prove  that  carbonic 
acid' — feeble  acid  as  it  is — suffices  to  treble  the  speed  of  the  reaction, 
and  that  traces  of  sodium  chloride  (0"1  per  cent.)  accelerated  it  nearly 
as  much  as  carbonic  acid.  A  rise  of  a  few  degrees  in  temperature 
was  also  found  to  hasten  the  reaction  in  a  very  marked  degree.  The 
presence  of  alkalies,  alkaline  earths,  and  salts  having  an  alkaline 
reaction,  was  found  to  retard  the  speed  of  the  reduction. 

Williams  has,  upon  those  experiments,  found  a  simple  and 
expeditious  process  for  estimating  the  nitric  and  nitrous  acid  in  water 
analysis,  which,  when  used  with  skill,  may  be  applied  to  by  far  the 
greater  number  of  waters  with  which  the  analyst  is  usually  called  upon 
to  deal  (Analyst,  1881,  36).  The  requisite  copper-zinc  couple  is 
prepared  in  the  following  manner  : — The  zinc  employed  should  be 
clean,,  and  for  the  sake  of  convenience  should  be  in  the  form  of  foil  or 
very  thin  sheet.  It  should  be  introduced  into  a  flask  or  bottle,  and 
covered  with  a  solution  of  copper  sulphate,  containing  about  3  per 
cent,  of  the  crystallized  salt,  which  should  be  allowed  to  remain  upon 
it  imtil  a  copious,  firmly  adherent  coalgmg  of  black  copper  has  been 
deposited.  This  deposition  should  not  be  pushed  too  far,  or  the 
copper  will  be  so  easily  detached  that  the  couple  cannot  be  washed 
without  impairing  its  activity.  When  sufficient  copper  has  been 
deposited  the  solution  should  be  poured  off,  and  the  conjoined 
metals  washed  with  distilled  water.  The  wet  couple  is  then  ready 
for  use. 

To  use  it  for  the  estimation  of  nitrates  it  should  be  made  in  a  wide- 
mouthed  stoppered  bottle.     After  washing,  it  is  soaked  with  distilled 
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water ;  to  displace  this,  it  is  first  washed  with  some  of  tlie  water  to 
be  analyzed,  and  the  bottle  filled  up  with  a  further  quantity  of  the 
water.  The  stopper  is  then  inserted,  and  the  bottle  allowed  to  digest 
in  a  warm  place  for  a  few  hours.  If  the  bottle  be  well  filled  and 
stoppered,  the  temperature  may  be  raised  to  30°  C,  or  even  higher, 
without  any  fear  of  losing  ammonia.  The  reaction  will  tlien  proceed 
very  rapidly ;  but  if  it  be  desired  to  hasten  the  reaction  still  more,  a 
little  salt  should  be  added  (about  O'l  gm.  to  every  100  c.c),  or  if  there 
be  any  objection  to  this,  the  water  may  have  carbonic  acid  passed 
through  it  for  a  few  minutes  before  it  is  poured  upon  the  couple.  In 
the  case  of  calcareous  waters,  the  same  hastening  effect  may  be 
obtained,  and  the  lime  may  at  the  same  time  be  removed  by  adding  a 
very  little  pure  oxalic  acid  to  the  water  before  digesting  it  upon  the 
couple.  Williams  has  shown  that  nitrous  acid  always  remained  in 
the  solution  until  the  reaction  was  finished.  By  testing  for  nitrous 
acid  the  completeness  of  the  reaction  may  be  ascertained  with 
certainty,  and  perhaps  the  most  delicate  test  that  can  be  applied  for 
this  purpose  is  that  of  Griess,  in  which  metaphenylene-diamine  is 
the  reagent  employed.  When  a  solution  of  this  substance-is  added  to 
a  portion  of  the  fluid,  and  acidified  with  sulphuric  acid,  a  yellow 
colouration  is  produced  in  about  half  an  hour  if  the  least  trace  of  a 
nitrite  be  present.  The  reaction  easily  detects  one  part  of  nitrous 
acid  in  ten  millions  of  water.  When  no  nitrous  acid  is  found,  the 
water  is  poured  off  the  couple  into  a  stoppered  bottle,  and,  if  turbid, 
allowed  to  subside.  A  portion  of  the  clear  fluid,  more  or  less  according 
to  the  concentration  of  the  nitrates  in  the  water,  is  put  into 
a  Nessler  glass,  diluted  if  necessary,  and  titrated  with  Nessler's 
re-agent  in  the  ordinary  way. 

This  process  may  be  used  for  the  majority  of  ordinary  waters — for 
those  that  are  coloured,  and  those  that  contain  magnesium  or  other 
substances  sufiicient  to  interfere  with  the  Nessler  reagent,  a  portion 
of  the  fluid  poured  off  the  couple  should  be  put  into  a  small  retort,  and 
distilled  with  a  little  pure  lime  or  sodium  carbonate,  and  the  titration 
of  the  ammonia  performed  upon  the  distillates. 

About  one  square  decimeter  of  zinc  should  be  used  for  every  200  c.c. 
of  a  water  containing  five  parts  or  less  of  nitric  acid  in  100,000.  A 
large  proportion  should  be  used  with  waters  richer  in  nitrates.  The 
couple,  after  washing,  may  be  used  for  two  or  three  waters  more. 
When  either  carbonic  or  oxalic  or  any  other  acid  has  been  added  to 
the  water,  a  larger  proportion  ofNessler  reagent  should  be  employed 
in  titrating  it  than  it  is  usual  to  add.  3  c.c.  to  100  of  the  water  are 
suflftcient  in  almost  all  cases. 

Blunt  (Analyst  vi.  202)  points  out  that  the  above  process  may  be 
used  without  distillation,  and  with  accuracy,  in  the  case  of  any  water, 
by  adding  oxalic  acid  to  a  double  quantity  of  the  sample,  dividing, 
and  using  one  portion  (clarified  completely  by  subsidence  in  a  closely 
stoppered  bottle)  as  a  comparison  liquid  for  testing  against  the  other, 
which  has  been  treated  with  the  copper-zinc  couple.  When  dilution 
is  used  it  must  be  done  in  both  portions  equally.  This  plan  possesses 
the  advantages  that  an  equal  turbidity  is  produced"  by  Nessler  in  both 
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portions,  and  any  traces  of  ammonia  contained  in  the  oxalid  acid  will 
have  the  error  due  to  it  corrected. 

A  convenient  method  for  this  process  is  mentioned  by  Keating 
Stock  as  follows  : — A  wide-mouthed  stoppered  bottle  holding  about 
200  c.c.  is  filled  nearly  to  the  neck  with  granulated  zinc.  "Water  is 
added,  then  a  few  drops  of  1  to  3  of  sulphuric  acid  and  10  c.c.  of  3  per 
cent,  solution  of  copper  sulphate.  The  stopper  is  inserted,  and  the 
bottle  is"  vigorously  shaken  for  one  minute,  during  which  time  the 
stopper  is  held  by  a  finger,  and  the  operation  is  performed  over  the 
sink.  The  stopper  is  now  removed,  and  the  mouth  of  the  bottle  is 
covered  with  a  piece  of  soft  copper  gauze.  The  couple  is  then 
thoroughly  washed  at  the  tap  and  drained.  100  c.c.  of  the  water  to 
be  analyzed  are  placed  in  the  bottle ;  the  stopper  is  securely  inserted, 
and  the  arrangement  is  allowed  to  stand  at  rest  at  a  temperature  of 
from  20  to  25°  C.  for  48  hours.  The  test  is  completed  by  thoroughly 
shaking  the  bottle,  drawing  off  50  c.c.  of  the  water,  adding  this  to 
200  c.c.  of  ammonia  free  water  in  a  retort  or  flask,  running  in  5  c.c. 
saturated  sodium  carbonate,  distdling  and  nesslerizing  as  usual.  This 
process  has-been  found  correct  between  the  limits  of  0'0863  and  4'181 
grains  of  nitric  nitrogen  per  gallon,  when  pure  potassium  nitrate  was 
used  in  solution  in  ammonia-free  distilled  water.  The  couple  when 
washed  and  recoppered  is  again  ready  for  use.  These  couples  will  last 
for  many  months,  and  their  convenience  wiU  be  obvious  to  any  one 
who  has  had  to  clean  and  prepare  a  number  of  zinc  foils  at  one 
operation.  It  will  be  well  to  add  that  all  new  stoppered  bottles 
intended  for  this  purpose  should  have  their  stoppers  carefully  reground 
into  the  necks  with  a  little  fine  emery  and  dilute  sulphuric  acid. 

In  calculating  the  amount  of  nitric  acid  contained  in  a  water  from 
the  amount  of  ammonia  obtained  in  this  process,  deductions  must  of 
course  be  made  for  any  ammonia  pre-existing  in  the  water,  as  well  as 
for  that  derived  from  any  nitrous  acid  present. 

,  9.  Estimation  of  Nitrites  by  Griess's  Method.— 100  c.c. 
of  the  water  are  placed  in  a  Nessler  glass,  and  1  c.c.  each  of 
metaphenylene-diamine  and  dilute  acid  (p.  422)  added.  If  colour 
is  rapidly  produced  the  water  must  be  diluted  with  distilled  water 
free  from  NjOg,  and  other  trials  made.  The  dilution  is  sufficient 
when  colour  is  plainly  seen  at  the  end  of  one  minute.  The  weak 
point  of  the  process  is  that  the  colour  is  progressively  developed; 
however,  this  is  of  little  consequence  if  the  comparison  with  standard 
nitrite  is  made  under  the  same  conditions  of  temperature,  dilution,  and 
duration  of  experiment.  Twenty  minutes  is  a  suflicient  time  for 
allowing  the  colours  to  develop  before  final  comparison. 

M.  W.  Williams  obviates  the  uncertainty  of  the  comparison  tests 
by  using  colourless  Nessler  tubes,  30  m.m.  wide  and  200  m.m.  long, 
graduated  into  millimeters.  They  are  used  as  follows : — The  cohl- 
parison  of  the  water  to  be  examined  with  the  standard  nitrite  is 
roughly  ascertained;  the  glasses  are  then  filled  to  the  same  height, 
and  the  test  added,  and  allowed  to  stand  a  few  minutes.  Usually 
one  wiU  be  somewhat  deeper  than  the  other.       The  height  of   the 
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deeper-coloured  liquid  is  read  off  on  the  scale,  and  a  portion  removed 
with  a  pipette,  until  the  colours  correspond.  The  amount  of  NjOg  in 
the  shortened  column  is  taken  as  equal  to  the  other,  when  a.  simple 
calculation  will  show  the-  amount  sought.  Stokes'  colorimeter  is 
useful  for  this  purpose. 

10.    Estimation  of  Nitrites  by  G-riess-Ilosvay  Method.— 

Warington  (/.  G.  S.  1881,  231)  has  drawn  attention  to  this  test, 
originally  devised  by  Griess,  and  which  is  of  such  extreme  delicacy, 
that  by  its  means  it  is  possible  to  detect  one  part  of  NjOg  in 
a  thousand  millions  of  water. 

Ilosvay  has  improved  this  test  by  using  acetic  acid  instead  of  a 
mineral  acid.  The  colour  is  more  intense  and  more  rapidly  developed. 
(1)  0'5  gm.  of  sulphanilic  acid  is  dissolved  by  heat  in  150  c.c.  of  dilute 
acetic  acid,  (2)  heats  O'l  gm.  of  a-naphthylamine  with  20  c.c.  of  strong 
acetic  acid,  pours  off  the  colourless  solution,  and  mixes  it  with  130  c.c. 
of  dilute  acetic  acid.  These  two  solutions  are  kept  separate  and  when 
required  for  use  equal  portions  are  mixed,  thus  gaining  the  advantage 
of  having  a  single  reagent  instead  of  two,  and  one  which  indicates  by 
its  colour  whether  it  has  become  contaminated  by  nitrous  acid  derived 
from  the  air.  The  mixture  is  not  affected  by  light,  but  should  be 
protected  from  the  air.  It  is  preferable  to  mix  the  solutions  only  in 
small  quantities,  and  keep  the  remaining  solutions  separate  until 
wanted. 

This  test  is  almost  too  delicate  to  be  used  quantitatively,  but  it 
may  be  done  as  follows  : — 

5  CO.  of  standard  nitrite  solution,  1  o.o.=0"01  m.gm.  N2O3,  are  mixed  with 
45  0.0.  of  pure  distilled  water  in  a  Nessler  glass,  and  2  c.c.  of  the  mixed 
solutions  as  described  ahove  added. 

In  a  snnilar  Nessler  glass  50  o.c.  of  the  water  to  be  examined  are  placed  and 
2  c.c.  of  the  mixed  solutions  added. 

Both  are  allowed  to  stand  for  15  minutes  before  the  pink  colours  are  compared. 
Then  the  comparison  is  ascertained  as  described  in  the  metaphenyline-diamiue 
method  (9.) 

For  the  estimation  of  nitrous  nitrogen  in  sulphuric  acid  a  standard 
solution  is  prepared  as  follows  : — 

0"0493  gm.  of  pure  sodium  nitrite  which  contains  O'Ol  gm.  of  N  is  dissolved  in 
100  o.c.  water,  and  10  c.c.  of  this  solution  is  drop  by  drop  added  to  90  o.c.  of 
pure  sulphuric  acid ;  the  resulting  mixture  contains  xsr  m.gm.  of  nitrous 
nitrogen  in  a  perfectly  stable  form.  Two  Nessler  glasses  are  used,  and  each 
receives  1  c.c.  of  the  standard  solution,  40  c.c.  of  water,  and  about  5  gm.  of  solid 
sodium  acetate.  To  one  of  these  is  added  1  c.c.  of  the  standard  solution  and  the 
other  1  c.c.  of  the  acid  to  be  tested,  then  well  mixed,  and  after  10  minutes  the 
colours  compared.  If  they  do  not  correspond,  the  more  strongly  coloured  liquid 
is  diluted  up  to  the  point  where  the  colour  corresponds  and  the  percentage  of 
nitrous  nitrogen  is  calculated  from  the  amount  of  dilution. 

11.  Estimation  of  Nitrites  by  Potassium  Iodide  and  Starch. — 

Ekin  has  pointed  out  (Pharm.  Trans.  1881,  286)  that  this  well-known 
test  will  give  the  blue  colour  with  nitrous  acid  in  a  few  minutes,  when 
the  proportion  is  one  part  in  ten  millions ;  in  twelve  hours  when  one 
part  in  a  hundred  millions;  and  in  forty-eight  hours  when  one  in  a 
thousand  millions.     Experience  has  proved  that  waters  charged  with 
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much  organic  matter  must  be  clarified  by  tlie  addition  of  a  little  pure 
alum,  then  well  agitated  and  filtered  before  testing. 

Ekin  used  acetic  acid  for  acidifying  the  water  to  be  tested,  and 
blank  experiments  with  pure  water  were  simultaneously  carried  on. 
Sulphuric  or  hydrochloric  acid  will,  no  doubt,  give  a  sharper  reaction, 
but  both  these  acids  are  more  liable  to  contain  impurities  affecting  the 
reaction  than  is  the  case  with  pure  acetic  acid.  Owing  to  the  instability 
of  alkaline  iodides,  zinc  iodide,  however,  is  not  open  to  this  objection, 
and  is  now  generally  used. 

12.  Estimation  of  Suspended  Matter.— Filters  of  Swedish 
paper,  about  110  ni.m.  in  diameter,  are  packed  one  inside  another, 
about  15  or  20  together,  so  that  water  will  pass  through  the  whole 
group,  moistened  with  dilute  hydrochloric  acid,  washed'  with  hot 
distilled  water  until  the  washings  cease  to  contain  chlorine,  and 
dried.  The  ash  of  the  paper  is  thus  reduced  by  about  60  per  cent., 
and  must  be  determined  for  each  parcel  of  filter-paper  by  incinerating 
10  filters,  and  weighing  the  ash.  For  use  in  estimating  suspended 
matter,  these  washed  filters  must  be  dried  for  several  hojirs  at 
120-130°  C,  and  each  one  then  weighed  at  intervals  of  an  hour  until 
the  weight  ceases  to  diminish,  or  at  least  until  the  loss  of  weight 
between  two  consecutive  weighings  does  not  exceed  0-0003  gm.  It  is 
most  convenient  to  enclose  the  filter  during  weighing  in  two  short 
tubes,  fitting  closely  one  into  the  other.  The  closed  ends  of  test 
tubes,  50  m.m.  long,  cut  off  by  leading  a  crack  round  with  the  aid  of 
a  pastille  or  very  small  gas  jet,  the  sharp  edges  being  afterwards  fused 
at  the  blow-pipe,  answer  perfectly.  'Each  pair  of  tubes  should  have  a 
distinctive  number,  which  is  marked  with  a  diamond  on  both  tubes. 
In  the  air  bath  they  should  rest  in  grooves  formed  by  a  folded  sheet 
of  paper,  the  tubes  being  drawn  apart,  and  the  filter  almost,  but  not 
quite,  out  of  the  smaller  tube.  They  can  then  be  shut  up  whilst  hot 
by  gently  pushing  the  tubes  together,  being  guided  by  the  grooved 
paper.  They  require  to  remain  about  twenty  minutes  in  a  desiccator 
to  cool  before  weighing.  Filtration  will  be  much  accelerated  if  the 
filters  be  ribbed  before  drying.  As  a  general  rule,  it  will  be  sufficient 
to  filter  a  .quarter  of  a  liter  of  a  sewage,  half  a  liter  of  a  highly 
polluted  river,  and  a  liter  of  a  less  polluted  water ;  but  this  must  be 
frequently  varied  to  suit  individual  cases.  Filtration  is  hastened,  and 
trouble  diminished,  hj  putting  the  liquid  to  be  filtered  into  a  narrow- 
necked  flask,  which  is  inverted  into  the  filter,  being  supported  by  a 
funnel-stand,  the  ring  of  which  has  a  slot  cut  through  it  to  allow  the 
neck  of  the  flask  to  pass.  With  practice  the  inversion  may  be 
accomplished  without  loss,  and  without  previously  closing  the  mouth 
of  the  flask.  When  all  has  passed  through,  the  flask  should  be 
rinsed  out  with  distilled  water,  and  the  rinsings  added  to  the  filter. 
Thus  any  particles  of  solid  matter  left  in  the  flask  are  secured,  and 
the  liquid  adhering  to  the  suspended  matter  and  filter  is  displaced. 
The  filtrate  from  the  washings  should  not  be  added  to  the  previous 
filtrate,  which  may  be  employed  for  determination  of  total  solid 
matter,  chlorine,  hardness,  etc. 
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Thus  washed,  the  filter  with  the  matter  upon  it  is  dried  at  100°  C, 
then  transferred  from  the  funnel  to  the  same  pair  of  tubes  in  which  it 
was  previously  weighed,  and  the  operation  of  drying  at  120°-  130°  C. 
and  weighed  repeatedly  until  constant.  The  weight  thus  obtained, 
minus  the  weight  of  the  empty  filter  and  tubes,  gives  the  weight  of 
the  total  suspended  matter  dried  at  120°  -  130°  C. 

To  ascertain  the  quantity  of  mineral  matter  in  this,  the  filt.er  with 
its  contents  is  incinerated  in  a  platinum  crucible,  and  the  total  ash 
thus  determined,  minus  the  ash  of  the  filter  alone,  gives  the  weight  of 
the  mineral  suspended  matter. 

13.  Estimation  of  Chlorine  present  as  Chloride. — To  50  c.c. 
of  the  water  add  two  or  three  drops  of  solution  of  potassium  chromate 
^^D.  /3),  so  as  to  give  it  a  faint  tinge  of  yellow,  and  add  gradually  from 
abiirette  standard  solution  of  silver  nitrate  (D.  a),  until  the  red  silver 
chromate  which  forms  after  each  addition  of  the  nitrate  ceases  to 
disappear  on  shaking.  The  number  of  c.c.  of  silver  solution  employed 
will  express  the  chlorine  present  as  chloride  in  parts  in  100,000.  If 
this  amount  be  much  more  than  10,  it  is  advisable  to  take  a  smaller 
quantity  of  water. 

If  extreme  accuracy  be  necessary,  after  completing  a  determination, 
destroy  the  slight  red  tint  by  an  excess  of  a  soluble  chloride,  and 
repeat  the  estimation  on  a  fresh  quantity  of  the  water  in  a  similar 
flask  placed  by  the  side  of  the  former.  By  comparing  the  contents  of 
the  flasks,  the  first  tinge  of  red  in  the  second  flask  may  be  detected 
with  great  accuracy.  It  is  absolutely  necessary  that  the  liquid 
examined  should  not  be  acid,  unless  with  carbonic  acid,  nor  more  than 
very  slightly  alkaline.  It  must  also  be  colourless,  or  nearly  so.-  These 
conditions  are  generally  found  in  waters,  but,  if  not,  they  may  be 
brought  about  in  most  cases  by  rendering  the  liquid  just  alkaline  with 
lime  water  (free  from  chlorine),  passing  carbonic  anhydride  to 
saturation,  boiling,  and  filtering.  The  calcium  carbonate  has  a 
powerful  clarifying  action,  and  the  excess  of  alkali  is  exactly 
neutralized  by  the  carbonic  anhydride.  If  this  is  not  successful,  the 
water  must  be  rendered  alkaline,  evaporated  to  dryness,  and  the 
residue  gently  heated  to  destroy  organic  matter.  The  chlorine  may 
then  be  extracted  with  water,  and  estimated ,  in  the  ordinary  way 
either  gravimetrically  or  volumetricaUy. 

14.  Estinaation  of  Hardness. — The  following  method,  devised 
by  the  late  Dr.  Thomas  Clark,  of  Aberdeen,  is  in  general  use;  and 
from  its  ease  and  rapidity  is  of  some  value,  though  it  can  hardly  be 
called  accurate.  (For  estimating  the  hardness  of  waters  without  soap 
solution  see  page  70.) 

Uniformity  in  conducting  it  is  of  great  importance ;  especially  the 
titration  of  the  soap  solution,  and  the  estimation  of  the  hardness  of 
waters  should  be  performed  in  precisely  similar  ways. 

Measure  50  c.c.  of  the  water  into  a  well-stoppered  bottle  of  about 
250  c.c.  capacity,  shake  briskly  for  a  few  seconds,  and  suck  the  air 
from  the  bottle  by  means  of  a  glass  tube,  in  order  to  remove  any 
carbonic  anhydride  which  may  have  been  liberated  from  the  water. 
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Add  standard  soap  sohition  (E.  /5)  from  a  burette,  one  c.c.  at  a  time 
at  first,  and  smaller  quantities  towards  tlie  end  of  the  operation, 
shaking  well  after  each  addition,  until  a  soft  lather  is  obtained,  which, 
if  the  bottle  is  placed  at  rest  on  its  side,  remains  continuous  over  the 
whole  surface  for  five  minutes.  The  soap  should  not  be  added  in 
larger  quantities  at  a  time,  even  when  the  volume  required  is 
approximately  known.     This  is  very  important. 

When  more  than  16  c.c.  of  soap  solution  are  required  by  50  c.c.  of 
the  water,  a  less  quantity  (as  25  or  10  c.c.)  of  the  latter  should  be 
taken,  and  made  up  to  50  c.c.  with  recently  boiled  and  cooled  distilled 
water,  so  that  less  than  16  c.c.  of  soap  solution  will  suffice,  and  the 
number  expressing  the  hardness  of  the  diluted  water  multiplied  by 
2  or  5,  as  the  case  may  be. 

When  the  water  contains  much  magnesium,  which  may  be  known 
by  the  lather  having  a  peculiar  curdy  appearance,  it  should  be  diluted, 
if  necessary,  with  distilled  water,  until  less  than  7  c.c.  are  required 
by  50  c.c. 

The  volume  of  standard  soap  solution  required  for  50  c.c.  of  the 
water  being  known,  the  weight  of  calcium  carbonate  (CaCOg)  corre- 
sponding to  this  may  be  ascertained  from  Table  7*  : — 

When  water  containing  calcium  and  magnesium  carbonates,  held  in 
solution  by  carbonic  acid,- is  boiled,  carbonic  anhydride  is  exxjeUed, 
and  the  carbonates  precipitated.     The  hardness  due  to  these  is  said  to 


♦The  table  is  calciilatecl  from  that  originally  constructed  by  Dr.  Clark,  wliicli  is  as 

follows : —  

Measures  of 
Soap  Solution. 


Degree  of  Hardness. 


0°  (Distilled  water) 

1-4 

1 

3-2 

2 

5-4 

» 

7-6 

4 

9-6 

5 

11-6 

6 

13-6 

7 

15-6 

8 

17-5 

9 

19-4, 

10 

21-3 

11 

23-1 

12 

24-9 

13 

26-7 

14 

28-5 

15 

30-3 

16 

32-0 

Differences  for  tlie 
next  1°  of  hardness. 
1'8 

2-2 


2-0 
2-0 
2-0 
2-0 
1-9 
1-9 
1-9 
1-8 
1-8 
1-8 
1-8 
1-8 
1-7 

Each  "measure"  being  10  grains,  the,  volume  of  water  employed  1000  grains,  and  each 
"  degree  "  1  grain  of  calcium  carbonate  in  a  gallon. 

If  the  old  weights  and  measures,  grains  and  gallons,  be  preferred,  this  table  may  be  used, 
the  process  being  exactly  as  above  described,  but  1000  grains  of  water  taken  instead  of 
50  C.C.,  and  the  soap  solution  measured  in  lO-grain  measures  instead  of  cubic  centimeters. 
If  the  volume  of  soap  solution  used  be  found  exactly  in  the  second  column  of  the  table,' 
the  hardness  will,  of  course,  be  that  shown  on  the  same  hne  in  the  first  column.  But  if  it 
be  not,  deduct  from, it  the  next  lower  number  in  the  second  column,  when  the  correspond- 
ing degree  of  hardness  in  the  first  column  will  give  the  integral  part  of  the  result :  divide 
the  remainder  by  the  difference  on  the  same  line  In  the  third  column,  and  the  quotient  will 
give  the  fractional  part.  For  example,  if  1000  grains  of  water  require  16  "measures"  of 
soap,  the  calculation  will  be  as  follows : — 

16-0 
—15-6  (=7°  hardness). 

(DifEerenoe=)    (1-9)  -4 

■21 
therefore  the  hardness  is  7'21  grains  of  CaCOs  per  gallon.  .  The  water  must  be  diluted  with 
distilled  water  if  necessary,  so  that  the  quantity  of  soap  required  does  not  exceed  32  measures 
in  ordinary  waters,  and  14  measures  in  water  containing-much  magnesia. 
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be  temporary,  whilst  that  due  to  sulphates,  chlorides,  etc.,  and  to  the 
amount  of  carbonates  soluble  in  pure  water  (the  last-named  being 
about  three  parts  per  100,000)  is  called  permaTient. 

To  estimate  permanent  hardness,  a^  known  quantity  of  the  water  is 
boiled  gently  for  half  an  hour  in  a  flask,  the  mouth  of  which  is  freely 
open.  At  the  end  of  the  boiling,  the  water  should  be  allowed  to  cool, 
and  the  original  weight  made  up  by  adding  recently  boiled  distilled 
water. 

Much  trouble  may  be  avoided  by  using  flasks  of  about  the  same 
weight,  and  taking  so  much  water  in  each  as  will  make  up  the  same 
uniform  weight.  Thus  if  all  the  flasks  employed  weigh  less  than 
50  gm.  each,  let  each  flask  with  its  contents  be  made  to  weigh 
200  gm. 

After  boiling  and  making  up  to  the  original  weight,  filter  the  water, 
and  determine  the  hardness  in  the  usual  way.  The  hardness  thus 
found,  deducted  from  that  of  the  unboiled  water,  will  give  the 
temporary  hardness. 

15.  Mineral  Constituents  and  Metals. — The  quantities  of  the 
following  substances  which  may  be  present  in  a  sample  of  water  are 
subject  to  such  great  variations,  that  no  definite  directions  can  be 
given  as  to  the  volume  of  water  to  be  used.  The  analyst  must  judge 
in  each  case  from  a  preliminary  experiment  what  will  be  a  convenient 
quantity  to  take. 

Sulphuric  Acid. — Acidify  a  liter  or  less  of  the  water  with 
hydrochloric  acid,  concentrated  on  the  water  bath  to  about  100  c.e. 
and  while  still  hot  add  a  slight  excess  of  baric  chloride.  Filter,  wash, 
ignite,  and  weigh  as  barium  sulphate,  or  estimate  volumetrically,  as 
in  §  77, 

Sulphuretted -Hydrogen. — Titrate  with  a  standard  solution  of 
iodine,  as  in  §  78.3 

Phosphoric  Acid. — ^This  substance  may  be  determined  in  the 
solid  residue  obtained  by  evaporation,  by  moistening  it  with  nitric 
acid,  and  again  drying  to  render  silica  insoluble  ;  the  residue  is  again 
treated  with  dilute  nitric  acid,  filtered,  molybdic  solution  added,  and 
set  aside  for  twelve  hours  in  a  warm  place ;  filter,  dissolve  the 
precipitate  in  ammonia,  precipitate  with  magnesia  mixture,  and  weigh 
as  magnesium  pyrophosphate,  or  estimate  volumetrically  as  in  §  73. 

Another  method  is  to  add  to  500  c.c.  of  the  sample  about  10  c.c.  of 
solution  of  alum,  then  a  few  drops  of  ammonia,  lastly  acidify  slightly 
with  acetic  acid,  and  set  aside  to  allow  the  precipitated  AIP2O4  to 
settle.  The  clear  liquid  may  then  be  poured  off,  the  precipitate 
dissolved  in  nitric  acid  and  estimated  with  molybdic  solution. 

These  estimations  are  only  available  in  cases  where  the  P2O5  is  very 
large.  In  most  waters  it  is  simply  necessary  to  record  whether  the 
molybdic  precipitate  is  in  heavy  or  minute  traces. 

Silicic  Acid. — Acidify  a  liter  or  more  of  the  water  with 
hydrochloric  acid,  evaporate,  and  dry  the  residue  thoroughly.     Then 
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moisten  with  hydrocliloric  acid,  dilute  with  hot  water,  and  filter  off, 
wash,  ignite,  and  weigh  the  separated  silica. 

Iron. — To  the  filtrate  from  the  estimation  of  silicic  acid  add  a  few 
drops  of  nitric  acid,  dilute  to  about  100  c.c,  and  estimate  by  colour 
titration,  as  in  §  64.4  ;  or  where  the  amount  is  large,  add  excess  of 
ammonia,  and  heat  gently  for  a  short  time.  Filter  off  the  precipitate 
and  estimate  the  iron  in  the  washed  precipitate  colorimetrically,  as 
in  §  64. 

Calcium. — To  the  filtrate  from  the  iron  estimation  add  excess  of 
ammonium  oxalate,  filter  off  the  calcium  oxalate,  ignite  and  weigh 
as  calcium  carbonate,  or  estimate  volumetrically  with  permanganate 
as  in  §  52. 

Magnesium. — To  the  concentrated  filtrate  from  the  calcium 
estimation  add  sodium  phosphate  (or,  if  alkalies  are  to  be  determined 
in  the  filtrate,  ammonium  phosphate),  and  allow  to  stand  for  twelve 
hours  in  a  warm  place.  Filter,  ignite  the  precipitate,  and  weigh  as 
magnesium  pyrophosphate,  or,  without  ignition,  titrate  with  uranium. 

Barium. — Is  best  detected  in  a  water  by  acidifying  with  hydro- 
chloric acid,  filtering  perfectly  clear  if  necessary,  then  add  a  clear 
solution  of  calcium  sulphate,  and  set  aside  in  a  warm  place.  Any 
white  precipitate  which  forms  is  due  to  barium. 

Potassium,  and  Sodium.. — These  are  generally  determined  jointly, 
and  for  this  purpose  the  filtrate  from  the  magnesium  estimation  may 
be  used.  Evaporate  to  dryness,  and  heat  gently  to  expel  ammonium 
salts,  remove  phosphoric  acid  with  lead  acetate,  and  the  excess  of  lead 
in  the  hot  solution  by  ammonia  and  ammonium  carbonate.  Filter, 
evaporate  to  dryness,  heat  to  expel  ammonium  salts,  and  weigh  the 
alkalies  as  chlorides. 

It  is,  however,  generally  less  trouble  to  employ  a  separate  portion 
of  water.  Add  to  a  liter  or  less  of  the  water  enough  pure  barium 
chloride  to  precipitate  the  sulphuric  acid,  boil  with  pure  milk  of  lime, 
filter,  concentrate,  and  remove  the  excess  of  lime  with  ammonium 
carbonate  and  a  little  oxalate.  Filter,  evaporate,  and  weigh  the 
alkaline  chlorides  in  the  filtrate.  If  the  water  contains  but  little 
sulphate,  the  barium  chloride  may  be  omitted,  and  a  little  ammonium 
chloride  added  to  the  solution  of  alkaline  chlorides. 

If  potassium  and  sodium  must  each  be  estimated,  separate  them  by 
means  of  platinic  chloride ;  or,  after  weighing  the  mixed  chlorides, 
determine  the  chlorine  present  in  them,  and  calculate  the  amounts  of 
potassium  and  sodium  by  the  following  formula  : — Calculate  all  the 
chlorine  present  as  potassium  chloride  ;  deduct  this  from  the  weight  of 
the  mixed  chlorides,  and  call  the  difference  d.  Then  as  16'1  : 
58'45  :  :  d  :  NaCl  present.  (See  also  §  42.)  Or  the  sodium  chloride 
may  be  estimated  by  Fen  ton's  method,  §  17.9. 

Iiead. — May  be  estimated  by  the  method  proposed  by  Miller. 
Acidulate   the   water  with   two  or  three  drops   of  acetic  acid,  and 
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add  -rrg-  of  Its  bulk  of  saturated  aqueous  solution  of  sulphuretted 
hydrogen.  Compare  the  colofir  thus  produced  in  the  colorimeter  or  a 
convenient  cylinder,  with. that  obtained  with  a  known  quantity  of  a 
standard  solution  of  a  lead  salt,  in  a  manner  similar  to  that  described 
for  the  estimation  of  iron  (§  64.4).  The  lead  solution  should  contain 
0'1831  gm.  of  normal  crystallized  plumbic  acetate  in  a  liter  of  distilled 
water,  and  therefore  each  c.c.  contains  O'OOOl  gm.  of  metallic  lead. 

It  is  obvious  that  in  the  presence  of  copper  or  other  heavy  metals 
the  colour  produced  by  the  above  metljod  will  all  be  ascribed  to  lead ; 
it  is  preferable,  therefore,  to  adopt  the  method  of  Harvey  {Analyst 
vi.  146),  in  which  the  lead  is  precipitated  as  chromate.  The  results, 
however,  are  not  absolute  as  to  quantity,  except  so  far  as  the  eye  may 
be  able  to  measure  the  amount  of  precipitate. 

The  standard  lead  solution  is  the  same  as  in  the  previous  method. 
The  precipitating  agent  is  pure  potassium  bichromate,  in  fine  crystals 
or  powder. 

250  c.c.  or  so  of  the  water  are  placed  in  a  Phillips'  jar  with  a 
drop  or  two  of  acetic  acid,  and  a  few  grains  of  the  reagent  added,  and 
agitated  by  shaking.  One  part  of  lead  in  a  niillion  parts  of  water 
will  show  a  distinct  turbidity  in  five  minutes  or  less.  In  six  or  eight 
hours  the  precipitate  will  have  completely  settled,  and  the  yellow 
clear  liquid  may  be  poured  off  without  disturbing  the  sediment,  which 
niay  then  be  shaken  up  with  a  little  distilled  water,  and  its  quantity 
judged  by  comparisoji  with  a  similar  experiment  made  with  the 
standard  lead  solution. 

Copper. — Estimate  by  colour  titration,  as  in  §  58.9. 

Arsenic. — Add  to  half  a  liter  or  more  of  the  water  enough  sodium 
hydrate,  free  from  arsenic,  to  render  it  slightly  alkaline,  evaporate  to 
dryness,  and  extract  with  a  little  concentrated  hydrochloric  acid. 
Introduce  this  solution  into  the  generating  flask  of  a  small  Marsh's 
apparatus,  and  pass  the  evolved  hydrogen,  first  through  a  U-tube  filled 
with  pumice,  moistened  with  lead  acetate,  and  then  through  a 
piece  of  hard  glass  tube  about  150  m.m.  in  length,  and  3  m.m.  in 
diameter  (made  by  drawing  out  combustion  tube).  At  about  its 
middle,  this  tube  is  heated  to  redness  for  a  length  of  about  20  m.m. 
by  the  flame  of  a  small  Bun  sen  burner,  and  here  the  arsenetted 
hydrogen  is  decomposed,  arsenic  being  deposited  as  a  mirror  on  the 
cold  part  of  the  tube.  The  mirror  obtained  after  the  gas  has  passed 
slowly  for  an  hour  is  compared  with  a  series  of  standard  mirrors 
obtained  in  a,  similar  way  from  known  quantities  of  arsenic.  Care 
must  be  taken  to  ascertain  in  each  experiment  that  the  hydrocliloric 
acid,  zinc,  and  whole  apparatus  are  free  from  arsenic,  by  passing  the 
hydrogen  slowly  through  the  heated  tube  before  introducing  the 
solution  to  be  tested.  The  best  form  of  apparatus  is  that  which  is 
now  used  for  detecting  and  estimating  small  quantities  of  arsenic  in 
beer,  malt,  etc. 

Zinc. — This  metal  exists  in  waters  as  bicarbonate,  and  on  exposure 
of  such  waters  in  open  vessels  a  film  of  zinc  carbonate  forms  on  the 
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surface ;  this  is  collected  on  a  platinum  knife  or  foil  and  ignited. 
The  residue  is  of  a  yellow  colour  wlien  hot,  and  turns  white  on 
cooling.     The  reaction  is  exceedingly  delicate. 

THE    INTERPRETATIOTiT    OF    THE    RESULTS    OF 
ANALYSIS. 

§  98.  The  primary  form  of  natural  water  is  rain,  tlie  chief  impurities  in 
which  are  traces  of  organic  matter,  ammonia,  and  ammonium  nitrate  derived 
from  the  atmosphere.  Oh  reaching  the  ground  it  becomes  more  or  less  charged 
with  the  soluble  constituents  of  the  soil,  such  as  calcium  and  magnesium 
carbonates,  potassium  and  sodium  chlorides,  and  other  salts,  which  are  dissolved, 
some  by  a  simple  solvent  action,  others  by  the  agency  of  carbonic  acid  in  solution. 
Draining  off  from  the  la;nd,  it  will  speedily  find  its  way  to  a  stream  which,  in  the 
earlier  part  of  its  course,  will  probably  be  free  from  pollution  by  animal  matter, 
except  that  derived  from  any  manure  which  may  have  been  applied  to  the  land 
on  which  the  rain  fell.  Thus  comparatively  pure,  it  will  furnish  to  the  inhabi- 
tants on  its  banks  a  supply  of  water  which,  after  use,  will  be  returned  to. the 
stream  in  the  form  of  sewage  charged  with  impurity  derived  from  animal 
excreta,  soap,  household  refuse,  etc.,  the  pollution  being  perhaps  lessened  by 
submitting  the  sewage  to  some  purifying  process,  such  as  irrigation  of  land, 
filtration,  or  clarification.  The  stream  in  its  subsequent  course  to  the  sea  will 
be  in  some  measure  purified  by  slow  oxidation  of  the  organic  matter,  and  by 
the  absorbent  action  of  vegetation.  Some  of  the  rain  will  not,  however,  go 
directly  to  a  stream,  but  sink  through  the  soil  to  a  well.  If  this  be  shallow  it 
may  be  considered  as  merely  a  pit  for  the  accumulation  of  drainage  from  the 
immediately  surrounding  soil,  which  as  the  well  is  in  most  cases  close  to  a 
dwelling,  will  be  almost  inevitably  charged  with  excretal  and  other  refuse ;  so 
that  the  water  when  it  reaches  the  well  will  be  contaminated  with  soluble 
impurities  thence  derived,  and  with  nitrites  and  nitrates  resulting  from  tlieir 
oxidation.  After  use  the  water  from  the  well  will,  like  the  river  water,  form 
sewage,  and  find  its  way  to  a  river,  or  again  to  the  soil,  according  to 
circumstances. 

In  the  case  of  a  deep  well,  from  wliich  the  surface  water  is  excluded,  the 
conditions  are  different.  The  shaft  will  usually  pass  through  an  impervious 
stratum,  so  that  the  water  entering  it  will  not  be  derived  from  the  rain 
which  falls  on  the  area  immediately  surrounding  its  mouth,  but  from  that 
which  falls  on  the  outcrop  of  the  pervious  stratum  below  the  impervious  one 
just  mentioned ;  and  if  this  outcrop  be  in  a  district  which  is  uninhabited  and 
uncultivated,  the  water  of  the  well  will  probably  be  entirely  free  from  organic 
impurity  or  products  of  decomposition.  But  even  if  the  water  be  polluted  at 
its  source,  still  it  must  pass  through  a  very  extensive  filter  before  it  reaches  the 
well,  and  its  organic  matter  will  probably  be  in  great  measure  converted  by 
oxidation  into  bodies  in  themselves  innocuous. 

This  is  very  briefly  the  general  history  of  natural  waters,  and  the  problem 
presented  to  the  analyst  is  to  ascertain,  as  far  as  possible,  from  the  nature  and 
quantity  of  the  impurities  present,  the  previous  history  of  the  water,  and  its 
present  condition  and  fitness  for  the  purpose  for  which  it  is  to  be  used. 

It  is  impossible  to  give  any  fixed  rule  by  which  the  results  obtained  by  the 
foregoing  method  of  analysis  should  be  interpreted.  The  analyst  must  form  an 
independent  opinion  for  each  sample  from  a  consideration  of  all  the  results  he  has 
obtained.  Nevertheless,  the  following  remarks,  illustrated  by  reference  to  the 
examples  given  in  the  accompanying  table,  which  may  be  considered  as  fairly 
typical,  will  probably  be  of  service.     (See  Table  8.) 

Total  Solid  Matter. 

Waters  which  leave  a  large  residue  on  evaporation  are,  as  a  rule,  less  suited  for 
general  domestic  purposes  than  those  which  contain  less  matter  in  solution,  and 
are  unfit  for  many  manufacturing  purposes.     The  amount  of  residue  is  also  of 
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primary  importance  as  regards  the  use  of  the  water  for  steam  boilers,  as  the 
quantity  of  incrustation  produced  will  chiefly  depend  upon  it.  It  may  vary 
considerably,  apart  from  any  unnatural  pollution  of  the  water,  as  it  depends 
principally  on  the  nature  of  the  soil  through  or  over  which  the  water  passes. 
Eiver  vrater,  when  but  slightly  polluted,  contains  generally  from  10  to  40 
parts.  Shallow  well  water  varies  greatly,  containing  from  30  to  150  parts,  or 
even  more,  as  in  examples  X.  and  XIII.,  the  proportion  here  depending  less 
on  the  nature  of  the  soil  than  on  the  original  pollution  of  the  water.  Deep 
well  water  also  varies  considerably ;  it  usually  contains  from  20  to  70  parts,  but 
this  rang©  is  frequently  overstepped,  the  quantity  depending  largely  upon  the 
nature  of  the  strata  from  which  the  water  is  obtained.  Example  XV.  being 
in  the  New  Eed  Sandstone,  has  a  small  proportion,  but  XVII.  and  XVIII.  in 
the  Chalk  have  a  much  larger  quantity.  Spring  waters  olosel}'  resemble  those 
from  deep  wells.  Sewage  contains  generally  from  50  to  100  parts,  but 
occasionally  less,  and  frequently  much  more  as  iii  example  XXXIV.  The  total 
solid  matter,  as  a  rule,  exceeds  the  sum  of  the  constituents  determined;  the 
nitrogen,  as  nitrates  and  nitrites,  being  calculated  as  potassium  nitrate,  and  the 
chlorine  as  sodium  chloride;  but  occasionally  this  is  not  the  case,  owing,  it 
is  likely,  to  the  presence  of  some  of  the  calcium  as  nitrate  or  chloride. 

Organic  Carbon  or  Nitrogen. 

The  existing  condition  of  the  sample,  as  far  as  organic  contamination  is 
concerned,  must  be  inferred  from  the  amount  of  these  two  constituents.  In  a 
good  water,  suitable  for  domestic  supply,  the  former  should  not,  under  ordinary 
circumstances,  exceed  0'2  and  the  latter  0'02  part. 

Waters  from  districts  containing  much  peat  are  often  coloured  more  or  less 
brown,  and  contain  an  unusual  quantity  of  organic  carbon,  but  this  peaty 
matter  is  probably  innocuous  unless  the  quantity  be  extreme.  The  large 
proportion  of  Organic  carbon  and  nitrogen  given  in  the  average  for  unpolluted 
upland  surface  water  in  Table  8  (XXVIII.)  is  chiefly  due  to  the  fact  that  upland 
gathering  grounds  are  very  frequently  peaty.  The  examples  given  (I.  to  V.) 
may  be  taken  as  fairly  representative  of  the  character  of  upland  surface  waters 
free  from  any  large  amount  of  peaty  matter.  In  surface  waters  from  cultivated 
areas  the  quantity  of  organic  carbon  and  nitrogen  is  greater,  owing  to  increased 
density  of  population,  the  use  of  organic  manures,  etc.,  the  proportion  being 
about  0'25  to  0'3  part  of  organic  carbon,  and  0'04  to  0'05  part  of  organic 
nitrogen.  The  water  from  shallow  wells  varies  so  widely  in  its  character  that  it 
is  impossible  to  give  any  useful  average.  In  many  cases,  as  for  example  in  XIII. 
and  XIV.,  the  amount  is  comparatively  small,  although  the  original  pollution, 
as  shown  by  the  total  inorganic  nitrogen  and  the  chlorides,  w^as  very  large ;  the 
organic  matter  in  these  cases  having  been  almost  entirely  destroj^ed  by  powerful 
oxidation.  In  VIII.  and  IX.  the  original  pollution  was  slight;  and  oxidation 
being  active,  the  organic  carbon  and  nitrogen  have  been  reduced  to  extremely 
small  quantities.  On  the  other  hand,  in  XI.  the  proportion  of  organic  matter  is 
enormous,  the  oxidizing  action  of  the  surrounding  soil  being  utterly  insufficient 
to  deal  with  the  pollution.  The  danger  attending  the  use  of  shallow  well  waters, 
which  contain  when  analyzed  very  small  quantities  of  organic  matter,  arises 
chiefly  from  the  liability  of  the  conditions  to  variation.  Change  of  weather  and 
many  other  circumstances  may  at  any  time  prevent  the  purification  of  the  water, 
which  at  the  time  of  the  analysis  appeared  to  be  efficient.  Moreover,  it  is  by 
no  means  certain,  that  an  oxidizing  action  which  would  be  sufficient  to  reduce 
the  organic  matter  in  a  water  to  a  very  small  proportion,  would  be  equally  com- 
petent to  remove  the  specific  poison  of  disease.  Hence  the  greater  the  impurity 
of  the  source  of  a  water  the  greater  the  risk  attending  its  use. 

In  deep  well  waters  the  quantity  of  organic  carbon  and  nitrogen  also  extends 
through  a  wide  range,  but  is  generally  low,  the  average  being  about  0-06  part 
carbon  and  0'02  part  nitrogen  (XXIX.).  Here  the  conditions  are  usually  very 
constant,  and  if  surface  drainage  be  excluded,  the  source  of  the  water  is  of  less 
importance.  Springs  in  this,  as  in  most  other  respects,  resemble  deep  wells; 
the  water  from  them  being  generallj-,  however,  somewhat  purer.     In  sewage 
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great  variations  are  met  with.  On  the  average  it  contains  about  four  parts  of 
organic  carbon  and  two  parts  of  organic  nitrogen  (XXXII.  and  XXXIII.),  but 
the  range  is  very  great.  In  the  table,  XXXIV.  is  a  very  strong  sample,  and 
XXXV.  a  weak  one.  The  effluent  water  from  land  irrigated  with  sewage  is 
usually  analogous  to  waters  from  shallow  wells,  and  its  quality  varies  greatly 
according  to  the  character  of  the  sewage  and  the  conditions  of  the  irrigation. 

Ratio  of  Organic  Carbon  to  Organic  Nitrogen. 

The  ratio  of  the  organic  carbon  to  the  organic  nitrogen  given  in  the  seventh 
column  of  the  table  (which  shows  the  fourth  term  of  the  proportion — organic 
nitrogen  organic  carbon  :  1  x),  is  of  great  importance  as  furnishing  a 
valuable  indication  of  the  nature  of  the  organic  matter  present.  When  this  is  ot 
ve?etable  origin,  the  ratio  is  very  high,  and  when  of  animal  origin  very  low. 
This  statement  must,  however,  be  qualified,  on  account  of  the  different  eifeot  of 
oxidation  on  animal  and  vegetable  substances.  It  is  found  that  when  organic 
matter  of  vegetable  origin,  with  a  high  ratio  of  carbon  to  nitrogen,  is  oxidized, 
it  loses  carbon  more  rapidly  than  nitrogen,  so  that  the  ratio  is  reduced.  Thus 
unoxidized  peaty  waters  exhibit  a  ratio  varying  from  about  8  to  20  or  even 
more,  the  average  being  about  12 ;  whereas,  the  ratio  in  spring  water  originally 
containing  peaty  matter,  varies  from  about  2  to  5,  the  average  being  about  3'2. 
When  the  organic  matter  is  of  animal  origin  the  action  is  reversed,  the  ratio 
being  increased  by  oxidation.  In  unpolluted  upland  surface  waters  the  ratio 
varies  from  about  6  to  12,  but  in  peaty  waters  it  may  amount  to  20  or  more.  In 
surface  water  from  cultivated  land  it  ranges  from  about  4  to  10,  averaging  about 
6.  In  water  from  shallow  wells  it  varies  from  about  2  to  8,  with  an  average 
of  about  4,  but  instances  beyond  this  range  in  both  directions  are  very  frequent- 
In  water  from  deep  wells  and  springs,  the  ratio  varies  from  about  2  to  6  with 
an  average  of  4,  being  low  on  account,  probably,  of  the  prolonged  oxidation  to 
which  it  has  been  subjected,  which,  as  has  been  stated  above,  removes  carbon 
more  rapidly  than  nitrogen.  In  sea  water  this  action  reaches  a  maximum,  the 
time  being  indefinitely  prolonged,  and  the  ratio  is  on  the  average  about  1'7. 
This  is  probably  complicated  by  the  presence,  in  some  oaases,  of  multitudes  of, 
minute  living  organisms.  In  sewage  the  ratio  ranges  from  about  1  to  3,  with 
an  average  of  about  2. 

When,  in  the  case  of  •■'  water  containing  much  nitrogen  as  nitrates  and 
nitrites,  this  ratio  is  unusually  low,  incomplete  destruction  of  nitrates  during 
the  evaporation  may  be  suspected,  and  the  estimation  should  be  repeated. 
To  provide  for  this  contingency,  if  a  water  contain  any  considerable  quantity  of 
ammonia,  it  is  well,  when  commencing  the  evaporation  in  the  firsft  instance,  to 
set  aside  a  quantity  sufficient  for  this  repetition,  adding  to  it  the  usual  pro- 
portion of  sulphurous  acid. 

Nitrogen  as  Ammonia. 

The  ammonia  in  natural  waters  is  derived  almost  exclusively  from  animal 
contamination,  and  its  quantity  varies  between  very  wide  limits.  In  upland 
surface  waters  it  seldom  exceeds  O'OOS  part,  the  average  being  about  000'2 
part.  In  water  from  cultivated  land  the  average  is  about  0"005,  and  the 
range  is  greater,  being  from  nil  to  0'025  part,  or  even  more.  In  water  from 
shallow  wells  the  variation  is  so  great  that  it  would  be  useless  to  attempt  to 
state  an  average,  all  proportions  from  nil  to  as  much  as  2'5  parts  having 
been  observed.  In  waters  from  deep  wells  a  very  considerable  proportion  is 
often  found,  amounting  to  O'l  part  or  even  more,  the  average  being  O'Ol 
part,  and  the  variations  considerable.  In  spring  water  it  is  seldom  that 
more  than  O'Ol  part  of  nitrogen  as  ammonia  occurs,  the  average  being  only 
O'GOl  part.  Sewage  usually  contains  from  2  to  6  parts,  but  occasionally  as 
much  as  9  or  10  parts,  the  average  being  about  five.  Ammonia  is  readily 
oxidized  to  nitrates  and  nitrites,  and  hence  its  presence,  in  considerable  quantity, 
usually  indicates  the  absence  of  oxidation,  and  is  generally  coincident  with  the 
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presence  of  organic  matter.     That  sometimes  found  in  waters  from  very  deep 
wells  is,  however,  probably  due  to  subsequent  decomposition  of  nitrates. 

Witrogen  as  Nitrates  and  Nitrites. 

Nitrates  and  nitrites  are  produced  by  the  oxidation  of  nitrogenous  organic 
matter,  and  almost  always  from  animal  matter.  In  upland  surface  waters  the 
proportion  varies  from  nil  to  0'05  part  or  very  rarely  more,  but  the  majority  of 
samples  contain  none  or  mere  traces  (I.  to  V.),  the  average  being  about  0'009 
part;  In  surface  waters  from  cultivated  land  the  quantity  is  much  greater, 
varying  from  nil,  which  seldom  occurs,  to  1  part,  the  average  being  about  0'25 
part.  The  proportion  in  shallow  wells  is  usually  much  greater  still,  ranging 
from  nil,  which  very  rarely  occurs,  to  as  much  as  25  parts.  It  woald  probably 
be  useless  to  attempt  to  state  an  average,  but  quantities  of  from  2  to  5  parts 
occur  most  frequently.  In  water  from  deep  wells  the  range  is  from  nil  to  about 
3  parts,  and  occasionally  more,  the  average  being  about  0'5  part.  In  spring 
water  the  range  is  about  the  same  as  in  deep  well  water,  but  the  average  is 
somewhat  lower. 

It  sometimes  happens  that,  when  the  supply  of  atmospfierio  oxygen  is  deficient, 
the  organic  matter  in  witer  is  oxidized  at  the  expense  of  the  nitrates  present; 
and  occasionally,  if  the  quantities  happen  to  be  suitably  proportioned,  they 
are  mutually  destroyed,  leaving  no  evidence  of  pollution.  This  reduction  of 
nitrates  often  occurs  in  deep  well  water,  as  for  example,  in  that  from  wells  in 
the  Chalk  beneath  London  Clay,  where  the  nitrates  are  often  totally  destroyed.' 
In  sewages,  putrefaction  speedily  sets  in,  and  during  this  condition  the  nitrates 
are  rapidly  destroyed,  and  so  completely  and  uniformly  that  it  is  probably 
needless  to  attempt  their-  estimation,  except  in  sewages  which  are  very  weak,  or  • 
for  other  special  reasons  abnormal.  Out  of  a  large  number  of  samples,  only  a 
very  few  have  been  fouud  which  contained  any  nitrates,  and  those  only  very 
small  quantities. 

Nitrites  occurring  in  deep  springs  or  wells  no  doubt  arise  from  the  deoxidation 
of  nitrates  by  ferrous  oxide,  or  certain  forms  of  organic  matter  of  a  harmless 
nature ;  but  whenever  thej'  occur  in  shallow  wells  or  river  water,  they  may  be 
of  much  greater  significance.  Their  presence  in  such  cases  is  most  probably 
due  to  recent  sewage  contamination,  and  such  waters  must  be  looked  upon  with 
great  suspicion. 

Total  Inorganic  Nitrogen. 

"When  organic  matter  is  oxidized  it  is  ultimately  resolved  into  inorganic 
substances.  Its  carbon  appears  as  carbonic  acid,  its  hydrogen  as  water,  and  its 
nitrogen  as  ammonia,  nitrous  acid,  or  nitric  acid ;  the  last  two  combining  with 
the  bases  always  present  in  water  to  form  nitrites  and  nitrates.  The  carbon 
and  hydrogen  are  thus  clearly  beyond  the  reach  of  the  analyst ;  but  the  nitrogen 
compounds,  as  has  been  shown,  can  be  accurately  determined,  and  furnish  us 
with  a  means  of  estimating  the  amount  of  organic  matter  which  was  formerly 
present  in  the  water,  but  which  has  already  undergone  decomposition. 

The  sum  of  the  amounts  of  nitrogen  found  in  these  three  forms  constitutes 
then  a  distinct  and  valuable  term  in  the  analysis,  the  organic  nitrogen  relating  to 
the  present,  and  the  total  inorganic  nitrogen  to  the  past  condition  of  the  water. 
Since  ammonia,  nitrites,  and  nitrates  are  quite  innocuous,  the  total  inorganic 
nitrogen  does  not  indicate  actual  evil  like  the  organic  nitrogen,  but  potential 
evil,  as  it  is  evident  that  the  innocuous  character  of  a  water  which  contains  much 
nitrogen  in  these  forms  depends  wholly  on  the  permanence  of  the  conditions 
of  temperature,  aeration,  filtration  through  soil,  etc.,  which  have  broken  up  the 
original  organic  matter ;  if  these  should  at  any  time  fail,  the  past  contamination 
would  become  present,  the  nitrogen  appearing  in  the  organic  form,  the  water 
being  loaded  in  all  likelihood  with  putrescent  and  contagious  matter. 

In  upland  surface  waters  which  have  not  been  contaminated  to  any  extent  by 
animal  pollution  the  total  inorganic  nitrogen  rarely  exceeds  003 part.  In  water 
from  cultivated  districts  the  amount  is  greater,  ranging  as  high  as  1  part,  the 
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average  of  a  large  number  of  samples  being  about  .0'22  part.  It  is  useless  to 
attempt  any  generalization  for  shallow  wells,  as  the  proportion  depends  upon  local 
circumstances.  The  amount  is  usually  large  and  may  reach,  as  seen  in  Examples 
XIII.,  the  enormous  quantity  of  twenty-five  parts  per  100,000.  "Waters  con- 
taining from  one  to  five  parts  are  very  commonly  met  with.  In  water  from  deep 
wells  and  springs,  quantities  ranging  up  to  3'5  parts  have  been  observed,  the 
average  on  a  large  series  of  anj^lyses  being  O'S  part  for  deep  wells  and  about 
0'4  part  for  springs.  It  must  be -remembered  that  the  conditions  attending 
deep  wells  and  springs  are  remarl^ably  permanent,  and  the  amount  of  filtration 
which  the  water  undergoes  before  reaching  the  well  itself,  or  issuing  from  the 
spring  is  enormous.  Meteorological  changes  here  have  either  no  effect,  or  one 
so  small  and  slow  as  not  to  interfere  with  any  purifying  actions  which  mky  be 
taking  place.  All  other  sources  of  water,  and  especially  shallow  wells,  are  on 
the  other  hand  subject  to  considerable  changes.  A  sudden  storm  after  drought 
will  wash  large  quantities  of  polluting  matter  into  the  water-course ;  or  dissolve 
the  filth  which  has  been  concentrating  in  the  pores  of  the  soil  during  the  dry 
season,  and  carry  it  into  tlie  well.  Small  indications  therefore  of  a  polluted 
origin  are  very  serious  in  surface  waters  and  shallow  well  waters,  but  are  of  less 
moment  in  water  from  deep  wells  and  springs;  the  present  character  of  these 
being  of  chief  importance,  since  whatever  degree  of  purification  may  be  observed, 
may  usually  be  trusted  as  permanent.  The  term  "  total  inorganic  nitrogen " 
has  been  choseh  chiefly  because  it  is  based  on  actual  results  of  analysis  without 
the  introduction  of  any  theory  whatever.  It  will  be  seen  that  it  corresponds 
very  nearly  with  the  term  "  previous  sewage  or  animal  contamination,"  which 
was  introduced  by  Dr.  Prankland,  and  which  was  employed  in  the  second 
edition  of  this  work.  Perhaps  few  terms  have  been  more  wonderfully  mis- 
•  understood  and  misrepresented  than  that  phrase,  and  it  is  hoped  that  the  new 
term  will  be  less  liable  to  misconception.  It  will  be  remembered  the  "  previous 
sewage  contamination "  of  a  water  was  calculated  by  multiplying  the  sum  of 
the  quantities  of  nitrogen  present  as  ammonia,  nitrates,  and  nitrites,  by  10,000 
and  deducting  320  from  the  product,  the  number  thus  obtained  representing 
the  previous  animal  contamination  of  the  water  in  terms  of  average  filtered 
London  sewage.  It  was  purely  conventional,  for  the  proportion  of  organic 
nitrogen  present  in  such  sewage  was  assumed  to  be  10  parts  per  100,000, 
whereas  in  the  year  1857  it  was  actually  8'4  parts,  and  in  1869  only  7  parts. 
The  deduction  of  320  was  made  to  correct  for  the  average  amount  of  inorganic 
nitrogen  in  rain  water,  and  this  is  omitted  in  calculating  "  total  Inorganic 
nitrogen"  for  the  following  reasons: — The  quantity  is  small,  and  the  variations 
in  composition  of  rain  water  at  dififerent  times  and  under  different  circumstances 
very  considerable,  and  it  appears  to  obscure  the  significance  of  the  results  of 
analysis  of  very  pure  waters  to  deduct  from  all  the  same  fixed  amount.  As, 
too,  the  average  amount  of  total  inorganic  nitrogen  in  unpolluted  surface 
waters  is  only  0011  part  (XXVIII.),  it  cannot  be  desirable  to  apply  a  correction 
amounting  to  nearly  three  times  that  average,  and  so  place  a  water  which 
contains  0'032  part  of  total  inorganic  nitrogen  on  the  same  level  as  one  which 
contains  no  trace  of  any  previous  pollution. 

Chlorine. 

This  is  usually  present  as  sodium  chloride,  but  occasionally',  as  has  been 
mentioned  before,  it  is  most  likely  as  a  calcium  salt.  It  is  derived,  in  some 
cases,  from  the  soil,  but  more  usually  from  animal  excreta  (human  uriue 
contains  about  500  parts  per  100,000),  and  is  therefore  of  considerable  importance 
in  forming  a  judgment  as  to  the  character  of  a  water.  Unpolluted  river  and 
spring  waters  usually  contain  less  than  one  part ;  average  town  sewage  about 
eleven  parts.  Shallow  well  water  may  contain  any  quantity  from  a  mere  trace 
up  to  fifty  parts  or  even  more.  Its  amount  is  scarcely  ailected  by  any  degree 
of  filtration  through  soil :  thus  the  effluent  water  from  land  irrigated  with 
sewage  contains  the  same  proportion  of  chlorine  as  the  sewage,  unless  it  has 
been  diluted  by  subsoil  water  or  concentrated  by  evaporation.  Of  course, 
attention  should  be  given  to  the  geological  nature  of  the  district  from  which  the 
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water  comes,  the  distance  from  the  sea  or  other  source  of  chlorine,  etc.,  in 
order  to  decide  on  the  origin  of  the  chlorine.  Under  ordinary  circumstance,  a 
water  containing  more  than  three  or  four  parts  of  chlorine  should  be  regarded 
with  suspicion. 

Hardness. 

This  is  chiefly  of  importance  as  regards  the  use  of  the  water  for  cleansing 
and  manufacturing  purposes,  and  for  steam  boilers.  It  is  still  a  moot  point 
as  to  whether  hard  or  soft  water  is  better  sis  an  article  of  food.  The 
temporary  hardness  is  often  said  to  be  that  due  to  carbonates  held  in  solution 
by  carbonic  acid,  but  this  is  not  qviite  correct ;  for  even  after .  prolonged 
boiling,  water  will  still  retain  about  three  parts  Of  carbonate  in  solution,  and 
therefore  when  the  total  hardness  exceeds  three  parts,  that  amount  should 
be  deducted  from  the  permanent  hardness  and  added  to  the  temporary,  in  order 
to  get  the  quantity  of  carbonate  in  solution.  But  the  term  "temporary" 
hardness  properly  applies  to  the  amount  of  hardness  which  may  be  removed 
by  boiling,  and  hence,  if  the  total  hardness  be  less  than  three  parts,  there  is 
usually  no  temporary.  As  the  hardness  depends  chiefly  on  the  nature  of  the 
soil  through  and  over  which  the  water  passes,  the  variations  in  it  are  very- 
great;  that  from  igneous  strata  has  least  hardness,  followed  in  approximate 
order  by  that  from  Metamorphic,  Cambrian,  Silurian  aud  Devonian  rooks, 
Millstone  Grit,  London  Clay,  Bagshot  Beds,  New  Red  Sandstone,  Coal  Measures, 
Mountain  limestone,  Oolite,  Chalk,  Lias,  and  Dolomite,  the  average  in  the  case 
of  the  first  being  2'4  parts,  and  of  the  last  41  parts.  As  animal  excreta  contain  a 
considerable  quantity  of  lime,  highly  polluted  waters  are  usually  extremely  hard. , 
Water  from  shallow  wells  contains  varying  proportions  up  to  nearly  20O  parts 
of  total  hardness  (XIII.).  No  generalization  can  be  made  as  to  the  proportion 
of  permanent  to  temporary  hardness. 

Suspended  Matter. 

This  is  of  a  less  degree  of  importance  than  the  matters  hitherto  considered. 
From  a  sanitary  point  of  view  it  is  of  minor  interest,  because  it  may  be  in 
most  cases  readily  and  completely  removed  by  filtration..  Mineral  suspended 
matter  is,  however,  of  considerable  mechanical  importance  as  regards  the 
formation  of  impediments  in  the  river  bed  by  its  gradual  deposition,  and  as 
regards  the  choking  of  the  sand  filters  in  wa:ter-works ;  and  organic  suspended 
matter  is  at  times  positively  injurious,  and  always  favours  the  growth  of  minute 
organisms. 

From  the  determinations  which  have  been  described,  it  is  believed  that  a 
sound  judgment  as  to  the  character  of  a  water  may  be  made,  and  the  analyst 
should  hardly  be  content  with  a,  less  complete  examination.  If,  however,  from 
lack  of  time  or  other  cause,  so  much  cannot  be  done,  a  tolerably  safe  opinion 
may  be  formed,  omitting  the  determination  of  total  solid  matter,  and  organic 
carbon  and  nitrogen.  But  it  must  not  be  forgotten  that  by  so  doing  the  inquiry 
is  limited  as  regards  organic  impurity,  to  the  determination  of  that  which  was 
formerly  present,  but  has  already  been  converted  into  inorganic  substances.  If 
still  less  must  suffice,  the  estimation  of  nitrogen  as  nitrates  and  nitrites  may  be 
omitted,  its  place  being  to  a  certain  extent  supplied  by  that  of  chlorine,  but 
especial  care  must  then  be  taken  to  ascertain  the  source  of  the  latter  by  exami- 
nation of  the  district.  If  it  be  in  any  degree  of.  mineral  origin,  no  opinion  can 
be  formed  from  it  as  to  the  likelihood  of  organic  pollution. 

General  Considerations. 

In  judging  of  the  character  of  a  sample  of  water,  due  attention  must  of 
course  be  paid  to  the  purpose  for  which  it  is  proposed  to  be  used.  The  analyst 
frequently  has  only  to  decide  broadly  whether  the  water  is  good  or  bad ;  as,  for 
example,  in  cases  of  the  domestic  supply  to  isolated  houses  or  of  existing-  town 
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supplies.  Water  which  would  be  fairly  well  suited  for  the  former  might  be 
very  objectionable  for  the  latter,  where  it  would  be  required  to  a  certain  extent 
for  manufacturing  purposes.  Water  which  would  be  dangerous  for  drinking  or 
cooking  may  be  used  for  certain  kinds  of  cleansing  operations  ;  but  it  must  not 
be  forgotten,  that  unless  great  care  and  watchfulness  are  exercised  there  is  con- 
siderable danger  of  this  restriction  being  neglected,  and  especially  if  the 
objectionable  water  is  nearer  at  hand  than  the  purer  supply.  There  would 
for  this  reason,  probably,  be  some  danger  attending  a  double  supply  on  a  large 
scale  in  a  town,  even  if  the  cost  of  a  double  service  of  mains,  etc.,  were  not 
prohibitive. 

It  is  often  required  to  decide  between  several  proposed  sources  of  supply,  and 
here  great-  care  is  necessary,  especially  if  the  differences  between  the  samples 
are  not  great.  If  possible,  samples  should  be  examined  at  various  seasons  of 
the  year ;  and  care  should  be  taken  that  the  samples  of  the  several  waters  are 
collected  as  nearly  as  possible  simultaneously  and  in  a  normal  condition.  The 
general  character  of  a  water  is  most  satisfactorily  shown  by  the  average  of  a 
systematic  series  of  analyses ;  and  for  this  reason  the  average  analysis  of  the 
water  supplies  of  London,  taken  from  the  Heports  of  Dr.  frankland  to  the 
Eegistrar  General,  of  Glasgow  by  Dr.  Mills,  and  of  Birmingham  by  Dr.  Hill, 
a,re  included  in  the  table.  River  waters  should,  as  ^  rule,  not  be  examined 
immediately  after  a  heavy  rain  when  they  are  in  flood.  A  sudden  rainfall  after 
a  dry  season  will  often  foul  a  river  more  than  a  much  heavier  and  more 
prolonged  downfall  after  average  weather.  Similarly  the  sewage  discharged 
from  a  town  at  the  beginning  of  a  heavy  rainstorm  is  usually  extremely  foul, 
the  solid  matter  which  has  been  accumulating  on  the  sides  of  the  sewers,  and  in 
corners  and  recesses,  being  rapidly  washed  out  by  the  increased  stream. 

The  possibility  of  improvement  in  quality  must  also  be  considered.  A  turbid 
water  may  generally  be  rendered  clear  by  filtration,  and  this  will  often  also 
effect  some  slight  reduction  in  the  quantity  of  organic  matter ;  but  while 
somewhat  rapid  filtration  through  sand  or  similar  material  will  usually  remove 
all  solid  suspended  matter,  it  is  generally  necessary  to  pass  the  water  very 
slowly  through  a  more  efficient  material  to  destroy  any  large  proportion  of  the 
organic  matter  in  solution.  Very  fine  sand,  animal  chircoal,  and  spongy  iron 
are  all  in  use  for  this  purpose.  The  quantity  of  available  oxygSu  must  not 
be  neglected  in  considering  the  question  of  filtration.  If  the  water  contains 
only  a  small  quantity  of  organic  matter  and  is  well  aerated,  the  quantity  of 
oxygen  in  solution  may  be  sufficient,  and  the  filtration  may  then  be  continuous; 
but  in  many  instances  this  is  not  the  case,  and  it  is  then  necessary  that  the 
filtration  should  be  intermittent,  the  water  being  allowed  at  intervals  to  drain 
off  from  the  filtering  material  in  order  that  the  latter  may  be  well  aerated, 
after  which  it  is  again  fit  for  work. 

Softening  water  by  Clark's  process  generally  removes  a  large  quantity  of 
organic  matter  (see  Table  8,  XVI.)  from  solution,  it  being  carried  dovpn  with 
the  caJoium  carbonate  precipitate. 

It  is  evident  that  no  very  definite  distinction  can  be  drawn  between  deep 
and  shallow  wells.  In  the  foregoing  pages,  deep  wells  generally  mean  such  as 
are  more  than  100  feet  deep,  but  there  are  many  considerations  which  qualify 
this  definition.  A  deep  well  may  be  considered  essentially  as  one  the  water 
in  which  has  filtered  through  a  considerable  thickness  of  porous  material,  and 
whether  the  shaft  of  such  a  well  is  deep  or  shallow  will  depend  on  circumstances. 
If  the  shaft  passes  through  a  bed  of  clay  or  other  impervious  stratum,  and  the 
surface  water  above  that  is  rigidly  excluded,  the  well  should  be  classed  as  "  deep," 
even  if  the  shaft  is  only  a  few  feet  in  depth,  because  the  water  in  it  must  have 
passed  for  a  considerable  distance  below  the  clay.  On  the  other  hand,  however 
deep  the  shaft  of  a  well,  it  must  be  considered  as  "  shallow  "  if  water  can  enter 
the  shaft  near  the  surface,  or  if  large  cracks  or  fissures  give  free  passage  for 
surface  water  through  the  soil  in  which  the  well  is  sunk.  With  these  principles 
in  view,  the  water  from  wells  may  often  be  improved.  Every  care  should  be 
taken  to  exclude  surface  water  from  deep  wells ;  that  is  to  say,  all  water  from 
strata  within  about  100  feet  from  the  surface  or  above  the  first  impervious 
bed.    tn  very  deep  wells  which  pass  through  several  such  beds,  it  is  desirable  to 
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examine  the  water  from  each  group  of  pervious  strata,  as  this  often  varies  in 
quality,  and  if  the  supply  is  sufficient,  exclude  all  hut  the  hest. 

In  shallow  wells  much  may  occasionally  be  accomplished  in  a  similar  manner 
by  making  the  upper  part  of  the  shaft  water-tight.  It  is  also  desirable  that 
the  surface  for  some  distance  round  the  well  should  be  puddled  with  clay, 
concreted,  or  otherwise  rendered  impervious,  so  as  to  increase  the  thickness  of 
the  soil  through  which  the  water  has  to  pass.  Drains  passing  near  the  well 
should  be,  if  possible,  diverted ;  and  of  course  cesspools  should  be  either  abolished, 
or,  if  that  is  impracticable,  removed  to  as  great  a  distance  from  the  well  as  is 
possible,  and  in  addition  made  perfectly  water-tight.  Changes  such  as  these  tend 
to  diminish  the  uncertainty  of  the  conditions  attending  a  shallow  well,  but  in 
most  cases  such  a  source  of  supply  should,  if  possible,  be  abandoned  as  dangerous 
at  best. 

Clark's  Process  for  Softening  Hard  Water. 

The  patent  right  ot  this  process  having  expired,  the  public  are  free  to  use  it. 

The  original  method  of  softening  consisted  in  adding  lime  to  the  hard  water. 
It  is  only  applicable  to  water  which  owes  its  hardness  entirely,  or  chiefly,  to 
the  calcium  and  magnesium  carbonates  held  in  solution  by  Ciirbonic  acid 
itemporary  hardness).  "Water  which  owes  its  hardness  to  calcium  or  magnesium 
sulphate  (permanent  hardness)  cannot  be  thus  softened ;  but  any  water  which 
softens  on  boiling  for  half  an  hour  will  be  softened  to  an  equal  extent  by  Clark's 
process.  The  hard  water  derived  from  chalk,  limestone,  or  oolite  districts,  is 
generally  well  adapted  for  this  operation. 

To  soften  700  gallons  ot  water,  about  one  ounce  of  quicklime  is  required  for 
each  part  of  temporary  hardness  in  100,000  parts  of  water.  The  quantity  of 
quicklime  required  is  thoroughly  slaked  in  a  pailful  of  water.  Stir  up  the  milk 
of  lime  thus  obtained,  and  pour  it  immediately  into  the  cistern  containing  at 
least  50  gallons  of  the  water  to  be  softened,  taking  care  to  leave  in  the  pail 
any  heavy  sediment  that  may  have  settled  to  the  bottom  in  the  few  seconds 
that  intervened  between  the  stirring  and  pouring.  Pill  the  pail  again  with 
water,  and  stir  and  pour  as  before.  The  remainder  of  the  700  gallons  of  water 
must  then  be  added,  or  allowed  to  run  into  the  cistern  from  the  supply  pipe.  If 
the  rush  of  the  water  does  not  thoroughly  mix  the  contents  of  the  cistern,  this 
must  be  accomplished  by  stirring  with  a  suitable  wooden  paddle.  The  water  will 
now  appear  very  milky,  owing  to  the  precipitation  of  the  chalk  which  it  previously 
contained  in  solution  together  with  an  equal  quantity  of  chalk  which  is  formed 
from  the  quicklime  added. 

After  standing  for  three  hours  the  water  will  be  sufficiently  clear  to  use  for 
washing;  but  to  render  it  clear  enough  for  drinking,  at  least  twelve  hours' 
settlement  is  required.  This  process  not  only  softens  water,  but  it  removes 
to  a  great  extent  objectionable  organic  matter  present. 

■  The  proportion  of  lime  to  water  may  be  more  accurately  adjusted  during  the 
running  in  of  the  hard  water,  by  taking  a  little  water  from  the  cistern  at 
intervals  in  a  small  white  cup,  and  adding  to  it  a  drop  or  two  of  solution  of 
nitrate  of.  silver,  which  will  produce  a  yellow  or  brownish  colouration  as  long 
as  there  is  lime  present  in  excess.  As  soon  as  this  becomes  very  faint,  and  just 
about  to  disappear,  the  flow  of  water  must  be  stopped. 

The  above  description  applies  simply  to  the  original  Clark  process  by  which 
•only  calcium  and  magnesium  carbonates  were  removable.  Other  methods  have 
been  since  devised  both  to  hasten  the  process  and  to  remove  also  sulphates  as  well 
as  carbonates  of  lime  and  magnesia. 

The  latest  and  most  effective  process  is  that  ofArchbutt  and  Deeley.  Full 
details  of  the  process  are  contained  in  a  paper  by  L.  Archbutt  (Proe.  Inst. 
Mech.  Engineers,  1898,  404-429.) 

The  first  part  of  this  paper  deals  with -the  compounds  or  salts  of  calcium 
and  magnesium  which  cause  temporary  and  permanent  hardness  in  natural 
waters,  and  the  chemical  methods  of  precipitating  these  compounds  by  using 
lime  water  and  sodium  carbonate.  Attention  is  drawn  to  the  fact  that  water 
which  has  been  softened  when  cold,  deposits  a  further  small  quantity  of 
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precipitate  on  heating.  The  precipitation  is  liable  to  take  place  in  the 
injectors  and  feed  pipes  of  boilers,  the  deposit  increasing  until  it  completely 
chokes  the  pipes.  As  the  deposit  consists  principally  of  calcium  carbonate  and 
magnesium  hydrate,  the  precipitation  may  be  prevented  by  re-carbonating  the 
clear  softened  water.  This  cannot  possibly  harden  it.  The  Arohbutt- 
Beeley  process  involves  the  passing  of  carbonic  acid  into  the  softened  water  as 
it  is  drawn  off  from  the  softening  tanks,  and  is  carried  out  as  follows :  The 
hard  water  is  run  into  a  tank  and  the  proper  quantities  of  lime  and  sodium 
carbonate  are  added.  The  lime  is  first  slaked  in  a  small  reagent  tank  abovfe  the 
main  tank,  and  then  boiled  after  the  addition  of  water,  by  means  of  a  steam 
pipe.  The  alkali  is  now  added,  and  the  reagent  thus  prepared  is  run  into  the 
water  tank,  being  distributed  through  perforated  horizontal  pipes.  To  cause  the 
fine  precipitate  to  fall  to  the  bottom  of  the  tank  quickly,  a  quantity  of  mud 
at  the  bottom  of  the  tank  (the  deposit  of  a  previous  softening)  is  stirred  up  by 
blowing  air  into  it  through  a  suitable  pipe.  This  mud  rapidly  settles  again, 
carrying  the  newly  formed  precipitate  with  it,  and  in  half  an  hour  the  water 
is  clear  enough  to  be  drawn  ofi'.  The  operations  of  drawing  dff  and  carbonating 
are  effected  simultaneously  by  means  of  a  floating  discharge  pipe.  The  water 
passes  down  the  pipe,  and  is  caused  "to  splash  up  into  the  carbonic  acid  gas 
by  a  series  of  baffte  plates.  The  gas  is  collected  from  a  coke-furnace  and  injected 
into  the  pipe.  The  mud  is  prevented  from  unduly  collecting  in  the  tanks  by 
its  partial  removal  when  required. 

Besides  softening  the  water,  this  process  also  purifies  it  as  regards  organic 
matter.  The  precipitate  of  calcium  carbonate  carries  down  with  it  about  98 
per  cent,  of  the  organisms  in  the  water,  even  when  the  latter  is  swarming  with 
bacteria,  and  the  repeated  stirring  up  of  the  old  precipitate  does  not  impair 
the  efficiency  of  the  purification  in  this  respect. 

The  process  gives  the  best  results  when  magnesia  is  present,  the  magnesium 
hydrate  forming  a  coarser  precipitate,  which  settles  more  rapidly  than  pure 
calcium  carbonate.  , 

This  process  may  also  be  used  for  clarifying  the  waste  water  from  bleach  and 
dye  works,  calico  printing  works,  paper  mills,  cloth  mills,  etc.;  lime  and 
"  alumino-ferric  "  being  the  chemicals  chiefly  employed  as  precipitants. 

All  the  necessary  machinery  for  carrying  out  this  excellent  process  is 
manufactured  by  Mather  and  Piatt,  Limited,  Salford  Iron  "Works, 
Manchester,  who  will  furnish  all  details  and  estimates  to  any  one  who  desires 
to  use  the  process. 

METHODS    OF    ESTIMATING    THE    ORGANIC 

IMPURITIES    IN 

WATER    WITHOUT    GAS    APPARATUS. 

§  99.  The  foregoing  methods  of  estimating  the  organic  impurities 
in  potable  waters,  though  very  comprehensive  and  trustvirorthy,  yet 
possess  the  disadvantage  of  occupying  a  good  deal  of  time,  and 
necessitate  the  use  of  a  complicated  and  expensive  set  of  apparatus, 
which  may  not  always  be  within  the  reach  of  the  operator. 

No  information  of  a  strictly  reliable  character  as  to  the  nature  of  the 
organic  matter  or  its  quantity  can  be  gained  from  the  use  of  standard 
permanganate  solution  as  originally  devised  by  Forschammer,  and 
the  same  remark  applies  to  the  loss  on  ignition  of  the  residue,  both 
of  which  have  been  in  past  time  largely  used. 

The  Forschammer  or  oxygen  process,  however,  as  improved  by 
Letheby,  and  further  elaborated  by  Tidy,  may  be  considered  as 
worthy  of  considerable  confidence  in  determining  the  amount  of 
organic  substances  contained  in  a  water. 
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The  Oxygen  Absorption  Process. 

This  process  depends  .upon  the  estimation  of  the  amount  of  oxygen 
required  to  oxidize  the  organic  and  other  oxidizable  matters  in 
a  known  vohime  of  water,  sHghtly  acidified  witli  pure  sulphuric  acid. 
For  this  purpose,  a  standard  solution  of  potassium  permanganate  is 
employed  in  excess.  The  amount  of  unchanged  permanganate,  after 
a  given  time,  is  ascertained  by  means  of  a  solution  of  sodium 
thiosulphate,  by  the  help  of  the  iodine  and  starch  reaction. 

Tidy  and  Frankland  in  all  cases  made  a  blank  experiment  with 
pure  distilled  water,  side  by  side  with  the  sample. 

As  regards  the  time  during  which  the  sample  of  water  should  be 
exposed  to  the  action  of  the  permanganate,  authorities  somewhat 
differ.  It  is  manifest  that,  if  the  water  contain  certain  reducing 
agents  such  as  nitrites,  ferrous  salts,  or  sulphuretted  hydrogen,  an 
immediate  reduction  of  the  reagent  will  occur,  and  Tidy  is  disposed 
to  register  the  reduction  which  occurs  in  three  minutes,  in  the  known 
absence  of  iron  and  sulphuretted  hydrogen,  as  due  to  nitrites.  The 
same  authority  adopts  the  plan  of  making  two  observations,  one  at 
the  end  of  one  hour  and  another  at  the  end  of  three  hours,  at  the 
ordinary  temperature  of  the  laboratory  (say  60°  Fahr.  or  16°  C.) 

Frankland  admits  this  process  to  be  the  best  volumetric  method 
in  existence  for  the  estimation  of  organic  matters,  but  is  content  with 
one  experiment  lasting  three  hours  (also  at  ordinary  temperature). 

The  Water  Committee  of  the  Society  of  Public  Analysts  of  Great 
Britain  and  Ireland  have  adopted  the  periods  of  fifteen  minutes  and 
four  hours  for  the  duration  of  the  experiment,  at  the  iixed  temperature 
of  80°  Fahr.  or  27°  C* 

Dupr^  has  carried  out  experiments  {Analyst  vii.  1),  the  results  of 
which  are  in  favour  of  the  modifications  adopted  by  the  Committee. 
The  chief  conclusions  arrived  at  are  : — 

(1)  That,  practically  no  decomposition  of  permanganate  takes 
place  during  four  hours  when  digested  in  a  closed  vessel  at  80°  with 
perfectly  pure  water  and  the  usual  proportion  of  pure  sulphuric  acid. 
By  adopting  the  closed  vessel,  all  diist  or  reducing  atmospheric 
influence  is  avoided. 

*  Dupr^  in  further  comment  on  the  temperature  at  which  it  is  advisable  to  carry  out 
this  method  {Analyst  x.  118)',  and  also  as  to  the  reactions  involTed,  points  out  one  feature 
which  has  in  all  prohability  impressed  itself  upon  other  operators,  that  is  to  say,  the  effect 
of  chlorides  when  present  in  any  quantity.  It  is  evident  that  if  in  this  case  the  per- 
manganate is  used  at  a  high  temperature  ajid  in  open  vessels,  chlorine  will  be  liberated ; 
part  escaping  into  the  air,  and  the  rest  nullifying  the  reducing  effect  of  any  organic  matter 
present  on  the  permanganate.  If,  however,  the  experiment  be  conducted  at  high  temper- 
ature in  a  closed  vessel,  the  probable  error  is  eliminated,  because  the  chlorine  is  retained, 
and  subsequently,  when  cool  and  the  potassium  iodide  added,  the  free  CI  liberates  exactly 
the  same  amount  of  iodine  as  would  have  been  set  free  by  the  permanganate  from  which  it 
was  produced.  It  thus  becomes  possible  to  estimate  the  amount  of  oxidizable  organic 
matter,  even  in  sea  water.  In  order,  however,  to  reduce  the  probable  error  from  the 
presence  of  chlorides,  Dupr^  prefers  to  carry  on  the  experiment  at  a  very  low  temperature, 
in  fact,  as  near  0°  C.  or  32°  F.  as  possible,  ajid  uses  phosphoric  acid  in  place  of  sulphuric 
(250  gm.  glacial  acid  to  the  liter;  10  c.c.  of  which  is  used  for  each  quarter  or  half  liter  of 
water).  The  sample  is  cooled,  the  reagent  added  in  a  stoppered  bottle,  and  tept  in  an 
ordinary  refrigerator  for  twenty-four  hours.  The  same  operator  very  rightly  condemns 
the  practice  adopted  by  some  chemists,  especially  those  of  Germany,  of  boiling  a  water 
with  permanganate  and  sulphuric  acid.  The  presence  of  chlorides  in  varying  proportions 
must  in  such  case  totally  vitiate  the  results. 
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(2)  The  standardizing  of  the  thiosulphate  and  permanganate, 
originally  and  from  time  to  time,  must  be  made  in  a  closed  vessel  in 
the  same  manner  as  the  analysis  of  a  water,  since  it  has  been  found 
that  when  the  titration  is  made  slowly  in  an  open  beaker  less 
thiosulphate  is  required  than  in  a  stoppered  bottle.  This  is  probably 
due  to  a  trifling  loss  of  iodine  by  evaporation. 

(3)  That  with  very  pure  waters  no  practical  difference  is  produced 
by  a  rise  or  fall  of  temperature,  the  same  results  being  obtained  at 
32°  F.  as  at  80°  F.  On  the  other  hand,  with  polluted  waters,  the 
greater  the  organic  pollution,  the  greater  the  difference  in  the  amount 
of  oxygen  absorbed  according  to  temperature. 

(4)  As  to  time,  it  appears  that  very  little  difference  occurs  in  good 
waters  between  three  and  four  hours'  digestion ;  but  with  bad  waters 
there  is  often  a  very  considerable  increase  in  the  extra  hour ;  and  thus 
Dupr4  doubts  whether  even  four  hours'  digestion  suffices  for  very 
impure  waters. 

The  necessary  standard  solutions  for  working  the  process  will  be 
described  further  on.     (For  method  of  procedure  sae  page  477.) 

Comparison  of  the  Results  of  this  Process  with  the 
Combustion  Method. — I  cannot  do  better  than  quote  Frankland's 
remarks  o;i  this  subject,  as  contained  in  his  treatise  on  Water 
Analysis : — 

"  The  objections  to  the  oxygen  process  are  first,  that  its  indications  are 
only  oomparatlve,  and  not  absolute;  and,  second,  that  its  comparisons  are 
only  true  when  the  organic  matter  compared  is  substantially  identical  in 
composition. 

"  For  many  years,  indeed,  after  this  process  was  first  introduced,  the  action  of' 
the  permanganate  was  tacitly  assumed  to  extend  to  the  complete  oxidation  of  the 
organic  matter  in  the  water,  and,  therefore,  the  result  of  the  experiment  was 
generally  stated  as  'the  amount  of  oxygen  required  to  oxidize  the  organic 
matter ; '  whilst  some  chemists  even  employed  the  number  so  obtained  to  calculate 
the  actual  weight  of  organic  matter  in  the  water  on  the  assumption  that  equal 
weights  of  all  kinds  of  organic  matter  required  the  same  weight  of  oxygen  for 
their  complete  oxidation. 

"Both  these  assumptions  have  been  conclusively  proved  to  be  entirely 
fallacious,  for  it  has  been  experimentally  demonstrated  by  operating  upon 
known  quantities  of  organic  substances  dissolved  in  water,  that  there  is  no 
relation  either  between  the  absolute  or  relative  weight  of  different  organic 
matters  and  the  oxygen  which  such  matters  abstract  from  permanganate. 

"  Nevertheless,  in  the  periodical  examination  of  waters  from  the  same  source,  I 
have  noticed  a  remarkable  parallelism  between  the  proportions  of  organic  carbon 
and  of  oxygen  abstracted  from  permanganate.  Thus,  for  many  years  past,  I 
have  seen  in  the  monthly  examination  of  the  waters  of  the  Thames  and  Lea 
supplied  to  London  such  a  parallelism  between  the  numbers  given  by 
Tidy,  expressing  'oxygen  consumed,'  and  those  obtained  by  myself  in  the 
determination  of  '  organic  carbon.' 

"  This  remarkable  agreement  of  the  two  processes,  extending  as  it  did  to 
1,418  out  of  1,686  samples,  encouraged  me  to  hope  that  a  constant  multiplier 
might  be  found,  by  which  the  'oxygen  consumed'  of  the  Porschammer 
process  could  be  translated  into  the  '  organic  carbon '  of  the  combustion  method 
of  analysis.  To  test  the  possibility  of  such  a  conversion,  my  pupil, 
"Woodland  Toms,  made,  at  my  suggestion,  the  comparative  experiments 
recorded  in  the  following  tables  : 
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Source  of  Sample. 

Oxygen           C      _ 
consumed,           o 

Organic 

carbon  by 

combustion. 

Chelsea  Company's  supply 
West  Middlesex  Co.'s  „ 
Tia.rabeth  Co.'s              „ 
Sou thwark  Co.'s            ,, 
New  Eiver  Co.'s           '„ 
Chelsea  Co.'s  second  sample 

Lambeth  Co.'s         „                   

New  Eiver  .Co.'s      „ 

0-098     X     2-6     = 
0-116     X     2-5     = 
0-119     X     2-43   = 
0-121     X     2-22   = 
0076     X     2-4     = 
0-070     X     2-69  = 
0-119     X     1-99  = 
0-107     X     2-25  = 

0-256 
0-291 
0-282 
0-269 
0-183 
0-188 
0-234 
0-221 

"  As  the  result  of  these  experiments  the  average  multiplier  is  2-38,  and  the 
maximum  errors  incurred  by  its  use  would  be  —  0-021  part  of  organic  carbon 
in  the  case  of  the  second  sample  of  the  Chelsea  Company's  water,  and  +  0-049 
part  in  that  of  the  second  sample  of  the  Lambeth  Company's  water.  These 
errors  would  practically  have  little  or  no  influence  upon  the  analyst's  opinion 
of  the  quality  of  the  water.  It  is  desirable  that  this  comparison  should  be 
extended  to  the  water  of  other  moderately  polluted  rivers. 


II.— Deep  Well  Water. 


Source  of  Sample. 


Kent  Company's  supply 
Colne  Valley  Co.'s    „ 
Hodgson's  Brewery  well 


Oxygen 
consumed, 


V  ^=1 


Organic 

carbon  by 

combustion. 


0-015 

X 

5-1 

^ 

0-077 

0-0133 

X 

6-9 

= 

0094 

0-03 

X 

5-8 

= 

0158 

"  The  relation  between  '  oxygen  consumed '  and  '  organic  carbon '  in  the  case 
of  deep  well  waters  is  thus  very  different  from  that  which  obtains  in  the  case  of 
river  waters,  and  the  average  multiplier  deduced  from  the  foregoing  examples 
is  5-8,  with  maximum  errors  of  +  0-01  of  organic  carbon  in  the  case  of  the  Kent 
Company's  water,  and  —  0-015  in  that  of  the  Colne  Valley  water.  Such  slight 
errors  are  quite  unimportant. 

"  Similar  comparative  experiments  made  with  shallow  well  and  upland  surface 
waters  showed  amongst  themselves  a  wider  divergence,  but  pointed  to  an  average 
multiplier  of  2-28  for  shallow  well  water,  approximately  the  same  as  that  found 
for  moderately  polluted  river  water,  and  1'8  for  upland  surface  water. 

"In  the  interpretation  of  the  results  obtained,  either  by  the  Forschammer 
or  combustion  process,  the  adoption  of  a  scale  of  organic  purity  is  often  useful 
to  the  analyst,  although  a  classification  according  to  such  a  scale  may  require  to 
be  modified  by  considerations  derived  from  the  other  analytical  data.  It  is 
indeed  necessary  to  have  a  separate  and  more  liberal  scale  for  upland  surface 
water,  the  organic  matter  of  which  is  usually  of  a  very  innocent  nature,  and 
derived  from  sources  precluding  its  infection  by  zymotic  poisons. 

"  Subject  to  modification  by  the  other  analytical  data,  the  following  scale  of 
classification  has  been  suggested  by  Tidy  and  myself: — 


Section  I.— Upland  Surface  Water. 

"  Class  I.  Water  of  great  organic  purity,  absorbing  from  permanganate 
not  more  than  0-1  part  of  oxygen  per  100,000  parts  of  water,  or  0-07  grain 
per  gallon. 
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"  Class  II.  TFa/ei-  of  medium  purity,  absorbing  from  O'l  to  0'3  part  of 
oxygen  per  100,000  parts  of  water,  or  0'07  to  0'21  grain  per  gallon. 

"  Class  III.  Water  of  douhtful  purity,  absorbing  from  O'?  to  0-4  part 
per  100,000,  or  021  to  0 28  grain  per  gallon. 

"  Class  IV.  Impure  water,  absorbing  more  than  0"4  part  per  100,000  or 
0'28  grain  per  gallon. 

Section  II.— Water  other  than  Upland  Surface. 

"Class  I.  Water  of  great  oraanic  purity,  ahsovhing  from  permanganate 
not  more  than  0'05  part  of  oxygen" per  100,000  parts  of  water,  or  0035  grain 
per  gallon. 

"  Class  II.  Water  of  medium  purity,  absorbing  from  0'05  to'  0'15  parb  of 
oxygen  per  100,000,  or  0'035  to  O'l  grain  per  gallon. 

"  Class  III.  Water  of  doubtful  purity,  absorbing  from  0'15  to  0-2  part 
of  oxygen  per  100,000,  or  O'l  to  0'15  grain  per  gallon. 

"  Class  IV.  Impure  boater,  absorbing  more  than  0'2  part  of  oxygen  per 
100,000,  or  0'15  grain  per  gallon. 

The  Albuminoid  Ammonia  Process. 

Wanklyn,  Chapman,  and  Smith  are  the  authors  of  this  well- 
known  method  of  estimating  the  quantity  of  nitrogenous  organic 
matter  in  water,  which  depends  upon  the  conversion  of  the  nitrogen 
in  such  organic  matter  into  ammonia  when  distilled  with  an  alkaline 
solution  of  potassium  permanganate  {J.  G.  S.  1867,  591). 

The  authors  have  given  the  term  "Albuminoid  ammonia  "  to  the 
NHg  produced  from  nitrogenous  ma,tter  by  the  action  of  the 
permanganate,  doubtless  because  the  first  experiments  made  in  the 
process  were  made  with  albuminous  substances  ;  biit  the  authors  also 
proved  that  ammonia  may  be  obtained  in  a  similar  way  from  a  great 
variety  of  nitrogenous  organic  substances,  such  as  hippuric  acid, 
narcotine,  strychnine,  morphine,  creatine,  gelatine,  casein,  etc. 
Unfortunately,  however,  although  the  proportion  of  nitrogen  yielded 
by  any  one  substance  when  treated  with  boiling  alkaline  permanganate 
appears  to  be  definite,  yet  different  substances  give  different  proportions 
of  their  nitrogen.  Thus  hippuric  acid  and  narcotine  yield  the  whole, 
but  sbrychnin'e  and  morphine  only  one-half  of  their  known  proportion 
of  nitrogen.  Hence  the  value  of  the  numerical  results  thus  obtained 
depends  entirely  on  the  assumption  that  the  nitrogenous  organic 
matter  in  water  is  uniform  in  its  nature,  and  the  authors  say  that  in 
a  river  polluted  mainly  by  sewage  "  the  disintegrating  animal  refuse 
would  be  pretty  fairly  measured  by  ten  times  the  albuminoid  ammonia 
which  it  yields." 

It  is  stated  by  the  authors  that  the  albuminoid  ammonia  from 
a  really  good  drinking  water  should  not  escceed  0'008  part  in  100,000. 
The  average  of  fifteen  samples  of  Thames  water  supplied  to  London 
by  the  various  Water  Companies  in  1867  was  0'0089,  and  in  five 
samples  supplied  by  the  New  Eiver  Company  0'0068  part  per  100,000. 

The  necessary  standard  solutions  and  directions  for  working  the 
process  will  be  described  further  on  (page  476). 
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For  Sea  Water  or  Waters  containing  large  amounts  of 
Chlorides,  Bromides,  etc. 

The  ordinary  method  cannot  be  applied  to  these  waters,  and 
a  modified  form  has  been  devised  by  Lenormand  (C  N.  Ixxxix.  219) 
by  which  Diiboscq's  colorimeter  is  used,  but  probably  other  instru- 
ments of  the  same  class  can  be  available. 

The  perriianganate  used  is  the  same  as  is  used  in  the  above  method 
(p.  472),  and  in  addition  a  satursited  solution  of  sodium  bicarbonate 
is  necessary. 

Method  of  Pkocebtjhe  :  Place  100  o.c.  of  the  water  to  be  examined  in 
a-  beaker  with  10  c.o.  of  the  perliianganate  and  10  c.o.  of  the  bicarbonate  of 
soda  solutions.  Boil  for  ten  minutes,  and,  after  cooling,  bring  the  volume 
up  to  100  o.c.  with  distilled  water.  Allow  to  settle  completely,  and  decant 
the  liquid  into  one  of  the  colorimeter  glasses,  and  in  the  other  place  a  solution 
formed  of  10  o.c.  of  permanganate  and  90  c.o.  of  distilled  water.  Then  make 
the  tints  appear  equal. 

Now,  let  X  be  the  quantity  of  permanganate  remaining  after  boiling,  p  the 
amount  of  permanganate  in  100  o.c.  of  the  check  sample.  Hi  the  degree  under 
which  the  water  in  question  is  being  examined,  and  H  that  of  the  check  sample. 
We  get — 

H  ' 

or,  replacing  p  by  its  value, — 

a;=0-O0395^  ; 
Hi 

the  amount  of  permanganate   that  has   disappeared  durifig  boiling  will  be 
expressed  by  the  formula — 

000395-0-03395-^,  or  000395/     '         ), 

but  0'00395  of  permanganate  of  potassium  corresponds  to  1  m.gm.  of  oxygen 

(TT    TTv  TT     TJ 

— ij — J  will  correspond  to  a  quantity  equal  to — ]= — . 

Example. — Let  Hi =40  and  H=26'4,  the  quantity  of  oxygen  fixed  by  100  c.o. 

of  water  will  be  — =  0'34  m.gm.,  or  3'4  m.gm.  per  liter. 

40 
The  method  is'constant  in  its  applications,  and  the  intensity  of  the  final  tint 
obtained  always  gives  the  same  results  with  one  particular  sample,  no  matter  how 
many  times  it  is  repeated,  provided  the  operations  are  conducted  under  identical 
conditions. 

PREPARATION  OF  THE  REAGENTS  FOR  THE 
SANITARY  ANALYSIS  OF  WAtERS  WITHOUT 
GAS    APPARATUS. 

§  100.  The  Water  Committee  of  the  Society  of  Public  Analysts 
of  Great  Britain  and  Ireland  have  drawn  up  some  very  concise 
directions  for  the  practice  of  water  analysis  for  sanitary  purposes, 
based  upon  well-known  processes,  the  essential  parts  of  which  are 
given  below.  There  are  some  slight  modifications,  such  as  the  use  of 
the  grain  measure  instead  of  the  gram,  etc.  The  insertion  here  of 
these  directions  in  full,  or  nearly  so,  necessarily  repeats  some 
processes  which  have  been  already  described  in  §§  96  and  97,  but 
it  avoids  cross-references,  and  at  the  same  time  gives  some  slight 
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practical  modifications  whioli,  to  some  operators,  may  seem,  desirable. 
The  Committee  recommend  the  results  to  be  recorded  in  grains  per 
imperial  gallon;  but  whatever  system  of  weights  and  measures  the 
individual  analyst  may  use,  a  slight  calculation  will  enable  him  to 
state  the  results  in  any  required  way. 

Reagents  for  the  Estimation  of  Chlorine. 

Standard  solution  of  silver  nitrate. — Dissolve  4'79  parts  of  pure 
recrystallized  silver  nitrate  in  distilled  water,  and  make  the  solution 
up  to  1000  parts.  The  solution  is  to  be  standardized  against  the 
standard  solution  of  sodium  chloride,  and  adjusted  if  necessary. 
1  c.c.  =  O'OOl  gm.  of  chlorine. 

Standard  solution  of  sodium  chloride. — Dissolve  1'649  part  of 
pure  dry  sodium  chloride  in  distilled  water,  and  make  the  solution  up 
to  1000  parts.     1  c.c.  contains  O'OOl  gm.  chlorine. 

Potassium  monochromate. — 50  parts  of  potassium  monochromate 
are  dissolved  in  1000  parts  of  distilled  water.  A  solution  of  silver 
nitrate  is  added,  until  a  permanent  red  precipitate  is  produced,  which 
is  allowed  to  settle.     This  removes  any  accidental  chlorine  in  the  salt. 

Reagent  for  the  Estimation  of  Phosphoric  Acid. 

Molybdic  solution. — One  part  pure  molybdic  acid  is  dissolved  in 
4  parts  of  ammonia,  sp.  gr.  0'960.  This  solution,  after  filtration,  is 
poured  with  constant  stirring  into  15  parts  of  nitric  acid  of  1'20 
sp.  gr.  It  should  be  kept  in  the  dark,  and  carefully  decanted  from 
any  precipitate  which  may  form. 

For  method  of  procedure  see  page  474. 

Reagents  for  the  Estimation  of  Nitrogen  in  Nitrates. 

Concentrated  sulphuric  acid. — In  order  to  ensure  .freedom  from 
oxides  of  nitrogen,  this  should  be  kept  in  a  bottle  containing  mercury, 
and  agitated  from  time  to  time,  which  will  ensure  their  absence. 

Metallic  aluminium. — As  thin  foil. 

Solution  of  sodium  hydrate. — Dissolve  100  parts  of  solid  sodium 
hydrate  in  1000  parts  of  distilled  water.  When  cold,  introduce 
a  strip  of  about  100  square  cm.,  say  fifteen  square  inches,  of 
aluminium  foil,  previously  heated  just  short  of  redness,  wrapped 
round  a  glass  rod.  When  the  aluminium  is  dissolved,  boil  the  solution 
briskly  in  a  porcelain  basin  until  about  one-third  of  its  volume  has 
been  evaporated,  allow  it  to  cool,  and  make  it  up  to  its  original  volume 
with  water  free  from  ammonia.  The  solution  must  be  tested  by 
a  blank  experiment  to  prove  the  absence  of  nitrates. 

Broken  pumice. — Clean  pumice,  broken  into  pieces  of  the  size  of 
small  peas,  sifted  free  from  dust,  heated  to  redness,  and  kept  in 
a  closely  stoppered  bottle. 
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Hydrochloric  acid  free  from  ammonia. — If  the  ordinary  jjure  acid 
is  not  free  from  ammonia,  it  should  be  distilled.  As  only  two  or 
three  drops  are  used  in  each  experiment,  it  will  be  sufficient  if  that 
quantity  does  not  contain  an  appreciable  proportion  of  ammonia. 

Copper  sulphate  solution. — Dissolve  30  parts  of  pure  copper 
sulphate  in  1000  parts  of  distilled  water. 

Metallic  zinc. — As  thin  foil.  This  should  '  be  kept  in  a  dry 
atmosphere,  so  as  to  be  preserved  as  far  as  possible  from  oxidation. 

Standard  solution  of  ammonium  chloride  (see  below). 

Nessler's  solution  (see  below). 

Standard  potassium  nitrate  of  ^/looo  strength,  made  by  dissolving 
O'lOll  gm.  KNO3  in  a  liter  of  water  free  from  nitrates  or  nitrites. 

Indigo  carmine. — A  good  quality  of.  this  substance  (sodium 
sulphindylate)  should  be  selected,  such  as  will  not  give  a  very  dark 
brown  when  oxidized  with  nitric  acid,  and  about  a  gram  dissolved  in 
half  a  liter  of  dilute  pure  sulphuric  acid  (1  to  20).  This  solution 
keeps  in  the  dark  for  months  without  diminution  of  strength. 

Pure  sulphuric  acid. — This  must  be  free  from  nitric  or  nitrous 
compounds,  and  of  not  less  sp.  gr.  than  1-84. 
For  method  of  procedure  see  page  446. 

Beagents  for  the  Estimation  of  Nitrogen  as  Ammonia 
and  Albuminoid  Ammonia. 

Concentrated  standard  solution  of  ammonium  chloride. — Dissolve 
3 '15  parts  of  pure  ammonium  chloride  in  1000  parts  of  distilled  water 
free  from  ammonia. 

Standard  solution  of  ammonium  chloride. — Dilute  the  above  with 
pure  distilled  water  to  100  times  its  bulk.  This  solution  is  used  for 
comparison  in  Nesslerizing,  and  contains  one  part  of  ammonia  (NH3) 
in  100,000,  or  -^hj  m.gm.  in  each  c.c. 

Nessler  solution. — Dissolve  35  parts  of  potassium  iodide  in  100 
parts  of  water.  Dissolve  17  parts  of  mercuric  chloride  in  300  parts 
of  water.  The  liquids  may  be  heated  to  aid  solution,  but  if  so  must 
be  cooled.  Add  the  latter  solution  to  the  former  until  a  permanent 
precipitate  is  produced.  Then  dilute  with  a  20  per  cent,  solution  of 
sodium  or  potassium  hydrate  to  1000  parts;  add  mercuric  chloride 
solution  until  a  permanent  precipitate  again  forms ;  allow  to  stand  till 
settled,  and  decant  off  the  clear  solution.  The  bulk  should  be  kept 
in  an  accurately  stoppered  bottle,  and  a  quantity  transferred  from 
time  to  time  to  a  small  bottle  for  use.  The  solution  improves  by 
keeping.  It  will  be  noticed  that  this  solution  is  only  about  half  the 
strength  of  the  one  given  on  page  417  ;  of  course  a  larger  volume  has 
to  be  used  in  testing. 


472  VOLUMETEIC   ANALYSIS.  §  100. 

Sodium  carbonate. — A  20  per  cent,  solution  of  recently  ignited 
pure  sodium  carbonate. 

Alkaline  permanganate  solution. — Dissolve  200  parts  of  potassium 
hydrate  and  eight  parts  of  pure  potassium  permanganate  in  1,100 
parts  of  distilled  water,  and  boil  the  solution  rapidly  till  concentrated 
to  1000  parts. 

Distilled  water  free  from  ammonia  (see  page  418). 
For  method  of  procedure  see  pages  475,  476. 

Reagents  for  the  Estimation  of  Oxygen  absorbed. 

Standard  solution  of  potassium  permanganate. — Dissolve  0-395 
part  of  pure  potassium  permanganate  in  1000  of  water.  Each  c.c. 
contains  O'OOOl  gm.  of  available  oxygen. 

Potassium  iodide  solution. — One  part  of  the  pure  salt  dissolved  in 
ten  parts  of  distdled  water. 

Dilute  sulphuric  acid. — One  part  by  volume  of  pure  sulphuric  acid 
is  mixed  with  three  parts  by  volume  of  distilled  water,  and  solution 
of  potassium  permanganate  dropped  ia  until  the  whole  retains  a  very 
faint  pink  tint,  after  warming  to  80°  F.  for  four  hours. 

Sodium  thiosulphate. — One  part  of  the  pure  crystallized  salt 
dissolved  in  1000  parts  of  water. 

Starch  indicator. — The  best  form  in  which  to  use  this  is  the  solution 
described  on  page  134. 

For  method  of  procedure  see  page  477. 

Reagents  for  the  Estimation  of  Hardness. 

Concentrated  standard  solution  of  calcium  chloride. — Dissolve 
1"144  gm.  of  pure  crystallized  calc-spar  in  dilute  hydrochloric  acid 
(with  the  precautions  given  on  page  423),  then  dissolve  in  water,  and 
make  up  to  a  liter. 

Standard  water  of  8°  hardness. — This  is  made  by  diluting  the 
foregoing  concentrated  solution  to  ten  times  its  volume  with  freshly 
boiled  and  cooled  distilled  water. 

Standard  soap  solution  (is  made  precisely  as  directed  on  page  423). — 
It  should  be  of  such  strength  as  just  to  form  a  permanent  lather, 
when  18  c.c.  is  shaken  with  100  c.c.  of  water  of  8°  hardness.  The 
following  table  will  then  give  the  degrees  of  hardness  corresponding 
to  the  number  of  c.c.  employed. 


Hardness. 

c.c. 
Measures. 

Hardness. 

C.C. 

Measures. 

0° 

0-9 

5° 

12-0 

1° 

2-9 

6° 

14-0 

2° 

5-4 

7° 

16-0 

3° 

7-7 

8° 

18-0 

4° 

9-9 
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After  which  one  degree  =  2  c.c.  This  is  the  last  solution 
recommended  by  Dr.  Clark,  and  differs  slightly  from  the  scale  given 
on  page  452 ;  the  variation,  however,  is  very  insignificant  except  in 
the  first  two  stages  of  the  table. 

For  method  of  procedure  see  page  478. 

The  Analytical  Processes. 
Collection  of  Samples. — The  same  as  directed  on  page  424. 

Appearance  in  Two-foot  Tube.— The  colour  or  tint  of  the  water 
must  be  ascertained,  by  examination,  in  a  tube  two  feet  long  and  two  Inches  in 
diameter.  This  tube  should  be  made  of  glass  as  nearly  colourless  as  may  be,  and 
should  be  covered  at  each  end  with  a  disc  of  perfectly  colourless  glass,  cemented 
on,  an  opening  being  left  for  filling  and  emptying  the  tube.  This  opening  may 
be  made,  either  by  cutting  a  half-segment  off  the  glass  disc  at  one  end,  or  by 
cutting  a  small  segmental  section  out  of  the  tube  itself,  before  the  disc  is 
cemented  on.  These  tubes  are  most  conveniently  kept  on  hooks  in  a  horizontal 
position  to  prevent  the  entrance  of  dust. 

The  tube  must  be  about  half-filled  with  the  water  to  be  examined,  brought 
into  a  horizontal  position  level  with  the  eye,  and  directed  towards  a  well- 
illuminated  white  surface.  The  comparison  of  tint  has  to  be  made  between 
the  lower  half  of  the  tube  containing  the  water  under  examination,  and  the 
upper  half  containing  atmospheric  air  only. 

Smell. — Put  not  less  than  three  or  four  ounces  of  the  water  into  a  clean 
eight-ounce  wide-mouthed  stoppered  glass  bottle,  which  has  been  previously 
rinsed  with  the  same  water.  Insert  the  stopper,  and  warm  the  water  in  a 
water  bath  to  100°  P.  (38°  C).  Eemove  the  bottle  from  the  water-bath,  rinse 
it  outside  with  good  water  perfectly  free  from  odour,  and  shake  it  rapidly  for 
a  few  seconds ;  remove  the  stopper,  and  immediately  observe  if  the  water  has 
any  smell.     Insert  the  stopper  again,  and  repeat  this  test. 

When  the  water  has  a  distinct  odour  of  any  known  or  recognized  polluting 
matter,  such  as  peat  or  sewage,  it  should  be  so  described ;  when  this  is  not  the 
case,  the  smell  must  be  reported  simply  as  none,  very  slight,  slight,  or  marked, 
as  the  case  may  be. 

Chlorine. — Titrate  at  least  70  c.c.  of  the  water  with  the  standard  silver 
nitrate  solution,  either  in  a  white  porcelain  basin  or  in  a  glass  vessel 
standing  on  a  porcelain  slab,  using  potassium  chromate  as  an  indicator.  The 
titration  is  conducted  as  follows : — The  sample  of  water  is  measured  into  the 
basin  or  beaker,  and  0'5  c.c.  of  potassium  chromate  solution  added.  The 
standard  silver  nitrate  solution  is  then  run  in  cautiously  from  a  burette, 
until  the  red  colour  of  the  precipitated  silver  chromate,  which  is  always 
observed  at  the  point  where  the  silver  solution  drops  in,  is  no  longer  entirely 
discharged  on  stirring.  The  burette  is  then  read  off.  It  is  best  to  repeat  the 
experiment,  as  follows : — Add  a  few  drops  of  dilute  sodium  chloride  solution  to 
the  water  last  titrated,  which  will  discharge  the  red  colour.  Measure  out  a 
fresh  portion  of  the  water  to  be  titrated  into  another  basin,  and  repeat  the 
titration,  keeping  the  first  sample,  the  colour  of  which  has  been  discharged, 
side  by  side  with  the  second,  so  as  to  observe  the  first  permanent  indication 
of  difference  of  colour.  If  the  quantity  of  chlorine  be  so  small  that  still 
greater  accuracy  is  necessary,  the  titration  may  be  conducted  in  the  same  way 
as  last  described,  but  instead  of  the  operator  looking  directly  at  the  water 
containing  the  chromate  solution,  he  may  place  between  the  basin  containing 
the  water  and  his  eye,  a  flat  glass  cell  containing  some  water  tinted  with  the 
chromate  solution  to  the  same  tint  as  the  water  which  is  being  tested,  or  may 
look  through  a  glass  coated  with  a  gelatine  film  coloured  with  the  same  salt 
(see  §  44).  Care  must  always  be  taken  that  the  water  is  as  nearly  neutral 
as  possible  before  titration.     If  originally  acid,  it  should  be  neutralized  with 
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precipitated  oaloium  carbonate.  If  the  proportion  of  chlorine  he  leas  than 
0-5  grain  per  gallon,  it  is  desirahle  to  take  a  larger  quantity  of  the  water,  pay 
250  u.c,  for  the  estimation,  and  to  concentrate  this  quantity  on  the  water  bath 
before  titrating  it,  so  as  to  bring  it  to  about  100  o.o.  This  titration  may  he 
performed  by  gas-light. 

Phosphoric  Acid.— The  ignited  total  residue,  obtained  as  hereafter 
directed,  is  to  be  treated  with  a  few  drops  of  nitric  acid,  and  the  silica  rendered 
insoluble  by  evaporation  to  dryness.  The  residue  is  then  taken  up  with  a  few 
drops  of  dilute  nitric  acid,  some  water  is  added,  and  the  solution  is  filtered 
through  a  filter  previously  washed  with  dilute  nitric  acid.  The  filtrate,  which 
should  measure  about  3  o.o.  is  mixed  with  3  c.c.  of  molybdic  solution,  gently 
warmed,  and  set  aside  for  fifteen  minutes,  at  a  temperature  of  80°  F.  The 
result  is  reported  as  "  traces,"  "  heavy  traces,"  or  "  very  heavy  traces,"  when  a 
colour,  turbidity,  or  definite  precipitate,  are  respeotivelyproduoed,  after  standing 
for  fifteen  minutes.     Another  method  is  given  on  page  453. 

Nitrogen  in  Nitrates. — This  may  be  determined  by  one  of  the 
following  processes:  viz.,  Crum,  Copper-zinc  Couple,  or  Alirniinium,  or  the 
oolorimetric  phenol  method  may  be  used  as  described  in  §  71.8.  The  indigo 
method  is  only  available  for  approximate  results.  Analysts  should  report  which 
process  is  employed. 

Cetjm:  Method.— This  is  described  on  page  443,  or  it  may  be  carried  out 
in  a  Lunge's  nitrometer  as  follows: — 250  c.c.  of  the  water  must  be  con- 
centrated in  a  basin  to  2  c.c.  measure.  A  Lunge's  nitrometer  is  charged 
with  mercury,  and  the  three-way  stop-cock  closed,  both  to  measuring  tube 
and  waste  pipe.  The  concentrated  filtrate  is  poured"  into  the  cup  at  the  top 
of  the  measuring  tube,  and  the  vessel  which  contained  it  rinsed  with  1  c.c.  of 
water,  and  the  contents  added.  The  stop-cock  is  opened  to  the  measuring  tube, 
and,  by  lowering  the  pressure  tube,  the  liquid  is  drawn  out  of  the  cup  into  the 
tube.  The  basin  is  again  rinsed  with  5  c.c.  of  pure  strong  sulphuric  acid,  and 
this  is  also  transferred  to  the  cup  and  drawn  into  the  measuring  tube.  The 
stop-cook  is  once  more  closed,  and  12  c.c.  more  sulphuric  acid  put  into  the  cup, 
and  the  stop-cock  opened  to  the  measuring  tube  until  10  c.c.  of  acid  have  passed 
in.  The  excess  of  acid  is  discharged,  and  the  cup  and  waste  pipe  rinsed  with 
water.  Any  gas  which  has  collected  in  the  measuring  tube  is  expelled  by 
opening  the  stop-cook  and  rinsing  the  pressure  tube,  taking  care  no  liquid 
escapes.  The  stop-cock  is  closed,  the  measuring  tube  taken  from  its  clamp  and 
shaken  by  bringing  it  slowly  to  a  nearly  horizontal  position,  and  then  suddenly 
raising  it  to  a  vertical  one.  This  shaking  is  continued  until  no  more  gas  is  given 
off,  the  operation  being,  as  a  rule,  complete  in  fifteen  minutes.  Now  prepare  a 
mixture  of  one  part  of  water  with  five  parts  of  sulphuric  acid,  and  let  it  stand 
to  cool .  After  an  hour,  pour  enough  of  this  mixture  into  the  pressure  tube  to 
equal  the  length  of  the  column  of  acidulated  water  in  the  working  tube,  bring 
the  two  tubes  side  by  side,  raise  or  lower  the  pressure  tube  until  the  mercury  is 
of  the  same  level  in  both  tubes,  and  read  off  the  volume  of  nitric  oxide  (for 
calculation  of  nitrogen  see  page  268).  This  volume,  expressed  in  c.c.'s  and 
corrected  to  normal  temperature  and  pressure,  gives,  when  multiplied  by  0'175, 
the  nitrogen  in  nitrates,  in  grains  per  gallon,  if  250  c.c.  of  the  water  have 
been  used. 

Copper  zinc  Couple  Method  (already  described  on  page  446). 

Aluminium  Method. — This  is  carried  out  as  follows: — 50  c.c.  of  the, 
water  are  introduced  into  a  retort,  and  50  o  o.  of  a  10  per  cent,  solution 
of  caustic  soda,  free  from  nitrates,  added.  If  necessary,  the  contents  of 
the  retort  should  be  distilled  until  the  sample  is  free  from  ammonia.  The 
retort  is  then  cooled,  and  a  piece  of  aluminium  foil  introduced  into  it.  The  neck 
of  the  retort  is  inclined  upwards,  and  its  mouth  closed  with  a  perforated  cork, 
through  which  passes  the  narrow  end  of  a  small  chloride  of  calcium  tube  filled 
with  powdered  pumice  or  glass  beads  wetted  with  very  dilute  hydrochloric  acid 
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free  from  ammonia.  This  tube  is  connected  with  a  second  tube  containing 
pumice  stone  moistened  with  strong  sulphuric  acid,  which  serves  to  prevent  any 
ammonia  from  the  air  entering  the  apparatus,  which  is  allowed  to  stand  in  this 
way  for  a  few  hours  or  overnight.  The  contents  of  the  first  absorption  tube — 
that  next  the  retort — are  washed  into  the  retort  with  a  little  distilled  water  free 
from  ammonia,  and  the  retort  adapted  to  a  condenser.  The  contents  of  the 
retort  are  distilled  to  about  half  their  original  volume.  The  distillate  is 
collected,  and  an  aliquot  part  Nesslerized ;  and,  it  necessary,  the  rest  of  the 
distillate  is  diluted,  and  an  aliquot  part  again  Nesslerized  as  hereafter  directed. 

Indigo  Mbthod. — An  elaborate  series  of  experiments  madeby  Warington 
upon  this  method  were  described  in  a  former  edition  of  this  book ;  but 
experience  has  shown  that  the  only  method  by  which  it  can  be  made  serviceable 
in  the  case  of  waters  is  to  have  a  solution  of  indigo  carmine  of  good  quality, 
which  is  standardized  upon  a  very  weak  solution  of  potassium  nitrate.  In  this 
manner  very  fair  results  may  be  obtained,  but  it  must  always  be  remembered 
that  the  process  is  only  accurate  with  moderate  proportions  of  nitrates,  therefore 
any  water  containing  a  large  amount  of  nitrates  should  be  diluted  with  distilled 
water. 

Standakdizing  the  Indigo. — 10  o.c.  of  the  standard  nitrate  (p.  471)  are 
run  into  a  thin  flask  holding  about  150  o  c,  then  10  c.o.  of  indigo.  20  c.o.  of 
sulphuric  acid  are  then  quickly  added  from  a  graduated  measure,  and  a  rotary 
motion  given  to  the  flask  to  mix  the  liquids — the  flask  is  then  quickly  held  over 
a  spirit  lamp  or  small  gas  burner  to  maintain  the  heat. 

I£  the  indigo  is  at  once  decolorized,  more  is  run  in  with  constant  heating, 
until,  after  heating  for  about  thirty  seconds,  a  persistent  greenish  colour  is 
apparent.  From  the  number  of  c.o.  of  indigo  decolorized  the  necessary  degree  of 
dilution  is  calculated,  and  must  always  be  made  with  the  five  per  cent,  sulphuric 
acid,  and  not  with  plain  water.  Presh  trials  are  made  in  the  same  manner  until 
the  strength  of  the  indigo  is  accurately  determined. 

Method  of  Peocedubb  foe  Nitbates  in  Watee. — A  trial  titration 
is  first  made  by  taking  10  c.c.  of  the  water,  adding  indigo,  then  strong  sulphuric 
acid  in  volume  equal  to  the  united  volumes  of  indigo  and  water,  and  heating 
exactly  as  in  standardizing  the  indigo.  This  first  titration  will  show  how  much 
the  water  under  examination  must  be  diluted,  so  that  it  may  contain  nitric  acid 
approximately  equal  to  the  ^/looo  potassium  nitrate.  After  the  water  has  been 
diluted  with  distilled  water  free  from  nitrates  or  nitrites,  fresh  titrations  are  made 
as  before  described  until  the  exact  number  of  c.o.  of  indigo  decolorized  by  10  c.o. 
of  the  diluted  water  is  known.  In  all  cases  it  is  important  to  work  to  the  same 
shade  of  greenish  colour,  after  heating  for  thirty  seconds,  as  was  obtained  in  the 
original  standardizing  of  the  indigo.  The  colour  of  the  oxidized  indigo  by 
itself  should  be  a  clear  yellow. 

Ammonia,  Free  and  Saline. — The  estimation  of  ammonia  present 
in  the  water  in  a  free  or  saline  form,  and  of  that  yielded  by  the  nitrogenous 
matter  present  in  the  water  (commonly  called  albuminoid  ammonia),  is  to  be 
made  on  the  same  portion  of  the  sample  to  be  analyzed. 

Take  not  less  than  500  c.c.  of  the  water  for  thes,e  determinations,  and  distil  in 
a  40-oz.  stoppered  retort,  which  is  large  enough  to  prevent  the  probability  of 
portions  of  the  water  being  spirted  over  into  the  condenser.  The  neck  of  the 
retort  should  be  small  enough  to  pass  three  or  four  inches  into  the  internal  glass 
tube  ofaLiebig's  condenser.  If  the  fit  between  the  retort  and  the  inside  tube 
of  the  condenser  is  good,  the  joint  may  be  made  by  wrapping  a  small  piece  of 
washed  tinfoil  round  the  retort  tube  so  as  to  pass  just  inside  the  mouth  of  the 
condenser  tube.  Many  analysts  prefer,  however,  to  work  with  a  retort  fitting 
loosely  into  the  condenser ;  and  in  such  cases,  the  joint  between  the 
two  may  be  made  in  one  of  the  two  following  ways: — (1)  Either  by 
an  ordinary '  india-rubber  ring — which  has  been  previously  soaked  in  a  dilute 
solution  of  soda  or  potash— being  stretched  over  the  retort  tube  in  such  a 
position,  that  when  the  retort  tube  is  inserted  in  the  condenser  it  shall  fit  fairly 
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tightly  within  the  mouth  of  the  tube,  about  half-an-inoh  from  the  end :  (2) 
Preferably,  when  the  shape  of  the  large  end  of  the  condenser  admits  of  it,  by  a 
short  length,  say  not  more  than  two  inches,  of  large  size  india-rubber  tubing, 
which  has  been  previously  soaked  in  a  dilute  solution  of  soda  or  potash,  being 
stretched  outside  both  retort  tube  and  condenser  tube,  so  as  to  couple  them 
together,  so  that  the  tube  of  the  retort  still  projects  some  inches  into  that  of 
the  condenser.  It  is  very  desirable  to  have  a  constant  stream  of  water  round 
the  condenser,  whenever  it  can,  be  obtained.  Before  distillation,  a  portion  of 
the  water  must  be  tested  with  phenolphthalein,  in  order  to  ascertain  if  it  shows 
an  alkaline  reaction.  The  portion  so  tested  must,  of  course,  be  rejected,  and  not 
put  into  the  retort.  If  the  water  does  not  show  an  alkaline  reaction,  a  sufficient 
quantity  of  ignited  sodium  carbonate,  to  render  the  water  distinctly  alkaline, 
must  be  added.  The  distillation  should  then  be  commenced  and  not  less 
than  100  c.o.  distilled  over.  The  receiver  should  fit  closely,  but  not 
air-tight,  on  the  condenser.  The  distillation  should  be  conducted  as  rapidly 
as  is  compatible  with  a  certainty  that  no  spirting  takes  place.  After  100  c.c. 
have  been  distilled  over,  the  receiver  should  be  changed,  that  containing 
the  distillate  being  stoppered  to  preserve  it  from  access  of  ammoniacal 
fumes.  100  c.c.  measuring  flasks  make  convenient  receivers.  The  distilla- 
tion must  be  continued  until  50  c.c.  are  distilled  over  ;  and  this  second 
portion  of  the  distillate  must  be  tested  with  Nesaler's  reagent,  to  ascertain 
if  it  contains  any  ammonia.  If  it  does  not,  the  distillation  for  free  or 
saline  ammonia  may  be  discontinued,  and  this  last  distillate  rejected;  but  if 
it  does  contain  any,  the  distillation  must  be  continued  still  longer,  until 
a  portion  of  50  c.c,  when  collected,  shows  no  colouration  with  the  Nessler 
test.  The  whole  of  the  distillates  must  be  Nesslerized  as  follows : — The 
standard  solution  of  ammonia  for  comparison  is  that  given  on  page  471. 
The  distillate  is  transferred  to  a  clean  Nessler  glass,  and  one-twentieth  of  its 
volume  of  Nessler  solution  added.  No  turbidity  must  ensue  on  the  addition 
of  the  Nessler  solution  to  the  water,  as  such  turbidity  would  be  a  proof 
that  the  distillate  was  coiitaminated  by  reason  of  spirting,  and  must  therefore 
be  rejected,  and  the  determination  repeated. 

After  thoroughly  mixing  the  water  and  Nessler  solution  in  the  glass,  an 
approximate  estimate  can  be  formed  of  the  amount  of  ammonia  present,  by 
the  amount  of  colouration  produced  in  the  solution.  It  will  now  be  necessary 
to  mix  one  or  more  standard  solutions  with  which  to  compare  the  tint  thus 
obtained.  These  solutions  must  be  made  by  mixing  the  standard  solution  of 
ammonium  chloride  with  distilled  water  absolutely  free  from  ammonia,  and 
subsequently  adding  some  of  the  same  Nessler  solution  as  was  previously 
added  to  the  distillate.  This  precaution  is  essential,  because  the  tint  given  by 
different  samples  of  Nessler  solution  varies. 

Albuininoid.  Ammoilia. — As  soon  as  the  distillation  of  the  free  ammonia 
has  been  started,  the  alkaline  solution  of  permanganate  should  be  measured  out 
into  a  flask,  ready  for  addition  to  the  water  under  examination,  for  the  distillation 
of  the  albuminoid  ammonia.  The  volume  of  the  alkaline  permanganate  solution 
to  be  taken  must  be  at  least  one-tenth  of  that  of  the  water  which  is  being  dis- 
tilled ;  and  should  not  exceed  that  proportion  unless  the  water  is  of  very  bad 
quality,  and  the  solution  must  be  made  in  accordance  with  the  directions 
contained  in  these  instructions.  This  solution  must  be  diluted  with  four  times 
its  own  volume  of  water,  and  must  be  placed  in  a  flask  and  boiled  during  the 
whole  time  that  the  distillation  of  the  sample  for  free  ammonia  is  being  carried 
on,  care  being  taken  that  the  concentration  does  not  proceed  to  too  great  an 
extent.  There  must  be  enough  of  this  boiled  and  diluted  alkaline  permanganate 
solution  to  make  up  the  residue  in  the  retort  to  about  500  c.c.  When  the 
distillation  of  the  sample  of  water  for  free  and  saline  ammonia  is  completed, 
the  alkaline  permanganate  solution,  which  has  been  thus  diluted  and  boiled,  will 
be  ready  for  use,  and  the  distillation  for  albuminoid  ammonia  may  be  proceeded 
with,  as  follows : — 

To  the  residue  left  in  the  retort  from  which  the  free  ammonia  has  been 
distilled,  add  the  alkaline  permanganate  solution  to  make  it  up  again  to  a 
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volume  of  at  least  500  c.o,,  and  the  lamp  being  replaced,  the  distillation  must 
be  continued,  and  successive  portions  of  the  distillate  again  collected  in 
precisely  the  same  way  as  during  the  process  of  distillation  for  free  ammonia. 

After  200  c.c.  or  300  dm.,  say  two-flfths  of  the  volume  contained  in  the 
retort,  have  been  distilled  over,  the  receiver  should  be  changed,  and  further 
portions  of  50  o.c.  collected  separately,  until  the  distillate  is  practically  free  from 
ammonia.  The  distillate  must  then  be  mixed,  and  Nesslerized  in  the  same  way 
as  previously  directed  for  free  ammonia.  The  result  so  obtained  must  be 
calculated  to  ammonia  in  grams  per  liter  or  grains  per  gallon,  and  returned  as 
albuminoid  ammonia. 

Special  care  must  be  taken  that  the  atmosphere  of  the  room  in  which  these 
distillations  are  performed  is  kept  free  from  ammoniacal  vapours,  and  that  the 
receivers  fit  close,  but  not  air-tight,  to  the  end  of  the  Liebig's  condenser. 
It  is  also  specially  necessary  to  observe  that  the  colour  of  the  distillate  deepens 
gradually  after  the  addition  of  the  N easier  reagent,  and  that  it  is  not  possible 
to  read  off  the  amount  of  colour  correctly  until  the  Nesslerized  liquor  has  stood 
for  at  least  three  minutes,  and  been  intimately  mixed  with  the  Nessler 
solution  (see  also  note,  page  427). 

Special  care  must  be  taken  that  the  retort,  condensers,  receivers,  funnels, 
Nessler  glasses,  etc.,  used  are  all  rendered  perfectly  free  from  ammonia 
before  use.  Where  the  water  in  use  in  the  laboratory  is  good,  this  may  be 
used  to  thoroughly  rinse  the  apparatus  two  or  three  times,  draining  out  the 
adhering  water ;  otherwise  pure  distilled  water  must  be  used.  These  ammonia 
and  albuminoid  ammonia  determinations  should  be  made  as  soon  as  possible 
after  the  water  has  been  received  for  analysis. 

Oxygen  Absorbed. — Two  separate  determinations  have  to  be  made,  viz., 
the  amount  of  oxygen  absorbed  during  fifteen  minutes,  and  that  absorbed  during 
four  hours.  Both  are  to  be  made  at  a  temperature  of  80°  ¥.  (21°  C).  It  is 
most  convenient  to  make  these  determinations  in  12-oz.  stoppered  flasks,  which 
have  been  rinsed  with  sulphuric  acid  and  then  with  water.  Put  250  c.o. 
into  each  flask,  which  must  be  stoppered  and  immersed  in  a  water  bath  or 
suitable  air  bath  until  the  temperature  rises  to  80°  P.  Now  add  to  each 
flask  10  c.o.  of  the  dilute  sulphuric  acid,  and  then  10  o.c.  of  the  standard 
permanganate  solution.  Fifteen  minutes  after  the  addition  of  the  per- 
manganate, one  of  the  flasks  must  be  removed  from  the  bath  and  two  or 
three  drops  of  the  solution  of  potassium  iodide  added  to  remove  the  pink  colour. 
After  thorough  admixture,run-from  a  burette  the  standard  solution  of  thio- 
sulphate,  until  the  yellow  colour  is  nearly  destroyed,  then  add  a  few  drops  of 
starch  indicator,  and  continue  the  addition  of  the  thiosulphate  until  the  blue 
colour  is  just  discharged.  If  the  titration  has  been  properly  conducted,  the 
addition  of  one  drop  of  permanganate  will  restore  the  blue  colour.  At  the 
end  of  four  hours  remove  the  other  flask,  add  potassium  iodide,  and  titrate  with 
thiosulphate,  as  just  described.  Should  the  pink  colour  of  the  water  in  the 
flask  diminish  rapidly  during  the  four  hours,  further  measured,  quantities  of 
the  standard  solution  of  permanganate  must  be  added  from  time  to  time  so  as  to 
keep  it  markedly  pink. 

The  thiosulphate  solution  must  be  standardized,  not  only  at  first,  but  (since  it 
is  liable  to  change)  from  time  to  time  in  the  following  way :— To  250  c.c. 
of  pure  redistilled  water  add  two  or  three  drops  of  the  solution  of  potassium 
iodide,  and  then  10  c.c.  of  the  standardized  solution  of  permanganate.  Titrate 
with  the  thiosulphate  solution  as  above  described.  The  quantity  used  will 
be  the  amount  of  thiosulphate  solution  corresponding  to  10  c.c ,  as  may 
be,  of  the  standardized  permanganate,  and  the  factor  so  found  must  be  used 
in  calculating  the  results  of  the  thiosulphate  titrations  to  show  the  amount 
of  the  standard  permanganate  solution  used,  and  thence  the  amount  of  oxygen 
absorbed. 

Great  care  should  be  taken  that  absolutely  pure  and  fresh  distilled  water 
is  used  in  standardizing  the  solution,  which  should  also  be  kept  in  the  dark 
and  cool. .  It  suffices  to  compare  the  solution,  if  kept  in  this  way,  once  in 
three  or  four  days. 
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The  amount  of  thiosulphate  solution  thus  found  to  be  required  to  combine 
with  the  iodine  liberated  by  the  permanganate  left  undeoomposed  in  the  water 
is  noted  down,  and  the  oahiulation  made  as  follows :— Let  A  =  amount  ot  thio- 
sulphate used  in  distilled  water,  and  B=that  used  for  water  under  examination. 
Then  A  expresses  the  amount  of  permanganate  added  to  the  water  under  examina- 
tion, and  B  the  amount  of  permanganate  in  excess  of  that  which  the  organic 
matter  in  the  water  has  destroyed.  Therefore  A— B  is  the  amount  actually 
consumed.  If  the  amount  of  available  oxygen  in  the  quantity  of  permanganate 
originally  added  be  a,  the  oxygen  required  to  oxidiise  the  organic  matter  in 
the  water  operated  on  would  be  (-^-^)  "■■    But  a  (available  oxygen  in  the 

10  CO.  of  standard  permanganate  used)  =  0001.     Therefore,   j = 

oxygen  for  250  c.c. ;  or,      ~  .^ =parts  of  oxygen  required  for  100,000  parts 

of  water.  Or,  in  other  words,  the  difference  between  the  quantity  of  thio- 
sulphate used  in  the  blank  experiment  and  that  used  in  the  titration  of  the 
samples  of  water  multiplied  by  the  amount  of  available  oxygen  contained  in  the 
permanganate  added,  and  the  product  divided  by  the  volume  of  thiosulphate 
corresponding  to  the  latter,  is  equal  to  the  amount  of  oxygen  absorbed  by 
the  water. 

Hardness  before  and  after  Boiling.— Place  lOO  c.c.  of  the 
water  in  an  accurately  stoppered  8-oz.  bottle.  Eun  in  the  soap  solution 
from  a  burette  in  small  quantities  at  a  time.  If  the  water  be  soft,  not  more 
than  i  c.c.  at  a  time  ;  if  hard,  in  quantities  of  1  c.c.  at  first.  After  each 
addition,  shake  the  bottle'  vigorously  for  about  a  quarter  of  a  minute.  As 
soon  as  a  lather  is  produced,  lay  the  bottle  on  its  side  after  each  addition,  and 
observe  if  the  lather  remains  permanent  for  five  minutes.  To  ascertain  this, 
at  the  end  of  five  minutes  roll  the  bottle  half-way  round ;  if  the  lather  breaks 
instead  of  covering  the  whole  surface  of  the  water  it  is  not  permanent ;  if  it  still 
oovers  the  whole  surface  it  is  permanent ;  now  read  the  burette. 

Repeat  the  experiment,  adding  gradually  the  quantity  of  soap  solution 
employed  in  the  first  exoeriment,  less  about  2  c.c;  shake  as  before,  add 
soap  solution  very  gradually  till  the  permanent  lather  is  formed ;  read  the 
burette,  and  take  out  the  corresponding  hardness  from  the  table.  If  magnesian 
salts  are  present  in-  the  water  the  character  of  the  lather  -n-iH  be  very  much 
modified,  and  a  kind  of  scum  (simulating  a  lather)  will  be  seen  in  the  water 
before  the  reaction  is  completed.  The  character  of  this  scum  must  be  carefully 
watched,  and  the  soap  test  added  more  carefully,  with  an  increased  amount  of 
shaking  between  each  addition.  With  this  precaution  it  will  be  comparatively 
easy  to  distinguish  the  point  when  the  false  lather  due  to  the  magnesian  salt 
■ceases,  and  the  true  persistent  lather  is  produced. 

If  the  water  is  of  more  than  16°  of  -hardness,  mix  50  c  o.  of  the  sample 
with  an  equal  volume  of  recently  boiled  distilled  water  which  has  been  cooled  in 
a  closed  vessel,  and  make  the  determination  on  this  mixture  of  the  sample  and 
distilled  water.  In  this  case  it  will,  of  course,  be  necessary  to  multiply  the 
figures  obtained  from  the  table  by  2 

To  determine  the  hardness  after  boiling,  boil  a  measured  quantity  of  the  water 
in  a  flask  briskly  for  half  an  hour,  adding  distilled  water  from  time  to  time  to 
make  up  for  loss  by  evaporation.  It  is  not  desirable  to  boil  the  water  under  a 
vertical  condenser,  as  the  dissolved  carbonic  acid  is  not  so  freely  liberated.  At 
the  end  of  half  an  hour,  allow  the  water  to  cool,  the  mouth  of  the  flask  being 
closed ;  make  the  water  up  to  its  original  volume  with  recently  boiled  distilled 
water,  and,  if  possible,  decant  the  quantity  necessary  for  testing.  If  this  cannot 
be  done  quite  clear,  it  must  be  filtered.  Conduct  the  test  in  the  same  manner 
as  described  above. 

The  hardness  is  to  be  returned  in  each  case  to  the  nearest  half-degree. 

Total  Solid  Matters.— Evaporate  250  CO.  in  a  weighed  platinum  dish 
on  a  water  bath ;  dry  the  residue  at  220°  ]?.   (104°  C),   and  cool  under  a 
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desiccator.  Weigh  the  dish  containing  the  residue  accurately,  and  note  its 
colour  and  appearance,  and  especially  whether  it  rapidly  increases  in  weight. 
Return  to  the  water  bath  for  half  and  hour  and  re-weigh  until  it  ceases  to 
lose  weight,  then  gradually  heat  it  to  redness,  and  note  the  changes  which 
take  place  during  this  ignition.  Especially  among  these  changes  should 
be  observed  the  smell,  scintillation,  change  of  colour,  separation  of  more  or  less 
carbon,  and  partial  fusion,  if  any.  The  ignited  residue  is  to  be  used  for  the 
estimation  of  phosphoric  acid,  as  before  directed. 

Method  of  Procedure  for  Mossy  or  Peaty  Waters. 

R.  E.  Tafclock  and  R.  T.  Thomson  have  contributed  a  paper  on 
this  subject  {J.  S.  G.  I.  xxiii.  428)  and  the  following  is  a  portion 
of  it  :— 

Chloeidbs. — The  determination  of  these  seldom  presents  any  difficulties, 
the  titration  with  standard  silver  nitrate,  and  the  employment  of  potassium 
chromate  as  indicator,  being  usually  sufficient.  Difficulties  arise,  however, 
when  we  have  to  deal  with  mossy  or  peaty  waters  and  with  waters  containing 
acids  or  iron  salts.  "With  mossy  waters,  which  are  also  sometimes  acid,  we  have 
found  the  best  mode  of  dealing  to  consist  in  adding  some  calcined  magnesia 
(magnesium  oxide)  to  a  portion  (not  necessarily  measured)  of  the  water,  and 
agitating  thoroughly  for  a  few  minutes.  In  this  way,  acid,  if  present,  is 
neutralized,  and  the  mossy  or  peaty  matter  is  precipitated  and  removed  from 
solution,  while  the  magnesia  remains  practically  insoluble.  All  that  is  then 
necessary  is  to  filter  through  a  dry  filter,  and  titrate  a  portion  of  the  disoolorized 
water  with  standard  silver  nitrate. 

Acid  waters  are  treated  with  magnesia  as  just  described,  and  so  are  waters 
containing  iron,  but  in  the  latter  case  a  few  drops  of  hydrogen  peroxide  should 
be  added  in  order  to  convert  any  ferrous  compounds  into  the  ferric  condition. 
The  magnesia  then  removes  the  iron  wholly,  and  it  only  remains  to  filter  the 
mixture  and  estimate  the  chlorides  in  the  solution  as  before. 

NiTEATES  AND  NiTElTES. — The'  determination  of  nitrates  in  a  water  is  in 
our  opinion  one  of  the  greatest  importance,  at  least  in  the  case  of  water 
intended  for  dietetic  purposes,  and  therefore  an  accurate  and  speedy  method 
is  of  great  value.  We  have  come  to  the  conclusion  that,  when  properly 
adapted,  the  phenol-sulphonic  acid  method  (p.  268)  is  decidedly  the  most 
handy  and  reliable.  In  natural  waters,  however,  there  are  two  ingredients 
which  are  fatal  to  a  correct  determination  of  nitrates,  namely,  organic  matters, 
especially  the  brown  mossy  or  peaty  organic  matter,  which  is  so  often  present  in  the 
waters  we  are  familiar  with  in  Scotland,  and  the  chlorides  of  magnesium  and 
sodium.  For  the  removal  of  organic  colouring  matters,  such  as  is  found  in 
mossy  waters,  there  is  nothing  superior  to  agitation  with  calcined  magnesia  as 
already  described  under  the  determination  of  chlorine.  We  have  found  that 
when  chlorine  is  present  to  the  extent  of  3'5  grs.  per  gallon  (5  parts  per  100,000) 
of  chloride  of  sodium,  only  about  60  per  cent,  of  the  whole  is  obtained,  and 
when  21  grs.  per  gallon  (30  parts  per  100,010)  are  present,  only  about  34  per 
cent,  is  obtained.  These  proportions  are,  however,  only  roughly  approximate, 
as  we  have  found  that  the  results  in  presence  of  the  same  proportion  of  chlorides 
are  somewhat  erratic.  In  order  to  obviate  this  adverse  influence  of  the 
chlorides.  Mason  recommends  the  use  in  the  standard  of  the  same  proportion 
of  chlorides  as  is  present  in  the  water  being  tested,  so  as  to  counterbalance  their 
influence ;  but  owing  to  the  somewhat  erratic  effect  of  the  chlorides  we  came  to 
the  conclusion  that  it  would  be  more  satisfactory  to  remove  them  entirely.  For 
this  purpose  we  have  applied  and  adapted  the  method  which  is  employed  for  the 
removal  of  chlorides  from  crude  glycerine  in  testing  the  strength  of  that  article 
by  the  bichromate  method.  This  consists  in  agitating  the  sample  with  excess 
of  silver  oxide,  which  removes  the  chlorine  in  the  form  of  silver  chloride. 
When  treated  in  this  way,  however,  a  considerable  proportion  of  silver  remained 
in  solution,  apparently  as  oxide,  and  this  was  deposited  on  evaporation  of  the 
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filtrate  to  dryness  for  treatment  with  phenol-sulphonic  acid,  which  soon  converteii 
the  brown  silver  oxide  into  sulphate.  The  silver  compound  seemed  to  have  the 
rather  unexpected  effect  of  lowering  the  result  for  nitrates,  although  not  nearly 
to  the  same  extent  as,  say,  3  grs.  of  sodium  chloride  per  gallon.  We  were  thus 
compelled  to  work  with  a  limited  supply  of  silver  oxide,  adding  just  enough  to 
convert  all  the  chlorides  into  silver  chloride,  this  being  determined  by  the  usual 
volumetric  method.  When  this  was  carried  out  the  exact  proportion  of  nitrates 
present  was  obtained,  but  considerable  difl&oulty  was  experienced  in  obtaining 
a  clear  filtrate,  as  traces  of  silver  chloride  passed  through  the  filter.  This 
difficulty  was  also  overcome-by  the  use  of  a  little  aluminium  sulphate  followed 
by  calcined  magnesia.  The  final  method  adopted  was  therefore  as  follows : — 
100  to  200  c.c.  of  the  water  are  treated  with  enough  silver  oxide,  in  a  fine  state 
of  division,  to  decompose  the  chlorides,,  the  proportion  of  which  had  been 
previously  ascertained.  After  agitating  thoroughly,  a  little  aluminium  sulphate 
(say  about  O'l  gr.)  is  dissolved  in  the  mixture,  then  excess  of  calcined  magnesia 
is  sidded,  and  the  agitation  continued  for  a  minute  or  two.  In  this  way  the 
chlorides  and  organic  matter  are  entirely  precipitated,  and  are  then  filtered  off 
through  a  dry  filter,  when  the  filtered  solution  will  be  found  as  free  from  colour 
as  distilled  water.  A  portion  of  the  filtrate  (50  to  100  c.c.)  is  now  evaporated 
to  dryness  over  an  open  water-bath,  and  the  residue  tested  for  nitrates  by  the 
well-known  phenol-sulphonic  acid  method.  A  number  of  test  experiments 
showed  that  in  every  case  the  whole  of  the  nitrates,  added  to  a  water  containing 
comparatively  large  proportions  of  chlorides  and  organic  matter,  was  obtained 
by  this  method  of  determination. 

The  next  point  which  arose  for  consideration  was  the  effect  of  nitrites  on  this 
determination,  but  it  was  clearly  shown  that  this  was  almost  nil,  or  that  their 
presence  only  slightly  raised  the  proportion  of  nitrates.  This  fact  suggested  to 
us  the  idea  of  applying  the  phenol-sulphonic  acid  method  to  the  determination 
of  nitrites  also,  provided  these  could  be  readily  converted  into  nitrates.  The 
ideal  reagent  was  soon  found  in  hydrogen  peroxide,  which  suits  admirably  for 
the  purpose  in  view.  To  determine  the  nitrites,  therefore,  it  is  only  necessary 
to  remove  the  chlorine  from,  and  render  colourless,  a  quantity  of  the  water  to 
be  tested,  exactly  in  the  manner  just  described.  In  such  dilute  solutions  as 
generally  occur  in  waters  there  is  no  danger  of  any  nitrite  being  precipitated 
by  the  silver  compound.  A  portion  of  the  treated  water  is  tested  for  nitrates, 
and  to  an  equal  portion  there  is  added  a  little  hydrogen  peroxide,  and  the 
mixture  evaporated  to  dryness.  The  nitrites  which  existed  in  the  water  are 
now  present  in  the  residue  in  the  form  of  nitrate,  and  it  only  remains  to  apply 
the  phenol-sulphonic  test,  then  subtract  the  nitrates  actually  present  in  the 
water  as  such  from  the  total  nitrates  now  obtained,  and  calculate  the  remainder 
to  nitrites,  or  to  bring  these  compounds  to  nitric  and  nitrous  nitrogen 
respectively.  Of  course  it  would  be  advisable  to  make  certain  of  the  presence 
of  nitrites  by  one  of  the  well-known  colour  tests  for  these  compounds. 

Microscopical  Examination  of  Deposit.— The  most  convenient 
plan  of  collecting  the  deposit  is  to  place  a  circular  microscopical  covering 
glass  at  the  bottom  of  a  large  conical  glass  holding  about  20  oz.  The  glass 
should  have  no  spout,  and  should  be  ground  smooth  on  the  top.  After  shaking 
up  the  sample,  this  vessel  is  filled  with  the  watei-,  covered  with  a  plate  of  ground 
glass,  and  set  aside  to  settle.  After  settling,  the  supernatant  water  is  drawn  off 
by  a  fine  syphon,  and  the  glass  bearing  the  deposit  lifted  out,  either  by  means 
of  a  platinum  wire  (which  should  have  been  previously  passed  under  it),  or  in 
some  other  convenient  way,  and  inverted  on  to  an  ordinary  microscopical  slide 
for  examination.  It  is  desirable  to  examine  the  deposit  first  by  a  ith  and  then 
by  a  Jth  objective.  The  examination  should  be  made  as  soon  as  the  water  has 
stood  overnight.  If  the  water  be  allowed  to  stand  longer,  organisms  peculiar  to 
stagnant  water  may  be  developed  and  mislead  the  observer.  Particular  notice 
should  be  taken  of  bacteria,  infusoria,  ciliata  or  flagellata,  disintegrated  fibres  of 
cotton,  or  linen,  or  epithelial  debris. 

It  is  particularly  desirable  to  report  clearly  on  this  microscopical  examination ; 
not  merely  giving  the  general  fact  that  organisms  were  present,  but  stating  as 
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specifically  as  possible  the  names  or  classes  of  the  organisms,  so  that  more  data 
may  be  obtained  for  the  application  of  the  examination  of  this  deposit  to  the 
characters  of  potable  waters. 

It  is  also  desirable  to  examine  the  residue  left  on  a  glass  slide  by  the  evapora- 
tion of  a  single  drop  of  the  water.  This  residue  is  generally  most  conveniently 
examined  without  a  covering  glass.  The  special  appearances  to  be  noticed  are 
the  presence  or  absence  of  particles  of  organic  matter,  or  organized  structure, 
contained  in  the  crystallized  forms  which  may  be  seen ;  and  also  whether  any 
part  of  the  residue  left,  especially  at  the  edges,  is  tinted  more  or  less  with  green, 
brown,  or  yellow. 

The  Kjeldahl  Method  for  Organic  Nitrogen  in  Waters 
and  Sewage. 

This  method  has  been  used  by  Drov^fn  and  Martin  (0.  N.  lix. 
272)  vfiih  apparent  success.  These  operators  found  that  the  presence 
of,  nitrates  and  nitrites,  as  occurring  in  ordinary  vraters,  did  not 
in,terfere  with  the  accurate  estimation  of  the  organic  nitrogen, 
probably  owing  to  the  state  of  dihition  occurring  in  waters.  The 
accuracy  of  the  method  was  tested  by  known  weights  of  ammonia, 
urea,  uric  acid  and  naphthylamine,  but  no  comparison  of  the  results 
with  waters  was  made  side  by  side  with  the  combustion  method. 

Method  of  Peoceduee  :  500  o.c.  of  the  water  are  poured  into  a  round- 
bottomed  flask  of  about  900  c.c.  capacity,  and  boiled  until  2C0  c.o.  have  been 
distilled  off.  The  free  ammonia  which  is  thus  expelled  may,  if  desired,  be 
determined  by  connecting  the  flask  with  a  condenser.  To  the  remaining  water 
in  the  flask  is  added,  after  cooling,  10  c.c.  of  pure  concentrated  sulphuric  acid, 
j^fter  shaking,  the  flask  is  placed  in  an  inclined  position  on  wire  gauze,  on  a 
ringstand,  or  other  convenient  support,  and  boiled  cautiously,  in  a  good-drawing 
hood,  until  all  the  water  is  driven  off  and  the  concentrated  sulphuric  aoid  is 
wkite  or  a  very  pale  yellow.  The  flask  is  then  removed  from  the  flame,  and  a 
very  little  powdered  permanganate  added  until,  on  shaking,  the  liquid  acquires 
a  green  colour,  showing  that  an  excess  of  the  permanganate  has  been  added. 
Should  the  colour  be  purple  instead  of  green,  it  shows  that  the  water  has  not  all 
been  driven  off.  After  cooling,  200  c.c.  of  water  free  from  ammonia  are  added, 
the  neck  of  the  flask  being  washed  free  from  acid,  and  then- 100  c  c.  of  sodium 
hydrate*  solution.  The  flask  is  immediately  connected  with  the  condenser,  and 
then  shaken  to  mix  the  contents. 

The  distillation  at  the  start  is  conducted  rather  slowl}',  and  the  first  50  o.c. 
are  condensed  in  very  dilute  hydrochloric  acid.  The  contents  of  the  flask  may 
then  be  boiled  more  rapidly-  until  150  c.c.  to  175  o.c.  have  altogether  been 
collected.  The  total  distillate  is  made  up  to  250  c.c.  with  water  free  from 
ammonia,  well  mixed,  and  50  o.c.  taken  for  Nesslerization.  No  serious  difficulty 
has  been  encountered  from  bumping  when  boiling  the  alkaline  solution.  The 
use  of  metallic  zinc  in  the  flask  to  facilitate  the  boiling  is,  of  course,  inadmissible, 
on  account  of  the  reduction  of  nitrates  and  nitrites,  should  they  be  present,  to 
ammonia. 

Before  beginning  a  determination  the  water  in  the  flask  is  boiled  until  the 
distillate  shows,  on  Nesslerization,  that  the  apparatus  is  completely  free  from 
ammonia.  Into  the  flask  which  receives  the  distillate  there  is  put  1  o.c.  of  the 
dilute  hydrochloric  acid  and  50  c.c.  of  water.  The  delivery  tube  dips  into 
this  liquid  only  during  the  collection  of  the  first  50  c.c.  of  the  distillate.  The 
flask  is  then  lowered,  so  that  the  lube  remains  above  the  liquid  for  the  remaining 
time  of  the  distillation. 

*  The  sodium  hydrate  solution  is  made  by  dissolving  £00  gm.  of  commercial  caustic  soda 
of  good  quahty  in  1'25  liters  of  distilled  water,  adding  2  gm.  of  potassium  permanganate, 
and  boiling  down  to  somewhat  less  than  a  liter.  When  cold,  the  solution  is  made  up  to 
a  liter.  The  addition  of  the  permanganate  is  to  oxidize  any  organic  matter  which  may  be 
present  in  the  caustic  soda. 
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In  carrying  out  the  operation,  the  most  scrupulous  care  must  be  observed  in 
preventing  access  of  ammonia  from  any  source.  The  operation  should  there- 
fore be  carried  out  without  interruption,  and  for  every  determination,  or  set  of 
determinations,  a  blank  analysis  with  ammonia-free  water  should  be  made  for 
a  correction  for  the  ammonia  in  the  reagents  used  in  the  process. 

The  Kjeldalil  process  is  in  my  opiBion  much  better  adapted  for 
estimation  of  organic  nitrogen  in  sewages  than  in  ordinary  waters. 
50  or  100  c.c,  rendered  alkaline,  are  first  boiled  to  drive  off  free 
or  saline  ammonia,  then  concentrated  to  near  dryness  after  slight 
acidification  with  sulphuric  acid.  Finally  10  c.c.  of  concentrated 
acid  added,  and  the  process  carried  out  in  the  usual  way. 


OXYGEN    DISSOLVED    IN    WATERS    OR    SEWAGE 
EFFLUENTS. 

§  101.  The  necessary  apparatus  and  standard  solutions  for  carrying 
out  this  estimation  are  described  in  §  72  (page  275),  together  with 
the  methods  of  manipulation,  but  another  method  has  been  adopted 
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with  respect  to  sewage  effluents  or  polluted  waters  by  which  a  large 
number  of  examinations  can  be  carried  on  in  a  day.  It  depends 
upon  the  same  principle  as  Schiitzenberger  and  Eoscoe  and 
Lunt's  methods,  §  72. 

The  apparatus  and  standard  solutions  are  described  by  W.  Nay  lor  {C.N. 
Ixxxv.  259).  The  apparatus  itself  is  shown  in  fig.  69.  The  method  was  devised 
by  B.  W.  Gerland,  and  is  used  by  Naylor  in  the  laboratory  of  the  Eibble 
Joint  Water  Committee. 

The  -method  is  not  applicable  to  river-side  estimations  nor  sufficiently  easy  for 
single  estimations,  but  it  has  been  found  very  serviceable  for  the  work  of 
a  station  where  a  great  number  of  samples,  say  40  or  50,  have  to  be  examined  in 
one  day.  Its  principle,  as  described  by  Gerland  {J.  S.  C.  I.  xv.  15;  xviii.  340) 
is  the  reduction  of  indigo  by  sodium  hyposulphite,  and  this  is  now  brought  into 
daily  quantitative  use  owing  to  the  accessibility  of  pure  indigo,  and  the  tedious 
process  of  standardizing  against  aerated  water  avoided. 

The  pure  indigotine,  obtainable  from  the  Badische  Works  or  other  sources, 
after  washing  with  water  and  hydrochloric  acid  and  alcohol,  and  treating  with 
a  solution  of  persulphate  of  ammonia  in  acid  solution,  will  be  found,  after 
reduction,  to  require  the  theoretical  amount  of  oxygen  for  oxidation. 

In  examining  a  sample  of  water,  the  four-necked  Woulff 's  bottle,  H,  is  first 
charged  with  a  small  quantity,  about  50  to  100  c.c,  of  tap  water  by  means  of 
the  thistle  funnel,  m,  and  a  stream  of  coal-gas  which  has  been  passed  through 
a  heated  copper  tube,  filled  with  copper  turnings,  is  sent  also  into  the  bottle  via 
the  tube  b  and  out  by  water  seal  n. 

A  branch,  F,  from  the  tube  e  conveys  some  of  this  de-oxidized  goal-gas  to  top 
of  hyposulphite  reservoir,  a,  and  burette  c.  Into  the  water  in  the  bottle  are 
now  run  one  or  two  c.c.  of  indigo  solution,  and  these  are  reduced  exactly  by 
hyposulphite  from  the  burette  c,  which  burette  is  charged  from  time  to  time  by 
means  of  the  tube  B,  having  clip  at  q.  With  the  indigo  reduced  in  the 
Woulf  f 's  bottle,  the  liquid  will  remain  a  pale  straw-colour  if  the  atmosphere  is 
oxygen  free,  and  as  soon  as  this  is  the  case  the  hyposulphite  is  standardized 
against  the  indigo  solution. 

After  standardizing,  the  contents  of  the  bottle  are  at  neutral  tint,  and  about 
100  c.c.  of  the  sample  under  examination  are  passed  in  by  means  of  the  thistle 
funnel,  M,  provided  with  tap,  and  the  quantity  of  hyposulphite  required  noted,  as 
a  guide.  It  is  important  that  the  funnel  dip  right  into  the  liquid  to  prevent 
any  yield  of  oxygen  to  the  atmosphere  of  coal-gas. 

With  the  contents  at  neutral  tint  after  discovering  the  hyposulphite  required 
for  100  c.c.  of  sample,  a  little  under  two  and  a  half  times  this  amount  of 
hyposulphite  is  now  run  into  the  bottle,  and  then  250  c.c.  of  the  sample. 
A  faint  blue  colour  is  produced,  and  this  is  removed  by  the  addition  of  a  drop  or 
two  of  hyposulphite  and  the  total  for  the  250  c.c.  of  sample  entered. 

Any  number  of  samples  can  be  done  in  succession,  the  bottle  being  drawn  off 
as  necessary  by  means  of  the  tube  o  and  clip  T. 

The  following  are  two  examples,  the  first  of  which  was  found  to  be  in  agree- 
ment with  standard  aerated  water  as  per  table  of  Eoscoe  and  Lunt,  and 
also  with  a  eudiometrio  estimation  after  boiling  from  a  completely  filled  fiask 
and  running  in  warm  mercury : — 

10  c.c.   indigo  solution  (neutralized  with  sodium  bicarbonate  before  use) 

required  24'5  c.c.  hyposulphite. 
Indigo  solution  contained  8-321  gm.  indigotine  per  liter. 
1  c.c.  indigo  solution  contained  available  oxygen  0'0005. 
24'5  c.c.  hyposulphite =0'005  oxygen. 
250  c.c.  sample  of  aerated  water  required  12'5  c.c.  hyposulphite =0"0025  gm. 

oxygen. 

lOOO  c.c. =0-01  gm.  oxygen. 

0-01  X  1000    „  „  ,.. 

-  ,  .,„-.     =7-0  0.0.  oxygen  per  liter. 
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Bacterial  Filter  EfEuent,  after  shaking  to  saturation. 

10  0.0.  indigo  solution  rectuired  37"0  Co.  hyposulphite. 

250  0.0.  sample  required  100  o.o.  hyposulphite  =  0:00135  gm.  oxygen. 

1000  0.0.  sample =0'0054  gm.  oxygen. 

0-0054x1000     „^^  ,., 
j^^ggg =  3'V7  0.0.  oxygen  per  liter. 

The  method  is  not  nearly  so  complicated  or  cumbersome  as  it  appears  at  first 
glance,  and  the  apparatus  once  set  up  will  give  very  little  trouble.  In  an 
investigation  just  completed,  on  "  The  Movement  of  the  Polluted  Zone  in  the 
nibble  Estuary,"  it  was  found  that  a  hundred  samples  oould  be  examined  in  one 
day,  without  any  necessity  for  washing  out  the  Woulff's  bottle. 

The  interpretation  of  the  results  as  regards  polluted  waters,  as 
given  by  Dupr^  may  be  summarized  as  follows  : — ■ 

The  method  depends  on  the  fact  that,  if  a  perfectly  pure  water  is 
once  fully  aerated,  and  then  kept  in  a  bottle  so  that  it  could  neither 
lose  nor  gain  oxygen,  it  would  remain  fully  aerated  for  any  length  of 
time ;  but,  on  the  other  hand,  if  the  water  contained  living  organic 
matters  capable  of  absorbing  oxygen,  such  water  would  after  a  period 
of  tinie  contain  less  oxygen,  the  loss  so'  found  being  taken  as  the 
measure  of  impurity.  The  method  is  really  another  form  of 
ascertaining  the  presence  of  germs  and  their  amount  in  contrast  to 
the  method  of  cultivation  by  gelatine  and  microscopic  analysis. 

The  practical  results  from  various  experiments  made  by  Dupre,  and 
reported  by  him  to  the  Medical  Department  of  the  Local  Government 
Board,  1884,  are  as  follows  : — 

(1)  A  water  which  does  not  diminish  in  its  degree  of  aeration  during 
a  given  period'  of  time,  may  or  may  not  contain  organic  matter,  but 
presumably  does  not  contain  growing  organisms.  Such  organic  matter  there- 
fore as  it  may  be  fouild  to  contain  by  chemical  analysis  (permanganate  or 
otherwise)  need  not  be  considered  as  dangerous  impurity. 

(2)  A  water  which  by  itself,  or  after  the  addition  of  gelatine  or  other 
appropriate  cultivating  matter,  consumes  oxygen  from  the  dissolved  air  at 
lower  temperatures,  but  does  not  consume  any  after  heating  for  say  three  hours 
at  60°  C,  may  be  regarded  as  having  contained  living  organisms,  but  none  of 
a  kind  able  to  survive  exposure  to  that  temperature. 

(3)  A  water  which  by  itself,  or  after  addition  of  gelatine  or  the  like, 
continues  to  absorb  oxygen  from  its  contained  air  after  heating  to  60°  C,  may 
be  taken  as  containing  spores  or  germs  able  to  survive  that  temperature. 

The  exact  nature  of  organisms  differing  in  this  way  is  of  course 
not  revealed  by  the  method.  Uuprd's  conclusion  is,  that  in  the 
vast  majority  of  cases  the  consumption  of  oxygen  from  the  dissolved 
air  of  a  natural  water  is  due  to  growing  organisms,  and  that  in  the 
complete  absence  of  such  organisms  little  or  no  oxygen  would  be  then 
consumed. 

The  paper  is  accompanied  by  tables  of  results  of  analysis  by  this 
and  other  methods,  which  are  too  voluminous  to  insert  here. 

Peinciplb  of  the  Method.— Dupre  states  that  a  water,  fully  aerated, 
contains  at  20°  C.  and  760  m.m.  pressure  0"594  grain  of  oxygen  per  gallon,  or 
0'04158  gm.  per  liter.*  The  proportion  varies  with  the  temperature  and 
pressure.  The  formula  given  by  Bunsen  is  adopted  in  this  method^- 
0=2-0325  e ;  and  /3  =  0-020346— 000052887^  +  0000011156*2  ; 
where  a  is  the  co-efficient  of  absorption  of  oxygen  in  cubic  centimeters,  /3 
the  co-efficient  for  absorption  of  nitrogen,  and  t  the  temperature. 

*  RosGoe  and  Lunt,  and  also  Dittmar,  show  by  their  experiments  that  these  figures 
are  too  low. 
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The  variation  due  to  atmospheric  pressure  is  so  slight  that  it  may 
practically  be  disregarded.  The  composition  of  air  is  taken  as 
21  volumes  oxygen  and  79  nitrogen.  Dupr6  adopts  the  temperature 
of  20°  C.  for  all  waters  under  experiment ;  and  as  a  rule  the  samples 
were  all  well  placed  in  an  appropriate  bottle,  and  kept  at  a  constant 
temperature  of  20°  C.  for  ten  days,  previous  to  the  estimation  of  the 
oxygen. 

The  maximum  degree  of  oxygen  which  a  pure  water  should  contain 
at  this  temperature  is  called  100,  and  any  less  degree  found  on 
analysis  is  recorded  as  a  percentage  of  this  maximum. 

Method  of  Peocedueb:  The  sample  of  water  is  placed  in  an  ordinary 
bottle,  and  vigorously  shaken  to  ensure  full  aeration ;  after  standing  the 
requisite  time  it  is  poured  intq  the  experimental  bottle,  and  the  estimation  of 
oxygen  carried  out  as  described  in  §  72. 

Standards  of  Purity  for  Sewage  EfBluents. 

The  followinsf  paper  in  connection  with  this  subject  by  Br.  Eideal  is 
worthy  of  notice*  (C.  iV.  Ixxviii.  173)  : — 

The  progress  made  within  the  last  few  years  in  the  bacterial  processes  for 
the  treatment  of  sewage  has  drawn  into  question  the  interpretation  of  analytical 
results  as  well  as  the  different  standards  of  purity,  by  which  effluents  are 
to  be  judged  to  be  acceptable  or  otherwise.  At  the  present  time  some  consensus 
of  opinion  is  absolutely  necessary. 

Opinions  have  in  many  cases  been  founded  almost  solely  on  the  permanganate 
process  of  oxidation,  which  has  the  advantage  of  being  easy  and  rapid  in 
execution,  but  is  open  to  the  f6llowing  objections : — 

1.  So  many  modifications  have  been  introduced  in  procedure,  that  the 
figures  obtained  by  different  observers  are  seldom  comparable,  as  instanced  in 
the  recent  discussion  at  Manchester. 

2.  It  mainly  measures  the  carbonaceous  matters  which  are  not  the  most 
dangerous. 

3.  It  is  incomplete  even  in  measuring  these,  since  many  of  them  are  very 
resistant  to  permanganate  if  used,  as  ordinarily,  at  low  temperatures.  For 
this  reason  I  prefer  to  work  at  a  higher  temperature— namely,  that  of  a  water- 
bath  at  about  80°  C. 

4.  The  interference  of  nitrites,  which  are  abundant  in  certain  stages  of 
purification,  of  high  chlorides,  and  of  iron  and  "manganese  salts  derived  from 
a  chemical  treatment,  has  not  been  satisfactorily  eliminated,  even  by  the 
adoption  of  time  limits,  such  as  three  minutes,  fifteen  minutes,  two  and 
a  half  or  four  hours. 

In  perfectly  fresh  human  excreta,  taking  both  solids  and  liquids  together, 
the  amount  of  nitrogen  somewhat  exceeds  the  chlorine.  It  is  evident  that 
the  proportion  between  them  will  remain  unaltered  whatever  volume  of  water 
be  added,  provided  the  water  contains  only  the  ordinary  smal^amount  of  natural 
chlorine,  as  long  as  the  nitrogenous  matters  do  not  undergo  alteration.  There- 
fore the  factor  expressing  the  relation  between  chlorine  and  nitrogen  will  be 
applicable  to  sewages  generally,  independent  of  their  dilution.  In  subsequent 
changes,  while  the  CI  will  remain  unaffected,  the  total  nitrogen  will  suffer 
.  diminution,  the  loss  being  due  to  its  escape  in  the  form  of  gases,  such  as  free 
nitrogen  and  nitrous  oxide.  The  extent  to  which  this  important  purification 
has  been  effected  will  be  indicated  by  the  above  proportion,  which  I  propose  to 
call  the  "residual  ratio,"  and  prefer  to  express  in  percentages  of  the  chlorine. 
If  CI  be  the  chlorine  of  the  sewage, 

N  the  total  nitrogen, 

11  the  "  residual  ratio," 
the  formula  will  be —  -jg^  ^  ^qq 

®=-cr- 

•  A  Paper  read  tefore  the  British  Association  (Section  B),  Bristol  Meeting,  1898. 
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In  cases  of  great  dilution,  or  of  an  excessive  amount  of  chlorine  in  the  water 
supply,  the  expression  will  become— 

NxlOO 


E= 


Cl-W 


"W  being  the  chlorine  in  the  water.  The  simpler  formula,  however,  is  in 
general  sufficient. 

As  nitrogen  is  significant  of  the  more  dangerous  forms  of  pollution, 
a  calculation  of  the  ratio  between  the  different  forms  of  nitrogen  furnishes 
more  useful  information  than  a  mere  consideration  of  its  amount,  inasmuch  as 
nitrogen  compounds  when  oxidized  are  harmless,  but  when  unoxidized  are  liable 
to  occasion  smells,  and  to  be  in  other  respects  deleterious.  A  certain  quantity 
of  nitrogen  is  lost  as  gas  during  the  changes,  but  the  residue  will  give 
a  minimum  measurement  of  the  original  sewage  strength.  The  proportion 
between  the  oxidized  and  unoxidized  nitrogen  will  then  denote  the  extent  to 
which  the  sample  has  been  purified.  A  judgment  can  therefore  be  formed  from 
the  sample  without  an  analysis  of  the  original  sewage,  as  the  chlorine  contents 
also  give  a  clue  to  the  strength,  and  thus  such  a  method  would  have  an 
advantage  over  the  ordinary  system  of  calculating  sewage  purification,  as  it 
obviates  the  difficulty  of  obtaining  conformable  samples.  Even  where,  as  I 
have  elsewhere  insisted  should  be  done,  a  correction  is  made  to  a  standard 
chlorine  value  in  comparing  the  sewage  entering  and  the  effluent  leaving  a 
certain  works,  the  system  I  suggest  will  still  have  great  advantages. 

As  ammonia  must  be  recognized  as  a  preparatory  or  transition,  and  not  a 
finished  product,  it  must  be  considered  as  pari  of  the  residual  unoxidized  sewage, 
and  only  indicates  progress  towards  complete  purification,  and  gives  a  criterion 
as  to  whether  a  process  is  working  satisfactorily.  A  large  number  of  the 
failures  in  sewage  disposal  methods  have  been  owing  to  the  effort  to  obtain  by 
chemical  treatment  or  filtration  a  liquid  from  sewage  which  should  bear  some 
resemblance  to  drinking  water ;  such  an  end  is  impossible  without  impracticable 
expenditure,  time,  and  space,  attended  by  disastrous  breakdowns  at  intervals. 
Fortunately  methods  have  been  found  which  by  natural  agencies  allow  us  to 
carry  the  purification  to  a  rational  and  harmless  stage,  when  such  factors  as 
time,  light,  volume  of  oxygen,  and  various  life  of  a  river  will  be  more  than 
sufficient  to  deal  with  the  effluent. 

A  few  examples  to  show  how  the  percentage  of  oxidation  reveals  the 
purification  effected  by  different  agencies  may  be  quoted  here : — 


Parts  per  100,000  of  nitrogen. 

»j 

-g 

1 

as 

El 
'1" 

13 

1 

ti 

i-^ 
P' 

11 

.si 

0 

o 

H-^ 

^« 

fk 

A  raw  sewage 

6-66 

30 

6-12 

912 

none 

none 

A  filtrate  effluent 

0-78 

2-4 

0-92 

3-32 

1-16 

26-0 

Another  ditto 

0-36 

0-92 

0-44 

1-36 

1-09 

44-5 

London  river  water 

0-20 

00016 

0-049 

0-051 

0-305 

86-0 

Same  filtered 

0-176 

none 

0026 

0026 

0-254 

91-0 

Deep  well  in  chalk 

0013 

none 

0-008 

0-011 

0-450 

97-6 

Furthermore,  one  has  to  consider  not  only  the  chemical  but  also  the 
pathogenic  qualities,  and  these  are  ignored  by  all  existing  standards.  It  is 
obvious  that  a  very  small  amount  of  nitrogen  or  carbon,  if  in  the  form  of 
ptomaines,  would  be  sufficient  to  condemn  an  effluent.  I  have  noticed  that 
many  dilute  putrid  sewages  of  offensive  character  have  shown  less  albuminoid 
or  organic  nitrogen  than  the  condemnatory  limits  of  existing  standards,  so  that 
these  arbitrary  rules  are  of  little  or  no  value. 

On  the  other  hand,  when  a  sewage  has  been  subjected  to  nitrification,  although 
the  albuminoid  ammonia  may  be  higher  than  the  old  standards,  the  presence  of 
nitrate  seems  to  have  a  beneficial  influence  upon  the  quality  of  such  sewage,  and 
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under  these  oiroumstance.s-a  greater  quantity  of  albuminoid  or  organic  nitrogen 
may  he  tolerated. 

The  multitude  of  bacteria  in  sewage  is  so  enormous,  and  their  character  so 
various,  that  a  mere  counting  of  their  numbers  must  be  unmeaning  and 
inaccurate.  The  ratios,  however,  between  either  those  liquefying  and  not 
liquefying  gelatin,  or  between  the  aerobic  and  non-aerobic,  or  between  those 
growing  at  ordinary  temperature  and  at  blood  heat,  give  much  more  valuable 
information. 

Whilst  therefore  any  absolute  number  as  a  standard  is  undesirable,  only  a 
low  number  of  organisms  of  the  Coli  group  should  be  permissible  in  an  eflBuent, 
with  an  absence  of  dangerous  pathogenic  forms. 

Absolute  sterility  in  an  effluent  is  at  present  out  of  the  question,  nor  in 
general  would  it  be  necessary  or  even  advisable,  inasmuch  as  subsequent  organic 
improvement  would  be  prevented,  but  the  destruction  of  pathogenic  forms  could 
he  completed  by  a  "  finisher  "  like  chlorine  when  special  danger  was  present. 

Duprd  some  years  ago  introduced  a  method  of  ascertaining  the  condition 
of  healthiness  or  otherwise  of  an  effluent  by  enclosing  it  in  a  bottle  and 
determining  the  free  oxygen  present  before  and  after  keeping  (see  p.  484). 
This  seems  a  natural  way  of  carrying  out  the  "  oxygen  consumed  "  test.  He 
observes  (Analyst,  August,  1898)  : — "Pure  water  remained  aerated  when  bottled 
up,  hut  water  containing  sewage  de-aerated  itself.  An  effluent  that  did  not 
appreciably  de-aerate  itself  might  be  admitted  anywhere  without  fear  of  putre- 
faction." Unfortunately,  although  the  actual  work  of  this  test  can  be  carried 
out  in  a  few  minutes,  the  sample  had  to  be  allowed  to  stand  for -five  to  ten  days 

On  similar -but  less  natural  lines — the  "Incubator  Test,"  adopted  in  the 
Manchester  report  on  systems  of  sewage  purification,  maintains  an  effluent  by 
itself  at  a  warm  temperature  (five  days  at  80°  F.) ,  and  determines  the  oxygen 
absorbed  in  three  minutes  before  and  afterwards,  at  the  same  time  noticing  any 
change  of  odour.  The  result  Is,  however,  again  arbitrary,  as  an  effluent  is 
not  intended  to  be  stored  by  itself,  but,  when  finished,  to  be  discharged  at 
once  into  water  which  is  moving  and  aerated. 

The  results  seem  to  be  more  favourable  to  effluents  which  have  been  sterilized 
by  a  chemical  or  precipitation  process,  but  which  have  notoriously  in  many  cases 
given  rise  to  a  subsequent  nuisance,  than  to  those  containing  the  materials, 
bacterial  and  chemical,  for  rapid  self -purification  in  a  river. 

Dibdin  has  recently  put  forward  this  test,  which  he  described  as  follows: — 
"  He  h£»i  long  since  adopted  in  his  own  mind  a  physiological  standard,  viz.,  that 
the  quality  of  an  effluent  should  be  such  that  fish  could  live  healthily  in  it, 
.  .  .  such  a  definition  involves  necessarily  the  absence  of  poisons  and  the 
presence  of  oxygen."  But  while  an  effluent  which  kills  fish  is  obviously 
unhealthy,  it  does  not  follow  that  one  where  fish  will  live  is  therefore  a  good 
one.  It  is  well  known  that  fresh-water  fish  are  gross  feeders,  and  fish  in 
large  numbers  are  often  seen  to  congregate  at  the  mouths  of  sevrers  where  fseoal 
matter  is  visibly  floating,  being  attracted  by  the  fragments  of  food  and  insects 
carried  down  by  the  sewage.  Fish,  in  fact,  are  more  affected  by  muddy  water 
and  by  chemicals  from  factories  than  by  excreta. 

Amongst  the  standards  which  have  been  proposed  in  the  past,  or  have  been 
adopted  by  local  bodies,  are  the  following,  some  of  which  have  been  repeatedly 
quoted  in  papers  on  the  subject,  while  others  are  gathered  tentatively  from 
published  documents,  or  from  a  consideration  of  decisions  in  disputed  cases. 
None  of  them,  however,  have  strictly  the  force  of  law ;  in  fact,  some  have 
actually  been  disclaimed  by  the  bodies  to  which  they  were  attributed.  The 
proportions  are  parts  per  100,000 : — Elvers  Pollution  Commissioners — Organic 
carbon,  2'0 ;  organic  nitrogen,  0'3.  Thames  Conservancy — Organic  carbon,  3'0 ; 
organic  nitrogen,  I'l.  The  Thames  Conservancy  state  that  they  require  a  higher 
standard  for  effluents  just  above  the  intakes  of  the  water  companies  than  for 
those  below.  Derbyshire  County  Council — Albuminoid  ammonia,  O'l;  oxygen 
absorbed,  I'O.  Eibble  Board — Albuminoid,  01 ;  oxygen  absorbed,  20.  Mersej' 
and  Irwell — Albuminoid,  0'14 ;  oxygen  absorbed,  1'40. 

Provisos  as  to  amount  of  suspended  solids,  acidity,  alkalinity,  metals,  &c.,  are 
inserted  in  some,  and  have  special  reference  to  manufacturing  effluents. 

But  in  all  these  arbitrary  limits,  no  account  is  taken  of  the  volume  of  the  river 
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iuto  which  the  effluents  are  discharged,  although  attention  was  long  ago  drawn 
to  the  purifying  action  of  river  water.  The  l/ondon  County  Council  have 
recognized  the  fact  that  an  oxidizing  agent  added  to  the  effluent  at  the  time  of 
contact  with  the  river  prevents  any  foulness.  Provided,  therefore,  a  river  is  well 
aerated,  or  an  effluent  is  well  nitrated,  or  au  oxidizing  agent  is  supplied  in 
sufficient  quantity  at  the  time  of  contact,  an  effluent  may  contain  a  larger 
quantity  of  organic  matter  than  has  been  sanctioned  in  the  past,  and  variations 
in  such  quantities  are  permissible  under  conditions  varied  in  the  above  way. 

In  America,  from  the  work  of  the  Massachusetts  State  Board  of  Health, 
Eudolph  Hering  fixes  a  limit  to  the  amount  of  free  ammonia  permissible 
in  a  stream,  and  finds  that  if  the  flow  of  the  stream  is  less  than  2k  cubic  feet 
per  second  per  lOOO  persons  (or  one  gallon  per  minute  per  person)  ''an  offence 
is  almost  sure  to  arise " ;  but  when  the  flow  is  greater  than  7  cubic  feet  per 
second  per  1000  persons,  then  safety  is  assured. 

"  In  other  words,  when  the  free  ammonia  is  greater  than  0'12  part  per  100,000 
the  conditions  are  probably  objectionable."  I  find  that  these  limits  correspond 
to  about  50  volumes  of  river  water  to  average  sewage  in  this  country,  and  it  is 
obvious  that  such  conditions  are  only  possible  under  very  special  circumstanoesi 
and  the  limit  is  much  greater  than  we  have  found  necessary  in  England. 

Sometime  ago,  in  conversation  with  Mr.  Henry  Law,  we  arranged  the 
following  formulse  for  the  conditions  of  discharge  into  a  stream.  The  basis 
I  prefer  to  tak?  is  the  same  as  that  preferably  adopted  for  waters,  viz.,  100  liters 
or  100,000  parts  :— 

Let  X  be  the  flow  of  the  stream  in  100  liters  per  minute.  " 

O  =  grams  of  free  oxygen  in  100  liters. 
S= number  of  hectoliters  of  eflluent  discharged  per  minute. 
M  =  grams  of  oxygen  required  to  consume  the  organic  matter  in  100  liters  of 
effluent  as  determined  by  the  permanganate  test  after  deducting  that  required 
by  nitrites. 

N  =  grams  of  available  oxygen  as  nitrate  and  nitrite  per  100  liters. 
This  latter  factor  requires  explanation.  "Warington,  Munro,  Gayon, 
Dupetit,  Adeney,  and  others,  have  shown  that,  always  with  the  help  of 
bacteria,  the  oxygen  of  nitrates  and  nitrites  is  available  for  the  burning  up  of 
organic  matter.  In  my  own  experiments  I  have  found  that  the  large  loss  of 
organic  nitrogen  noticed  so  frequently  in  analyses  of  sewage  in  progressive 
stages  of  change  was  not  accounted  for  by  the  production  of  nitrous  acid,  of 
ammonia,  or  of  nitrogen  gas.  Gayon  and  others  have  observed  the  formation 
of  nitrons  oxide,  which,  from  its  solubility  and  vague  reactions,  would  ordinarilj' 
escape  observation.  Therefore,  to  be  on  the  safe  side,  I  have  allowed  for  the 
available  oxygen  2  atoms  of  O  for  every  HNO3,  i  e.,  N2O5  to  'N,0  and  1  atom 
for  HNO2,  or  N2O3  to  N2O. 

The  quantity  of  free  oxygen  in  the  stream  will  then  be  XO,  and  that  required 
by  the  effluent  will  be  S(M— N). 

Putting  C  as  the  ratio  between  the  amount  of  oxygen  in  the  stream  and  that 
which  is  required  to  oxidize  the  organic  matter  in  the  effluent, — ■ 

XO  =  C(M— N)S. 
"Where  there  are  no  nitrates  in  the  fluid, — 

XO  =  CMS. 
If  N  be  less  than  M,  M— N=the  deficit  of  oxygen  in  the  effluent,  requiring 
to  be  supplemented  by  the  free  oxygen  in  the  river,  such  an  effluent  will  throw 
a  burden  on  the  river,  and  cannot  be  considered  in  a  satisfactory  state ;  and  it 
will  be  a  question  of  volume  and  other  circumstances  whether  it  can  be  per- 
mitted to  be  discharged  at  all.  Where  XO  is  greater  than  (M — N)S  there  will 
be  a  chance  of  the  .stream  dealing  with  the  inflowing  liquid ;  where  the  reverse 
is  the  case  the  addition  must  necessarily  cause  foulness. 

In  favourable  cases,  where  bacteria  and  algse  are  active,  and  the  oxygen  of  the 
river  is  able  by  their  help  to  deal  rapidly  with  the  incoming  residues,  the 
minimum  ratio  between  the  volume  of  the  stream  and  the  volume  of  effluent 
that  could  be  allowed  to  he  discharged  into  it  would  be  indicated  by  the  value  of 
C  in  the  above  equation,  which  would  also  approximately  denote  how  far  the 
population  might  iacrease  before  the  proportion  would  be  .seriously  disturbed. 
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The  minimum  figure  will  be  reduced  by  the  nitrites  or  nitrates  of  the  river 
water  itself,  and  by  the  free  oxygen  which  may  be  present  in  the  effluent. 
River  water  may  have  90  per  cent,  of  its  nitrogen  oxidized,  and,  when  saturated, 
contains  about  700  c  c,  or,  approximately,  1  gram  of  free  oxygen  per  100  liters. 
We  may  assume  that  vrith  the  almost  unlimited  exposure  and  admixture  in  a 
flowing  river,  the  common  natural  bacteria  that  work  the  changes  are  certain  to 
be  present.  Hence,  in  theory,  comparatively  few  volumes  of  a  river  water  are 
necessary  for  supplying  the  oxygen  requisite  for  even  a  raw  sewage  after  its 
solids  have  been  removed  by  filtration  or  subsidence.  Prom  this  cau=e  it  is 
a  common  observation  that  the  dissolved  impurity  remaining  in  a  stream  is 
a  mere  fraction  of  that  in  the  volumes  of  sewage  that  have  entered  it  in  its 
upper  course. 

But  from  the  factor  of  time,  and  the  inadvisability  of  denuding  the  river  of 
its  oxygen,  which  might  be  only  gradually  renewed  from  the  air,  it  is 
necessary  with  the  raw  liquids  of  sewage  to  allow  a  considerably  larger  pro- 
portion of  river  water  than  the  minimum  above  calculated.  Dupr^  slates 
that  admixture  with  about  30  volumes  of  fully  aerated  river  water  prevents 
sewage  from  becoming  foul,  and  ultimately  purifies  it.  I  have  found  the 
same  result  from  a  less  quantity. 

"Where  the  organic  matter  is  well  fermented,  and  the  liquid  advanced  in 
nitrification,  as  in  properly  managed  septic  effluents,  the  case  is  far  more 
favourable.  Here,  in  the  above  equation,  N  is  greater  than  M,  and  there  is 
a  surplus  of  available  oxygen  in  the  effluent — that  is  to  say,  an  effluent  of  this 
kind  not  only  does  not  absolutely  require  any  dilution  with  river  water,  as 
containing  within  itself  the  elements  of  its  own  purification,  but  by  its  surplus 
oxygen  is  capable  of  actually  improving  the  river  into  which  it  enters. 
This  apparently  paradoxical  result  in  cases  of  polluted  streams  is  paralleled 
by  the  effect  of  the  addition  of  artificial  oxidizing  agents,  such  as  that  of 
manganate  of  soda  to  the  Thames  at  Crossness.  In  healthy  effluents  the 
quantity  of  available  oxygen,  N,  in  the  above  equation,  is  far  higher  than  could 
be  supplied  by  any  process  of  mere  aeration. 

As  an  example  of  the  application  of  the  formula  XO  =  C(M — N)S,  we  may 
cite  two  rivers,  the  Thames  and  the  Exe  : — 

Xg  O.  M.  N.  s.  e. 

Thames     ...     1100  04  4-3  0-23  100  108 

Exe  ...         47  1-0  6-66  I'lG  1-084  7-9 

X  and  S  are  stated  in  million  gallons. 

The  formula  shows  that  the  Thames  with  C  =  1'08  has  so  narrow  a  niargin  of 
effective  natural  oxidation  that  it  has  often  had  to  be  supplemented,  especially 
in  warm  weather,  by  the  addition  of  chemicals.  In  the  Exe,  on  the  other 
hand,  with  C=7'9,  there  is  a  large  margin  for  natural  purification. 

But  we  cannot,  as  a  rule,  throw  the  burden  oE  the  final  changes  on  the 
stream  on  account  of  the  time  taken  and  the  odours  and  deposit  that  generally 
ensue.  On  the  other  hand,  an  effluent  that  is  in  an  active  state  of  wholesome 
bacterial  change,  under  the  above  conditions  of  tree  and  potential  oxygen,  will 
conform  to  Adeney's  proposed  test : — ■"  The  limit  of  impurity  to  be  allowed  in 
a  water  should  be  such,  that  when  a  given  volume  of  it  is  mixed  with  a  given 
volume  of  fully  aerated  river  water,  and  the  mixture  kept  out  of  contact  with 
air,  a  decided  oxidation  of  the  ammonia  originally  present  into  nitrous  or  nitric 
acid  shall  be  indicated."  ...  It  will  be  noticed  that  this  test  is  practically 
that  suggested  by  Dupre  many  years  ago.  Such  an  effluent  as  experience 
teaches,  if  clear  and  nearly  free  from  odour,  may  be  safely  discharged  into  any 
river  of  moderate  volume. 

Water  and  Sewage  Examination  Results. 

The  report  of  the  committee  appointed  to  establish  a  Uniform 
System  of  recording  the  Results  of  the  Chemical  and  Bacterial 
Examination  of  Water  and  Sevs'^age  is  as  follows : — That  it  is  desirable 
that  results  of   analysis  should  be  expressed  in  parts  per  100,000 
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except  in  the  case  of  dissolved  gases,-  when  these  should  be  stated  as 
cubic  centimeters  of  gas  at  0°  C,  and  760  millimeters  in  1  liter  of 
water.  .  This  method  of  recording  results  is  in  accordance  with  that 
suggested  by  the  committee  appointed  in  1887  to  confer  with  the 
committee  of  the  American  Association  for  the  Advancement  of 
Science,  with  a  view  to  forming  a  uniform  system  of  recording  the 
results  of  water  analysis.* 

The  committee  suggest  that  in  the  case  of  all  nitrogen  compounds 
the  results  be  expressed  as  parts  of  nitrogen  over  100,000,  including 
the  ammonia  expelled  on  boiling  with  alkaline  permanganate,  which 
should  be  termed  albuminoid  nitrogen.  The  nitrogen  will  therefore 
be  returned  as  : 

(1)  Ammoniacal  nitrogen  from  free  and  saline  ammonia. 

(2)  Nitrous  nitrogen  from  nitrites. 

(3)  Nitric  nitrogen  from  nitrates. 

(4)  Organic  nitrogen  (either  by  Kjeldahl  or  by  combustion,  but 
the  process  used  should  be  stated). 

(5)  Albuminoid  nitrogen. 

The  total  nitrogen  of  all  kinds  will  be  the  sum  of  the  first  four 
determinations. 

The  committee  are  of  opinion  that  the  percentage  of  nitrogen 
oxidized — that  is,  the  ratio  of  (2)  and  (3)  to  (1)  and  (4) — gives 
sometimes  a  useful  measure  of  the  stage  of  purification  of  a  particular 
sample.  The  purification  effected  by  a  procfess  will  be  measured  by 
the  amount  of  oxidized  nitrogen  as  compared  with  the  total  amount 
of  nitrogen  existing  in  the  crude  sewage. 

In  raw  sewage  and  in  effluents  containing  suspended  matter,  it  is 
also  desirable  to  determine  how  much  of  the  organic  nitrogen  is 
present  in  the  suspended  matter. 

In  sampling,  the  committee  suggest  that  the  bottles  should  be 
idled  nearly  completely  with  the  liquid,  only  a  small  air-bubble  being 
allowed  to  remain  in  the  neck  of  the  bottle.  The  time  at  which  a 
sample  is  drawn,  as  well  as  the  time  at  which  its  analysis  is  begun, 
should  be  noted.  An  effluent  should  be  drawn  to  correspond  as  nearly ' 
as  possible  with  the  original  sewage,  and  both  it  and  the  sewage  should 
be  taken  in  quantities  proportional  to  the  rate  of  flow  when  that  varies 
{e.g.,  in  the  emptying  of  a  filter-bed); 

In  order  to  avoid  the  multipUcation  of  analyses,  the  attendant  at  a 
sewage  works  (or  any  other  person  who  draws  the  samples)  might  be 
provided  with  sets  of  twelve  or  twenty-four  stoppered  quarter- 
Winchester  bottles,  one  of  which  should  be  filled  every  hour  or  every 
two  hours,  and  on  the  label  of  each  bottle  the  rate  of  flow  at  the  time 
shoidd  be  written.  When  the  bottles  reach  the  laboratory,  quantities 
would  be  taken  from  each  proportional  to  these  rates  of  flow  and  mixed 
together,  by  which  means  a  fair  average  sample  for  the  twenty-four 
hours  would  be  obtained. 

The  committee  at  present  are  unable  to  suggest  a  method  of 
reporting  bacterial  results,  including  incubator  tests,  which  is  likely 
to  be  acceptable  to  all  workers. 

•  Britisli  Association  Eeport,  1889. 
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TABLE   1. 
Elasticity   of  Aqueous   Vapour   for   each 
from    0°    to    30O    C 


lO 

(Begruault) . 


tb  degree   centigrrade 


Temp. 

|l| 

Temp. 

■9|t 

Temp. 

m 

Temp. 

.9i& 
III 

Temp. 

■git 

C. 

ill 

C. 

llll 

C. 

C. 

C. 

^H-g 

^N-s 

^H'S 

^S*o 

BR-s 

0° 

4-6 

6-0° 

7-0 

12-0° 

10-5 

18-0° 

15'4 

24-0° 

22 '2 

•1 

4-6 

•1 

7'0 

■     -1 

10-5 

•1 

15-5 

•1 

22-3 

■2 

4-7 

•2 

7-1 

■2 

10-6 

•2 

15-6 

■2 

22-5 

■3 

4-7 

•3 

7-1 

■3 

10-7 

■3 

157 

■3 

22-6 

■i 

4-7 

■4 

7-2 

■4 

107 

■4 

157 

■4 

227 

•5 

4-8 

■5 

7-2 

■5 

10-8 

5 

15-8 

•5 

22'9 

•6 

4-8 

■6 

7-3 

•6 

10-9 

•6 

15-9 

•6 

23  0 

■7 

4-8 

■7 

7-3 

■7 

10'9 

■7 

16-0 

7 

23-1 

■8 

4-9 

•8 

7-4 

■8 

11-0 

■8 

161 

■8 

23-8 

•9 

4-9 

•9 

7-4 

•9 

11-1 

■9 

16-2 

•9 

23-4 

1-0 

4'9 

7-0 

7-6 

13-0 

11-2 

19'0 

16-3 

25-0 

23-5 

•1 

5-0 

•1 

7-6 

•1 

11-2 

■1 

16-4 

■1 

237 

■2 

5-0 

■2 

7'6 

•2 

n-3 

■2 

16-6 

■2 

23-8 

•3 

5-0 

•3 

7-6 

•3 

11-4 

•3 

167 

■3 

24-0 

■4 

5-1 

•4 

7-7 

■4 

11-5 

•4 

16-8 

,  -4 

24-1 

■5 

5-] 

•5 

7 '8 

•5 

11'5 

■5 

16-9 

•5 

24-3 

•6 

5-2 

■6 

7-8 

■6 

11-6 

•6 

17-0 

•6 

24-4 

■7 

5-2 

■7 

7-9 

■7 

11-7 

7 

17-1 

■7 

24-6 

•8 

5-2 

•8 

7-9 

•8 

11-8 

•8 

17-2 

•8 

247 

•9 

5-3 

•9 

8-0 

■9 

11-8 

•9 

17-3 

•9 

24-8 

2-0 

5-3 

8-0 

8-0 

14-0. 

11-9 

20  0 

17-4 

26-0 

25-0 

•1 

5-3 

■1 

8-1 

•1 

12-0 

•1 

17-5 

■1 

251 

■2 

5-4 

•2 

8-1 

■2 

12-1 

•2 

17-6 

•2 

25  3 

•3 

5-4 

■3 

8-2 

■3 

12-1 

•3 

17-7 

•3 

25-4 

•4 

5-5 

•4 

8-2 

•4 

12-2 

■4 

17-8 

•4 

25-6 

•5 

5-5 

•5 

8-3 

■5 

12-3 

■5 

17-9 

■5 

257 

•6 

5-5 

■6 

83 

•6 

12-4 

•6 

18-0 

•6 

25-9 

•7 

5-6 

■7 

8-4 

•7 

12  5 

7 

18-2 

7 

260 

•8 

5-6 

•8 

8-5 

•8 

12-5 

•8 

18-3 

•8 

26-2 

■9 

5-6 

■9 

8-5 

•9 

12-6 

■9 

18-4 

■9 

26-4 

3'0 

5-7 

9  0 

8-6 

150 

12-7 

21-0 

18-5 

27-0 

26-5 

•1 

5-7 

•1 

8-6 

•1 

12-8 

■1 

18-6 

■1 

267 

•2 

5-8 

■2 

8-7 

■2 

12-9 

■2 

18-7 

•2 

26-8 

■3 

5-8 

•3 

8-7 

•3 

12-9 

■3 

18-8 

•3 

27-0 

•4 

5-8 

■4 

8-8 

■4 

13-0 

•4 

19-0 

•i 

27-1 

■5 

.5-9 

■5 

8-9 

•5 

13-1 

•5 

19-1 

■5 

27-3 

-6 

5-9 

•6 

8-9 

•6 

13-2 

■6 

19-2 

•6 

27-5 

•7 

6-0 

■7 

90 

•7 

13-3 

7 

19-3 

■7 

27-6 

■8 

6-0 

■8 

90 

■8 

13'4 

■8 

19-4 

•8 

27-8 

•9. 

61 

•9 

9-1 

•9 

13-5 

•9 

19-5 

■9 

27'9 

4-0  • 

61 

10  0 

9-2 

16-0 

13 '5 

22-0 

197 

28-0 

28-1 

•1 

61 

■1 

9-2 

■1 

13-6 

•1 

19-8 

•1 

28-3 

■2 

6-2 

■2 

9-3 

■2 

137 

•2 

19-9 

•2 

28-4 

•3 

6-2 

•3 

9-3 

•3 

13-8 

■3 

20-0 

•3 

28-6 

•4 

6-3 

•4 

9  4 

•4 

13-9 

■4 

20-1 

•4 

28-8 

•5 

6-3 

•5 

9-5 

•5 

14-0 

■5 

20-3 

•5 

28-9 

•6 

6-4 

•6 

9-5 

■6 

14-1 

•6 

20 '4 

■6 

291 

■7 

6-4 

•7 

9-6 

■7 

14-2 

7 

20-5 

7 

29-3 

•8 

6-4 

•8 

9-7 

•8 

14-2 

•8 

20-6 

•8 

29-4 

•9 

6-5 

■9 

9-7 

■9 

14-3 

•9 

20-8 

■9 

29-6 

5-0 

6-5 

11-0 

9-8 

17-0 

14-4 

23-0 

20 '9 

29-0 

29-8 

•1 

6-6 

•1 

9-9 

■1 

14-5 

•1 

21-0 

•1 

30-0 

•2 

6-6 

■2 

9-9 

•2 

14-6 

•2 

21-1 

•2 

30-1 

•3 

6-7 

•3 

10-0 

•3 

147 

•3 

21-3 

■3 

30-3 

■4 

6-7 

■4 

10-1 

•4 

14-8 

•4 

n-4 

•4 

30-5 

•5 

6-8 

•5 

10-1 

•5 

14-9 

•5 

21-5 

•5 

307 

•6 

6-8 

•6 

10-2 

•6 

15-0 

•6 

217 

•6 

30-8 

•7 

6-9 

•7 

10-3 

■7 

151 

7 

21-8 

7 

31-0 

•8 

6-9 

•8 

10-3 

•8 

15-2 

•8 

21-9 

■8 

31-2 

■9 

7-0 

•9 

10-4 

■9 

15-3 

■9 

22  a 

•9 

31-4 
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TABLE  2. 


Eeduotion  of  Cubic   Centimeters   of  Nitrogen  to   Grams. 
0-0012562 


Log 


a  +  O'00367!!)760 


for  each  tenth  of  a  degree  from  0°  to  30°  C. 


t.c. 

00 

0-1 

0-2 

0-3 

0-4 

:  0-5 

0-6 

0-7 

0-8 

0-9 

0° 

6-21824 



808 

793 

777 

761 

745 

729 

713 

697 

681 

1 

665 

649 

633 

617 

601 

■  586 

570 

554 

538 

522 

2 

507 

491 

475 

459 

443 

427 

412 

396 

380 

364 

3 

349 

333 

318 

302 

286 

.  270 

255 

239 

223 

208 

4 

192 

177 

161 

145 

130 

114 

098 

083 

067 

051 

5 

035 

020 

004 

*989 

*973 

*957 

*942 

*926 

*911 

*895 

6 

620879 

864 

848 

833 

817 

801 

786 

770 

755 

739 

7 

723 

708 

692 

676 

661 

645 

629 

614 

598 

583 

8 

567 

552 

536 

521 

505 

490 

474 

459 

443 

428 

9 

413 

397 

382 

366 

35i 

.  335 

320 

304 

289 

274 

10 

259 

244 

228 

213 

198 

182 

167 

•151 

186 

121 

11 

106 

090 

075 

060 

045 

029 

014 

*999 

*984 

*969 

12 

619953 

938 

923 

907 

892 

877 

862 

846 

831 

1 
816  i 

13 

800 

785 

770 

755 

740 

724 

709 

694 

679 

664 ; 

14 

648 

633 

618 

603 

588 

573 

558 

543 

528 

513 

15 

497 

482 

467 

452 

437 

422 

407 

392 

377 

362 

16 

346 

331 

316 

301 

286 

271 

256 

241 

226 

211 

17 

196 

181 

166 

151 

136 

121 

106 

091 

076 

061 

18 

046 

031 

016 

001 

*986 

*971 

*9o6 

*941 

*926 

*911 

19 

6-18897 

882 

887 

852 

837 

822 

807 

792 

777 

762 

20 

748 

733 

718 

703 

688 

673 

659 

644 

629 

614 

21 

600 

585 

570 

555 

540 

526 

511 

496 

481 

466 

22 

452 

437 

422 

408 

393 

378 

363 

349 

334 

319 

23 

305 

290 

275 

261 

246 

231 

216 

202 

■187 

172 

24, 

158 

143 

128 

114 

099 

084 

070 

055 

Oil 

026 

25 

012 

*997 

*982 

*968 

*953 

*938 

*924 

*909 

*895 

*880 

26 

6-178613 

851 

837 

822 

808 

793 

779 

764 

750 

735 

27 

721 

706 

692 

677 

663 

648 

634 

619 

605 

590 

28 

576 

561 

547 

532 

518 

503 

489 

475 

460 

446 

29 

432 

417 

403 

388 

374 

360 

345 

331 

316 

302 
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TABLE  3. 


Loss  of  Nitrogen  by  Evaporation  of  NH3. 
"With  Sulphurous  Acid. 

Parts  per  100,000. 


Nas 

XjOSS 

Na3 

-  Loss 

Nas 

Loss 

Nas 

Loss- 

Nas 

Los? 

Nas 

Loss 

NH3. 

of  N. 

NHS. 

of  N. 

NH3. 

of  N. 

NH3. 

of  N. 

NH3. 

of  N. 

NH3. 

of  N. 

5-0 

17'41 

3  9 

1-425 

2-R 

-898 

17 

-370 

■6 

•145" 

•04 

■003 

4-9 

1-717 

3-8 

1-37S 

27 

-850 

1-6 

-338 

■5 

-109 

OS 

•007 

-4-8 

1-693 

3-7 

1-330 

2-6 

-802 

1-5 

-324 

-4 

-075 

•02 

■005 

47 

1-669 

3-6 

.1-282 

2-5 

-754 

1-4 

-309 

-3 

-067 

•01 

•003 

4-6 

1-64S 

:  3-5 

1-234 

2-4 

-706 

1-3 

-295 

-2 

•038 

•008 

•002 

4-5 

1-621 

3-4 

1-186 

2-3 

-658 

1-2 

-280 

-1 

-020 

•007 

•001 

4-4 

1-S98 

3-3 

1-138 

2-2 

-610 

1-1 

-266 

-09 

•018 

4-3 

1-574 

3-2 

1-090 

2-1 

-562 

1-0 

-252 

-08 

017 

4-2 

1-550 

3-1 

1-042 

2-0 

-514 

-9 

■237 

-07 

■015 

4-1 

1-521 

3-0 

-994 

1-9 

•466 

■8 

-217 

-06 

-013 

40 

1-473 

2-9 

-946 

1-8 

-418 

-7 

-181 

-05 

-Oil 

TABLE  4. 


liOss  of  Nitrog-en  by  Evaporation  of  NH3. 
"With'  Hydrio  Metaphosphate. 


Farts  per 

100,000. 
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•482 
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59 

■385 

100  CO. 

36 

•281 

100  0.0. 

1-3 

•142 

8^1 

•477 

5-8 

■381 

3-5 

•277 

1 

2 

•136 

8^0 

•473 

5^7 

■377 

3-4 

•272 

1 

1 

•129 

■7-9 

•469 

5-6 

•373 

3-3 

•267 

1 

0  , 

•123 

"7^8- 

■  ^465 

55 

•368 

32 

•261 

9 

;117 

"77 

■461 

5^4 

•364 

31 

•255 

8 

•111 

7^6 

■•456 

■53 

■360 

30 

•249 

250  0.0. 

7 

•088 

"75 

•452 

5^2 

•356 

2-9 

•242 

6 

•073 

7-4  ■ 

.-448 

3^1 

■352 

2^8 

•236 

5 

•061 

7^3 

•444 

5^0 

•347 

27 

•230 

500  0.0. 

4 

.•049 

7-2 

•440 

49 

•343 

2^6 

•223 

3 

•036 

71 

•435 

4-8 

•338 

2^5 

•217 

lOOo'o.c. 

2 

•024 

7^0 

•431 

4^7 

•334 

2^4 

•211 

1 

•012 

69 

•427 

4^6 

•329 

23 

•205 

09 

•Oil 

68 

■423 

4^5 

.•324 

22 

•198 

08 

•010 

"67 

•419 

4^4 

•319 

21 

•192 

07 

•008 

'6^6 

•414 

4-3 

•315 

2^0 

•186 

06 

•007 

•65 

•410 

42 

■•310 

1^9 

•180 

05 

•006 

•6^4 

•406 

^■l 

•305 

18 

•173 

04 

•003 

'6^3 

•402 

4^0 

•301 

17 

•167 

03 

•004 

62 

•398 

39 

■296 

16 

•161 

02 

•002 

"61 

•391 

3-8 

•291 

15 

•154 

•01 

•001 

6^0 

■389 

37 

•286 

1^4 

•148 

1 
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TABLE  5. 

Loss  of  Nitrog-en  by  Evaporation  of  NH3. 
■With  Sulphurous  Acid. 

Parts  per  100,000. 


NH3. 

Loss 
of  N. 

NH3. 

Loss 
of  N. 

NHS. 

Loss 
of  N. 

NH3. 

Loss 
of  N. 

NH3. 

Loss 
of  N. 

NH3. 

Loss 
of  N. 

6-0 

1-727 

4-8 

.1-451 

3-6 

-977 

2^4 

-503 

1-2 

-250 

•09 

•014 

5-9 

1-707 

4-7 

1-411 

3-5 

-937 

2-3 

•463 

1-1 

-238 

•08 

•013 

5-8 

1-688 

4-6 

1-372 

3-4 

•898 

2-2 

-424 

1-0 

-226 

•07 

•012 

5-7 

1-668 

4-5- 

1-332 

3-3 

-858 

21 

-381 

-9 

■196 

•06 

■010 

5-6 

1-648 

4-4 

1-293 

32 

-819 

2^0 

-345 

-8 

■166 

•05 

■009 

6-5 

1-628 

4-3 

1-253 

3-1 

•779 

1-9 

•333 

•7 

-136 

•04 

■007 

5-4 

1-609 

4-2 

1-214 

30 

■740 

1-8 

•321 

■6 

•106 

•03 

■006 

5-3 

1-689 

4-1 

1-174 

2-9 

■700 

1-7 

•309 

■5 

■077 

•02 

■004 

5-2 

1-569 

4-0 

1135 

2-8 

•661 

1^6 

-297 

■4 

■062 

•01 

■003 

5-1 

1-549 

3-9 

1-095 

2-7 

•621 

1-5 

-285 

-3 

•047 

•009 

■001 

50 

1-530 

3-8 

1-056 

2-6 

■582 

1-4 

-274 

■2 

032 

4-9 

1-490 

3-7 

1-016 

2-5 

•542 

1-3 

-262 

■1 

•017 

1 

TABLE  6. 

IjOss  of  Nitrogen  'by  Evaporation  of  NH3. 
With  Hydric  Metaphosphate. 

Parts  per  100,000. 
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jl 

a 

si 

^ 

a-g 

Ml" 

II 

n 

w' 

I 

»" 

P9 

a  S 
II 

"3 
o 

P5 

O             1 

■•  i* 

■  w 

"o 

4 

w 

"3 

i 

£ 

ri 

t 

rt 

3 

t 

Hi 

100  0.0. 

10-0 

-483 

100  CO. 

7-2 

-386     IOC 

c.c. 

4-4 

■283 

100  0.0. 

1-6 

•143 

9-9 

-480 

?■! 

-382 

4-3 

■279 

1-5 

•137 

9^8 

■476 

7-0 

-379 

42 

■275 

1-4 

•133 

9-7 

■473 

6-9 

-375 

4-1 

•271 

1-3 

•127 

9-6 

■469 

6-8 

•372 

40 

•267 

1^2 

-122 

9-5 

-466 

6-7 

-368 

3-9 

■262 

11 

•117 

9-4 

-462 

6-6 

•365 

3-8 

•257 

1^0 

•112 

93 

-459 

6-5 

-361 

3-7 

•252 

250  0.0. 

•9 

•096 

9-2 

-455 

6-4 

•358 

3-6 

•247 

•8 

•080 

9.1 

•452 

6-3 

•354 

3-5 

•242 

•7 

•070 

90 

■448 

6-2 

-351 

3-4 

•236 

•6 

•060 

8^9 

•445 

■  •• 

6-1 

-348 

3-3 

•231 

500  O.C. 

•5 

•050 

8^8 

■441 

60 

-345 

32 

•226 

•4 

•040 

8^7 

•438 

5-9 

■341 

3-1 

•221 

•s 

•030 

8^6 

■434 

5-8 

•337 

30 

■216 

lOOO'o.o. 

•2 

•020 

8-5 

■431 

5-7 

■333 

2-9 

•211 

•1 

•010 

8^4 

•428 

5-6 

■330 

28 

■205 

•09 

•009 

83 

■424 

5-5 

■326 

2-7 

■200 

•08 

•008 

8-2 

-421 

•  •• 

5-4 

■322 

26 

■195 

•07 

•007 

81 

-417 

5-3 

■318 

2-5 

•190 

•06 

-006 

B^O 

■414 

52 

■314 

2-4 

•184 

•05 

•005 

... 

7-9 

■410 

51 

■310 

_^ 

2-3 

•179 

■04 

•004 

7-8 

■407 

50 

■306 

2-2 

•174 

... 

•03 

•003 

7-7 

•403 

4-9 

■302 

21 

•169 

•02 

-002 

7-6 

■400 

4-8 

■298 

2-0 

■164 

•01 

•001 

7-5 

■396 

4-7 

■294 

1^9 

■158 

7-4 

■393 

46 

-291 

1^8 

■153 

... 

7-3 

■389 

4-5 

-287 

1-7 

■148 
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TABLE    7. 
Table  of  Harduess,  Farts  in  10.0,000. 


Volume  of 

Soap 
Solution. 

Volume  of 

Soap 
Solution. 

O 

Volume  of 

Soap 
Solution. 

O 

"is 

Volume  of 

Soap 
Solution. 

CO. 

c.c. 

c.c. 

0.0. 

40 

4-57 

80 

10^30 

120 

16^43 

1 

•71 

1 

•45 

1 

■59 

2 

■86 

2 

•60 

2 

•75 

3 

5-00 

3 

•75 

3 

■90 

4 

•14 

4 

•90 

4 

17-06 

5 

•29 

5 

11-05 

5 

•22 

6 

■43 

6 

•20 

6 

•38 

0-7 

•00 

7 

■57 

7 

•35 

7 

•54 

0-8 

•16 

8 

•71 

8 

•50 

8 

•70 

0-9 

•32 

9 

•86 

9 

•65 

9 

■86 

10 

■48 

5^0 

600 

90 

•80 

130 

1802 

1 

■63 

1 

•14 

1 

■95 

1 

■17 

2 

•79 

2 

•29 

2 

1211 

2- 

•33 

3 

■95 

3 

•43 

3 

•26 

3 

•49 

4 

111 

4 

•57 

4 

•41 

4 

■65 

5 

•27 

5 

•71 

5 

•56 

5 

■81 

6 

•43 

6 

•86 

.  6 

•71 

6 

■97 

7 

•56 

7 

7^00 

7 

•86 

7 

1913 

8 

•69 

8 

•14 

8 

1301 

8 

■29 

9 

•82 

9 

•29 

9 

•16 

9 

•44 

20 

■95 

60 

•43 

100 

■31 

140 

•60 

1 

208 

1 

•57 

1 

•46 

1 

•76 

2 

•21 

2 

•71 

2 

•61 

2 

•92 

3 

•34 

3 

•86 

3 

•76 

3 

20^08 

4 

•47 

4 

8^00 

4 

•91 

4 

•24 

5 

•60 

5 

•14 

5 

1406 

5 

•40 

6 

•73 

6 

•29 

6 

■21 

6 

•56 

1 

•85 

7 

•43 

7 

■37 

7 

•71 

8 

•99 

8 

•57 

8 

■52 

8 

•87 

9 

312 

9 

■71 

9 

■68 

9 

2103 

30 

■25 

70 

•86 

110 

•81 

150 

•19 

1 

■38 

1 

900 

1 

1500 

1 

•35 

2 

■51 

2 

■14 

2 

•16 

2 

•51 

3 

•64 

3 

■29 

3 

•32 

3 

•68 

4 

■77 

4 

•43 

4 

•48 

4 

•85 

5 

•90 

5 

•57 

5 

•63 

5 

22^02 

6 

403 

6 

•71 

6 

•79 

6 

•18 

1 

•16 

7 

•8i 

7 

•95 

7 

•35 

8 

•29 

8 

1000 

8 

1611 

8 

•52 

3-9 

•43 

79 

•15 

119 

•27 

9 
160 

•69 
■86 
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Kesults  of  Analysis  expressed 


Nuni'ber 

of 
Sample. 


I. 

n. 
III. 

IV. 
V. 

VI. 
VII. 

VIII. 

IX. 

X. 

XI. 

XII. 
XIII. 

XIV. 

XV. 

XVI. 

XVII. 
XVIII. 

XIX. 
XX. 


XXI. 

XXII. 
XXIII. 
XXIV. 

XXV. 

XXVI. 


XXVII. 

xxvm. 
!  XXIX. 

I     XXX. 
I    XXXI. 


XXXII. 
XXXIII. 
XXXIV. 

XXXV. 

XXXVI. 


DESCEIPTION. 


Upland  Surface  "Waters. 

The  Dee  above  Balmoral,  Maroh  9tli,  1872 
\    Glasgow  Water  supplj--  from  Loch  Katrine — average  of 
monthly  analyses  during  five  years,  1876—81 

Li  verpool  Wat  er  supply  from  Bivington  Pike,  June  4th,l  869 

Manchester  Water  supply,  May  9th,  1874 

Cardiff  Water  supply,  Oct.  18th,  1872 

Sxirface  Water  f^om   Cultivated  Land. 
Dundee  Water  supply,  March  12th,  1872 
Norwich  Water  supply,  June  18th,  1872 

Shallow  Wells. 

Cirencester,  Market  Place,  Nov.  4th,  1870 
Marlbdrough,  College  Yard,  Aug.  22nd,  1873  ... 
Birmingham,  Hurst  Street,  Sept.  18th,  1873    ... 


Sheffield,  Well  near,  Sept.  27th,  1870 

London,  Aldgate  Pump,  June  5th,  1872 
London,  Wellclose  Square,  June  5th,  1872 
Leigh,  Essex,  Churchyard  Well,  Nov.  28th,  1871 

Deep  Wells. 

Birmingham,  Short  Heath  Well,  May  16th,  1873 

Caterham,  Water  Works  Well,  ^eb.  14th,  1873 

Ditto,  Softened  (Water  supply) 

London,  Albert  Hall,  May,  1872 

Gravesend,  Railway  Station,  Jan.  17th,  1873    ... 

Springs. 

Dartmouth  Water  supply,  Jan.  8th,  1873 
Grantham  Water  supply,  July  11th,  1873 


EEMARKS. 


Clear  ' 

Clear;  very  pale  brown 

Clear      

Turbid 

Clear      

Turbid;  brownish  yellow 
Slightly  turbid 

Slightly  turbid 

Clear      

Clear;  strong  saline  taste 
r  Very  turbid  &  offen-  "^ 
j  sive.  Swarming  > 
t     with  bacteria,  &c.  j 

Clear      

Slightly  turbid;  salinetast( 

Slightly  turbid 

Clear    ... 
Clear 

Slightly  turbid 

Clear     ... 


Turbid 

Clear     

Ing  31  years,  1869—89. 


London  Water,  supply— average  monthly  analyses  dur 

From  the  Thames  ... 

Prom  the  Lea 

Prom  Deep  Chalk  Wells  (Kent  Compan}') 

Ditto  (Colne  Valley  Co.)  softened — thirteen  years,  1877 — 89 

Ditto  (Tottenham) — thirteen  years,  1877—89  .... 
Birmingham   Water   supply— average    monthly   analyses,  1875—1880. 


Average   Composition   of  Unpolluted 
Eain  Water 
Upland  Surface  Water 
Deep  Well  Water  ... 
Spring  Water 
Sea  Water 


Water. 

39  samples 
195      „ 
157      „ 
198       .,. 

23       „ 


Sewage. 

Average  from  15  "  Midden  "  Towns,  37  analyses 
Average  from  16  "  Water  Closet "  Towns,  50  analyses     . . , 
Salford,  Wooden  Street  Sewer,  March  15th,  1869 
Merthyr  Tydfil,  average  10  a.m.  to  5  p.m ,  Oct.  20th,  1871  \ 
(after  treatment  with  lime)  ) 

Ditto,  Effluent  Water 
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in  parts 

per  100,000 

TABIiE 

8. 

TotaJ 

Organic 

Orgauo 

S 

Nitro- 

Nitrogen 
as 

Total 

Total 

Hardness 

solid 

Nitro- 

o 

gen  us 

'M'jtvnfpq 

Inorganic 
Nitrogen. 

CombitiGd  riMnvi'iio 

Matter. 

Carbon. 

gen. 

Am- 
monia. 

and 
Nitrites. 

Nitrogen. 

Tern- 
porary. 

Perma- 
nent. 

Total. 

1-52 

'182 

-014 

9-4 

0 

0 

0 

•014 

-50 

0 

1-5 

1-5 

2-94 

-148 

-016 

9-2 

0 

•005 

-005 

-022 

•64 

— 

— 

•9 

9-66 

-210 

-029 

7-2 

•002 

0 

-002 

■031 

1-58 

■3 

8-7 

4^0 

7-00 

-132 

-031 

4-1 

•002 

0 

-002 

-033 

•90 

0 

27 

27 

23-50 

-212 

-031 

6-8 

0 

•034 

-034 

-065 

1-40 

7-1 

129 

200 

Il-IR 

-418 

•059 

7-1 

■001 

•081 

-082 

-141 

1-75 

0 

6-0 

60 

30  92 

-432 

■080 

5-4 

•012 

•036 

-048 

•128 

3-10 

21-3 

5-8 

266 

.  3100 

-041 

-008 

5-1 

0 

•362 

-3G2 

•370 

1-60 

18-4 

4-6 

280 

32-48 

•049 

-015 

3-3 

0 

•613 

-613 

•628 

r90 

15-6 

10-1 

257 

240-20 

•340 

-105 

3-2 

-511 

14^717 

15-228 

15-333 

36-50 

27-5 

99-6 

127'1 

18-50 

1-200 

•126 

9-5 

•091 

0 

-091 

•217 

2-20 

20 

1-4 

3-4 

123-10 

•144 

•141 

1-0 

-181 

fr851 

7033 

7-173 

12-85 

871 

40-0 

77^1 

396-50 

-278 

•087 

3-2 

0 

25^840 

25-840 

25  927 

34-60 

26-7 

164-3 

1910 

112-12 

-210 

•065 

32 

0 

5^047 

5-047 

5112 

13-75 

14-3 

45-7 

600 

15  08 

•0O9 

•004 

2-2 

0 

•447 

-447 

•451 

1-30 

4-6 

51 

9^7 

27-68 

-028 

•009 

3-1 

0 

•021 

-021 

•030 

1-55 

15-2 

60 

21^2 

8-80 

-015 

•003 

5-0 

— 

■ 

— 

— 

— 

— 

— 

4^4 

61-68 

'168 

-042 

40 

-007 

•066 

-073 

'115 

15^10 

3-4 

2-2 

56 

6800 

-127 

-029 

4-4 

-063 

2-937 

3-000 

3^029 

5  40 

27-9 

14-5 

42^4 

17-36 

-060 

-016 

37 

0 

•330 

-330 

-346 

2-45 

1^6 

100 

11^6 

30-20 

-048 

-018 

2-7 

0 

-833 

-833 

•851 

205 

17-1 

6-5 

286 

28-02 

-191 

-033 

5^8 

0 

■210 

-210 

=243 

1-68 

_ 

._ 

20^1 

28-99 

-134 

•025 

5^4 

0 

-226 

-226 

'251 

1-76 

— 

— 

209 

41-50 

-049 

-Oil 

4-5 

0 

-446 

-446 

•458 

2-47 

— 

— 

28^5 

14-40 

-059 

-014 

4-2 

"003 

-367 

-370 

-384 

1-70 

— 

— 

6^0 

41-39 

-068 

-016 

4-2 

-054 

-143 

-196 

-196 

2-85 

— 

— 

238 

26-01 

-245 

-054 

4-6 

-002 

-231 

-233 

-287 

1-73 

7-7 

8-8 

165 

2-95 

-070 

-015 

4^7 

-024 

■003 

-027 

■042 

■22 





■3 

9-67 

•322 

■032 

10^1 

•002 

-009 

•Oil 

'043 

1^13 

1-5 

43 

5-4 

43-78 

•061 

■018 

34 

•010 

-495 

-505 

-523 

511 

15-8 

92 

25-0 

28-20 

•056 

-013 

4-3 

-001 

-383 

-384 

•397 

2-49 

110 

75 

18-5 

3898-7 

•278 

-165 

17 

•005 

-033 

•038 

•203 

1975-6 

48-9 

Susp 
mineral. 

748^0 
mded  Ms 
Organic. 

796-9 

utter. 
Total. 

82-4 

4-181 

1-975 

2-1 

4-476 

0 

4-476 

6-451 

11-54 

17^81 

2130 

39-11 

72-2 

4-696 

2-205 

21 

5-520 

-003 

5-523 

■  7-728 

10-66 

24-18 

2051 

44-69 

419-6 

11^012 

7-634 

1-4 

5468 

0 

5-468 

13102 

20-50 

18-88 

26^44 

45-32 

49-20 

1^282 

-952 

1-3 

1054 

■052 

1-106 

2  058 

5-25 

7-88 

656 

14-44 

33-48 

-123 

■031 

4-0' 

•018 

-300 

•348 

-379 

2  60 

Trace. 
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Calculation  of  the  Results  of  "Water  Analysis. 


Sutstanoe  estimated. 

Measiu-e  of  water 
taken. 

Volume  or  weight 
obtained  or  used. 

Factor  for  grains  per 
gallon. 

CI           .          .          . 

100  CO.  or  dm.  . 

(  0.0.  or  dm.  stan-  "^ 
^      dardAgNOj    j 

X       0-7      =01 

J7 

140  dm.  (^-gal.) 

dm.      „      „      „ 

X       0-5      =01 

N  as  HNO3          ( 
(Crum)            \ 

250  0.0.      . 
250  dm.     . 
350  dm.  (^V-gal.) 

0.0.  of  NO 

55                   3) 

X       0-175  =N 
X       0-27     =N 
X       0193  =N 

NH3  oopper-zinc  \ 

100  CO.      . 

grams  of  NH3 

X    576-45     =]Sr 

50  0,0.      , 

jf        » 

X 1152-9       =N 

or  a  uminium  1 

150  dm. 

grains  of  NH3 

X     38-43     =N 

100  dm.     . 

3J                   5J 

X      57-64     =N 

Free  or  Alb.  NH, 

500  0.0.      . 

(■  0.0.  standard 
[     NH4CI 
dm.      „      „      „ 

X       0-0014 =NH3 

Ji                ,)                )J 

700  dm.     . 

X     00-1       =NH3 

C  X  0-28  (1  or  1-5  or 

0  absorbed   . 

250  0.0.      . 

( 10,  15,  or  20  CO.  \ 
\     permanganate  J 

I     2-    |*)=0 

ii              J) 

350  dm.     . 

CIO,  15,  or  20  dm.] 
^     permanganate  j 

r  X  0-02  (1  or  1-5  or 

I  2-  !*)=o 

Total  solids  . 

250  0.0.      . 

grams 

X    2800 

„       . 

350  dm.     .  . 

grains 

X      20-0 

*  A  =  c.c.  or  dm.  of  thiosulphate  solution  correspondiiig  to  10  c.c.  or  dm.  of  permanganate, 
B=c.c.  or  dm.  of  thiosulphate  solution  used  after  the  time  of  reaction  is  complete. 


CoefQ-cients  and  Xjogarithms  for  Volumetric  Analysis. 


Coefficients. 

Normal  H2SO4 

1  c.c  =  0-049 

gm.  H2SO4 

„  =0-048 

„    SO4     ... 

„   =0-040 

„    SO3     ... 

Normal  HCl 

1  c.c  =  0-0365 

„    HCl    ... 

„  =0-0355 

„    01       ... 

Normal  HNO3 

1  c.c  =  0-063 

„    HNO3 

„  =0-062 

„    NO3    ... 

„   =0-054 

„    NA  - 

Normal  H2C2O4 

1  o.c=0-063 

„    H2O2O4,  20Hs 

„   =0-045 

„    H2O2O4 

Normal  Aoid 

Ice  =  0-017 

„    NH3   ... 

„   =0-035 

„    NH4HO 

„  =0-191 

„    NsL3B2O7l0H2( 

„  =0-037 

,,    Ca2H0 

„  =^0028 

„    CaO    ... 

„  =0-05 

,    CaOOg 

„  =0-0855 

„    BaH202 

„  =0-1575 

„    BaHaOjSH.,© 

„  =0-0985 

„    BaCOs        ■  . 

„  =0-02 

„    MgO  ...         . 

,  =0-042 

„    MgOOa 

„  =0-056 

„    KHO 

„   =0-069 

„    K2OO3 

„  =0-188 

„    KHO4H4O5  . 

„  =0-102 

»    K3C6H5O7 

„  =0-098 

„    KO2H3O2       . 

„   =0-141 

„    KNa04H4O6. 

Logarithms. 

..  2-69019 

..  2-68124 

..  2-60306 

..  2-56229 

..  2-55022 

..  2-79934 

.,  2-79239 

. .  2-73289 

..  2-79934 

..  2-65321 

..  2-23044 

..  2-54406 

..  1-28103 

. .  2-56820 

..  2-44715 

..  2-69897 

..  2-93196 

..  1-19728 

..  2-99343 

..  2-30103 

..  2-62324 

..  2-74818 

..  2-83884 

..  1-27415 

..  1-00860 

. .  2-99122 

..  1-14921 
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Normal  Acid 

Normal  NaHO 
Normal  KHO 
Normal  NajCOs 

Normal  Alkali 


,0 


^/lo  Silver 


Coefficients. 
1  CO.  =0-04 
„   =0-053 
„   =0-143 
„   =0-084 
1  0.0. =0-040 
„   =0081 
1  o.c.  =  0-056 
„   =0-047 
1  CO.  =  0-053 
„  =0-030 
„  =0-022 
1  0.0.  =006 
„   =0-07 
„   =0-0365 
„  =0-0808 
„   =0-0128 
„  =0-063 
„  =0-049 
„  =0-075 
1  CO. =0-0108 
„  =0-017 
„  =0-03355 
„   =0-00535 
„   =0-00745 
,  =0-0119 
„  =0-0103 
„  =0-0064 
1  CO. =00032 
„  =0-0041 
„  =0-00495 
„   =0-0248 
„   =0-0126 
„   =0-0097 
1  c.c.  =  0-0456 
„   =0051 
„   =0-0849 
„   =0-0848 
„  =00696 
„  =0-0216 
N/io  Thiosulphate     1  o.c.  =  0-0248 
„  =0-0127 
„   =0-00855 
„   =0-C080 
Calcittm  (Ca=40) 

1  cc  ^/ 10  permanganate  =  00028  gm.  CaO 

=00050  gm.  CaCOs  

=  0-0086  gm.  CaS04,  2OH2 

„         normal  oxalic  aoid=0-0280  gm.  CaO 

Cryst.  oxalio  acid  X  0-444     =CaO        

Double  iron  salt  xO-07143  =  CaO         

Chloeine  (01=35-37) 

1  0.0.  N/10  silver  solution  =  0-003545  gm.  CI 

=  0-005845  gm.  NaCl         

„        arsenious  or  thiosulphate  solution =0-003545  gm.  CI 

Cheomium  (Cr  =  52-4) 

Metallic  iron  X  0-3123  =  Cr         

x0-5981  =  CrO3 

X  0-8784 =K2Cr20;  

X  1-926  =Pb0rO4  


N/10  Iodine 


N/10  Bichromate 


■  NaHO 
Na^COs 
NajCOslOHjO 
NaHCOa 
NaHO 
Na^O    . 
KHO... 
K2O    ... 
Na^COs 
CO3    ... 
CO2    ... 
HC2H3O2 
H3C6HSO7H2 
HCl    ... 
HB2   ... 
HI     ... 
HNO3 
H2SO4 
H2C4H4O6 
Ag      ... 
AgNOa 
CI       ... 
NH4CI 
KCl    ... 
KBr   ... 
NaBr 
Na2HAs04 
SO2     ... 
H2SO3 

ASjOg... 

Na2S2035H20 
Na2S037H20 

K2SO32H2O 

FeSOi  ...      -.. 

Pe2S04H20 

FeS047H20 

PeCOa  

^6304  

PeO 

Sodium  thiosulphate 

i    

CI   

Br   


Logarithms. 
...  2-60206 
...  2-72427 
1-15536 
2-92427 
2-6O206 
2-49186 
2-74818 
2-67209 
2-72427 
2-47712 
2-84242 
2-77815 
2-84509 
2-56229 
2-90741 
1-10721 
2-79934 
2-69019 
2-87506 
2-03342 
2-23044 
3-55022 
3-72885 
3-87215 
2-07554 
2-01283 
3-80618 
3-50515 
3-61278 
3-69460 
2-39445 
2-10037 
3-98677 
2-65896 
2-70757 
2-92890 
2-54157 
2-84260 
2-83445 
2-39445 
2-10880 
3-55022 
3-90309 

3-44715 
3-69897 
3-93449 
2-44715 
1-64788 
2-85388 

3-54863 
3-76618 
3-54863 

1-49457 
1-77677 
1-94369 
0-28465 


K  K  2 
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Chromium  (Cr=52'4) 

Double  iron  salt  x  0-0446  =  Cr 

X  0-0854  =  Cr03 
x0-1255  =  K2Cr2O7     ... 
X  0-275  =PbCr04      ... 
1  o.c.  ^/lo  solution =0003349  gm.  CrOa 
„       =0-00492  gm.  K2Cr207 

COPPEE  (Cu  =  63) 

1  CO.  N/jo  solution=0-0063  gm.  Cu     

Iron  X  l-125=oopper       

Double  iron  salt  x  0- 1607 = copper         

Cyanogen  (CN=26) 
1  c.c.  ^/lo  silver  solution  =  0-0052      gm.  CN 
=0-0054      gm.  HON 
=  0-01302    gm.  KCN 
„     ^/lo  iodine  =0-003255  gm.  KCN 

Potassium  Peeeootanide  (K4PeCy6,  30H2=422) 
Metallic  iron       x  7-541  =  cryst.  potassium  ferrocyanide 
Double  iron  salt  X  1-077  =     „  „  „ 

Potassium  Peeeictanide  (K6Pe2Cyi2=658) 

Metallic  iron         x  5-88     =  potassium  ferricyanide  ... 
Double  iron  salt    x  168     =         „  ., 

'f /id  thiosulphate  X  0-0329  = 

Gold  (Au  =  196-5) 

1  CO.  normal  oxalic  aoid  =  00655  gm.  gold 

Iodine  (1  =  127) 

1  c.c.  ^/lo  thiosulpliate  =  0-0127  gm.  iodine    ... 

Ieon  (Pe  =  56) 
1  c.c.  ^/lo  perm; 


Logaritlims. 
2-64933 
2-93145 
1-09864 
1-43933 
3-52491 
S-69196 


S-79934 
0-05115 
1-20601 


3-71600 
3-73239 
2-11461 
3-51255 


0-87742 
0-03221 


0-76937 
0-22530 
2-51719 

2-81624 
2-10209 


;e,  bichromate,  or  thiosulphate=O0056  Pe 
=0-0072  PeO 
=  0-0080  PejOs 


Lead  (Pb =206-4) 

1  c.c.  ^/lo  permanganate  =  0-01032  gm.  lead  , 
1  c.c.  normal  oxalic  aoid=0-1032  gm.  lead. 
Metallic  iron  x  1-842  =  lead 

Double   iron    salt  x  0-263  =  lead 

Mano-anese  (Mn  =  55) 

MnO  =  71.    Mn02  =  87. 
Metallic  iron  X  0-491     =Mn 
X  0-63393  =  MuO 
X  0-7768  =Mn02. 
Double  iron  salt  X  0-0911  =  MnO   . 
X  0-111  =Mn02  . 
Cryst.  oxalic  acid  x  0-6916  =  MnOj 
1  CO.  N/io  solution  =  000355  gm.  MnO 
„  =0-00435  gm.  MnOa 

Meecuey  (Hg  =  200) 
Double  iron  salt  x  0-5104 = Hg  ... 
x0-6914=HgCl2 
1  o.c.  N/io  solution =0-0200  gm.  Hg    ... 
=00208  gm.  Hg20 
=  0-0271  gm.  HgClj 


3-74818 
3-85733 
3-90389 


2-01367 
1-01367 
0-26528 
1-41995 


1-69108 
1-80204 
1-89030 
2-95951 
1-04532 
1-83985 
3-55022 
3-63848 


1-70791 
1-83972 
2-30103 
2-31806 
2-43296 


§101. 


COEFFICIENTS   AND   LOGAEITHMS. 


501 


NiTEOGEN   AS  NiTEATES  AND   NiTEITES  (N2O5 

Normal  acid  x  0-0540 =N205 

xO-1011  =  KNO, 
Metallic  iron  x  03750= KNO, 

X  0-6018  =  KNO. 

X  0-3314  =  N505 

SiLVEE  (Ag  =  10?-88) 

1  O.C.  N/^o  NaCl = 0-010788  gm.  Ag, 

=0  016998  gm.AgNOs         

SULPHTJEETTED   HYDEOGEN  (H2S  =  34) 

1  c.c.  ^/lo  arsenious  solution =0-00255  gm.  H^S 

Tin  (Sn=118) 

Metallic  iron  X  l-0536=tin        

Double  iron  salt  x  0-1505  =  tin 

Factor  for  ^/lo  iodine  or  permanganate  solution  0-0059 

Zinc  (Zn=65) 

Metallic  iron  x  0-5809  =  Zn  ■      ... 
X  0-724  =ZnO      ... 
Double  iron  salt  x  0-08298  =  Zn 

X  01034  =ZnO 
1  CO.  ^/lo  solution =0-00325  gm.  Zn 


108.  N203  =  76)  Logarithms. 
2-73239 
1-00475 
1-57403 
1-77945 
1-50704 


3-03205 
2-22957 


S-40654 


0-02267 
1-17753 
g-77085 


1-76410 
1-85973 
2-91897 
1-01452 
3-51188 
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ADDENDA   TO   PARTS    II.,    III.   AND   YI. 

AMMONIACAL   LIQUORS. 

Since  the  conclusions  on  the  methods  of  analysis  of  ammoniacal 
liquors  "were  summarized  in  §  19.4  occasion  has  arisen  for  the  exact 
estimation  of  small  quantities  of  hydrocyanic  acid  often  present  in 
such  liquors,  and  a  method  has  been  devised  and  communicated  by 
E.  Linder,  a  clever  experimental  chemist  in  the-  laboratory  of  the 
Chief  Inspector  under  the  Alkali  "Works  Regulations  Acts,  from 
whom  also  the  former  contribution  came  relating  to  the  various 
compounds  existing  in  ammoniacal  liquors  (page  77).  Opportunity 
has  not  yet  occurred  for  extended  trial  of  this  method  on  a  variety 
of  liquors  from  various  sources,  but  it  has  been  sufficiently  established 
to  deserve  mention  here. 

1.  Sulphocyanide  present,  ferrocyanide  absent.— 50  o.o.  of 
the  liquor  are  added  to  25  c.c.  of  20  per  cent,  lead  nitrate  solution,  diluted  to 
about  130  c.c.  in  flask  attached  to  a  condenser  and  receiver  similar  to  that 
employed  for  estimation  of  ammonia  (pp.  72,  73)— the  receiver  being  charged 
with  10  c.c.  of  caustic  soda  solution  free  from  nitrites  (sp.  gr.  about  1.2)— 25  o.o. 
of  40  per  cent,  tartaric  acid  solution  are  now  run  into  the  flask  through  a  side 
tube  sealed  in  the  liquid,  and  distillation  continued  for  15  minutes.  The  contents 
of  the  receiver  are  then  made  up  to  150  c.c,  and  the  cyanide  determined  by 
titration  with  ^/lo  silver  nitrate,  or  by  •'^/lo  iodine  in  the  usual  way. 

1  c.c.  N/io  AgNo3  =  0'01302  KCN  grams. 
1  0.0.  N/io  iodine  =  0003255  „ 

2.  Sulphocyanide  and  ferrocyanide,  both,  present.— Perro- 

oyanide  of  lead  is  slowly  decomposed  in  boiling  solution  by  tartaric  acid  with 
evolution  of  hydrocyanic  acid ;  this  causes  the  figure  for  hydrocyanic  acid,  as 
determined  above,  to  slightly  exceed  its  proper  value.  When  ferrocyanide  is 
present,  therefore,  one  to  two  grams  of  ferric  nitrate  or  chloride  should  be  added 
to  the  flask  after  addition  of  the  tartaric  acid  and  before  distillation  commences ; 
by  this  means  the  ferrocyanide  is  converted  into  Prussian  blue,  which  evolves  no 
hydrocyanic  acid  under  the  conditions  named. 


CYANOGEN. 

A  nevsr  method  for  the  analysis  of  cyanides  Jias  bem  introduced  by 
J.  McDowair(C.  N.  Ixxxix.  229)  as  follows:— 

If  the  blue  solution  produced  by  adding  ammonia  to  a  ouprio  salt  is  added  to 
potassium  cyanide,  the  colour  disappears  until  a  certain  quantity  of  the  coloured 
solution  has  been  added ;  then  it  ceases  to  be  decolorized.  On  account  of  the 
intense  colour  it  seemed  that  it  would  make  a  good  standard  solution  for  volu- 
metrioally  determining  the  amount  of  cyanogen  present  in  the  presence  of 
chlorides. 

The  standard  solution  was  made  by  dissolving  25'gm.  of  copper  sulphate  and 
pouring  the  solution  into  a  liter  flask,  then  adding  distilled  water  till  the  flask 
was  half  filled ;  ammonia  was  then  added  till  a  clear  blue  liquid  was  produced  • 
the  liquid  was  then  diluted  up  to  the  mark.  The  solution  was  standardized  by 
weighing  out  0'5  gm.  chemically  pure  potassium  cyanide,  dissolving  in  100  c.c. 
water,  and  adding  5  c.c.  of  ammonia.     The  blue  solution  was  then  run  in  with 
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constant  stirring  until  the  colour  began  to  disappear  slowly,  and  then  drop  by 
drop.  The  finish  is  very  sharp,  one  drop  being  sufficient  to  tinge  the  solution 
a  light  blue  colour,  very  conspicuous  against  a  vfhite  surface. 

Experiments  were  made  to  see  if  chlorides  had  any  action,  and  it  was  found 
that  they  had  not. 

The  method  is  therefore  as  accurate  as  the  silver  assay,  and  chlorides  do  not 
interfere.  It  has  the  advantage  over  the  silver  method  of  not  being  acted  on  by 
light,  and  at  much  less  cost,  a  matter  of  some  importance  where  many  assays  of 
cyanides  have  to  be  done  daily.  It  has  also  a  coloured  finish,  which  is  preferable 
to  turbidity  in  volumetric  work.  It  is  useful  in  mining  districts  as  a  speedy  and 
accurate  method  for  determining  the  purity  of  the  potassium  cyanide  used  for  the 
extraction  of  gold. 

ESTIMATING   THE   HARDNESS    OF   WATERS. 

The  metliod  as  arranged  by  Heliner  is  described  in  §18.5,  but 
a  paper  read  before  the  Yorkshire  section  of  the  Society  of  Chemical 
Industry,  by  H.  R.  Procter,  modifies  the  method  somewhat,  and 
leads  in  many  cases  to  greater  accuracy.  The  following  is  a  part  of 
that  paper  as  written  by  him  {J.  S.  C.  I.  xxiii.  8).  The  greater  part 
has  relation  to  the  technical  plans  of  water  softening  for  steam  boilers 
and  other  purposes. 

Hehner  titrates  the  temporarj'  or  bicarbonate  hardness  with  ^/lo  HCl,  using 
methyl  orange  as  an  indicator,  which  is  practically  insensitive  to  carbonic  acid. 
The  method  gives  very  exact  results  if  certain  precautions  are  taken.  Methyl 
orange  is  the  sodium  salt  of  a  colour  acid  of  moderate  strength,  and  the  change 
from  the  yellow  salt  condition  to  the  red  colour  of  the  free  acid  marks  the  end 
point,  which  is  sharp  and  exact  when  working  with  strong  mineral  acids,  and 
with  normal  solutions.  Even  in  this  case  it  is  desirable  to  use  the  smallest 
possible  amount  of  the  indicator,  but,  in  working  with  ^/lo  solutions,  the 
amount  of  acid  required  to  completely  decompose  the  colour  salt  becomes  very 
perceptible,  and  the  change  from  yellow  to  red  is  not  instantaneous,  but  passes 
through  orange  to  pink  with  the  consumption  of  an  appreciable  amount  of  acid. 
Thus  it  was  found  that,  using  a  10  gm.  per  liter  solution  of  the  indicator  in 
25  c.c.  of  water  freed  from  carbonic  acid  by  previous  boiling,  the  following 
quantities  of  ^/lo  HCl  were  required  to  produce  a  clear  piiik : — 8  drops  of 
methyl-orange  solution  =  l'5  o.c,  4  drops  =  0'5  c.c,  2  drops=0'5  c.c.  As  even 
0'5  c.c.  in  titrating  ]00  c.c.  of  water  would  correspond  to  2'o  parts  of  hardness 
per  100,000,  and  there  is  always  a  question  as  to  what  particular  colour 
corresponds  to  the  neutral  point,  the  following  procedure  may  be  recommended. 
To  100  c.c.  of  distilled  water,  one  drop,  or  some  other  definite  quantity  of  the 
indicator  is  added,  and  titrated  to  orange,  or  to  the  tint  to  the  change  of  which 
the  eye  of  the  individual  operator  is  most  sensitive.  The  water  of  which  the 
hardness  is  to  be  determined  is  similarly  titrated  with  the  same  quantity  of 
indicator,  and  in  a  similar  beaker,  until  it  exactly  matches  the  distilled  water, 
and  from  the  amount  of  acid  so  used  the  quantity  is  deducted  as  a  correction 
which  was  required  to  produce  the  same  colour  change  with  distilled  water  only. 
The  results  so  obtained  accurately  correspond  vrith  those  got  by  using  alizarin  as 
an  indicator  in  boiling  solution,  though  in  the  latter  method  the  end  reaction  is 
sharper.  It  may  be  noted  that  methyl  orange  is  not  absolutely  unaffected  by 
carbonic  acid,  a  somewhat  crocus-yellow  being  attained  instead  of  the  lemon 
yellow  reached  with  pure  boiled  water,  but  the  difference  is  insufficient  to 
interfere  with  its  satisfactory  use  as  an  indicator. 

Hehner' s  method  for  the  determination  of  permanent  hardness  is  less 
satisfactory  than  the  foregoing.  It  consists  in  evaporating  100  c.c.  of  the  water 
to  dryness  with  a  known  excess,  say  20  o.c,  of  ^/lo  sodium  carbonate  solution, 
taking  up  the  soluble  matter  with  cold  distilled  water,  filtering  off  the  precipitated 
calcium  carbonate  and  magnesia  on  a  small  filter,  washing  the  precipitate  with 
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cold  water,  and  titrating  back  the  excess  of  sodium  carbonate  in  the  filtrate  with 
methyl  orange  or  rosolio  acid  as  indicator.  With  lime-hardness  only,  and  with 
the  precautions  above  described,  the  method  may  be  pronounced  fairly  satis-: 
factory ;  with  magnesia,  it  is  well  not  merely  to  evaporate  to  dryness  but  to 
slightlj'  heat  the  residue  to  thoroughly  decompose  any  magnesium  carbonate 
present,  and  even  then,  the  washing  should  not  be  excessive,  as  calcium  carbonate 
is  soluble  to  the  extent  of  3  parts  per  100,000,  and  magnesia  to  about  2'5  parts. 
A  more  accurate,  as  well  as  a  more  rapid  method  is  to  employ  a  fair  excess  of 
sodium  carbonate,  and  to  make  up  the  solution  to  a  known  volume,  say  100  o.c, 
and  pipette  off  an  aliquot  part  for  titration,  as  the  presence  of  excess  of  sodium 
carbonate  materially  reduces  the  solubility  both  of  calcium  and  magnesium 
carbonates.  Both  these  methods,  however,  should  be  superseded,  where  really 
accurate  work  is  required,  by  those  introduced  by  Pfeifer  and  Wart  ha 
{Z.  a.  C,  1902,  198).  That  for  the  determination  of  temporary  hardness  is 
identical  with  that  of  Hehner,  except  that,  in  place  of  methyl  orange,  a  drop  of 
a  mixture  of  about  1  gm.  of  the  purest  alizarin  paste  in  200  c.c.  of  distilled  water 
is  employed.  This  indicator  is  surprisingly  sensitive ;  even  more  so  I  think  than 
phenolphthalein,  but  as  it  is  unfortunately  affected  by  carbon  dioxide,  it  is 
necessary  to  complete  the  titration  at  a  boiling  temperature.  The  change 
is  from  violet  in  alkaline  solution  (perhaps  slightly  varying  in  shade  with  the 
nature  of  the  particular  base  present)  to  a  perfectly  clear  pale  lemon-yellow 
when  neutral  or  acid.  The  titration  of  the  water  should  be  done  with  ^/lo  HCl 
or  H2SO4  in  a  silver,  platinum,  or  hard  porcelain  basin.  The  acid  should  be 
added  in  the  cold  till  the  violet  shade  gives  place  to  a  clean  yellow,  and  the  liquid 
then  brought  to  a  boil,  when,  with  the  escape  of  carbonic  acid,  the  violet  colour 
will  return,  and  should  at  once  be  destroyed  by  the  addition  of  another  drop  of 
the  acid,  and  so  on,  until  no  further  change  of  colour  takes  place.  It  is 
undesirable  to  boil  the  indicator  long,  especially  in  an  alkaline  condition, 
as  a  violet  deposit  is  formed  on  the  sides  of  the  basin,  presumably  of  calcium  and 
magnesium  alizarates,  which  can  only  be  dissolved  by  excess  of  acid,  and  is  thus 
apt  to  cause  perceptible  errors.  In  place  of  titrating  to  exact  neutrality,  the  acid 
may  be  added  in  very  small  excess,  and  the  whole  of  the  liberated  carbon  dioxide 
boiled  off  at  once,  and  the  solution  then  brought  back  to  neutrality  by  ^/lo 
NaOH,  the  solution  boiled  for  a  moment,  and  the  titration  completed.  The 
results  in  either  case  are  exact,  a  fraction  of  a  drop  of  alkali  changing  the  clear 
lemon  colour  to  a  dirty  yellow.  If  100  c.c.  of  water  are  used,  multiplication  of 
the  c.c.  of  acid  by  5  gives  the  temporary  hardness  in  parts  of  CaCOa  per  100,000. 
The  boiling  must  in  no  case  take  place  in  an  ordinary  glass  beaker  or  flask,  as  an 
amount  of  alkali  is  dissolved  which  may  lead  to  serious  inaccuracy.  Even  hard 
Jena  glass  is  not  free  from  this  effect,  though  the  amount  dissolved  .is  so  small 
that  for  most  practical  purposes  it  may  be  neglected.  The  following  experiment 
will  illustrate  the  point.  100  c.c.  of  distilled  water  boiled  for  an  hour  (with 
additions  to  maintain  the  volume  in  a  Berlin  porcelain  basin)  showed  no  alkalinity 
or  colour-change  with  ahzarin ;  in  a  Jena  flask  a  perceptible  change  of  colour  was 
visible,  but  pure  yellow  was  restored  with  one  drop  of  ^/lo  acid,  while  when 
boiled  in  an  ordinary  Bohemian  flask,  0'4  c.c.  of  acid  was  consumed,  and  if  the 
neutralized  liquid  were  boiled  further  it  again  became  alkaline,  and  further 
additions  of  acid  were  required,  so  that  no  coincident  results  could  be  obtained. 
With  the  precautions  named,  the-  results  with  a  known  solution  of  hydrio  calcic 
carbonate  containing  only  5'5  parts  of  temporary  hardness,  and  whether  titrated 
alone  or  with  additions  of  magnesium  sulphate,  were  accurate  .within  one  part  in 
100,000,  and  experiments  with  other  quantities  were  equally  satisfactory. 

In  the  determination  of  permanent  hardness,  Pfeifer  and  Wartha,  in 
addition  to  the  use  of  alizarin  as  indicator,  have  introduced  the  important 
improvement  of  replacing  the  sodium  carbonate  of  Hehner's  method  by 
a  mixture  of  equal  parts  of  ^jio  sodium  carbonate  and  hydroxide  solutions 
While,  as  has  been  already  explained,  sodium  carbonate  perfectly  precipitates 
calcium  salts  as  carbonates  on  merely  boiling,  it  becomes  necessary  to  evaporate 
to  dryness  and  to  heat  whenever  any  magnesium  salt  is  present,  in  order  to 
convert  magnesium  carbonate  into  oxide,  since  magnesium  carbonate  is  not 
sufficiently  insoluble.    In  presence  of  sodium  hydroxide,  however,  the  magnesium 
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carbonate  is  at  once  converted  into  magnesium  hydroxide,  and  perfectly  efficient 
precipitation  is  obtained  by  merely  boiling  for  some  time  with  sufficient  excess 
of  the  reagent.  A  good  excess,  say  50  per  cent,  or  more,  is  essential,  not  only 
because  it  is  impossible  to  say  before  analysis  what  proportion  of  sodium 
carbonate  and  what  of  caustic  will  be  required,  but  because  the  presence  of  the 
CO3  ions  of  the  sodium  carbonate  in  the  solution  greatly  lessens  the  solubility  of 
the  calcium  carbonate,  and  similarly  the  OH  ions  of  the  sodium  hydroxide  lessen 
that  of  the  magnesium  hydroxide.  Unless  the  water  is  extremely  hard,  50  c.c. 
of  the  N/10  mixed  solution  to  200  c.o.  of  water  is  a  convenient  and  sufficient 
quantity.  The  mixture  may  be  boiled  until  reduced  within  200  c.c.  in  a 
platinum  or  porcelain  basin,  or,  more  conveniently,  and  with  no  material  loss  of 
accuracy,  in  a  300  c.c.  Jena  flask,  but  on  no  account  in  ordinary  Bohemian 
glass.  Even  the  Jena  flask  will  become  perceptibly  etched  at  the  water  line  if 
used  repeatedly.  The  solution  after  cooling,  is  made  up  to  200  0.0.  with  distilled 
water  in  a  gauged  flask,  and  allowed  to  stand  till  the  precipitated  bases  have 
settled,  and  100  o.c.  is  pipetted  or  siphoned  off  and  titrated.  As  the  quantity 
named  corresponds  to  100  c.c.  of  the  original  water,  and  25  c.c.  of  ^/lo  alkali, 
the  difference  between  the  acid  actually  used  and  25  c.o.  will  correspond  to  the 
amount  of  alkali  neutralized  by  the  acids  of  the  permanent  hardness,  and 
multiplied  by  5  will  give  the  latter  in  terms  of  m.gms.  per  100,000  calculated  as 
calcium  carbonate.  The  temporary  hardness  will  also  be  precipitated;  but,  con- 
taining no  fixed  acids,  will  not  interfere.  Pf  eif  er  employs  the  water  which  has 
been  neutralized  in  the  titration  of  temporary  hardness,  in  place  of  the  original 
water.  In  this  case  the  result  obtained  will  represent  total  hardness,  from  which 
the  permanent  hardness  is  obtained  by  deducting  the  temporary.  In  place  of 
allowing  the  precipitate  to  settle,  the  solution  may  be  filtered  through  a  small 
filter,  which  is  carefully  washed  with  the  solution,  of  which  the  first  50  c.c.  or  so 
is  rejected,  as  filters  are  rarely  absolutely  free  from  acidity  or  alkalinity,  and 
even  if  at  first  perfectly  neutral,  easily  absorb  acids  or  ammonia  from  the 
laboratory  air,  unless  very  carefully  protected.  Many  irregularities  occurred  in 
the  determinations  until  this  source  of  error  was  detected.  15  cm.  filters  of 
three  different  makes  were  macerated  with  distilled  hot  water,  and  proved  in  all 
oases  alkaline  to  methyl  orange  and  acid  to  phenolphthalein,  the  difference 
between  the  two  indicators,  +  or  — ,  amounting  in  each  case  to  about  0'75  o.c. 
of  ^lio  solution.*  A  cai5e  must  now  be  considered  which  is  not  very  infrequent 
in  waters  of  this  district.  It  occasionally  happens  that  in  the  determination  of 
permanent  hardness,  a  larger  quantity  of  acid  is  required  to  neutralize  the 
mixture  than  corresponds  to  the  volume  of  ^/lo  alkali  which  has  been  added, 
and  that  therefore  the  permanent  hardness  would  appear  as  a  minus  quantity. 
This  somewhat  puzzling  result  is  due  to  the  presence  of  sodium  carbonate  in  the 
original  water,  which  in  this  case  can  have  no  permanent  hardness  other  than 
that  due  to  the  solubility  of  calcium  carbonate,  which  cannot  be  removed  by 
softening,  but  which  is  not  reckoned  in  the  above  methods  of  analysis,  though  it 
is  counted  in  the  soap  test.  Where  sodium  carbonate  is  thus  found,  a  pro- 
portionate amount  must  be  deducted  from  the  temporary  hardness.  If  the  total 
hardness  after  neutralization  is  determined  by  Pfeifer's  method,  the  presence 
of  sodium  carbonate  will  be  indicated  by  the  total  hardness  coming  out  as  less 
than  the  temporary,  the  difference  being  obviously  the  alkalinity  due  to  the  soda ; 
each  part  of  hardness  corresponding  to  1'06  part  of  sodium  carbonate.  Since  in 
the  ordinary  methods  of  water  softening,  lime  is  precipitated  as  carbonate,  but 
magnesia  as  oxide,  with  the  consumption  of  a  double  quantity  of  caustic  lime  or 
caustic  alkali,  it  is  impossible  from  hardness-determinations  alone  to  calculate 
the  materials  required  for  softening,  or  the  actual  weights  of  the  bases  titrated, 
so  long  as  it  is  uncertain  whether  or  in  what  proportion  magnesia  is  present. 
Pfeifer  determines  this  in  the  following  manner: — 100  c.c.  of  the  water  is 
neutralized  with  ^/lo  acid  in  presence  of  alizarin,  in  boiling  solution,  exactly  as 

'"In  confirmation  of  this  defect  in  filter  papers  Lenormand  has  given  the  history  of 
some  experiments  with  various  papers  (C  N.  Ixxxix.  229).  and  comes  to  the  conclusion  that 
in  the  analysis  of  either  fresh  or  salt  waters  they  should  never  be  filtered  but  allowed  time 
to  settle  clear,  and  in  that  state  used  in  the  analysis  of  waters  for  dissolved  organic 
matters. 
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in  the  determination  of  temporary  hardness,  which  may  he  oomhined  with  that  of 
magnesia.  A  known  quantity  of  clear  limewater  (25  or  50  c.o.)  which  should  be 
at  least  50  per  cent,  in  excess  of  that  required  for  precipitating  the  magnesia 
present,  is  measured  into  a  200  c.c.  flask,  the  hot  neutralized  solution  is  rinsed  in 
with  boiling  distilled  water  free  from  carbonic  acid,  and  made  up  with  the  latter 
to  5  c.c.  above  the  mark  to  allow  of  contraction  in  cooling ;  the  flask  is  tightly 
corked  or  stoppered,  and  well  shaken  to  mix,  for  which  purpose  the  neck  above 
the  mark  must  be  a  long  one,  and  set  aside  to  cool  and  settle.  Though  not 
essential,  it  probably  increases  the  completeness  of  the  pregipitation  if  the  corked 
flask  is  heated  for  half  an  hour  or  so  on  the  water-bath.  I  prefer  to  allow 
suflicient  time  for  the  liquid  to  completely  clear,  and  to  pipette  off  100  c.o.  to 
titrate  back  with  ^/lo  acid,  which  may  be  done,  cold  with  phenolphthalein,  or 
hot  with  alizarin  with  equal  accuracy.  Pfeifer  filters,  but  in  this  case  the 
strength  of  the  limewater  must  be  determined  by  a  blank  experiment  conducted 
in  exactly  the  same  way  with  distilled  water;  and  it  is  better  to  reject  the  first 
50  c.c.  in  each  case  to  avoid  error  from  want  of  neutrality  of  the  filter-jlaper,  and 
great  care  must  be  taken  to  filter  rapidly,  and  to  avoid  possibilities  of  carbonation 
by  the  atmosphere,  for  which  purpose  a  suction  filter  with  a  perforated  porcelain 
disc,  covered  with  a  neatly-fitted  disc  of  filter-paper  answers  well.  If,  on  the 
other  hand,  the  liquid  is  settled  and  pipetted,  the  risk  of  carbonation  is  so  small 
that  an  equal  quantity  of  the  same  limewater  may  be  measured  direct,  and 
titrated,  using  the  same  indicator  as  has  been  employed  for  the  water, 
phenolphthalein  in  the  cold  being  on  the  whole  preferable.  Deducting  the  -^/lo 
acid  required  for  the  mixture  of  limewater  and  water  from  that  employed  for  the 
limewater  alone,  and  multiplying  the  difference  by  five,  gives  the  hardness  due  to 
magnesia  in  terms  of  m.gms.  of  calcium  carbonate  per  100,000,  from  which 
actual  Mg  may  be  reckoned  by  multiplying  by  0"24  ;  or  MgO  multiplying  by 
0'4.  Carefully  conducted,  the  method  is  extremely  exact,  its  accuracy  being 
quite  equal  to  that  of  the  determination  of  hardness,  and  probably  superior  to 
that  of  any  gravimetric  method  for  such  minute  quantities.  The  theory  of  the 
process  is  that,  while  calcium  hydrate  will  precipitate  magnesia,  it  has  no  action 
on  lime  salts ;  and  a  good  excess  of  lime  serves  not  only  to  quicken  the  reaction 
but  to  diminish  the  solubility  of  the  magnesia.  If  iron  is  present  it  will  of 
course  be  reckoned  with  the  magnesia,  and  should  be  determined  colorimetrically 
with  thiooyanate  (also  a  process  of  great  accuracy  for  small  quantities),  and 
deducted.  It  may  be  assumed  that  it  is  present  in  the  ferric  state,  and  that 
therefore  0'24  of  Mg.  corresponds  to  0  3733  of  Fe.  Aluminium,  if  present, 
would  behave  like  iron,  auj'  traces  of  alumina  dissolved  by  lime  having  no  effect 
(on  phenolphthalein  at  least),  but  it  is  rare  that  more  than  traces  of  alumina 
exist  in  natural  waters,  though  it  would  have  to  be  reckoned  viith  in  river- waters 
receiving  manufacturing  effluents,  and  its  estimation  would  not  be  particularly 
easy.  Possibly  a  colorimetric  method  with  alcoholic  extract  of  logwood  or  some 
other  mordant  dyestuff  might  be  devised  where  the  water  was  required  for 
dyeing,  but  it  is  not  likely  that  it  would  introduce  any  material  error  into  water- 
softening  calculations,  and  it  would  be  removed  with  the  other  impurities. 
Having  determined  the  magnesia,  or,  more  strictly,  the  acid  with  which  it  and 
any  other  bases  are  'combined  which  are  precipitable  by  lime,  it  becomes  possible 
to  calculate  the  calcium  present  in  the  water,  by  deducting  the  magnesia-hardness 
from  the  total  hardness,  and  calculating  the  remainder  into  Ca  by  multiplication 
by  0'4.  The  carbon  dioxide  present  as  hydric  carbonate  is  given  in  parts  per 
100,000  by  multiplication  of  the  temporary  hardness  by  0'88  for  COj  or  1'2  for 
CO3.  When  the  proportion  of  hardness  due  to  magnesia  is  known,  it  is  possible 
to  calculate  the  quantities  of  lime  and  sodium  carbonate  required  for  softening, 
since  magnesium  salts,  as  has  been  stated,  cannot  be  satisfactorily  removed  as 
carbonates,  but  must  be  converted  into  hydroxides  by  lime  or  some  other  caustic 
alkali;  and  this  applies  to  the  permanent  hardness  which  is  converted  into 
carbonate  by  sodium  carbonate,  as  well  as  to  the  bicarbonate  reduced  to  carbonate 
by  lime.  Thus  each  equivalent  of  magnesia  present  requires  an  additional 
equivalent  of  lime  beyond  that  required  by  the  corresponding  calcium  salt. 
Pfeifer  gives  a  formula  for  this  purpose,  calculated  for  German  degrees  of 
hardness,  which  are  reckoned  in  parts  per  100,000  of  CaO  instead  of  parts  of 
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CaCOs  as  is  customary  in  France  and  England.  I  have,  thsrefore,  taken  the 
liberty  of  transposing  it  into  terms  of  parts  of  CaCOj  per  100,000.  Kt  in  the 
formula  signifies  temporary,  and  H^  permanent  hardness,  and  Km  hardness  due 
to  magnesia,  whether  temporary  or  permanent.  The  quantities  given  are  in 
m.gms.  per  liter,  gms.  per  cubic  meter,  or  lb.  per  100,000  gallons  of  the  water  to 
be  treated.  5'6  (Kt  +  Km)  =\ime  (CaO)  required;  106  Kp—Axj  sodium 
carbonate;  or  28'6  H^  =  soda  crystals  (NajCOj.  lOHjO).  If  only  temporary 
hardness  is  to  be  softened  by  liming  only,  the  quantity  required  is  5'6 
(Kt  +  Km  -  Kp)  if  Km  is  larger  than  Kp,  but  if  not,  only  the  temporary  hard- 
ness need  be  taken  in  account.  Pinallj',  for  softening  with  sodium  hydroxide 
and  sodium  carbonate  only,  which  is  sometimes  convenient  for  small  boiler 
installations,  we  have  8  (H<  +  Hm)=NaOH  required;  10-6  Kp-{Kt  +  Km) 
=Na2C03  required.  Consequently,  if  the  water  has  less  permanent  hardness 
than  the  sum  of  the  temporary  and  magnesia  hardness,  it  cannot  be  softened 
completely  in  this  way  without  leaving  excess  of  sodium  carbonate  in  the  water. 

Some  waters  contain  large  quantities  of  dissolved  free  carbon  dioxide  in 
addition  to  the  "  half -combined "  present  as  temporary  hardness,  and  though 
this  is  not  included-  in  any  hardness  determination,  it,  of  course,  combines  with 
and  renders  useless  an  equivalent  quantity  of  the  lime  added  for  softening,  and 
must,  therefore,  be  taken  into  account  in  reckoning  the  lime  required.  The 
free  CO.2  is  easily  estimated  by  a  method  described  in  §  23  p.  99.  100  c.c.  of  the 
water  is  titrated  slowly  with  ^/lo  solution  of  NajCOa  and  phenolphthalein, 
till  a  tinge  of  permanent  pink  is  produced,  when  the  number  of  0.0.  used, 
multiplied  by  2'2,  will  give  the  parts  of  CO2  per  100,000,  or  with  multiplica- 
tion by  2'8  will  give  the  weight  of  lime  required  to  remove  it.  Of  course,  such 
a  determination  is  of  no  use  unless  there  is  some  security  that  the  sample  of 
water  really  represents  the  average,  and  has  not  lost  carbonic  acid  by  exposure. 
The  reaction  depends  on  the  fact  that  sodium  bicarbonate  is  neutral  to 
phenolphthalein,  while  the  normal  carbonate  is  alkaline.  It  must  be  remembered 
that  the  theoretical  quantity  of  preoipitants  does  not  always  give  the  best 
practical  results,  owing  to  difficulties  of  settling  and  filtration,  and  in  some  cases 
it  is  necessary  to  be  content'  with  less  than  the  theoretical  softening  (see 
Archbutt  and  Deelej',  J.  S.  C.  I.,  1891,  511). 

THE   EXTENSIOW   OF    THE    lODOMETEIC    SYSTEM. 

This  has  been  alluded  to  in  §  38,  page  134,  but  the  following  is 
a  paper  contributed  ±0  the  Journal  of  the  American  Chemical  Society 
by  L.  W.  Andrews  (Vol.  xxv.  No.  7). 

Titrations  ■with  Potassium  lodate. 

As  is  well  known,  when  potassium  iodide  is  titrated  with  chlorine  water  in 
a  neutral  solution,  the  reaction  which  takes  place  is  expressed  by  the  equation — 

KI  +  3CI2  +  3H2O-KCI  +  HIO3  +  5HCI     .     .     (1). 

On  the  other  hand,  it  may  not  be  so  well  known  that  if  a  large  excess  of  free 
hydrochloric  acid  is  present  during  the  titration,  chloroform  or  carbon  tetra- 
chloride being  used  as  before  for  an  indicator,  the  reaction  will  be — 

KI  +  Cl2  =  KCl  +  ICl (2). 

In  both  cases  the  end  of  the  reaction  is  shown  by  the  immiscible  solvent 
becoming  colourless.  If  instead  of  chlorine  water  we  titrate  with  a  solution  of 
potassium  iodate,  the  stage  at  which  the  reaction  stops  is  likewise  dependent 
upon  the  concentration  of  the  acid.  If  this  be  low,  the  reaction  goes  no  further 
than  to  set  the  iodine  free  in  accordance  with  the  equation — 

5KI  +  K:I03  +  6HC1=6KC1  +  3I2  +  3H20  .     .     (3), 

while  if  a  great  excess  of  hydrochloric  acid  is  present  the  reaction  runs — 

2KI  +  K103  +  6HC1  =  3KC1  +  3IC1  +  3H20     .     (4), 
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the  immiscible  solvent  remaining  violet  in  the  former  case  (No.  3),  but  in  the 
latter  becoming  colourless,  while  the  supernatant  solution  turns  bright  yellow 
from  the  iodine  chloride.  The  probable  explanation  of  this  behaviour  is  that 
iodine  chloride,  as  the  salt  of  a  very  weak  base,  undergoes  hydrolysis  in  a  neutral 
or  feebly  acid  solution,  with  the  production  of  the  corresponding  hydroxideand 
acid;  thus — 

IC1  +  H20  =  I0H  +  HC1 (5), 

the  iodous  hydroxide  ("hypoiodous  acid"),  which  is  formed,  undergoing 
spontaneous  conversion  into  iodic  acid,  &c.,  whereas  the  hydrolysis  is  prevented 
by  a  great  excess  of  hydrochloric  acid. 

The  reaction  of  equation  (1)  was  used  long  ago  by  A.  andP.  Dupr^  {Liehig' s 
Ann.  Chim.,  1855,  xciv.  365)  for  the  titration  of  iodides.  In  order  to  compare 
the  reactions  of  the  first  two  equations,  5  c.o.  of  a  decinormal  potassium  iodide 
solution  were  titrated  with  chlorine  water  in  presence  of  5  c.o.  of  chloroform. 
After  the  addition  of  75'4  c.c.  of  the  latter  the  chloroform  became  colourless. 
The  titration  was  now  repeated  with  the  further  addition  of  respectively  15,  20, 
and  30  c.c.  of  strongest  hydrochloric  acid,  and  the  amounts  of  chlorine  water 
required  were  25'4,  25'22,  and  25'25  c.c,  the  end-reaction  being  of  extraordinary 
sharpness.  Nearly  three  times  as  much  chlorine  was  therefore  required  in  the 
absence  of  hydrochloric  acid  as  in  its  presence,  as  the  theory  demands.  Probably, 
if  the  small  amount  of  acid  produced  by  the  reaction  itself  (Equation  1)  had 
■  been  neutralized  by  the  addition  of  calcium  carbonate  the  theoretical  amount  of 
loTo  c.c.  of  chlorine  solution  would  have  been  required.  In  order  to  judge  the 
influence  of  smaller  quantities  of  acid,  the  titration  was  repeated  with  addition 
of  1,  2,  5,  and  10  c.o.  of  concentrated  hydrochloric  acid,  when  respectively  34"1, 
26'9,  26"0,  and  25'6  c.c.  of  chlorine  water  were  required. 

Prom  these  preliminary  experiments,  it  appeared  that  the  hydrolysis  of  the 
iodine  chloride  might  be  wholly  inhibited  by  addition  of  a  sufficiency  of  acid, 
and  that  a  solution  of  potassium  iodate  might  be  successfully  substituted  for  the 
chlorine  water,  thus  realizing  the  reaction  of  Equation  4.  97465  gm.  of  acid 
potassium  iodate  were  dissolved  in  water  and  made  up  to  1  liter.  According  to 
the  theory,  each  c  c.  of  this  solution  should  be  equivalent  to  16'6  m.gm.  of 
potassium  iodide'.  To  10  c.o.  of  a  solution  of  pure  potassium  iodide  (20'6  gm.  to 
the  liter),  5  c.c.  of  chloroform,  20  c.o.  of  water,  and  30  c.o.  of  concentrated 
hydrochloric  acid  (sp.  gr.  l'2l)  were  added,  and  the  mixture  was  titrated  in 
a  glass-stoppered  bottle  of  250  c.c.  capacity,  with  the  iodate  solution,  shaking 
briskly,  until  the  chloroform  lost  its  colour,  the  end-point  being  exceedingly 
sharp.  12'43  c.c.  of  the  iodate  solution  were  required.  Hence,  0'20634  gm. 
potassium  iodide  was  found  against  0'20600  taken,  or  100'17  per  cent.  In 
a  second  experiment,  15  c.c.  of  the  iodide  solution,  titrated  in  the  same  way 
with  33  c.c.  of  hydrochloric  acid  aiid  no  additional  water,  required  18'62  c.c.  of 
the  iodate  solution,  corresponding  to  0'30900  gm.  found,  against  0'30900  gm. 
taken,  or  lOO'OO  per  cent,  taken. 

The  process  as  described  cam  be  applied  to  the  titration  of  chromates.  Por 
this  purpose  the  chromate  is  added  to  an  excess  of  a  titrated  potassium  iodide 
solution,  with  5  c.c.  of  chloroform  and  sufficient  concentrated  hydrochloric  acid 
to  be  at  least  half  the  volume  of  the  entire  mixture  at  the  close  of  the  titration. 
The  titration  is  then  carried  out  precisely  as  described  above.  In  one  experi- 
ment of  this  sort,  36'3  m.gm.  of  potassium  pyroohromate  were  taken,  and 
86'8  m.gm.  found.  i 

The  following  experiment  shows  the  applicability  of  the  process  to  the  titration 
of  free  iodine : — 0'3447  gm.  of  pure  iodine  was  weighed  and  placed  in  the 
stoppered  bottle  previously  used,  with  5  c.c.  of  a  potassium  iodide  solution 
containing  20'6  gm.  per  liter;  10  c.c.  of  fuming  hydrochloric  acid,  and  5  c.c.  of 
chloroform  were  added,  and  the  titration  was  carried  out  in  the  usual  way, 
Eequired,  19'85  c.c.  of  standard  iodate.  Since  6'20  c.c.  are  required  for  the 
iodide,  13'65  c.c.  remain  as  corresponding  to  the  free  iodine,  or  0'3467  gm.  iodine 
found ;  100'46  per  cent. 

To  determine  whether  the  method  can  be  used  for  determination  of  chlorates, 
and  under  what  conditions,  the  succeeding  experiments  were  tried.     Pive  c.c.  of 
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a  solution  of  potassium  chlorate  ooutaining  703  m.gm.  of  the  pure  salt  was 
added  to  25  o.o.  of  the  potassium  iodide  solution  mentioned  above,  and  50  o.c.  of 
fuming  hydrochloric  acid.  After  standing  fifteen  minutes  in  the  stoppered 
bottle,  5  c.c.  of  chloroform  were  added,  and  the  titration  completed.  Eequired, 
13'6'5  c.c.  of  the  iodate.  As  the  iodide  is  equivalent  to  Bl'O  c.c,  17'35  o.c. 
correspond  to  the  chlorate,  whence  70'9  m.gm.  of  potassium  chlorate  were  found. 
In  a  second  similar  experiment,  only  40  c.c.  of  hydrochloric  acid  were  used,  and 
the  mixture  was  titrated  at  once,  without  standing.  In  this  case  13'98  c.c.  of 
iodate  were  required,  hence  69'55  m.gm.  of  chlorate  were  found.  This  shows, 
as  was  expected,  that  the  chlorate  must  be  left  for  some  time  in  contact  with  the 
hydrochloric  acid  and  potassium  iodide  for  the  completion  of  the  reaction.  In 
a  third  experiment,  exactly  similar  to  the  last  except  that  the  mixture  was 
allowed  to  stand  twenty-four  hours  before  titration,  13'77  c.c.  of  iodate  were 
required,  whence  70"41'  m.gm.  of  chlorate  were  found.  It  is  therefore  a  matter 
of  indifference  whether  the  time  of  digestion  is  a  quarter  of  an  hour  or  twenty- 
four  hours.  In  a  fourth  experiment,  5  c.c.  of  another  potassium  chlorate 
solution  containing  33'46  m.gm.  of  the  pure  salt  was  allowed  to  stand  for  ten 
minutes  with  10  c.c.  of  iodide  solution,  and  20  c.c.  of  fuming  hydrochloric  acid; 
then  5  o.c.  of  chloroform  were  added,  and  the  titration  was  performed.  Eequired, 
4'23  c.c.  of  iodate.  Calculated  for  the  iodide,  12'40  c.c,  whence  33'39  m.gm.  of 
chlorate  were  found.  Other  experiments,  not  necessary  to  detail,  show  that  there 
must  be  a  decided  excess  of  iodide  as  compared  with  the  chlorate ;  otherwise  the 
results  are  likely  to  be  a  little  too  low.  The  necessary  working  conditions  for 
the  titration  of  a  chlorate  can  be  prescribed  as  follows  : — 

To  the  solution  of  the  chlorate,  add  an  exactly  known  amount  of  pure  potassium 
iodide  (a  titrated  solution  may  be  used),  in  a  glass-stoppered  bottle,  and  an 
amount  of  fuming,  pure  hydrochloric  acid  at  least  one-third  greater  than  the 
volume  of  the  solution.  Close  the  bottle  tightly,  and  allow  it  to  stand  fifteen 
minutes  after  shaking,  then  add  5  o.c.  of  chloroform.  On  now  shaking,  the 
chloroform  must  become  deep  violet.  If  the  colour  is  pale,  an  insufficienoj'  of 
iodide  has  been  added,  and  it  is  better  to  begin  again  rather  than  to  attempt  to 
bring  the  analysis  into  order.  Now  add  the  decinormal  iodate  with  intermittent 
violent  shaking  until  the  chloroform  becomes  colourless,  which  point  can  be 
estimated  with  the  utmost  precision.  Each  c.c.  of  a  decinormal  iodate  solution  is 
equivalent  to  2'782  m.gm.  of  (CIO3). 

Solutions  of  arsenious  acid  or  chloride  can  be  titrated  in  the  same  way, as 
iodides,  the  reaction  being  expressed  by  the  equation — 

2 ASCI3  -h  KIO3  -H  5H.jO  =  2H3As04  +  KCl  +  ICl  -h  4HC1. 

In  this  case,  however,  unlike  the  other,  a  too  great  concentration  of  hydro- 
chloric acid  must  be  avoided,  since  under  those  conditions  the  end-point  becomes 
obscure,  probably  a  phenomenon  connected  with  the  formation  and  dissociation 
of  arsenic  pentaohloride.  The  suitable  concentration  of  the  acid  is  therefore  con- 
fined within  somewhat  narrow  limits,  but  not  so  narrow  as  to  cause  any  practical 
difficulty  in  working.  It  was  found  that  30  per  cent,  of  hydrochloric  acid, 
calculated  on  the  weight  of  the  entire  liquid  at  the  close  of  the  titration,  exceeds 
the  permissible  maximum  limit,  while  2-5  per  cent,  does  not.  On  the  other  hand 
the  minimum  limit  is  in  the  neighbourhood  of  12  to  15  per  cent,  of  acid.  Por 
the  experiments  noted  below,  a  solution  of  sodium  arsenite  was  employed  in 
which  the  amount  of  ar.senious  oxide  had  been  determined  by  titration  with 
iodine  solution  in  the  ordinary  way.  Taken,  25  c.c.  arsenious  solution 
(243'8,m.gm.  AsjOa)  and  50  c.c.  of  fuming  hydrochloric  acid ;  required,  24'45  c.c 
decinormal=2421  m.gm.  of  arsenious  oxide.  Taken,  5  c.c.  arsenious  solution, 
5  c.c.  hydrochloric  acid,  and  10  c.c.  water;  required,  4'91  o.c.  of  iodate  =  48'6 
m.gm.;  found,  48'8  m.gm.  by  iodine  titration.  Taken,  20  c.c  arsenious 
solution  and  40  c.c.  hydrochloric  acid ;  required,  19'69  o.c  iodate  =  194'9  m.gm. 
arsenious  oxide ;  found,  194-7  m.gm.  by  iodine  titration.  Taken,  15  c.c. 
arsenious  solution  and  30  o.c.  hydrochloric  acid;  required,  ]4'79  c.c.  iodate  = 
146'4  m.gm.  arsenious  oxide ;  found,  146'3  m.gm.  by  iodine  titration. 

To  summarize,  add  to  the  arsenious  solution  an  amount  of  fuming  hydro- 
chloric acid  sufficient  to  make  the  hydrochloric  acid  equal  to  about  20  per  cent. 
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of  the  entire  mixture  at  the  end  of  the  titration,  and  5  o.c.  of  chloroform ;  then 
run  in  from  a  burette  as  large  a  proportion  as  can  he  judged  of  the  whole 
amount  of  decinormal  iodate  requisite,  shake  well,  and  continue  titrating  with 
the  iodate  until  the  chloroform  is  colourless.  Each  c.c.  of  the  standard  solution 
corresponds  to  9'9  m.gm.  arsenious  acid  or  7'5  m.gm.  arsenic. 

The  determination  of  antimony  is  precisely  like  that  of  arsenic.  A  solution 
was  prepared  of  pure  re-orystallized  antimonyl  tartrate,  containing  31'251  gm. 
per  liter.  Twenty-five  o.c.  of  this  were  mixed  with  30  c.c.  hydrochloric  acid  and 
20  0.0.  water,  and  titrated  as  usual.  23'62  o.c.  of  the  iodate  were  required, 
equivalent  to  784-6  m.gm.  tartar  emetic  found  as  against  781-3  m.gm.  taken. 
In  this  determination  the  amount  of  hydrochloric  acid  should  have  been  greater 
by  15  CO.  In  the  next  experiment,  25  c.c.  of  the  antimonious  solution  with 
25  o.c.  of  hydrochloric  acid  required  23-50  c.c.  of  iodate,  equivalent  to  780-6 
m.gm.  of  antimony  salt  found  (781-3  taken).  Twenty-five  c.c.  antimony 
solution  with  35  o.c.  fuming  hydrochloric  acid  required  23-54  c.c.  of  iodate, 
whence  is  calculated  781-2  m.gm.  potassium  antimonyl  tartrate. 

Since  copper  does  not  interfere.in  the  least  with  the  application  of  the.method, 
it  is  possible,  for  example,  to  titrate  the  arsenic  in  Paris  green  directly  without 
preliminary  separation.  Thus,  20  c.c.  of  a  sodium  arsenite  solution  with  20  c.c. 
of  fuming  hydrochloric  acid  required  8-95  c'.c.  of  iodate,  the  same,  plus  1  gm.  of 
copper  sulphate,  required  9-00  c.c.  of  iodate.  For  the  analysis  of  Paris  green, 
0-5  gm.  of  the  substance  is  dissolved  in  15  c.c.  of  water  and  25  c.c.  of  fuming 
hydrochloric  acid,  and  directly  titrated  vrith  5  c.c.  of  chloroform  and  the 
decinormal  solution  of  iodate. 

Perrons  salts  can  be  titrated  in  exactly  the  same  way  as  iodides.  Taken, 
2-0874  gm.  ammonium  ferrous  sulphate ;  required,  26-06  o.c.  iodate,  equivalent 
to  297-6  m.gm.  iron  found,  or  14-26  per  cent. ;  theory,  14-25  per  cent.  Unlike 
the  titration  with  potassium  permanganate,  oxalic  acid  does  not  interfere  with 
this  determination.  Taken,  2-0843  gm.  ammonium  ferrous  sulphate  and  1  gm. 
oxalic  acid ;  required,  25-95  o.c.  iodate,  equivalent  to  296-3  m.gm.  iron,  or 
14-22  per  cent.  Perric  salts  do  not  interfere  with  any  of  these  titrations,  nor  do 
bromides  to  any  serious  extent,  if  the  amount  is  small.  The  end-reaction  in  the 
titration  of  ferrous  salts  is  somewhat  slow,  and,  in  spite  of  the  satisfactory 
results  of  the  test  analyses,  is  lacking  in  the  sharpness  that  distinguishes  the 
other  titrations  described  in  this  paper.  This  difficulty  appears  to  be  avoided  by 
the  addition  of  a  small  amount  of  manganous  chloride,  but  the  point  requires 
further  examination. 

The  method  which  has  been  described  is  adapted  to  the  determination  of  almost 
all  the  substances  to  which  Bun  sen's  process  of  distillation  with  potassium 
iodide  and  hydrochloric  aoid  is  applicable,  with  at  least  equal  precision,  with  less 
expenditure  of  time  and  far  simpler  apparatus.  It  is  furtherpiore  applicable  in 
certain  cases  in  which  the  B  u  n  s  e  n  method  is  not,  as,  for  example,  the  titration 
of  arsenic  or  antimony  in  the  presence  of  copper  and  ferric  compounds. 
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PART  VII. 

VOLUMETEIC    ANALYSIS    OF    GASES. 

Description  of  the  necessary  Apparatus,  with  Instructions 
for  Preparing,  Etching,  Graduating,  etc. 

§  102.  This  branch  of  chemical  analysis,  on  account  of  its  extreme 
accuracy,  and  in  consequence  of  the  possibility  of  its  application  to  the 
analysis  of  carbonates,  and  of  many  other  bodies  from  which  gases  may 
be  obtained,  deserves  more  attention  than  it  has  generally  received,  in 
this  country  at  least.  It  will  therefore  be  advisable  to  devote  some 
considerable  space  to  the  consideration  of  the  subject. 

Eor  an  historical  sketch  of  the  progress  of  gas  analysis,  the  reader 
is  referred  to  Dr.  Frankland's  article  in  the  HandwarterbwcJt 
/— N  der  Chemie,  and  more  complete  details  of  the  process  than  it 
will  be  necessary  to  give  here  will  be  found  in  that  article  j 
also  in  Bunsen's  Gasometry  and  in  Dr.  Russell's  con- 
tributions to  "Watt's  Chemical  Dictionary. 

The  apparatus  employed  by  Bun  sen,  who  was  the  first 
successfully  to  work  out  the  processes  of  gas  analysis,  is  very 
simple.  Two  tubes,  the  absorption  tube  and  the  eudiometer, 
are  used,  in  which  the  measurement  and  analysis  of  the  gases 
are  performed.  The  first  of  these  tubes  is  about  250  m.m. 
long  and  20  m.m.  in  diameter,  closed  at  one  end,  and  with 
a  lip  at  one  side  of  the  open  extremity,  to  facilitate  the 
transference  of  the  gas  from  the  absorption  tube  (fig.  70)  to 
the  eudiometer  (fig.  71).  The  eudiometer  has  a  length  of 
from  500  to  800  m.m.,  and  a  diameter  of  20  m.m.  Into  the 
closed  end  two  platinum  wires  are  sealed,  so  as  to  enable  the 
operator  to  pass  an  electric  spark  through  any  gas  which  the 
tube  may  contain.  The  mode  of  sealing  in  the  platinum 
wires  is  as  follows  : — When  the  end  of  the  tube  is  closed,  and 
while  still  hot,  a  finely  pointed  blowpipe  flame  is  directed 
against  the  side  of  the  tube  at  the  base  of  the  hemispherical 
Fig.  70.  end.  When  the  glass  is  soft,  a  piece  of  white-hot  platinum 
wire  is  pressed  against  it  and  rapidly  drawn  away.  By  this 
means  a  small  conical  tube  is  produced.  This  operation  is  then 
repeated  on  the  opposite  side  (fig.  72).  One  of  the  conical  tubes  is 
next  cut  off  near  to  the  eudiometer,  so  as  to  leave  a  small  orifice 
(fig.  73),  through  which  a  piece  of  the  moderately  thin  platinum  wire, 
reaching  about  two  thirds  across  the  tube,  is  passed.  The  fine  blow- 
pipe flame  is  now  brought  to  play  on  the  wire  at  the  point  where  it 
enters  the  tube ;  the  glass  rapidly  fuses  round  the  wire,  making 
a  perfectly  gas-tight  joint.  If  it  should  be  observed  that  the  tube 
has  any  tendency  to  ooUapse  during  the  heating,  it  will  be  necessary 
to  blow  gently  into  the  open  end  of  the  tube.      This  may  be  con- 


512  VOLUMETRIC   ANALYSIS.  §  10^- 

veniently  done  by  means  of  a  long  piece  of  caoutchouc  connector, 
attached  to  the  eudiometer,  which  enables  the  operator  to  watch  the 
effect  of  the  blowing  more  easily  than  if  the  mouth  were  applied  directly 
to  the  tube.  When  a  perfect  fusion  of  the  glass  roilnd  the  wire  has  been 
effected,  the  point  on  the  opposite  side  is  cut  off,  and  a  second 
wire  sealed  in  in  the  same  manner  (fig.  74).  The  end  of  the 
tube  must  be  allowed  to  cool  very  slowly ;  if  proper  attention 
is  not  paid  to  this,  fracture  is  very  liable  to  ensue.  When 
perfectly  cold,  a  piece  of  wood  with  a  rounded  end  is  passed 
up  the  eudiometer,  and  the  two  wires  carefully  pressed  against 
the  end  of  the  tube,  so  as  to  lie  in  contact  with  the  glass,  with 
a  space  of  1  or  2  m.m.  between  their  points  (fig.  75).  It  is  for 
this  purpose  that  the  wires,  when  sealed  in,  are  made  to  reach 
so  far  across  the  tube.  The  ends  of  the  wires  projecting 
outside  the  tube  are  then  bent  into  loops.  These  looiDS  must 
be  carefully  treated,  for  if  frequently  bent  they  are  very  apt 
to  break  off  close  to  the  glass ;  besides  this,  the  bending  of 
the  wire  sometimes  causes  a  minute  crack  in  the  glass,  which 
may  spread  and  endanger  the  safety  of  the  tube.  These 
difficulties  may  be  overcome  by  cutting  off  the  wire  close  to 
the  glass,  and  carefully  smoothing  the  ends  by  rubbing  them 
with  a  piece  of  ground  glass  until  they  are  level  with  the 
surface  of  the  tube  (fig.  76).  In  order  to  make  contact  with 
the  induction  coil,  a  wooden  American  paper-clip,  lined  with 
platinum  foil,  is  made  to  grasp  the  tube ;  the  foil  is  connected 
with  two  strong  loops  of  platinum  wires,  and  to  these  the 
wires  from  the  coil  are  attached  (fig.  77).  In  this  way  no 
strain  is  put  on  the  eudiometer  wires  by  the  weight  of  the 
wires  from  the  coil,  and  perfect  contact  is  ensured  between  the 
foil  and  platinum  wires.  It  is  also  easy  to  clean  the  outside 
of  the  eudiometer  without  fear  of  injuring  the  instrument. 

It  will  now  be  necessary  to  examine  if  the  glass  is  perfectly 
fused  to  the  wires.  For  this  purpose  the  eudiometer  is  filled 
with  mercury,  and  inverted  in  the  trough.  If  the  tube  has 
800  m.m.  divisions,  a  vacuous  space  will  be  formed  in  the 
upper  end.  Note  the  height  of  the  mercury,  and  if  this 
remains  constant  for  a  while  the  wires  are  piroperly  sealed. 
Should  the  eudiometer  be  short,  hold  it  in  the  hands,  and 
bring  it  down  with  a  quick  movement  upon  the  edge  of  the 
india-rubber  cushion  at  the  bottom  of  the  trough,  taking  care 
that  the  force  of  impact  is  slight,  else  the  mercury  may  fracture 
the  sealed  end  of  the  tube.  By  jerking  the  eudiometer  thus, 
a  momentary  vacuum  is  formed,  and  if  there  is  any  leakage,  •p-^^^-,. 
small  bubbles  of  air  will  arise  from  the  junction  of  the  wires  °' 
with  the  glass. 

The  tubes  are  graduated  by  the  following  processes  : — A  cork  is  fitted 
into  the  end  of  the  tube,  and  a  piece  of  stick,  a  file,  or  anything  that 
will  make  a  convenient  handle,  is  thrust  into  the  cork.  The  tube  is 
heated  over  a  charcoal  fire  or  combustion  furnace,  and  coated  with 
melted  wax  by  means  of   a  camel's-hair  brush.      Sometimes  a  few 
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■drops  of  turpentine  are  mixed  with  the  wax  to  render  it  less  brittle, 
but  this  is  not  always  necessary,  If  on  cooling  it  should  be  found 
that  the  layer  of  wax  is  not  uniform,  the  tube  may  be  placed  in 
a  perpendicular  position  before  a  fire  and  slowly  rotated  so  as  to  heat 
it  evenly.  The  wax  will  then  be  evenly  distributed  on  the  surface 
of  the  glass,  the  excess  flowing  off^.  The  tube  must  not  be  raised-  to 
Fig.  72.  Fig.  73. 


Fig.  76. 


Fig.  75. 


Fig.  77. 


too  high  a  temperature,  or  the  wax  may  become  too  thin.;;  but  all  tliick 
masses  should  be  avoided,  as  they  may  prove  troublesome  in  the 
subsequent  operation. 

The  best  and  most  accurate  mode  of  marking  the  millimeter 
divisions  on  the  wax  is  by  a  graduating  machine  ;  but  the  more  usual 
process  is  to  copy  the  graduations  from  another  tube  in  the  following 
manner.  A  hard  glass  tube,  on  which  millimeter  divisions  have 
already  been  deeply  etched,  is  fixed  in  a  groove  in  the  graduating 
table,  a  straight-edge  of  brass  being  screwed  down  on  the  tube  and 
covering  the  ends  of  the  lines.  The  standard  tube  is  shown  in  the 
-figure  at  the  right-hand  end  of  the  apparatus  (fig.  78).     The  waxed 
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tube  is  secured  at  the  other  end  of  the  same  groove,  and  above  it  are 
fixed  two  brass  plates,  one  vcith  a  straight-edge,  and  the  other  with 
notches  at  ■  intervals  of    5  m.m. 
the  alternate  notches  being  longer 
than  the  intermediate  ones  (fig. 
'  79).     A  stout  rod  of  wood  pro- 
vided  with  a  sharp   steel   point 
near    one    end,    and    a   penknife 
blade  at   the   other  (fig.   80),  is 
held  so  that  the  steel  point  rests 
in  one  of    the  divisions  of    the 
graduated     tube,     being     gently 
pressed  at  the  sam6  time  against 
the  edge  of  the  brass  plate;  the 
point  of  the  knife-blade  is  then 
moved    by    the    operator's    right 
hand  across  the  portion  of    the 
waxed  tube  which   lies  exposed 
between   the    two    brass    plates. 
When  the  line  has  been  scratched 
on  the  wax,  the  point  is  moved 
along  the  tube  until  it  falls  into 
the  next  division ;  another  line  is 
now  scratched  on  the  wax,  and 
so  on.      At  every  fifth  division 
the    knife-blade    will    enter    the 
notches  in  the  brass  plate,  making 
a  longer  line  on  the  tube.     After 
a  little  practice  it  will  be  found 
easy  to  do  fifty  or  sixty  divisions 
in   a   minute,   and   with   perfect 
regularity.      Before   the   tube   is 
removed  from  the  apparatus,  it 
must  be   carefuUy   examined    to 
see  if  any  mistake  has  been  made. 
It  may  have  happened  that  during 
the    graduation    the    steel   point 
slipped  out  of  one  of  the  divisions 
in  the  standard  tube ;  if  this  has 
taken  place,  It  will  be  found  that 
the    distance    between    the    line 
made  at  that  time  and  those  on 
each  side  of  it  will  not  be  equal, 
or  a  crooked  or  double  line  may 
have    been    produced.      This  is 
easily    obliterated    by    touching 
the  wax  with  a  piece  of  heated 
platinum  wire,  after  whi^h  another 
Hne  is  marked.     The  tube  is  now  taken  out  of  the-  table,  and  once 
more  examined.     If  any  portions  of  wax  have  been  scraped  off  by 


•I  102. 


.  ANALYSIS   OF  GASES. 


•515 


the  edges  of  the  apparatus,  or  by  the  screws,  the  coating  must  be 
repaired  with  the  hot  platinum  wire.  Numbers  have  next  to  be 
marked  opposite  each  tenth  division,  beginning  from  the  closed  end 
of  the  tube,  the  first  division,  which  should  be  about  10,  m.m 
from  the  endj  being  marked  10  (see  fig.  75).     The  figures  may  be 


II 
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i 


Fig.  81. 
well  made  with  a  steel  pen.'    This  has  the  advantage  of  producing 
a  double  line  when  ..the  nib  is  pressed  against  the  tube  in.  making 
a  down-stroke.     The  date,  the  name  of  the  maker  of  the  tube,  or  its 
number,  may  now  be  written  on  the  tube. 

The  etching  by  gaseous  hydrofluoric  acid  is  performed  by  supporting 
the  tube  by  two  pieces  of  wire  over  a  long  narrow  leaden  trough  con- 
taining sulphuric  acid  and  powdered  fluor-spar  (fig.  81),  and  the  whole 
covered  with  a  cloth  or  sheet  of  paper.     Of  course  it  is  necessary  to 


Pig.  82.  rig.  83. 

leave  the  cork  in  the  end  of  the  tube  to  prevent  the  access  of 
hydrofluoric  acid  to  th«  interior,  which  might  cause  the  tube  to  lose 
ite  transparency  to  a  considerable  extent.  The  time  required  for  the 
action  of  the  gas  varies  with  the  kind  of  glass  employed.  With 
ordinary  flint  glass  from  ten  minutes  to  half  an  hour  is  quite  sufficient ; 
if  the  leaden  trough  is  heated,  the  action  may  take  place  even  still 
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more  rapidly.  The  tube  is  removed  from  time  to  time,  and  a  small 
portion  of  the  wax  scraped  off  from  a  part  of  one  of  the  lines ;  and  if 
the  division  can  be  felt  with  the  finger-nail  or  the  point  of  a  knife, 
the  operation  is  finished ;  if  not,  the  wax  must  be  replaced,  and  the 
tube  restored  to  the  trough.  When  sufficiently  etched,  the  tube  is 
washed  with  water,  heated  before  a  fire,  and  the  wax  wiped  off  with 
a  warm  cloth. 

The  etching  may  also  be  efiected  with  liquid  hydrofluoric  acid,  by 
applying  it  to  the  divisions  on  the  waxed  tube  with  a  brush,  or  by 
placing  the  eudiometer  in  a  gutta-percha  tube  closed  at  one  end,  and 
containing  some  of  the  liquid. 

As  all  glass  tubes  are  liable  to  certain  irregularities  of  diameter,  it 
follows  that  equal  lengths  of  a  graduated  glass  tube  will  not  contain 
exactly  equal  volumes ;  hence  it  is,  of  course,  impossible  to  obtain  by 
measurement  of  length  the  capacity  of  the  closed  end  of  the  tube. 

In  order  to  provide  for  this,  the  tube  must  be  carefully  calibrated. 
For  this  purpose  it  is  supported  vertically  (fig.  82),  and  successive 
quantities  of  mercury  poured  in  from  a  measure.  This  measure 
should  contain  about  as  much  mercury  as  ten  or  twenty  divisions  of 
the  eudiometer,  and  is  made  of  a  piece  of  thick  glass  tube,  closed  at 
one  end,  and  with  the  edges  of  the  open  end  ground  perfectly  flat. 
The  tube  is  fixed  into  a  piece  of  wood  in  order  to  avoid  heating  its 
contents  during  the  manipulation.  The  measure  may  be  filled  with 
mercury  from  a  vessel  closed  with  a  stop-cock  terminating  in  a  narrow 
vertical  tube,  which  is  passed  to  the  bottom  of  the  measure  (fig.  83). 
On  carefully  opening  the  stop-cock  the  mercury  flows  into  the  measure 
without  leaving  any  air-bubbles  adhering  to  the  sides.  A  glass  plate 
is  now  pressed  on  the  ground  edges  of  the  tube,  which  expels  the 
excess  of  mercury  and  leaves  the  measure  entirely  filled.  The  mercury 
may  be  introduced  into  the  measure  in  a  manner  which  is  simpler  and 
as  effectual,  though  perhaps  not  quite  so  convenient,  by  first  closing  it 
with  a  glass  plate,  and  depressing'  it  in  the  mercurial  trough,  removing 
the  plate  from  the  tube,  and  again  replacing  it  before  raising  the 
measure  above  the  surface  of  the  mercury.  After  pouring  each 
measured  quantity  of  mercury  into  the  eudiometer,  the  air-bubbles  are 
carefully  detached  from  the  sides  by  means  of  a  thin  wooden  rod  or 
piece  of  whalebone,  and  the  level  of  the  mercury  at  the  highest  part 
of  the  curved  surface  observed. 

In  all  measurements  in  gas  analysis  it  is,  of  course,  essential  that 
the  eye  should  be  exactly  on  a  level  with  the  surface  of  the  mercury, 
for  the  parallax"  ensuing  if  this  were  not  the  case  would  produce  grave 
errors  in  the  readings.  The  placing  of  the  eye  in  the  proper  position 
may  be  ensured  in  two  ways.  A  small  piece  of  looking-glass  (the 
back  of  which  is  painted,  or  covered  with  paper  to^  prevent  the 
accidental  soiling  of  the  mercury  in  the. trough)  is  placed  behind,  and 
in  contact  with  the  eudiometer.  The  head  is  now  placed  in  such 
a  position  that  the  reflection  of  the  pupil  of  the  eye  is  precisely 
on  a  level  with  the  surface  of  the  mercury  in  the  tube  and  .the 
measurement  made.  As  this  process  necessitates  the  hand  of  the 
operator  being  placed  near  the  eudiometer,  which  might  cause  the 
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■warming  of  the  tube,,  it  is  preferable  to  read  off  "svith  a  telescope 
placed  at  a  distance  of  from  two  to  six  feet  from  the  eudio- 
meter. The  telescope  is  fixed  on  a  stand  in  a  horizontal  position, 
and  the  support  is  made  to  slide  on  a  vertical  rod.  The  image 
of  the  surface  of  the 
mercury  is  brought  to  the 
centre  of  the  field  of  the 
telescope,  indicated  by  the 
cross  wires  in  the  eyepiece, 
and  the  reading  taken. 
The  telescope  has  the 
advantage  of  magnifying 
the  graduations,  and  thus 
facilitating  the  estimation 
by  the  eye  of  tenths  of  the 
divisions.  Fig.  84  repre- 
sents the  appearance  of 
the  tube  and  mercury  as 
seen  by  an  inverting  tele- 
scope. 

By  this  method  the 
capacity  of  the  tube  at 
different  parts  of  its  length 
is  determined.  If  the  tube  were  of  uniform  bore,  each  measure  of 
mercury  would  occupy  the  same  length  in  the  tube;  but  as  this  is 
never  the  case,  the  value  of  the  divisions  at  all  parts  of  the  tube  will 
not  be  found  to  be  the  same. 

From  the  data  obtained  by  measuring  the  space  in  the  tube  which 
is  occupied  by  equal  volumes  of  mercury,  a  table  is  constructed  by 
which  the  comparative  values  of  each  millimeter  of  the  tube  can  be 
found.  The  following  results  were  obtained  in  the  calibration'  of 
a  short  absorption  eudiometer  ; 

On  the  introduction  of  tlie  3ri  Tolume  of  mercury,  t]\e  reading  was  12"8  m.m. 
4tll  ,.  „  18-^ 


Fig.  84. 


oth 
6tli 
7th 
8th 


36-2 
41-0 


Thus,  the  standard  volumes  occupied  5*6  m.m.,  between  12"8  and  18"4 

5-6  „  18-4    „    2(-0 

5-8  „  24,-0    „   iS-S 

„  „  ,.         5-4  „  29-8    „    35-2 

6-8  „  33-2    „    41-0 

If  we  assume  the  measure  of  mercury  to  contain  5"8  volumes  (the 
greatest  difference  between  two  consecutive  readings  on  the  tube),  the 
volume  at  the  six  points  a,bove  given  will  be  as  follows  : — 

At  12-8  it  will  be  17-4  or  5-8  x  3 


18-4 

23-2  „  5-8  X  4 

24-0 

29-0  „  5-8x5 

29-8 

34-8  „  5-8  X  6 

35-2 

40-6  „  5-8  X  7 

41-0 

46-4  „  5-8x8 

5m 
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.  Between  tlie  first  and  second  readings  these.  5 '8  volumes  are  con- 
tained in  5'6  divisions,  consequently  each  millimeter  corresponds  to 

;*-7i= 1-0357  vol.     This  is  also  the  value  of  the  divisions  between  the 

second  and  third  readings.     Between  the  third  and  fourth  1  m.m. 

contains    1    vol.  j  between   the   fourth   and  fifth,    1  m.m.   contains 

5'8 

-—— ^1-0741  vol.  :  and  between  the  fifth  and  sixth  HLm.^l  vol. 

0'4 

From  these  data  the  value  of   each  millimeter  on  the  tube   can 

readily  be  calculated.     Thus  1 3  will  contain  the  value  of  12'8  +  the 

value  of  0'2  of  a  division  at  this  part  of  the  tube,  or  17'4  +  (1'0357  x 

0'2)  =  17-60714.     There  is,  however,  no  need  to  go  beyond  the  second 

place  of  decimals,  and,  for  aU  practical  purposes,  the  first  place  is 

sufiicient.     Thus,   by  adding  or   subtracting  the   necessary  volumes 

from  the  experimental  numbers,  we  find  the  values  of  the  divisions 

nearest  to  the  six  points  at  which  the  readings  were  taken  to  be — 

13  =  17-61  or  17-6 

18-22-79  „  22-8 

24  =  29-00  „  29-0 

30  =  35-00  „  35-0 

35  =  40-38  „  40-4 

41  =  46-40  „  46-4 
,  In   a   precisely   similar   manner   the   values   of    the  intermediate 
divisions  are  calculated,  and  we  thus  obtain  the  following  table  ; — 


'  1 

Values. 

Values. 

K 

Values. 

10 

14-50 

14-5 

21 

£5-89 

25-9 

32 

37-15 

37-1 

11 

15-54 

15-5 

22 

26-93 

26-9 

33 

38-22 

38-2 

12 

16-57 

16-6 

23 

27-96 

28-0 

34 

39-30 

39-3 

13 

17-61 

17-6 

24 

29-00 

29-0 

35 

40-38 

40-4 

14 

18-65 

18-6 

25 

30-00 

30-0 

36 

41-40 

41-4 

15 

19-68 

19-7 

26 

31-00 

31-0 

37 

42-40 

42-4 

16 

20-71 

20-7 

27 

32-00 

32-0 

38 

43-40 

43-4 

17 

21-75 

21-8 

28 

33-00 

33-0 

39 

44-40 

44-4 

18 

22-79 

22-8 

29 

34-00 

34-0 

40 

45-40 

45-4 

19 

23-82 

23-8 

30 

35-00 

35-0 

41 

46-40 

46-4 

20 

24-86 

24-9 

31 

36-07 

36-1 

&c. 

&c. 

&c, 

If  it  be  desired  to  obtain  the  capacity  of  the  tube  in  cubic  centi- 
meters it  is  only  necessary  to  determine  the  weight  of  the  quantity 
of  mercury  the  measure  delivers,  and  the  temperature  at  which  the 
calibration  was  made,  and  to  calculate  the  contents  by  the  following 
formula  :—  gx  (1 -I- 0-0001815;') 

13-.o9bv 
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in  which  g  represents  the  weight  of  the  mercury  contained  in  the 
measure,  t  the  temperature  at  which  the  calihration  is  made,  0-0001815 
being  the  coefficient  of  expansion  of  mercury  for  each  degree 
centigrade,  V  the  volume  read  oif  in  the  eudiometer,  and  C  the 
number  of  cubic  centimeters  required. 

A  correction  has  to  be  made  to  every  number  in  the  table  on 
account  of  the  surface  of  the  mercury  assuming  a  convex  form  in  the 
tube.  During  the  calibration,  the  convexity  of  the  mercury  is  turned 
towards  the  open  end  of  the  tube  (fig.  85),  whilst  in  the  measure- 
ment of  a  gas  the  convexity  will  be  in  the  opposite  direction  (fig.  86). 
It  is  obvious  that  the  quantity  of  mercury  measured  during  the 
calibration,  while  the  eudiometer  is  inverted,  will  be  less  than 
a  volume  of  gas  contained  in  the  tube  when  the  mercury  stands  at 
the  same  division,  while  the  eudiometer  is  erect.  The  necessary 
amount  of  correction  is  determined  by  observing  the  position  of 
the  top  of  the  meniscus,  and  then  introducing  a  few  drops  of 
a  solution  of  corrosive  sublimate,  which  will  immediately  cause  the 
surface  of  the  mercury  to  become  horizontal  (fig.  87),  and  again 
measuring. 

It  wiU  be  observed  that  in  fig.  85  the  top  of  the  meniscus  was 
at  the  division  39,  whereas  in  fig.  87,  after  the  addition  of  corrosive 
sublimate,  the  horizontal  surface  of  the  mercury  stands  at  38-7, 
giving  a  depression  of  0'3  m.m.  If  the  tube  were  now  placed 
erect,  and  gas  introduced  so  that  the  top  of  the  meniscus  was  at  39, 


'Fig.  85.  *Pig.  86.  Pig.  87. 

*  In  these  the  mercury  should  just  touch  39. 

and  if  it  were  now  possible  to  overcome  the  capillarity,  the  horizontal 
surface  would  stand  at  39 '3.  The  small  cylinder  of  gas  between 
38'7  and  39'3,  or  0'6  division,  would  thus  escape  measurement. 
This  number  0'6  is  therefore  called  the  error  of  meniscus,  and  must 
be  added  to  all  readings  of  gas  in  the  eudiometer.  The  difference, 
therefore,  between  the  two  readings  is  multiplied  by  two,  and  the 
volume  represented  by  the  product  obtained — -the  error  of  meniscus 
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— is  added  to  the  measurements  before  finding  the  corresponding: 
capacities  by  the  table.  In  the  case  of  the, tube,  of  which  the 
calibration  is  given  above,  the  difference  between  the  two  readings, 
was  0'4  m.m.,  making  the  error  of  meniscus  0'8. 

All  experiments  on  gas  analysis,  with  the  apparatus  describedj 
should  be  conducted  in  a  room  set  apart 
for  the  purpose,  with  the  window  facing 
the  north,  so  that  the  sun's  rays  cannot 
penetrate  into  it,  and  carefully  protected 
from  flues  or  any  source  of  heat  which 
might  cause  a  change  of  temperature  of 
the  atmosphere.  The  mercury  employed 
should  be  purified,  as  far  as  possible, 
from  lead  and  tin,  which  may  be  done 
by  leaving  it  in  contact  with  dilute  nitric 
acid  in  a  shallow  vessel  for  some,  time, 
or  by  keeping  it  when  out  of  use  under 
concentrated  sulphuric  acid,  to  which 
some  mercurous  sulphate  has  been 
added.  This  mercury  reservoir  may 
conveniently  be  made  of  a  glass  globe 
with  a  neck  at  the  top  and  a  stop-cock 
at  the  bottom  (fig.  88),  and  which  is 
not  filled  more  than  one-half,  so  as  to 
maintain  as  large  a  surface  as  possible 
in  contact  with  the  sulphuric  acid.  Any 
foreign  metals  (with  the  exception  of 
silver,  gold,  and  platinum)  which  may 
be  present  are  removed  by  the 
mercurous  sulphate,  an  equivalent 
quantity  of  mercury  being  precipitated. 
This  process,  which  was  originated  by 
M.  Deville,  has  been  in  use  for  many 
years  with  very  satisfactory  results,  the 
mercury  being  always  clean  and  dry 
when  drawn  from  the  stop-cock  at  the 
bottom  of  the  globe.  The  mouth  of 
the  globe  should  be  kept  closed  to  d 
prevent  the  absorption  of  water  by  the  " 
sulphuric  acid. 

In  all  cases,  where  practicable,  gases 
should  be  measured  when  completely 
saturated  with  aqueous  vapour :  to 
ensure  this,  the  top  of  the  eudiometer  and  absorption  tubes  should  be 
moistened  before  the  introduction  of  the  mercury.  This  may  be  done 
by  dipping  the  end  of  a  piece  of  iron  wire  into  water,  and  touching 
the  interior  of  the  closed  extremity  of  the  tube  with  the  point 
of  the  wire. 

In  filling  the  eudiometer,  the  greatest  care  must  of  course  be  taken 
to  exclude  aU  air-bubbles  from  the  tubes.      This  may  be  effected  in 
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several  ways  :  the  eudiometer  may  be  held  in  an  inverted  or  inclined 
position,  and  the  mercury  introduced  through  a  narrow  glass  tube 
which  passes  to  the  end  of  the  eudiometer  and  communicates,  with 
the  intervention  of  a  stop-cock,  with  a  reservoir  of  mercury  (fig.  89). 
On  carefully  opening  the  stop-cock,  the  mercury  slowly  flows  into  the 
eudiometer,  entirely  displacing  the  air.  The  same  result  may  be 
obtained  by  placing  the  eudiometer  nearly  in  a  horizontal  position, 
and  carefully  introducing  the  mercury  from  a  test  tube  without  a  rim 
(fig.  88).  Any  minute  bubbles  adhering  to  the  side  may  generally  be 
removed  by  closing  the  mouth  of  the  tube  with  the  thumb,  and 
allowing  a  small  air  bubble  to  rise  in  the  tube,  and  thus  to  wash  it 
out.  After  filling  the  eudiometer  entirely  with  mercury,  and  inverting 
it  over  the  trough,  it  wiU  generally  be  found  that  the  air-bubbles  have 
been  removed. 

For  the  introduction  of  the  gases,  the  eudiometer  should  be  placed 
in  a  slightly  inclined  position,  being  held  by  a  support  attached  to  the 


mercurial  trough  (fig.  91),  and  the  gas  transferred  from  the  tube  in 
which  it  has  been  collected.  The  eudiometer  is  now  put  in  an 
absolutely  vertical  position,  determined  by  a  plumb-line  placed  near  it, 
and  a  thermometer  suspended  in  close  proximity.  It  must  then  be 
left  for  at  least  half  an  hour,  no  one  being  allowed  to  enter  the  room 
in  the  meantime.  After  the  expiration  of  this  period,  the  operator 
enters  the  room,  and,  by  means  of  the  telescope  placed  several  feet 
from  the  mercury  table,  carefully  observes  the  height  of  the  mercury 
in  the  tube,  estimating  the  tenths  of  a  division  with  the  eye,  which 
can  readily  be  done  after  a  little  practice.  He  next  reads  the 
thermometer  with  the  telescope,  and  finally  the  height  of  the  mercury 
in  the  trough  is  read  off  on  the  tube,  for  which  purpose  the  trough 
must  have  glass  sides.  The  difference  between  these  two  numbers  is 
the  length  of  the  column  of  mercury  in  the  eudiometer,  and  has  to  be 
subtracted  from  the  reading  of  the  barometer.  It  only  remains  to 
take  the  height  of  the  barometer.  The  most  convenient  form  of 
instrument  for  gas  analysis  is  the  syphon  barometer,  with  the  divisions 
etched  on  the  tube.  This  is  placed  on  the  mercury  table,  so  that  it 
may  be  read  by  the  telescope  immediately  after  the  measurements  in 
the  eudiometer.  There  are  two  methods  of  numbering  the  divisions 
on  the  barometer  :  in  one  the  zero  point  is  at  or  near  the  bend  of  the 
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tube,  in  which  case  the  height  of  the  lower  column  must  be  subtracted 
from  that  of  the  higher ;  in  the  other  the  zero  is  placed  near  the 
middle,  of  the  tube,  so  that  the  numbers  have  to  be  added  to  obtain 
the  actual  height.     In  cases  of  extreme  accuracy,  a  correction  must  be 
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made  for  the  temperature  of  the  barometer,  which  is  determined  by 
a  thermometer  suspended  in  the  open  limb  of  the  instrument,  and 
passing  through  a  plug  of  cotton  wool.  Just  before  observing  the 
height  of  the  barometer,  the  bulb  of  the  thermometer  is  depressed  for 
a  moment  into  the  mercury  in  the  open  Umb,  thus  causing  a  movement 
of  the  mercurial  column,  which  overcomes  any  tendency  that  it  may 
have  to  adhere  to  the  glass. 

In  every  case  the  volume  observed  must  be  reduced  to  the  normal 
temperature  and  pressure,  in  order  to  render  the  results  comparable. 
If  the  absolute  volume  is  required,  the  normal  pressure  of  760  m.m. 
must  be  employed ;  but  when  comparative  volumes  only  are  desired, 
the  pressure  of  1000  m.m.  is  generally  adopted,  as  it  somewhat 
simplifies  the  calculation.  In  the  following  formula  for  correction 
of  the  volume  of  gases — 

V^  =  the  correct  volume. 

V  =  the  volume  found  in  the  table,  and  corresponding  to  the 
observed  height  of  the  mercury  in  the  eudiometer,  the  error  of 
meniscus  being  of  course  included. 

B  =  the  height  of  the  barometer  (corrected  for  temperature,  if 
necessary)  at  the  time  of  measurement. 

b  =  the  difference  between  the  height  of  the  mercury  in  the  trough 
and  in  the  eudiometer. 

t  =  the  temperature  in  centigrade  degrees. 

T  =  the  tension  of  aqueous  vapour  in  millimeters  of  mercury  at  t°. 
This  number  is,  of  course,  only  employed  when  the  gas  is  saturated 
with  moisture  at  the  time  of  measurement. 
Then 

Vx(E-5-T) 
•1  ~  760  X  (1  +  0-003665!t)' 
when  the  pressure,  of  760  m.m.  is  considered  the  normal  one;  or,    ■     • 
Vx(B-&-T)  •     . 

"^  1  ^  1000  x(l +0-0036650 
when  the  normal  pressure  of  1  meter  is  adopted. 
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In  cases  where  the  temperature  at  measurement  is  below  0°  (which 
larely  happens),  the  factor  1  -  0-003665<  must  be  used. 

The  following  table  may  be  of  value  in  gas  analysis  : — 

Density  and  volume  of  Mercury  and  of  Water. 


fo. 

Mercury, 

Water. 

Weight  of  1  0.0. 

Volume  of  1  g.m. 

Weight  of  1  CO. 

Volume  of  1  g.m. 

0 

13-596 

-073551 

-999884 

1^000116 

4 

.13-586 

-073605 

1-000013 

•999987 

5 

13-584 

•073617 

1-000003 

-999997 

10 

13-572 

•073681 

-999760 

1-000240 

15 

13-559 

-073752 

•999173 

1-000828 

20 

13-547 

-073817 

■998272 

1-001731 

25 

13-535 

-073885 

•997133 

1-002875 

30 

13-523 

-073953 

•995778 

1-004240 

Tables  have  been  constructed  containing  the  values  of  T ;  of 
1000  X  (1+0-003665;!),  and  of  760  x  (1  +  0-003665;f),  which  very 
much  facilitate  the  numerous  calculations  required  in  this  branch  of 
■analysis.*     These'  will  be  found  at  the  end  of  the  book. 


Kg.  91. 

•  Mr.  Sutton  will  forward  a  copy  of  these  Tables,  printed  separately  for  laboratory  use, 
to  any  one  desiring  them,  on  receipt  of  the  necessary  address. 
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We  shall  now  be  in  a  position  to  examine  the  methods  employed 
in  gas  analysis.  Some  gases,  may  be  estimated  directly ;  that  is,  they 
may  be  absorbed  by  certain  reagents,  the  diminution  of  the  volume 
indicating  the  quantity  of  the  gas. present.  Seine,  are  determined 
indirectly;  that  is,  by  exploding  them  with  other  gases,  and 
measuring  the  quantities  of  the  products.  •  Some  gases  may  be 
estimated  either  directly  or  indirectly,  according  to  theLcircunjs.tances. 
under  which  they  are  found. 


1.     GASES  ESTIMATED  DIRECTLY. 

A.    Gases  Absorbed  by  Crystallized  Sodium  Phosphate 
and  Potassium  Hydrate  :— 

Hydrochloric  acid, 
Hydrobromic  acid, 
Hydriodic  acid. 


(.    Gases  Absorbed  by  Potassium  Hydrate,  arid  riot  by 
Crystallized  Sodium  Phosphate  :—      - 

Carbonic  anhydride. 
Sulphurous  anhydride, 
Hydrosulphuric  acid. 

C.    Gases  Absorbed  by  neither  Crystallized  Sodium. 
Phosphate  nor  Potassium  Hydrate:— 

Oxygen, 
Nitric   oxide. 
Carbonic   oxide, 

Hydrocarbons  of  the  composition  Cn  Hgn, 
Hydrocarbons   of    the   formula   (Cn   H2n+1)2, 
Hydrocarbons  of  the  formula  Cn  H2n-i-2, 
except  Marsh  gas. 

2,    GASES    ESTIMATED    INDIRECTLY. 

Hydrogen, 
Carbonic  oxide, 
Marsh  gas. 
Methyl, 

Ethylic  hydride. 
Ethyl, 

Propylic  hydride, 
Butylic  hydride, 
.  Nitrogen. 
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DIEECT    ESTIMATIOITS. 

Group  A,   containing  Hydrochloric,   Hydrobromic,   and 

Hydriodic   Acids, 

§  103.  In  Bunsen's  method  the  reagents  for  absorption  are 
generally  used  in  the  solid  form,  in  the  shape  of  bullets.  To  make 
the  bullets  of  sodium  phosphate,  the  end  of  a  piece  of  platinum  wire, 
of  about  one  foot  in  length,  is  coiled  up  and  -fixed  in  the  centre  of 
a  pistol-bullet  mould.     It  is  well  to  bend  the  handles  of  the  mould. 


Fig  92.  Fig.  93. 

so  that  when  it  is  closed  the  handles  are  in  contact,  and  may  be 
fastened  together  by  a  piece  of.  copper  wire  (fig.  92).  The  usual 
practice  is  to  place  the  platinum  wire  in  the  hole  through  which  the 
mould  is  fiUed ;  but  it  is  more  convenient  to  file  a  small  notch  in  one 
of  the  faces  of  the  open  mould,  and  place  the  wire  in  the  notch  before 
the  mould  is  closed.  .  In, this  manner  the  wire  is  not  in  the  way  during 
the  casting,  and  it  is  subsfequently  more  easy  to  trim  the  buUet.  Some 
ordinary  crystallized  sodium  phosphate  is  fused  in  a  platinum  crucible 
(or  iDetter,  in  a  small  piece  of  wide  glass  tube,  closed  at  one  end,  and 
with  a  spout  at  the  other,  and  held  by  a  copper-wire  handle),  and 
poured  into  the  bullet  mould  (fig.  93).  When  quite  cold,  the  mould 
is  first  gently  warmed  in  a  gas-flame,  opened,  and  the  bullet  removed. 
Tf  the  warming  of  .the  mould  is  omitted,  the  bullet  is  frequently 
broken  in  consequence  of  its  adhering  to  the  metal.  Some  chemists 
lecommend  the  use  of  sodium  sulphate  instead  of  phosphate,  which 
may  be  made  into  balls  by  dipping  the  coiled  end  of  a  piece  of 
•platinum  wire  into  the  salt  fused  in  its  water  of  crystallization.  On 
removing  the  wire,  a  small  quantity  of  the  salt  will  remain  attached 
to  the  wire.  When  this  has  solidified,  it  is  again  introduced  for  a 
moment,  and  a  larger  quantity  will  collect ;  and  this  is  repeated  until 
the  ball  is  sufficiently  large.  The  balls  must  be  quite  smooth,  in 
order  to  prevent  the  introduction  of  any  air  into  the  eudiometer. 
When  the  bullets  are  made  in  a  mould,  it  is  necessary  to  remove 
the  short  cylinder  which  is  produced  by  the  orifice'  through  which 
the  fused  salt  has  been  poured. 

In  the  estimation  of  these  gases,  it  is  necessary  that  they,  should  be 
perfectly  dry.  This  may  be  attained  by  introducing  a  bullet  of  fused 
calcium  chloride.  After  the  lapse  of  about  an  hour,  the  buUet  may 
be  removed,  the  absorption  tube  placed  in  a  vertical  position,  with 
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thermometer,  etc.,  .arranged  for  the  reading,  and  left  for  half  an  hour 

to  assume  the  temperature  of  the  air.     When  the  reading  has  been 

taken,  one  of  the  bullets  of  sodium  phosphate  or  sodium  sulphate  is 

depressed  in  the  trough,  wiped  with  the  fingers  while  under  the 

mercury  in  order  to  remove  any  air 

that  it  might  have  carried  down  with 

it,  and  introduced  into  the  absorption 

tube,    which    for    this    purpose   is 

inclined  and  held  in  one  hand,  while 

the  bullet  is  passed  iato  the  tube 

with  the  other.     Care  must  be  taken 

that  the  whole  of  the  platinum  wire 

is  covered  with  mercury  while  the 

bullet  remains  in  the  gas,  otherwise 

there  is  a  risk  of  air  entering  the 

tube  between  the  mercury  and  the 

wire  (fig.  94). 

After  standing  for  an  hour,  the 
bullet  is  withdrawn  from  the 
absorption  tube.  This  must  be 
done  with  some  precaution,  so  as  to 
prevent  any  gas  being  removed  from 
the  tube.  It  is  best  done  by  drawing 
down  the  bullet  by  a  brisk  move- 
ment of  the  wire,  the  gas  being  detached  from  the  bullet  during  the 
rapid  descent  of  the  latter  into  the  mercury.  The  bullet  may  then 
be  more  slowly  removed  from  the  tube.  As  sodium  phosphate  and 
sodium  sulphate  contain  water  of  crystallization,  and  a  corresponding 
proportion  of  this  is  liberated  for  every  equivalent  of  sodium  chloride 
formed,  care  must  be  taken  that  the  bullets  are  not  too  small,  else  the 
water  set  free  will  soil  the  sides  of  the  eudiometer,  especially  if  there 
is  a  large  volume  of  gas  to  be  absorbed.  As  a  further  precaution, 
drive  off  some  of  the  water  of  crystallization  before  casting  the 
bullet.  When  the  buUet  has  been  removed,  the  gas  must  be  dried  as 
before  with  calcium  chloride  and  again  measured.  If  two  or  more  of 
the  gases  are  present  in  the  mixture  to  be  analyzed,  the  sodium 
phosphate  baU  must  be  dissolved  in  water,  and  the  chlorine,  bromine, 
and  iodine  determined  by  the  ordinary  analytical  methods.  If  this 
has  to  be  done,  care  must  be  taken  that  the  sodium  phosphate 
employed  is  free  from  chlorine. 

Group  B.    Gases  absorbed  by  Potassium  Hydrate,  but  not 
by  Sodium  Phosphate. 

Carbonic   anhydride,    sulphuretted    hydrogen,   and 
sulphurous   anhydride. 

§  104.  If  the  gases  occur  singly,  they  are  determined  by  means 
of  a  bullet  of  caustic  potash  made  in  the  same  manner  as  the  sodium 
phosphate  balls.  The  caustic  potash  employed  should  contain 
sufficient  water  to  render  the  bullets  so  soft  that  they  may  be  marked 
with  the  nail  when  cold.     Before  use   the   balls   must  be   slightly 
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moistened  with  water;  and  if  large  quantities  of.  gas  have  to  be 
absorhed,  the  bullet  must  be  .removed  after  some  hours,  washed  with 
water,  and  returned  to  the  absorption  tube.  The  absorption  may- 
extend  over  twelve  or  eighteen  hours.  In  order  to  ascertain  if  it  is 
completed,  the  potash  ball  is  removed,  washed,  again  introduced,  and 
allowed  to  remain  in  contact  with  the  gas  for  about  an  hour.  If  no 
diminution  of  volume  is  observed  the  operation  is  finished. 

The  foUcWilig"  analysis  of  a  mixture  of  air  and  carbonic  anhydride 
will  serve  to  show  the  mode  of  recording  the  observations  and  the 
methods  of  calculation  required. 

Analysis  of  a  Mixtme  of  Air  and  Caibonic  Arhydride. 

1.     Gas  Saturated  with  iyfoisture. 

Height  of  mercury  in  trough         .  =  171-8  m.m. 

Height  of  mercury  in  absorption  eudio- 
meter  ,  .  .  .  =  89'0  m.m. 

Column  of  mercury  in  tube,  to  be  sub- 
tracted from  the  height  of  barometer  =  b 

Height  of  mercury  in  eudiometer  = 

Correction  for  error  of  meniscus    .  = 

Volume    in   table    corresponding   to    89 '8 

m.m.     ....  =V=96-4 

Temperature   at   which    the    reading   was 

made  .  .  .  =  i  =  12'2° 

Height  of  barometer  at  time  of  observation  =  B  =  765-25  m.m. 
Tension  of  aqueous  vapour  at  12-2°  -  T  =     10-6  m.m. 

,  Vx(B-5-T) 
^1  =  1000  X  (1  -I-  0-003665!;)  ~ 

96-4  X  (765-25 -82-8 -10-6)  _ 
1000  X  [1  +  (0-003665  x  12-2)]  ~ 

96-4  X  671-85     _ 

'1000x1-044713-^^'^"* 

log.    96-4   =1-98408 

log.  671-85  =  2-82727 

,4-81135 

log.    (1000x1-044713)  =3-01900 

1-79236  =  log.  61-994  =  Vi 
Corrected  volume  of  air  and  C02  =  Vi=  61-994. 

After   absorption   of   carbonic   anhydride   by  bullet  of 
potassium  hydrate. 

Gas  Dry. 

Height  of  mercury  in  trough         .  =          172-0  m.m. 
Height   of   mercury   in   absorption  eudio- 
meter   ....  =            62-5  m.m. 
Column  of  mercury  in  eudiometer  =  b  =109-5  m.m. 
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Height  of  mercury  in  eudiometer  =  62'5  m.iii. 

Correction  for  error  of  meniscus    .  =  0*8  m.m. 


63-3  m.m. 


Volume   in   table  corresponding    to  63-3 

m.m.    .  .  .  .  =  V  =69-35 

Temperature         .  .  =  t  =   10'8° 

Barometer  .  .  .  ?=  B  =  766-0  m.m. 

^.  Vx(B-ft) 

^i~1000x(l  +  0-003665if)~ 
69-35  X  (766-0- 109-5) 
1000  X  [1  +  (0-Q03665  x  10-8)]  ~ 

69-35x656-5    _ 

1000  xl -039582  "^"^'^^ 

log.    69-35=  1-84105 

log.  656-5   =.2-81723 

4-65828 

log.  (1000  X  1-039582)  =  3-01686 

1-64142  =  log.  43-795  =  Vj 

Corrected  volume  of  air  =  43-795 
Air  +  C02  =  61-994 
Air  =43-795 

CO,  =  18-199 


61-994  ;  18-199  :  ,:  100  :_  a;  =  percentage  of  COg 

18-199x100  „„  „_- 
'*"       61-995       "-29-355 

Percentage  of  COj  in  mixture  of  air  and  gas  =  29-355. 

Gas  Moist. 

Height  of  mercury  in  trough         .  =.         174-0  m.m. 

Height  of  mercury  in  eudiometer  =  98-0  m.m. 

Column  of  mercury  in  tube  .  =  h  -    76-0  m.m. 


Height  of  mercury  in  eudiometer-  =  98-0  m.ni. 

Correction  for  error  of  meniscus    .  =  0-8  m.m. 


98-8  m.m. 


Volume   in   table,  corresponding  to  98-8 

m.m.                  .  .             .  =  V  =  105-6 

Temperature         .  .             .  =  t  =   12-5° 

Barometer             .  .             .  =B  =738-0  m.m. 

Tension  of  aqueous  vapour  at  12-5°  =  T  =  ,10-8  m.m. 

Corrected    volume  of    air    and    carbonic 

anhydride         .  ,             .  .=          65-754 
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■Tlie  residue  now  contains  the  nitrogen  and  the  excess  of  oxygen ; 
to  this  an  excess  of  hydrogen  is  added,  the  mixture  exploded, ,  and 
the  contraction  measured.  From  this  the  quantity  of  nitrogen  is 
thus  obtained.     Let — 

G  =  excess  of  oxygen  and  nitrogen, 
V  =  excess  of  oxygen, 
n  =z  nitrogen, 
C  =  contraction  on  explosion  with  hydrogen. 

Then— 


G 

=  v  +  n, 

C 

=  3v. 

3v 

V  : 

=  C' 
C 
-  3  ' 

n 

G- 
3G- 

0' 
'3  - 

-G' 

3       • 

From  these  data  the  composition  of  the  mixture  can  be  determincd- 

20  -  D  -  3E 
w  = 3 , 

3A-2C  +  D-371 
x= 3 , 

3A-2C-2D+12E-3M 

y  = 6 , 

2C-3A+2D-6E  +  3ra 


MODIFICATIONS    AND    IMPEOVEMENTS    UPON 
THE    FOBEGOING    PROCESSES. 

§  107.  In  the  method  of  gas  analysis  that  we  have  been  consider- 
ing, the  calculations  of  results  are  somewhat  lengthy,  as  will  be  seen 
by  a  reference  to  the  example  given  of  the  analysis  of  a  mixture  of 
air  and  carbonic  anhydride  (page  540).  Besides  this,  the  operations 
must  be  conducted  in  a  room  of  uniform  temperature,  and  considerable 
time  allowed  to  elapse  between  the  manipulation  and  the  readings  in 
order  to  allow  the  eudiometers  to  acquire  the  temperature  of  the 
surrounding  air ;  and,  lastly,  the  absorption  of  gases  by  solid  reagents 
is  slow.  These  disadvantages  are  to  a  great  extent  counterbalanced 
by  the  simplicity  of  the  apparatus,  and  of  the  manipulation. 
'\  From  time  to  time  various  chemists  have  proposed  methods  by 
which  the  operations  are  much  hastened  and  facilitated,  and  the 
caleulations  shortened.  It  will  be  necessary  to  mention  a  few  of 
these  jjrocesses,  which,  however,  require  special  forms  of  apparatus. 

"Williamson   and   Eusseil   have  described  (Proceedings  of  the 
Royal  Society,  ix.  218)  an  apparatus,  by  means  of  which  the  gases  in 
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the  eudiometers  are  measured  under  a  constant  pressure,  the  correction 
for  temperature  being  eliminated  hy  varying  the  column  of  mercury 
in  the  tube  so  as  to  compensate  for  the  alteration  of  volume  observed 
in  a  tube  containing  a  standard  volume  of  moist  air.  In  this  case 
solid  reagents  were  employed  in  the  eudiometers. 

In  1864  they  published  (/.  C.  S.  xvii.  238)  a  further  development 
of  this  method,  in  which  the  absorptions  were  conducted  in  a  separate 
laboratory  vessel,  by  which  means  the  reagents  could  be  employed  jn 
a  pasty  condition  and  extended  over  a  large  surface. 

And  in  1868  Russell  improved  the  apparatus,  so  that  liquid 
reagents  could  be  used  in  the  eudiometers,  and  the  analysis  rapidly 
executed.  A  description  of  this  last  form  of  instrument  may  be  found 
in  J.  G.  S.  xxi.  128. 

The  gutta-percha  mercury  trough  employed  is  provided  with  a  deep 
well,  into  which  the  eudioxaeter  can  be  depressed  to  any  required 
extent,  and  on  the  surface  of  the  mercury  a  wide  glass  cylinder,  open 
at  both  ends  and  filled  with  water,  is  placed.  The  eudiometer  con- 
taining the  gas  to  be  examined  is  suspended  within  the  cylinder 
of  water  by  means  of  a  steel  rod  passing  through  a  socket  attached  to 
a  stout  standard  firmly  fixed  to  the  table.  In  a  similar  manner, 
a  tube  containing  moist  air  is  placed  by  the  side  of  the  eudiometer. 
The  clamp  supporting  this  latter  tube  is  provided  with  two  horizontal 
plates  of  steel,  at  which  the  column  of  the  mercury  is  read  off.  When 
a  volume  of  gas  has  to  be  measured,  the  pressure  tube  containing  the 
moist  air  is  raised  or  lowered,  by  means  of  an  ingeniously  contrived 
fine  adjustment,  until  the  mercury  stands  very  nearly  at  the  level  of 
one  of  the  horizontal  steel  plates.  The  eudiometer  is  next  raised  or 
lowered  until  the  column  of  mercury  within  it  is  at  the  same  level. 
The  final  adjustment  to  bring  the  top  of  the  meniscus  exactly  to  the 
lower  edge  of  the  steel  bar  is  effected  by  sliding  a  closed  wide  glass 
tube  into  the  mercury  trough.  Thus  we  have  two  volumes  of  gas 
under  the  same  pressure  and  temperature,  and  both  saturated  with 
moisture.  If  the  temperature  of  the  water  in  the  cylinder  increased,  ' 
there  would  be  a  depression  of  the  columns  in  both  tubes ;  but  by 
lowering  the  tubes,  and  thus  increasing  the  pressure  until  the  volume 
of  air  in  the  pressure  tube  was  the  same  as  before,  it  would  be  found 
that  the  gas  in  the  eudiometer  was  restored  to  the  original  volume. 
Again,  if  the  barometric  pressure  increased,  the  volumes  of  the  gases 
would  be  diminished  ;  but,  by  raising  the  tubes  to  the  necessary 
extent,  the  previous  volumes  would  be  obtained.,  Therefore,  in  an, 
analysis,  it  is  only  necessary  to  measure  the  gas  at  a  ]  pressure  equal  to 
that  which  is  required  to  maintain  the  volume  of  moist  air  in  the 
pressure  tube  constant.  The  reagents  are  introdviced  into  the  eudio- 
meber  in  the  liquid  state  by  means  of  a  small  syringe  made  of  a  piece 
of  glass  tube  about  one-eighth  of  an  inch  in  diameter.  For  this 
purpose  the  eudiometer  is  raised  until  its  open  end  is  just  below  the 
surface  of  the  niercury,  and  the  syringe,  which  is  curved  upwards  at 
the  point,  is  depressed  in  the  trough,  passed  below  the  edge  of  the 
water  cylinder,  and  the  extremity  of  the  syringe  iiitinluced  into  the 
eudiometer      When   a   sufficient   quantity '  of   the   liiuid   has   been 
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injected,  the  eudiometer  is  lowered  and  again  raised,  so  as  to  moisten 
the  sides  of  the  tube  with  the  Hquid,  and  thus  hasten  the  absorption. 
Ten  minutes  was  found  to  be  a  sufficient  time  for  the  absorption  of 
carbonic  anhydride  when  mixed  with  air. 

To  remove  the  liquid  reagent,  a  ball  of  moistened  cotton  wool  is 
employed.  The  ball  is  made  in  the  following  manner  : — A  piece  of 
steel  wire  is  bent  into  a  loop  at  one  end,  and  some  cotton  wool  tightly 
wrapped  around  it.  It  is  then  dipped  in  water  and  squeezed  with  the 
hand  under  the  liquid  until  the  air  is  removed.  The  end  of  the  steel 
wire  is  next  passed  through  a  piece  of  glass  tube,  curved  near  one  end 
and  the  cotton  ball  drawn  against  the  curved  extremity  of  the  tube. 
The  ball,  saturated  with  water,  is  now  depressed  in  the  mercury 
trough,  and,  after  as  much  of  the  water  as  possible  has  been  squeezed 
out  of  it,  it  is  passed  below  the  eudiometer,  and,  by  pushing  the  wire, 
the  ball  is  brought  to  the  surface  of  the  mercury  in  the  eudiometer 
and  rapidly  absorbs  all  the  liquid  reagent,  leaving  the  meniscus  clean. 
The  ball  is  removed  with  a  slight  jerk,  and  gas  is  thus  prevented  from 
adhering  to  it.  It  is  found  that  this  mode  of  removing  the  liquid  can  be 
used  without  fear  of  altering  the  volume  of  the  gas  in  the  eudiometer. 

Carbonic  anhydride  may  be  absorbed  by  a  solution  of  potassium 
hydrate,  and  oxygen  by  means  of  potassium  hydrate  and  pyrogaUic 
acid.  The  determination  of  ethylene  is  best  effected  by  means  of 
fuming  sulphuric  acid  on  a  coke  ball,  water  and  dilute  potassium 
hydrate  being  subsequently  introduced  and  removed  by  the  ball  of 
cotton  wool. 

Doubtless  this  mode  of  using  the  liquid  reagents  might  be  employed 
with  advantage  in  the  ordinary  process  of  analysis  to  diminish  the 
time  necessary  for  the  absorption  of  the  gases.  By  this  process  of 
Russell's  the  calculations  are  much  shortened  and  facilitated,  the 
volumes  read  off  being  comparable  among  themselves ;  this  will  be 
seen  by  an  example,  taken  from  the  original  memoir,  of  the 
determination  of  oxygen  in  air — 

Volume  in  Table 

corresponding 

to  reaiing. 

Volume  of  air  taken      .         .         .  ISO'S         132-15 

Volume  after  absorption  of  oxygen  i 

by  potassium  hydra'te  and  pyro-  >  IOS'5         104:'46 

gallic  acid .         .         .         .         .  j 
:  132-15 

104-46 

27-69  volumes  of  oxygen  in  132-15  of  air 
132-15  :  27-69  :  :  100  :  20-953  percentage  of  oxygen  in  air. 

Kussell  has  also  employed  his  apparatus  for  the  analysis  of 
carbonates-  (J.  G.  S.  [n.s.]  vi.  310).  For  this  purpose  he  adapted 
a  graduated  tube,  open  at  both  ends,  to  a  glass  flask  by  means  of 
a  thick  piece  of  rubber  tube.  .  Into  the  flask  a  weighed  quantity 
of  a  carbonate  was  placed,  together  with  a  vessel  containing  dilute 
acid.  The  position  of  the  mercury  in  the  graduated  tube  was  first  read 
off,  after  which  the  flask  was  shaken  so  as  to  bring  the  acid  and 
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carbonate  in  contact,  and  the  increase  in  volume  was  due  to  the 
carbonic  anhydride  evolved.  The  results  thus  obtained  are  extremely 
concordant. 

In  eight  experiments  with  sodium  carbonate  the  percentage  of  carbonic 
anhydride  found  varied  fjoni  41  '484  to  41  '607,  theory  requiring  41  "509. 

Thirteen  experiments  with  calc-spar  gave  from  43'520  to  43-858, 
the  theoretical  percentage  being  44'0 ;  and  in  nine  other  analyses  from 
43-581  to  43-901  were  obtained. 

Two  experiments  were  made  with  manganic  peroxide,  oxalic  acid, 
and  sulphuric  acid,  and  gave  58-156  and  58-101  per  cent,  of 
carbonic  anhydride. 

Some  determinations  of  the  purity  of  magnesium  were  also  per- 
formed by  dissolving  the  metal  in  hydrochloric  acid  and  measuring 
the  resulting  hydrogen.  Four  operations  gave  numbers  varying 
between  8-255  and  8-282.     The  metal  should  yield  8-333. 

Eussell  has  also  employed  this  process  for  the  determination  of  the 
combining  proportions  of  nickel  and  cobalt  {J.  G.  S.  [k.s.]  vii.  294). 

Eegnault  and  Eeiset 
described  {Ann.  Chim.  Phys. 
[3]  xxvi.  333)  an  apparatus 
by  which  absorptions  could 
be  rapidly  conducted  by 
means  of  liquid  reagents 
brought  in  contact  with  the 
gases  in  a  laboratory  tube. 
The  measurements  are  made 
in  a  graduated  tube,  which 
can  be  placed  in  communica- 
tion with  the  laboratory  tube 
by  means  of  fine  capillary 
tubes  provided  with  stop-cocks, 
the  lower  end  of  the  measuring 
tube  being  connected  by  an 
iron  socket  and  stop-cock  with 
another  graduated  tube  in 
which  the  pressure  to  which 
the  gas  is  subjected  is  measured. 
The  measuring  and  pressure 
tubes  are  surrounded  by  a 
cylinder  of  water.  An  ap- 
paratus similar  in  principle 
to  this  has  recently  been  con- 
structed by  Frankland,  and 
ia  fully  described  in  the  section 
on  Water  Analysis  (§  97,  page 
434).  __^ 

Frankland     and     Ward,  ]<■;„  iqq 

(/.  (7.  S.  vi.  197)  made  several 

ianportant  improvements  in  the  apparatus  of  Eegnault  and  Eeiset. 
They  introduced   a    third   tube    (fig.  100),  closed   at   the   top   witli 
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a  stopper,  and  which  is  made  to  act  as  a  barometer,  to  indicate  the 
tension  of  the  gas  in  the  measuring  tube,  thus  rendering  the  operation 
entirely  independent  of  variations  of  atmospheric  pressure.  The 
correction  for  aqueous  vapour  is  also  eliminated,  by  introducing 
a  drop  of  water  into  the  barometer  as  well  as  into  the  measuring 
tube,  the  pressures  produced  by  the  aqueous  vapour  in  the  two  tubes 
thus  counterbalancing  one  another,  so  that  the  difference  of  level 
of  the  mercury  gives  at  once  the  tension  of  the  dry  gas.  The 
measuring  tube  is  divided  into  ten  equal  divisions  (which,  for  some 
purposes,  require  to  be  calibrated),  and  in  one  analysis  it  is  convenient 
to  make  all  the  measurements  at  the  same  division,  or  to  calculate  the 
tension  which  would  be  exerted  by  the  gas  if  rcreasured  at  the  tenth 
division.  Frankland  and  Ward  also  adapted  an  iron  tube  more 
than  760  m.m.  long  at  the  bottom  of  the  apparatus,  which  enables  the 
operator  to  expand  the  gas  to  any  required  extent,  and  thus  diminish 
the  violence  of  the  explosions  which  are  performed  in  the  measuring 
tube.  During  the  operation  a  constant  stream  of  water  is  kept  flowing 
through  the  cylinder,  which  maintains  an  uniform  temperature. 

By  the  use  of  this  form  of  apparatus  the  calculations  of  analyses  are 
much  simplified.  An  example  of  an  analysis  of  atmospheric  air  will 
indicate  the  method  of  using  the  instrument. 

Volume    of    Air    used.       Determined    at    5th    Division    on 
the   Measuring    Tube. 

m.m. 

Observed  height  of  mercury  in  barometer        .         .     673 '0 
Height  of  5th  division  ......     383'0 

Tension  of  gas       .     290-0 
0-5 

Corrected  tension  of  gas  at  10th  division         .         .     145-OQ 
"Volume    after    Admission^  of    Hydrogen.       Determined   at 

6th  Division. 

zu.m. 

Observed  height  of  mercury  in  barometer        .         .     772'3 
Height  of  6th  division  .         .         ...         .  ,      .     304-0 

Tension  of  gas       .     468-3 
0-6 


Corrected  tension  at  10th  division  .         .         .         .  280-98 
"Volume    after    explosion.       Determined   at    5th    Division. 


m.m. 


Observed  height  of  mercury  in  barometer        .         .     763"3 
Height  of  5th  division  ......     383-0 

Tension  of  gas       .     380-3 
0-5 


Corrected  tension  at  10th  division  .         .         .         .  190-15 

Tension  of  air  with  hydrogen         .         .         .         .  280-98 

Tension  of  gas  after  explosion        ....  190-15 

Contraction  on  explosion         ....  90 -SS 
of  which  one-third  is  oxygen. 
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nn.Qo 

vKj  oo  ^  30-276  =  volumes   of   oxygen   in    145-0  volumes  of   air 

145-0     :     30-276     :  :     100     :     a; 
30-276  X  100 


145-0 


=  20-88  =  percentage  of  oxygen  in  air. 


If  all  the  measurements  had  been  made  at  the  same  division,  no 
correction  to  the  tenth  division  would  have  been  necessary,  as  the 
numbers  would  have  been  comparable  among  themselves. 

Another  modification  of  Frankland  and  Ward's,  or  Regnault's 
apparatus  has  been  designed  by  McLeod  (/.  C.  S.  [n.s.]  vii.  313),  in 
which  the  original  pressure  tube  of  Regnault's  apparatus,  or  the 
filling  tube  of  Frankland  and  Ward,  is  dispensed  with,  the  mercury 
being  admitted  to  the  apparatus  through  the  stop-cocks  at  the  bottom'. 

The  measuring  tube  A  (fig.  101)  is  900  m.m.  in  length,  and  about 
20  m.m.  in  internal  diameter.  It  is  marked  with  ten  divisions,  the 
first  at  25  m.m.  from  the  top,  the  second  at  50,  the  third  at  100,  and 
the  remaining  ones  at  intervals  of  100  m.m.  In  the  upper  part  of  the 
tube,  platinum  wires  are  sealed,  and  it  is  terminated  by  a  capillary 
tube  and  a  fine  glass  stop-cock,  a,  the  capillary  tube  being  bent  at 
right-angles  at  50  m.m.  above  the  junction.  At  the  bottom  of  the 
tulDe,  a  wide  glass  stop-cock  b  is  sealed,  which  communicates,  by 
means  of  a  caoutchouc  joint  surrounded  with  tape  and  well  wired  to 
the  tubes;  with  a  branch  from  the  barometer  tube  B.  This  latter  tube 
is  5  m.m.  in  width,  and  about  1200  m.m.  long,  and  is  graduated  in 
millimeters  from  bottom  to  top.  At  the  upper  extremity  a  glass 
stop-cock  d  is  joined,  the  lower  end  being  curved  and  connected  by 
caoutchouc  with  a  stop-cock  and  tube  C,  descending  through  the  table 
to  a  distance  of  900  m.m.  below  the  joint.  It  is  advisable  to  place 
washers  of  leather  at  the  end  of  the  plugs  of  the  stop-cocks  c  and  b, 
as  the  pressure  of  the  mercury  which  is  afterwards  to  be  introduced 
has  a  tendency  to  force  them  out ;  if  this  should  happen,  the  washers 
prevent  any  great  escape  of  mercury. 

The  two  tubes  are  firmly  held  by  a  clamp  D,  on  which  rests  a  .wide 
cylinder  E,  about  55  m.m.  in  diameter,  surrounding  the  tubes,  and 
adapted  to  them  by  a  water-tight  caoutchouc  cork  F.  The  cylinder  is 
maintained  in  an  upright  position  by  a  support  at  its  upper  end  G, 
sliding  on  the  same  rod  as  the  clamp.  Around  the  upper  part  of  the 
barometer  tube  a  syphon  H  is  fixed  by  means  of  a  perforated  cork, 
through  which. the  stop-cock  d  passes.  A  small  bulb-tube  e,  containing 
some  mercury,  is  also  fitted  in  this  cork,  so  as  to  allow  of  the  air  being 
entirely  removed  from  the  syphon.  The  syphon  de'scends  about 
100  m.m.  within  the  cylinder,  and  has  a  branch  at  the  top  communi- 
cating by  caoutchouc  with  a  bent  tube  contained  in  a  wider  one  J 
affixed  to  the  support.  A  constant  current  of  water  is  supplied  to  the 
cylinder  through  a  glass  tube,  which,  passes  to  the  bottom,  and  escapes 
through  the  syphon  and  tubes  to  the-,di'3'iii- 

To  the  end  of  the  narrow  tube  C  is  fastened  a  long  piece  of 
caoutchouc  tube  K,  covered  with  tape,  by  which  a  communication  is 
established  with  the  mercurial  reservoir  L,  suspended  by  a  cord  so 
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Fig.  101. 
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that  by  means  of  the  winch  M,  it  may  be  raised  above  the  level  of  the 
top  of  the  barometer  tube.  As  the  mercury  frequently  forces  its  way 
through  the  pores  of  the  caoutchouc  tube,  it  is  advisable  to  surround 
the  lower  part  with  a  piece  of  wide  flexible  tube ;  this  prevents  the 
scattering  of  the  mercury,  which  collects  in  a  tray  placed  on  the  floor. 
Into  the  bottom  of  the  tray  a  screw  must  be  put,  to  which  the  end  of 
the  glass  tube  is  firmly  attached  by  wire.  The  capillary  stop-cock  a  is 
provided  with  a  steel  cap,  by  means  of  which  it  may  be  adapted  to  a 
short  and  wide  laboratory  tube  capable  of  holding  about  150  c.c,  and 
identical  in  form  with  the  one  described  in  the  section  on  Water 
Analysis  (§  97).  The  mercurial  trough  for  the  laboratory  tube  is 
provided  with  a  stand  with  rings,  for  the  purpose  of  holding  two 
tubes  containing  gases  that  may  be  required. 

The  apparatus  is  used  in  the  same  way  as  Frankland  and  Wa  rd's,^ 
except  that  the  mercury  is  raised  and  lowered  in  the  tubes  by  the 
movement  in  the  reservoir  L,  instead  of  by  pouring  it  into  the  centre 
supply-tube. 

To  arrange  the  apparatus  for  use,  the  reservoir  L  is  lowered  to  the 
ground,  and  mercury  poured  into  it.  The  laboratory  tube  being 
removed,  the  stop-cocks  are  all  opened,  and  the  reservoir  gradually 
raised.  When  the  tube  A  is  filled,  the  stop-cock  a  is  closed,  and  the 
reservoir  elevated  until  mercury  flows  through  the  stop-cock  d  at  the 
top  of  the  barometer.  It  is  convenient  to  have  the  end  of  the  tube 
above  the  stop-cock  so  bent  that  a  vessel  can  be  placed  below  to 
receive  the  mercury.  This  bend  must,  of  course,  be  so  short  that, 
when  the  plug  of  the  stop-cock  is  removed,  the  syphon  will  pass 
readily  over.  When  the  air  is  expelled  from  the  barometei'  tube,  the 
stop-cock  is  closed.  A  few  drops  of  water  must  next  be  introduced 
into  the  barometer ;  this  is  accomplished  by  lowering  the  reservoir  to 
a  short  distance  below  the  top  of  the  barometer,  and  gently  opening 
the  stop-cock  d,  while  a  small  pipette,  from  which  water  is  dropping, 
is  held  against  the  orifice,  the  stop-cock  being  closed  when  a  sufficient 
amount  of  water  has  penetrated  into  the  tube.  In  the  same  manner, 
a  small  quantity  of  water  is  passed  into  the  measuring  tube.  In  order 
to  get  rid  of  any  bubbles  of  air  which  may  still  linger  in  the  tubes, 
the  reservoir  is  lowered  to  the  ground  so  as  to  produce  a  vacuum  in 
the  apparatus ;  in  this  manner  the  interior  surfaces  of  the  tubes 
become  moistened.  The  reservoir  is  now  gently  raised,  thus  refilling 
the  tubes  with  mercury.  Great  care  must  be  taken  that  the  mercury 
does  not  rush  suddenly  against  the  tops  of  the  measuring  and 
barometer  tubes,  which  might  cause  their  destruction.  This  may  be 
avoided  by  regulating  the  flow  of  mercury  by  means  of  the  stop-cock 
c,  which  may  be  conveniently  turned  by  a  long  key  of  wood,  resting 
against  the  upper  table  of  the  sliding  stand  of  the  mercurial  trough. 
When  the  reservoir  has  again  been  elevated  above  the  top  of  the 
barometer,  the  stop-cocks  of  the  measuring  and  barometer  tubes  are 
opened,  and  the  air  and  water  which  have  collected  allowed  to 
escape. 

The  heights  of  the  mercurial  columns  in  the  barometer,  correspond- 
ing to  the  different  divisions  of  the  measuring  tube,  have  now  to  be 
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determined.  Tliis  is  done  by  running  out  all  the  mercury  from  the 
tubes,  and  slowly  readmitting  it  until  the  meniscus  of  the  mercury 
just  touches  the  lowest  division  in  the  measuring  tube.  This  may  be 
very  conveniently  managed  by  observing  the  division  through  a  small 
telescope  of  short  focus,  and  sufficiently  close  to  the  apparatus  to 
permit  of  the  key  of  the  stop-cock  c  being  turned,  while  the  eye  is 
still  at  the  telescope.  When  a  reading  is  taken,  the  black  screen  O 
behind  the  apparatus  must  be  moved  by  means  of  the  winch  P,  until 
its  lower  edge  is  about  a  millimeter  above  the  division.  The  telescope 
is  now  directed  to  the  barometer  tube,  and  the  position  of  the  mercury 
carefully  noted.'  As  the  tubes  only  contain  aqueous  vapour,  and  are 
both  of  the  same  temperature,  the  columns  in  the  two  tubes  are  those 
which  exactly  counterbalance  one  another,  and  any  difference  of  level 
that  may  be  noticed  is  due  to  capillarity. 

The  same  operation  is  now  repeated  at  each  division  of  the  tube. 
The  measuring  tube  next  requires  calibration,  an  operation  performed 
in  a  manner  perfectly  similar  to  that  described  in  §  97  (page  437), 
namely,  by  filling  the  measuring  tube  with  water,  and  weighing  the 
quantities  contained  between  every  two  divisions.  The  eudiometer 
being  filled  with  water,  and  the  stop-cock  h  closed,  the  reservoir  is 
raised  and  the  mercury  allowed  to  rise  to  the  top  of  the  barometer. 
The  capillary  stop-cock  a  having  been  opened,  the  cock  h  is  gently 
turned,  and  the  water  allowed  to  flow  out  until  the  mercury  readies  the 
lowest  division  of  the  tube.  A  carefully  weighed  fiask  is  now 
supported  just  below  the  steel  cap,  the  stop-cock  &  again  opened,  until 
the  next  division  is  reached,  and  the  quantity  of  water  is  weighed,  the 
temperature  of  the  water  in  the  wile  cylinder  being  observed.  The 
same  operation  is  repeated  at  each  division,  and  by  calculation  the 
exact  contents  of  the  tube  in  cubic  centimeters  may  be  found. 

In  this  manner,  a  table,  such  as  the  following,  is  obtained  : — 


DiviBion 

on 

measuring 

tube. 

Meig-ht  of  Mercury  in 

Barometer  tube 

corresponding  to 

division. 

Contents. 

Cubic  Centimeters. 

Log. 

1 

2 

3 

4      ■ 

5 

6 

7 

8 

9 

756-9 
706-7 
606-8 
506-5 
406-8 
306-8 
206-9 
107-0 
7-1 

8-6892 

18-1621 

36-9307 

55-7344 

74-4299 

93-3306 

112-4165 

,       131-6335 

151-16^3 

0-9389814 
1-2591664 
1-5673880 
1-7461232 
1-8717477 
1-9700244 
2-0508303 
2-1193666 
2-1794435 

When  a  gas  is  to  be  analyzed,  the  laboratory  tube  is  filled  with 
mercury,  either  by  sucking  the  air  out  through  the  capillary  stop- 
cock, while  the  open  end  of  the  tube  stands  in  the  trough,  or  much 
more  conveniently,  by  exhausting  the  air  through  a  piece  of  flexible 
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tube  passed  under  the  mercury  to  the  top  of  the  laboratory  tube,  tha 
small  quantity  of  air  remaining  in  the  stop-cock  and  at  the  top  of  the 
wide  tube  being  afterwards  very  readily  withdrawn.  The  face  of  one 
of  the  steel  pieces  is  greased  with  a  small  quantity  of  resin  cerate,  and, 
the  measuring  apparatus  being  full  of  mercury,  the  clamp  is  adjusted.. 

Before  the  introduction  of  the  gas,  it  is  advisable  to  ascertain  if 
the  capillary  tubes  are  clear,  as  a  stoppage  may  arise  from  the 
admission  of  a  small  quantity  of  grease  into  one  of  them.  For  this 
purpose  the  globe  L  is  raised  above  the  level  of  the  top  of  the 
measuring  tube,  and  the  capillary  stop-cocks  opened ;  if  a  free 
passage  exists,  the  mercury  will  be  seen  to  flow  through  the  tubes. 
The  stop-cock  of  the  laboratory  tube  is  now  closed.  When  all  is 
properly  arranged,  the  gas  is  transferred  into  the- laboratory  tube,  and 
the  stop-cock  opened,  admitting  a  stream  of  mercury.  The  cock  c  is 
gently  turned,  so  as  just  to  arrest  the  /flow  of  mercury  through  the 
apparatus,  and  the  reservoir  lowered  to  about  the  level  of  the  table, 
which  is  usually  sufiicient.  By  carefully  opening  the  cock  c,  the  gas 
is  drawn  over  into  the  measuring  tube,  and  when  the  mercury  has 
reached  a  point  in  the  capillary  tube  of  the  laboratory  tube,  about 
midway  between  the  bend  and  the  stop-cock,  the  latter  is  quickly 
closed.  It  is  necessary  tha,t  this  stop-cock  should  be  very  perfect. 
This  is  attained  by  grinding  the  plug  into  the  socket  with  fine 
levigated  rouge  and  solution  of  sodium  or  potassium  hydrate.  By 
this  means  the  plug  and  socket  may  be  polished  so  that  a  very  small 
quantity  of  resin  cerate  and  a  drop  of  oil  renders  it  perfectly  gas-tight. 
In  grinding,  care  must  be  taken  that  the  operation  is  not  carried  on 
too  long,  otherwise  the  hole  in  the  plug  may  not  coincide  with  the 
tubes.  If  this  stop-cock  is  in  sufficiently  good  order,  it  is  unnecessary 
to  close  the  stop-cock  a  during  an  analysis. 

The  mercury  is .  allowed  to  flow  out  of  the  apparatus  until  its 
surface  is  a  short  distance  below  the  division  at  which  the  measure- 
ments are  to  be  made.  The  selection  of  the  division  depends  on  the 
quantity  of  gas  and  the  kind  of  experiment  to  be  performed  with  it; 
A  saving  of  calculation  is  efi'ected  if  all  the  measurements  in  one 
analysis  are  carried  on  at  the  same  division.  When  the  mercury  has 
descended  below  the  division,  the  cock  c  is  closed,  the  reservoir  raised, 
and  the  black  screen  moved  until  its  lower  edge  is  about  a  millimeter 
above  the  division,  and  the  telescope  placed  so '  that  the  image  of  the 
division  coincides  with  the  cross-wires  in  the  eye-piece.  The  stop- 
cock c  is  now  gently  opened  until  the  meniscus  just  touches  the 
division;  the  cock  is  closed  and  the  height  of  the  mercury  in  the 
barometer  is  measured  by  means  of  the  telescope.  The  difference- 
between  the  reading  of  the  barometer,  and  the  number  in  the  table 
corresponding  to  the  division  at  which  the  measurement  is  taken,  gives- 
in  millimeters  the  tension  of  the  gas.  The  volume  of  the  gas  is  found 
in  the  same  table,  and  with  the  temperature  which  is  read  off  at  the 
same  time  as  the  pressure,  all  the  data  required  for  the  calculation  of 
the  volume  of  the  gas  at  0°  and  760  m.m.  are  obtained.  No  correction 
is  required  for  tension  of  aqueous,  vapour ;  the  measuring  tube  and 
barometer  tube  being  both  moist,  the  tensions  in  the  tubes  are  counter- 
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balanced.  Absorptions  are  performed  with  liquid  reagents  by- 
introducing  a  few  drops  of  the  liquid  into  the  laboratory  tube, 
transferring  the  gas  into  it,  and  allowing  the  mercury  to  drop  slowly 
through  the  gas  for  about  five  minutes.  The  gas  is  then  passed  over 
into  the  measuring  tube,  and  the  difference  of  tension  observed 
corresponds  to  the  amount  of  gas  absorbed.  It  is  scarcely  necessary 
to  add,  that  the  greatest  care  must  be  taken  to  prevent  any  trace  of 
the  reagent  passing  the  stop-cock.  If  such  an  accident  should  occur, 
the  measuring  tube  must  be  washed  out  several  times  with  distilled 
water  at  the  conclusion  of  the  analysis.  If  the  reagent  is  a  solution 
of  potassivim  hydrate  it  may  be  got  rid  of  by  introducing  into  the 
tube  some  distilled  water,  to  which  a  drop  of  sulphuric  acid  has  been 
added.  If  this  liquid  is  found  to  be  acid  on  removing  it  from  the 
tube,  it  may  be  presumed  that  all  the  alkali  has  been  neutralized. 

When  explosions  are  to  be  performed  in  the  apparatus,  the  gas  is 
first  measured  and  then  returned  to  the  laboratory  tube.  A  quantity 
of  oxygen  or  hydrogen,  as  the  case  may  be,  which  is  judged  to  be  the 
proper  volume,  is  transferred  into  the  laboratory  tube,  and  some 
mercury  is  allowed  to  stream  through  the  gases  so  as  to  mix  them 
thoroughly.  The  mixture  is  next  passed  itito  the  eudiometer  and 
measured.  If  a  sufficient  quantity  of  the  second  gas  has  not  been 
added,  more  can  readily  be  introduced.  After  the  measurement,  it 
may  be  advisable  to  expand  the  mixture,  in  order  to  diminish  the 
force  of  the  explosion.  This  is  done  by  allowing  mercury  to  flow  out 
from  the  tube  into  the  reservoir.  When  the  proper  amount  of 
expansion  has  been  reached,  the  stop-cocks  a  and  6  are  closed.  To 
enable  the  electric  spark  to  pass  between  the  wires,  it  is  necessary  to 
lower  the  level  of  the  water  in  the  cylinder.  For  this  purpose,  the 
bent  glass  tube  at  the  extremity  of  the  syphon  is  made  to  slide  easily 
through  the  cork  which  closes  the  top  of  the  wide  tube  J.  By 
depressing  the  bent  tube,  the  water  flows  out  more  rapidly  than  before, 
and  the  level  consequently  falls.  When  the  surface  is  below  the 
eudiometer  wires,  a  spark  from  an  induction-coil  is  passed,  exploding 
the  gas.  The  syphon  tube  is  immediately  raised,  and,  when  the  water 
in  the  cylinder  has  reached  its  original  level,  the  gas  is  cool  enough 
for  measurement.  900  c.c.  of  mercury  are  amply  sufficient  for  the  whole 
apparatus ;  and  as  there  is  no  cement  used  to  fasten  the  wide  tubes 
into  iron  sockets,  a  great  difficulty  in  the  original  apparatus  is  avoided. 

The  following  details  of  an  analysis,  in  which  absorptions  only  were 
performed,  wUl  show  the  method  employed.  The  gas  was  a  mixture 
of  nitrogen,  oxygen,  and  carbonic  anhydride,  and  the  measurements 
were  all  made  at  division  No.  1  on  the  eudiometer,  which  has  been 
found  to  contain  8'6892  c.c. 

Original   G-as. 

zn.m. 

Temperature  of  water  in  cylinder,  15"4°. 

Height  of  mercury  in  barometer  tube     .         .         .         .         .     980'5 
„         „  corresponding  to   Division   No.   1  (see 

Table) 756-9 

Pressure  of  the  gas       ...  ....     223'6 
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After  absorption  of  the  carbonic  anhydride  by  solution  of 

potassium  hydrate — •  m.m, 

Height  of  mercury  in  barometer  tube     .....  941  "7 

„         „             corresponding  to  Division  No.  1             .  756-9 

Pressure  of  the  gas  after  removal  of  carbonic  anhydride           .  184:-8 

Pressure  of  original  gas         .         ....         .         .         .  223'6 

„           gas  after  removal  of  carbonic  anhydride        .         .  184'8 

Tension  of  carbonic  anhydride       ......  38  8 

After  absorption  of  the  oxygfen  by  potassium  pyrogallate — ■ 

Height  of  mercury  in  barometer  tube    .         .         .         .         .  885"4 

„         ,,             corresponding  to  Division  No.  1    .         .  756'9 

Pressure  of  nitrogen     ........  128'5 

Pressure  of  oxygen  and  nitrogen            .         .         .         .         .  184'8 

„           nitrogen     .         .         .         .         .         .         .         .  128'5 

„           oxygen      ........  56'3 

These  measurements,  therefore,  give  us  the  following  numbers  :: — 


m.m. 


Pressure  of  nitrogen     .         .         .         .         .         .         .         .  128'5 

„           oxygen       ........  56"3 

„           carbonic  anhydride      ......  38"8 

„           origiiial  gas         .......  223*6 

If  the  percentage  composition  of  the  gas  is  reijuired,  it  is  readily 
obtained  by  a  simple  proportion,  the  temperature  h&,ving  remained 
constant  during  the  experiment : — 

m.m.  m.m.  m.m. 

223-6  :  128-5  :  :  100  ;  57-469  per  cent.  IST 
223-6  :  56-3  :  :  100  :  25-179  per  cent.  0 
223-6     :       38-8     :  :     100     :     17-352  per  cent.  COj 

100-000     ' 

If,  however,  it  is  necessary  to  calculate  the  number  of  cubic  centi- 
meters of  the  gases  at  0°  and  760  m.m.,  it  is  done  by  the  following 
formulae : — 

8-6892  X  128-5 
760  x[l  + (0-003665x15-4)]  =  ^'^^^^  ''•'=•  °^  nitrogen. 

8-6892  X  56-3 
760  X  [1  +  (0-0036^5  x  15-4)]^^"^°^^  "■''■  °^  °^yg«^ 

8-6852  X  38-8  „  ^,„„  ^      , 

760  X  [1  +  (0-003665  x  15-4)]  =  ^'^^^^  °-''-  °*  carbonic  anhydride. 

8-6892  X  223-6 

760  X  [1  +  (0-003665  x  15-4)]'=  ^'^^^^  '=•*'•  °*  *^^  ""S^'^^^  g^«- 

If  many  of  the  calculations  are  to  be  done,  they  ma,y  be  very  much 
simplified  by  constructing  a  table  containing  the  logarithms  of  the 
quotients  obtained  by  dividing  the  contents  of  each  division  pf  the 
tube  by  760  x  (1+0-003665;;).  The  following  is  a  very  short  extract 
from  such  a  table  : — 
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T° 

DiTision  No.  1. 
8-6892 

Division  No.  2. 
18-1621 

^"^•760x(H-5t). 

-L<^d-760X(l+8t)- 

15-0 

2-03492 

2-35511 

•1 

2-03477 

2-35496 

•2 

2-03462 

2-35481 

•3 

2-03447 

2-35466 

•4 

2-03432 

2-34451 

By  adding  the  logarithms  of  the  tensions  of  the  gases  to  those  in 
the  above  table,  the  logarithms  of  the  quantities  of  gases  are  obtained ; 
thus : — 

Log.   corresponding  to  Division  No.  1, 
and  15-4°  ..... 

Log.  128-5,=  pressure  of  nitrogen 
Log.  of  quantity  of  nitrogen 

Volume  of  nitrogen  at  0°  and  760  m.m. 


2-03432 

2-10890 

0-14322  =  log.  1-3906 

1-3906  C.C. 


Log.  56-3  =  pressure  of  oxygen 

Log.  of  quantity  of  oxygen    . 

Volume  of  oxygen  at  0°  and  760  m.m. 

Log.  38-8  =  pressure  of  carbonic  anhy- 
drid-e         ...... 

Log.  of  quantity  of  carbonic  anhydride  . 
Volume  of  carbonic  anhydride  at  0° 
and  760  m.m.         .         . 

Log.  223-6=:pressure  of  original  gas 
Log.  of  quantity  of  original  gas 

Volume   of   original   gas    at    0°    and 

760  ni.m. 
Nitrogen 
Oxygen     . 
Carbonic  anhydride 
Total     . 


2;03432 
1-75051 

r-78483  =  log.  0-6093 
0-6093  C.C. 


2-03432 

r-58883 

r-62315  =  log.  0-4199 

0-4199  c.c. 

2-03432 

2-34947 


0-38379: 


log.  2-4198 


1-3906 
0-6093 
04199 


2-4198 


2-4198  C.C. 
or     1-391  C.c. 
or     0  609  C.C. 
or     0-420  C.c. 
or 


2-420  c.c. 


The  folio-wing  example  of  an  analysis  of  coal  gas  -will  sho-w  the 
mode  of  working  with  this  apparatus,  and  the  various  operations  to  be 
performed  in  order  to  determine  the  carbonic  anhydride,  oxygen, 
hydrocarbons,  absorbed  by  Nordhausen  sulphuric  acid,  hydrogen, 
marsh  gas,  carbonic  oxide,  and  nitrogen. 

The  measuring  tube  and  laboratory  tube  were  first  filled  with 
mercury,  some  of  the  gas  introduced  into  the  laboratory  tube,  and 
passed  into  the  apparatus. 
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The  gas  was  measured  at  the  second  division. 

Height  of  mercury  in  the  barometer  tube         .         .  989  "0 

„  „  „      measuring  tube        .         .  706 '8 

Pressure  of  the  gas  at  16  "6°  282 '2 

Two  or  three  drops  of  a  solution  of  potassium  hydrate  were  now 
placed  in  the  laboratory  tube,  and  the  gas  passed  from  the  measuring 
tube,  the  mercury  being  allowed  to  drop  through  the  gas  for  ten 
minutes.     On  measuring  again — 

Height  of  mercury  in  barometer     ....     984:'0 

Some  saturated  solution  of  pyrogallic  acid  was  introduced  into  the 
laboratory  tube,  and  the  gas  left  in  contact  with  the  liquid  for  ten 
minutes.     On  measuring — ■ 

Height  of  mercury  in  barometer     ....  983-6 

Height  of  mercury  when  measuring  original  gas       .  989 '0 

,,               ,,          after  absorption  of  COj     .         .  984 '0 

Pressure  of  CO.^ 
,,  „  after  absorption  of  COg     . 

,,  ,,  after  absorption  of  0 

Pressure  of  0  0'4 

The  volume  of  the  gases  being  proportional  to  their  pressures,  it  is 
simple  to  obtain  the  percentages  of  carbonic  anhydride  and  oxygen  in 
the  original  gas. 

Original  gas.  COa 

282-2       :       5-0       :  :       100       :       1-772  per  cent.  GO^ 

Original  gas.  O 

282-2       :       0-4       :  :       100       :       0-142  per  cent.  0 

1-914 

By  subtracting  1-914  from  100,  we  obtain  the  remainder,  98-086, 
consisting  of  the  hydrocarbons  absorbed  by  Nordhausen  sulphuric 
acid,  hydrogen,  carbonic  oxide,  marsh  gas,  and  nitrogen  ;  thus  : — ■ 

Original  gas 100-000 

0  and  CO2 1-914 

CnH^n.  H.  CO.  CH^.  N 98-086 

While  the  gas  remains  in  the  measuring  tube,  the  laboratory  tube 
is  removed,  washed,  dried,  filled  with  mercury,  and  again  attached  to 
the  apparatus.  Much  time  is  saved  by  replacing  the  laboratory  tube 
by  a  second,  which  was  previously  ready.  As  a  minute  quantity  of 
gas  is  lost  in  this  operation,  in  consequence  of  the  amount  between 
the  stop-cocks  being  replaced  by  mercury,  it  is  advisable  to  pass  the 
gas  into  the  laboratory  tube,  then  transfer  it  to  the  eudiometer,  and 
measure  again. 

On   remeasuring,    the    mercury   in    the    barometer 

stood  at 983-3 

The  mercury  in  the  measuring  tube         .         .         .  706-8 

Pressure  of  CnHjn.  H.  CO,  CH^.  N.  "276^ 
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The  gas  is  again  passed  into  the  laboratory  tube,  and  a  coke  ball, 
soaked  in  fuming  sulphuric  acid,  left  in  contact  with  the  gas  for  an 
hour;  the* bullet  is  then  withdrawn,  and  some  potassium  hydrate 
introduced  and  left  in  the  tube  for  ten  minutes,  in  order  to  remove 
the  vapours  of  sulphuric  anhydride,  and  the  sulphurous  and  carbonic 
anhydrides  formed  during  the  action  of  the  Nordhausen  acid  on  the 
gas.     The  gas  is  now  measured  again. 

Height  of  mercury  in  barometer  tube      .         .         .  969'3 
„               ,,                      ,,                before  absorbing 

CnH^n 983-3 

„  „  „  after-         .         .  969'3 


Pressure  of  CnHjU       14'0 
The  percentage  of  these  hydrocarbons  is  thus  found  : — 
Gas  containing  CnHgn.  H.  CO.  CH^.  N. 

CnH^n. 

276-5     :     14-0     :  :     98-086     :     4-966   per  cent.   CnH^n. 

It  now  remains  to  determine  the  hydrogen,  carbonic  oxide,  marsh 
gas,  and  nitrogen  in  a  portion  of  the  residual  gas.  The  laboratory 
tube  is  therefore  removed,  some  of  the  gas  allowed  to  escape,  and 
another  laboratory  tube  adapted  to  the  apparatus.  The  portion  of  gas 
remaining  is  expanded  to  a  lower  ring  (in  this  special  case  to  the  third 
division),  and  the  tension  measured  : — 

Height  of  mercury  in  the  barometer  tube        .         .     642-2 
„  „  measuring  tube        .         .     606-7 

Pressure  of  residue       35-5 

An  excess  of  oxygen  has  now  to  be  added.  For  this  purpose  the 
gas  is  passed  into  the  laboratory  tube,  and  about  five  times  its  volume 
of  oxygen  introduced  from  a  test  tube  or  gas  pipette.  The  necessary 
quantity  of  oxygen  is  conveniently  estimated  by  the  aid  of  rough, 
graduations  on  the  laboratory  tube,  which  are  made  by  introducing 
successive  quantities  of  air  from  a  small  tube  in  the  manner  previously 
described  for  the  calibration  of  the  eudiometers. 

After  the  introduction  of  the  oxygen,  the  mixed  gases  are  passed 
into  the  eudiometer  and  measured. 

Height    of    mercury     in     the     eudiometer     after 

addition  of  0    .         .         .         .         .         .         .     789-5 

The  mixture  has  now  to  be  exploded,  and  when  the  pressure  is 
considerable,  it  is  advisable  to  expand  the  gas  so  as  to  moderate  the 
violence  of  the  explosion.  When  sufficiently  dilated,  the  stop-cock  at 
the  bottom  of  the  eudiometer  is  closed,  the  level  of  the  water  lowered 
beneath  the  platinum  wires  by  depressing  the  syphon,  and  the  spark 
passed.  The  explosion  should  be  so  powerful  that  it  should  be 
audible,  and  the  flash  visible  in  not  too  bright  daylight. 

The  stop-cock  at  the  bottom  of  the  eudiometer  is  now  opened,  and 
the  gas  measured. 

Height  of  mercury  in  barometer  after  explosion       .     732-5 
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The  difference  between  this  reading  and  the  previous  one  gives  the 
contraction  produced  by  the  explosion  : 

Height  of  mercury  in  barometer  before  explosion     ,     789'5 
„  „  „         after  „  732'5 

Contraction  =  C       57  0 

It  is  new  necessary  to  estimate  the  amount  of  carbonic  anhydride 
formed.  This  is  done  by  absorbing  with  potassium  hydrate  as  before 
described. 

Height    of     mercury    in     barometer     tube     after 

absorbing  COj 715-8 

This  number  deducted  from  the  last  reading  gives  the  carbonic 
anhydride. 

Height  of  mercury  in  barometer  after  exploding       .     732 '5 

„  „  „        after  absorbing  COj     715'8 

Carbonic  anhydride  =  D       16-7 

It  now  remains  to  determine  the  quantity  of  oxygen  which  was  not 
consumed  in  the  explosion,  and  which  excess  now  exists  mingled  with 
the  nitrogen.  For  this  purpose,  a  volume  of  hydrogen  about  three 
times  as  great  as  that  of  the  residual  gas  is  added,  in  the  same  way  as 
the  oxygen  was  previously  introduced,  and  the  pressure  of  the 
mixture  determined. 

Height  of  mercury  in  barometer  after  adding  H     .     1031 -3 

This  mixture  is  exploded  and  another  reading  taken. 

Height   of   mercury    in   barometer  after  exploding 

withH 706-7 

This  number  subtracted  from  the  former,  and  the  difference  divided, 
by  3,  gives  the  excess  of  oxygen. 

Height  of  mercury  in  baromeber  before  exploding 

withH 1031-3 

Height  of  mercury  in   barometer   after  exploding 

withH      .         .' 706-7 

3)    324-6 
Excess  of  oxygen     108-2 

In  order  to  obtain  the  quantity  of  nitrogen  in  the  gas  analyzed, 
this  number  has  to  be  deducted  from  the  volume  of  gas  remainiug, 
after  the  explosion  with  oxygen  and  the  removal  of  the  carbonic; 
anhydride. 

Height  of   mercury  in   barometer   after   absorbing 

CO2 715-8 

„                   „         in  eudiometer  at  division  No.  3  606-7 

Nitrogen  and  excess  of  oxygen        ....  109  1 

Excess  of  oxygen  .......  108-2 

Nitrogen  F9 
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After  absorption   of   COj. 

Gas  Dry. 


Height  of  mercury  in  trough         .              = 
Height   of   mercury    in   absorption  eudio- 
meter  .              .              .       ■                    = 

173-0  in.m. 
70-3  m.m. 

Column  of  mercury  in  tube  , 

=  6  = 

=  102-7  m.m. 

Height  of  mercury  in  eudiometer 
Correction  for  error  of  meniscixs    . 

= 

70-3  m.m. 

0-8  m.m. 

71-1  m.m. 

Volume   in   table   corresponding   to 

71-1 

'    m.m.                  .             . 

=  V^ 

77-4 

Temperature 
Barometer    '    ,-  • 

=  B  = 

14-r 

733-5  m.m. 

■Corrected  volume  of  air 

=  46-425 

■" 

Air -|-C02  =  65-754 

Air            =46-425 

,  ;:_  002  =  19-329 

:  22-396. 

65-754..:,.,19-329  :  :  100 

"i .  I.  ir. 

Percentage  of  COg  in  mixture  of  air  and  gas  29-335     25-396  - 

If  .either  sulphurous  ;  anhydride  or  sulphuretted  hydrogen  occurs 
together  with  carbonic  anhydride,  one  or  two  modes  of  operation  may 
be  fpllowed.  Sulphuretted  hydrogen  and  sulphurous  anhydride  are 
absorbed  by  manganic  peroxide  and  by  ferric  oxide,  which  may  be 
formed;  "into  buUets  in  the  following  manner.  The  oxides  are  made 
into  a  paste  with  water,  and  introduced  into  a  buUet  mould,  the 
interior  of  which  has  been  oiled,  and  containing  the  coiled  end  of  a 
piece.of  platinum  wire ;  the  mould  is  then  placed  on  a  sand  bath  till 
the  ball  is  dry.  The  oxides  will  now  be  left  in  a  porous  condition, 
which  would  be  inadmissible  for  the  purpose  to  which  they  are  to  be 
applied;  the  balls  are  therefore  moistened  several  times  with  a  sirupy 
-soluljoiif  of  phosphoric  acid,  care  being  taken  that  they  do  not  become 
too  soft,  so  as  to  render  it  difficult  to  introduce  them  into  the  eudio- 
:  meter.  After  the  sulphuretted  hydrogen  or  sulphurous  anhydride  has 
been  removed,  the  gas  should  be  dried  by  means  of  calcium  chloride. 
The  carbonic  anhyiiride  can  now  be  determined  by  means  of  the 
bullet  of  potassium  hydrate. 

The  second  method  is  to  absorb  the  two  gases  by  means  of  a  ball  of 
potassium  hydrate  containing  water,  but  not  moistened  on  the  exterior, 
then  to  dissolve  the  bullet  in  dilute  acetic  acid  which  has  been 
previously  boiled  and  allowed  to  cool  without  access  of  air,  and  to 
rdetermine  the  amount  of  sulphuretted  hydrogen  or  sulphurous 
anhydride,  by  meg,ns  of  a  standard  solution  of  iodine.  This  process  is 
especially  applicable  when  rather  small  quantities  of  sulphuretted 
hydrogen  have  to  be  estimated. 
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Group  C.  This  group  contains  the  gasea  not  absorbed  by 
Potassium  Hydrate  or  Sodium  Phosphate,  and  consists 
of  Oxygen,  Nitric  Oxide,  Carbonic  Oxide,  Hydrocarbons 
of  the  formulae  CnHsnCCnHjn  + 1  )2,  and  CnHsU  +  s,  except 
Marsh  gas. 

§  105.  Oxygen  was  formerly  determined  by  means  of  a  ball  of 
phosphorus,  but  it  is  difficult  subsequently  to  free  the  gas  from  the 
phosphorous  acid  produced,  and  which  exerts  some  tension,  andso  vitiates 
the  results ;  besides  which,  the  presence  of  some  gases  interferes  with 
the  absorption  of  oxygen  by  phosphorus ;  and  if  any  potassium  hydrate 
remains  on  the  side  of  the  tube,  from  the  previous  absorption  of 
carbonic  anhydride,  there  is  a  possibility  of  the  formation  of 
phosphoretted  hydrogen,  which  would,  of  course,  vitiate  the  analysis. 
A  more  convenient  reagent  is  a  freshly  prepared  alkaline  solution  of 
potassium  pyrogallate  introduced  into  the  gas  in  a  bullet  of  papier- 
mach^.  The  balls  of  papier-mach6  are  made  by  maceratiag  filter- 
paper  in  water,  and  forcing  as  much  of  it  as  possible  into  a  bullet 
mould  into  which  the  end  of  a  piece  of  platinum  wire  has  been  intro- 
duced. In  order  to  keep  the  mould  from  opening  while  it  is  being 
filled,  it  is  well  to  tie  the  ha]idles  together  with  a  piece  of  string  or 
wire,  and  when  charged  it  is  placed  on  a  sand  bath.  After  the  mass 
is  dry  the  mould  may  be  opened,  when  a  large  absorbent  bullet  will 
have  been  produced.  The  absorption  of  oxygen  by  the  alkaline 
pyrogallate  is  not  very  rapid,  and  it  may  be  necessary  to  remove  the 
ball  once  or  twice  during  the  operation,  and  to  charge  it  freshly. 

Nitric  oxide  cannot  be  readily  absorbed  in  an  ordinary  absorption 
tube  ;  it  may,  however,  be  converted  into  nitrous  anhydride  and  nitric 
peroxide  by  addition  of  excess  of  oxygen,  absorbing  the  oxygen  com 
pounds  with  potassium  hydrate,  and  the  excess  of  oxygen  by  potas 
slum  pyrogallate.  The  diminution  of  the  volume  will  give  the  quantity 
of  nitric  oxide.  This  process  is  quite  successful  when  the  nitric  oxide 
is  mixed  with  olefiant  gas  and  ethylic  hydride,  but  it  is  possible  that 
other  hydrocarbons  might  be  acted  on  by  the  nitrous  cbnipounds. 

Carbonic  oxide  may  be  absorbed  by  two  reagents.  If  carbonic 
anhydride  and  oxygen  be  present  they  must  be  absorbed  in  the  usual 
manner,  and  afterwards  a  papier-mach(5  ball  saturated  with  a  con- 
centrated solution  of  cuprous  chloride  in  dilute  hydrochloric  acid 
introduced.  A  ball  of  caustic  potash  is  subsequently  employed  to 
remove  the  hydrochloric  acid  given  off  by  the  previous  reagent,  and  to 
dry  the  gas.  Carbonic  oxide  may  also  be  absorbed  by  introducing  a 
ball  of  potassium  hydrate,  placing  the  absorption  tube  in  a  beaker  of 
mercury  and  heating  the  whole  in  a  water  bath  to  100°  for  60  hours. 
The  carbonic  oxide  is  thus  converted  into  potassium  formate  and 
entirely  absorbed. 

Olefiant  Gas  and  other  Hydrocarbons  of  the  formula 
CnHgn  are  absorbed  by  Nordhausen  sulphuric  acid,  to  which  an 
additional  quantity  of  sulphuric  anhydride  has  been  added.  Such  an 
acid  may  be  obtained  by  heating  some  Nordhausen  acid  in  a  retort 
connected  with  a  receiver  containing  a  small  quantity  of  the  same 
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acid.  This  liquid  is  introduced  into  the  gas  by  means  of  a  dry  coke 
bullet.  These  bullets  are  made  by  filling  the  mould,  into  which  the 
usual  platinum  -wTre  has  been  placed,  with  a  mixture  of  equal  weights 
of  finely  powdered  coke  and  bituminous  coal.  The  mould  is  then 
heated  as  rapidly  as  possible  to>  a  bright  red.  heat,  and  opened  after 
cooling ;  a  hard  porous  ball  will  have  been  produced,  which  may  be 
employed  for  many  different  reagents.  It  is  sometimes  difiicult  to 
obtain  the  proper  mixture  of  coal  and  coke,  but  when  once  prepared, 
the  bullets  may  be  made  with  the  greatest  ease  and  rapidity.  The 
defiant  gas  will  be  absorbed  by  the  sulphuric  acid  in  about  an  hour, 
though  they  may  be  left  in  contact  for  about  two  hours  with 
advantage.  If,  on  removing  the  bullet,  it  still  fumes  strongly  in  the 
air,  it  may  be  assumed  that  the  absorption  is  complete.  The  gas  now 
contains  sulphurous,  sulphuric,  and  perhaps  carbonic  anhydrides ; 
these  may  be  removed  by  a  manganic  peroxide  ball,  followed  by  one 
of  potassium  hydrate,  or  the  former  may  be  omitted,  the  caustic 
potash  alone  being  used.  The  various  members  of  the  CnHjU  group 
cannot  be  separated  directly,  but  by  the  indirect  method  of  analysis 
their  relative  quantities  in  a  mixture  may  be  determined. 

The  hydrocarbons  (CnHjn  +  j)2  and  CnHjU  +  j  may  be  absorbed  by 
absolute  alcohol,  some  of  which  is  introduced  into  the  absorption  tube, 
and  agitated  for  a  short  time  with  the  gas.  Correction  has  then  to  be 
made  for  the  weight  of  the  column  of  alcohol  on  the  surface  of  the 
mercury,  and  for  the  tension  of  the  alcohol  vapour.  This  method 
only  gives  approximate  results,  and  can  only  be  employed  in  the 
presence  of  gases  very  slightly  soluble  in  alcohol. 

The  time  required  in  the  difierent  processes  of  absorption  just 
described  is  considerable;  perhaps  it  might  be  shortened  by  surround- 
ing the  absorption  eudiometer  with  a  wider  tube,  similar  to  the 
external  tube  of  aLiebig's  condenser,  and  through  which  a  current 
of  water  is  maintained.  By  means  of  a  thermometer  in  the  space 
between  the  tubes  the  temperature  of  the  gas  would  be  known,  and 
the  readings  might  be  taken  two  or  three  minutes  after  the  withdrawal 
of  the  reagents.  Besides  this  advantage,  the  great  precaution 
necessary  for  maintaining  a  constant  temperature  in  the  room  might 
be  dispensed  with.  A  few  experiments  made  some  years  ago  in  this 
direction  gave  satisfactory  results. 

IHDIBECT    DETEEMINATIONS. 

§  106.  Gases  which  are  not  absorbed  by  any  reagents  that  are 
applicable  in  eudiometers  over  mercury,  must  be  determined  in  an 
indirect  manner,  by  exploding  them  with  other  gases,  and  noting 
either  the  change  of  volume  or  the  quantity  of  their  products  of 
decomposition ;  or  lastly,  as  is  most  frequently  the  case,  by  a  com- 
bination of  these  two  methods.  Thus,  for  example,  oxygen  may  be 
determined  by  exploding  with  excess  of  hydrogen,  and  observing  the 
contraction ;  hydrogen  may  be  estimated  by  exploding  with  excess  of 
oxygen,  and  measuring  the  contraction ;  and*  marsh  gas  by  exploding 
with  oxygen,  measuring  the  contraction,  and  also  the  quantity  of 
carbonic  anhydride  generated. 

M   M    2 
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The  operation  is  conducted  in  the  following  manner  : — ^The  long 
eudiometer  furnished  with  explosive  wires  is  filled  with  mercury, 
(after  a  drop  of  water  has  been  placed  at  the  top  of  the  tube  by 
means  of  an  iron  wire,  as  before  described),  and  some  of  the  gas  to 
be  analyzed  is  introduced  from  the  absorption  eudiometer.  This  gas 
is  then  measured  with  the  usual  precautions,  and  an  excess  of  oxygen 
or  hydrogen  (as  the  case  may  be)  introduced.  These  gases  may  be 
passed  into  the  eudiometer  directly  from  the  apparatus  in  which  they 
are  prepared ;  or  they  may  be  previously  collected  in  lipped  tubes  of 
the  form  of  absorption  tubes,  so  as  to  be  always  ready  for  use. 

For  the  preparation  of  the  oxygen  a  bulb  is  used,  which  is  blown  at 
the  closed  end  of  a  piece  of  combustion  tube.  The  bulb  is  about  half 
filled  with  dry  powdered  potassium  chlorate,  the  neck  drawn  out,  and 
bent  to  form  a  delivery  tube.  The  chlorate  is  fused,  and  the  gas 
allowed  to  escape  for  some  time  to  ensure  the  expulsion  of  the 
atmospheric  air ;  the  end  of  the  delivery  tube  is  then  brought  under 
the  orifice  of  the  eudiometer,  and  the  necessary  quantity  of  gas 
admitted.  When  it  is  desired  to  prepare  the  oxygen  beforehand,  it 
may  be  collected  directly  from  the  bulb ;  or,  another  method  to  obtain 
the'  gas  free  from  air  may  be  adopted  by  those  who  are  provided  with 
the  necessary  appliances.  This  is,  to  connect  a  bulb  containing 
potassium  chlorate  with  a  Sprengel's  mercurial  air-pump,  and,  after 
heating  the  chlorate  to  fusion,  to  produce  a  vacuum  in  the  apparatus. 
The  chlorate  may  be  again  heated  until  oxygen  begins  to  pass  through 
the  mercury  at  the  end  of  the 
Sprengel,  the  heat  then  with- 
drawn, and  a  vacvmm  again 
obtained.  The  chlorate  is  once 
more  heated,  and  the  oxygen 
collected  at  the  bottom  of  the 
Sprengel.  Of  course  the 
usual  precautions  for  obtaining 
an  air-tight  joint  between  the 
bulk  and  the  Sprengel  must 
be  taken,  such  as  surrounding 
the  caoutchouc  connector  with 
a  tube  filled  with  mercury. 

The  hydrogen  for  these 
experiments  must  be  prepared 
by  electrolysis,  since  that  from 
other  sources  is  liable  to  con- 
tamination with  impurities 
which  would  vitiate  the 
analysis.  The  apparatus  em- 
ployed by  Bunsen  for  this 
purpose  (fig.  95)  consists  of 
a  glass  tube,  closed  at  the 
lower  end,  and  with  a  funnel  '       Pig.  95. 

at  the  other,  into  which  a  de- 
livery   tube    is    ground,    the  funnel   acting   as   a   water-joint.       A 
platinum  wire  is  sealed  into  the  lower  part  of  the  tube ;  and  near 
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the  npper  end  another  wire,  with  a  platinum  plate  attached,  is  fused 
into  the  glass.  .Some  amalgam  of  zinc  is  placed  into  the  tuhe  so  as  to 
cover  the  lower  platinum  wire,  and  the  apparatus  filled  nearly 
to  the  neck '  with  water,  acidulated  with  sulphuric  acid.  On  con- 
necting the  platinum  wires  with  a  ~  battery  of  two  or  three 
cells,  the  upper  wire  being  made  the  negative  electrode,  pure  hydrogen 
is  evolved  from  the  platinum  plate,  aiid,  after  the  expulsion  of  the  air,, 
may  be  at  once  passed  into  ;the  eudiometer,  or,  if  -preferred,  collected 
in  .tubes  for  future'  use.  Unfortunately,  in  this  form  of  apparatus, 
the  zinc  .amalgam  soon  becomes  covered  with  a  saturated  solution  of 
zinc  sulphate,  which  puts  a  stop  to  the  electrolysis.  In  order  to 
remove  this  layer,,  Bunsen  has  a  tube  fused  into  the  apparatus  at  the 
surface  of  the  amalgam;  this  is  bent  upwards  parallel  to  the  larger 
tube,  and  curved  downwards  just  below  the.  level  of  the  funnel.  The 
end  of  the  tube  is  closed  with  a  caoutchouc  stopper.  '  On  removing 
the  stopper,  and  pouring  fresh  acid  into  the  funnel,  the  saturated 
liquid  is  expelled. 

Another  form  of  apparatus  for  preparing  electrolytic  hydrogen  may 
readily  be  constructed.  A:  six-ounce  wide-mouth  bottle  is  fitted  with, 
a  good  cork,  or  better,  with  a  caoutchouc  stopper.  In  the  stopper, 
four  tubes  are  fitted  (fig.  96).  The  firstis  a  delivery  tube,  providetl 
with  a  U-tube,  containing  broken  glass  and  sulphuric  acid,  to'conduct 
the  hydrogen  to  the  mercurial,  trough.  The  second"  tube  about 
5  centimeters  long,  and  fiUed  with  mercury,  has  fused  into  its  lower 

end  a  piece  of  platinum  wire 
carrying  a  strip  of  foil,  or 
.the  wire  may  be  simply 
flattened.  The  third  tube  passes 
nearly  to  the  bottom  of 
the  bottle,  the  portion  above 
the  cork  is  bent  twice  at  right 
angles,  and  cut  off,  so  that 
the  open  end  is  .  a  .little 
above  the  level  of  the 
shoulder  of  the  bottle ;  a  piece, 
of  caoutchouc  tube,  closed  by 
a  compression  cock,  is  fitted  to 
the  end  of  the  tube.  The 
fourth  tube  is  a  piece  of 
combustion  tube  about'  30 
centimeters  in  length,  and 
which  may  with  advantage  be 
formed  into  a  funnel  at  the 
top.  I  This  tube  reaches  about 
one-tjiird  down  the  bottle,  and 
insid?  it  is  placed  a  narrower 
glass'  tube,  attached  at  its 
:  lower    end    by    a    piece    of 

caoutchouc  connector  to  a  rod  of  amalgamated  zinc.  The  tube  is  filled 
with  mercury  to  enable  the  operator  readily,  to  connect  the  zinc  with 
the  battery;   some  zinc   amalgam   is  placed    at  the  bottom  of  the 
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liottle ;  and  dilute  sulphuric  acid  is  poured  in  through  the  wide 
tube  until  the  bottle  is  nearly  filled  with  liquid.  To  use  the 
apparatus,  the  delivery  tube  is  dipped  into  mercury,  the  wire 
from  the  positive  pole  of  the  battery  placed  into  the  mercury 
in  the  tube  to  which  the  zinc  is  attached,  and  the  negative 
pole  connected  by  means  of  mercury  with  the  platinum  plate. 
The  current,  instead  of  passing  between  the  amalgam  at  the 
bottom  of  the  vessel  and  the  platinum  plate,  as  in  Bunsen's 
apparatus,  travels  from  the  rod  of  amalgamated  zinc  to  the  platinum, 
consequently  the  circuit  continues  to  pass  until  nearly  the  whole  of 
the  liquid  in  the  bottle  has  become  saturated  with  zinc  sulphate.  As 
soon  as  the  hydrogen  is  evolved,  of  course  a  column  of  acid  is  raised 
in  the  funnel  until  the  pressure  is  sufficient  to  force  the  gas  through 
the  mercury  in  which  the  delivery  tube  is  placed.  Care  must  be  taken 
that  the  quantity  of  acid  in  the  bottle  is  sufficient  to  prevent  escape 
of  gas  through  the  funnel  tube,  and  also  that  the  delivery  tube  does 
not  pass  too  deeply  into  the  mercury  so  as  to  cause  the  overflow  of 
the  acid.  When  the  acid  is  exhausted,  the  compression  cock  on  the 
bent  tube  is  opened  and  fresh  acid  poured  into  the  funnel ;  the  dense 
zinc  sulphate  solution  is  thus  replaced  by  the  lighter  liquid,  and  the 
apparatus  is  again  ready  for  use. 

A  very  convenient  apparatus  for  transferring  oxygen  and  hydrogen  into 
eudiometers  is  a  gas  pipette,  figured  and  described  (fig.  67,  page  440). 

It  is  necessary  in  all  cases  to  add  an  excess  of  the  oxygen  or 
hydrogen  before  exploding,  and  it  is  well  to  be  able  to  measure 
approximately  the  amount  added  without  going  through  the  whole 
of  the  calculations.  This  may  be  conveniently  done  by  mp-king 
a  rough  calibration  of  the  eudiometer  in  the  following  manner : — 
The  tube  is  filled  with  mercury,  a  volume  of  air  introduced  into  it 
from  a  small  tube,  and  the  amount  of  the  depression  of  the  mercury 
noted ;  a  second  volume  is  now  passed  up,  a  further  depression  will 
be  produced,  but  less  in  extent  than  the  previous  one,  in  consequence 
of  the  shorter  column  of  mercury  in  the  tube.  This  is  repeated 
until  the  eudiometer  is  filled,  and  by  means  of  a  table  constructed 
from  these  observations,  but  without  taking  any  notice  of  the 
variations  of  thermometer  or  barometer,  the  operator  can  introduce 
the  requisite-quantity  of  gas.  It  may  be  convenient  to  make  this 
calibration  when  the  eudiometer  is  inclined  in  the  support,  and  also 
when  placed  perpendicularly,  so  that  the  gas  may  be  introduced  when  the 
tube  is  in  either  position.    A  table  like  the  following  is  thus  obtained : — r 


Measures. 
1 

2 
3 

4 
5 
6 

7 
&c. 


Divisions. 

Tube 
Inclined. 

27 

Tube 
Perpendicular 
45 

45 

69 

61 

87 

75 

102 

88 

116 

100 

128 

109 

138 

&c.    •• 

&c. 
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•  In  explosions  of  hydrocarbons  with  oxygen,  it  is  necessary  to 
have  a  considerable  excess  of  the  latter  gas  in  order  to  moderate 
the  violence  of  the  explosion.  The  same  object  may  be  attained  by 
diluting  the  gas  with  atmospheric  air,  but  it  is  found  that  sufficient 
oxygen  serves  equally  well.  If  the  gas  contains  nitrogen,  it  is 
necessary  subsequently  to  explode  the  residual  gas  with  hydrogen; 
and  if  oxygen  only  has  been  used  for  diluting  the  gas,  a  very  large 
quantity  of  hydrogen  must  be  added,  which  may  augment  the  volume 
in  the  eudiometer  to  an  inconvenient  extent.  When  atmospheric 
air  has  been  employed,  this  inconvenience  is  avoided.  After  the 
introduction  of  the  oxygen,  the  eudiometer  is  restored  to  its 
vertical  position,  allowed  to  stand  for  an  hour,  and  the  volume 
read  off. 

The  determination  of  the  quantity  of  oxygen  which  must  be  added 
to  combustible  gases  so  as  to  prevent  the  explosion  from  being  too 
violent,  and  at  the  same  time  to  ensure  complete  combustion,  has  been 
made  the  subject  of  experiment.  "When  the  gases  before  explosion 
are  under  a  pressure  equal  to  about  half  that  of  the  atmosphere,  the 
following  proportions  of  the  gases  must  be  employed  : — 


Hydrogen  .... 
Carbonic  oxide   . 

Volume  of 

Combustible  Gas. 

1 

1 

Volume  of 
Oxygen. 

1-5 
1-5 

Marsh  gas 

Gases    containing   two   atoms 
carbon   in   the  molecule. 

of 

as 

1 

5 

Methyl,  CjHs      . 
Gases  containing  three  atoms 

of 

1 

10 

carbon   in   the  molecule, 
Propylic  hydride,  CgHg 
Gases   containing   four  atoms 

as 
of 

1 

18 

carbon   in   the  molecule. 
Ethyl,  G.Hio       . 

as 

1 

25 

In  cases  of   mixtures  of   two  or  more  combustible  gases 
proportionate  quantities  of  oxygen  must  be  introduced. 

At  the  time  of  the  explosion,  it  is  necessary  that  the 
eudiometer  should  be  carefully  closed  to  prevent  the  loss  of  Eig.  97.. 
gas  by  the  sudden  expansion.  For  this  purpose  a  thick 
plate  of  caoutchouc,  three  or  four  centimeters  wide,  is  cemented  on 
a  piece  of  cork  by  means  of  marine  glue,  or  some  similar  substance, 
^nd  the  lower  surface  of  the  cork  cut  so  as  to  lie  firmly  at  the 
bottom  of  the  mercurial  trough  (fig.  98),  It  is,  however,  prefer- 
able to  have  the  caoutchouc  firmly,  fixed  in  the  trough.  As  the 
^nercury  does  not  adhere  to  the  caoutchouc,  there  is  some  risk  of 
Siii  entering  the  eudiometer  after  the  explosion;  this  is  obviated 
by  rubbing  the  plate  with  some  solution  of  corrosive  sublimate 
before  introducing  it  into  the  mercury,  which  causes  the  metal  to 
wet  the  caoutchouc  and  removes  all  air  from  its  surface.  When 
the  caoutchouc  is  not  fixed  in  the   trough,  the  treatment  with  the 
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corrosive  sublimate  has  to  be  repeated  before  every '  eipeiiment, 
and  this  soils  the.  surface  of  the  mercury  to  an  inconvenient  extent. 
The  cushion  is  next  depressed  to -the  bottom  of  the  trough,  and  the 
eudiometer  placed  on  it  and  firmly  held  down  (fig.  98).  If  this  is 
done  with  the  hands,  the  tube  must  be  held  by  that  portion  containing 
the  mercury,  for  it  is  found  that  when  eudiometers"  burst  (which, 
however,  only  happens  when  some  precaution .  ha&  been  neglected), 
they  invariably  give  way  just  at .  the  level  of  the  mercury  with- 
in the  tube,  and  serious  accidents  might 
occur  if  the  hands  were  at  this  point.' 
The  cause  of  the  fracture  at  this  point  is 
the  following .: — Though  the  gas '  is  at  a 
pressure  below  that  of  the  atmosphere 
before  the  explosion, .  yet  at  the  instant  of 
the  passage  of  the  spark,  the  expansion  of 
the  gas  at  the  ;top  of  the  tube  condenses 
the  layer  just  below  it ;  this  on  exploding 
increases  the  density  of  the  gas  further 
down  the  tube,,  and,  by  the  time  the 
ignition  is  communicated  to  the  lowest 
quantity  of  gas,  it  may  be  at  a-  pressure  far 
above  that  of  the  atmosphere.  It  may- 
be thought'  that  the  explosion  is  'so- 
instantaneous  that  this  explanation  is 
merely  theoretical  ;  but  on  exploding  a 
long  column  of  gas,  the  time  required 
for  the  complete  ignition  is  quite-  per- 
ceptible, and  sometimes  the  flash  may  be 
observed  to  be  more  brilliant  at  the  surface;  ' 
of  the  mercury.  Some  experimenters 
prefer  to  fix  the  eudiometer  by  means  of 
an  arm  from  a  vertical  stand,  the  arm 
being  hollowed  out  on  the  imder  side,  and 
the  cavity  lined  with  cork.  -"'^-".- 

If  a  large  quantity  of  incombustible 
gas  is  present,  the  inflammability  of  the 
mixture  may  be  so'  "much  reduced  that 
either  the  explosion   does  not  take   place  -^'S-  98. 

at  all,  or,  what  may.  be  worse,  only'  a  partial  combustion  ensues. 
To  obviate  this,  some  explosive  mixture  of  oxygen  and  hydrogen, 
obtained  by  the  "electrolysis  of  water,  must  be  introduced. 
The  apparatus  used  by  Bun  sen  for  this  purpose-  is  shown  in 
fig.  .  99.  The  tube  in  which  the  electrolysis  takes  place  is 
surrounded  by  a  cylinder  containing  alcohol,  in  order  to  prevent  the 
heating  of  the  liquid.  A  convenient  apparatus  for  the  preparation  of 
this  gas  is  ma:de  by  blowing  a  bulb  of  about  four  centimeters  in 
diameter  on  the  end  of  a  piece  of  narrow  glass  tube,  sealing  two  pieces 
of  flattened  platinum  wire  into  opposite  sides  of  the  globe,  and  bending 
the  tube  so  as  to  form  a  delivery  tube.  Dilute  sulphuric  acid, 
containing  about  one  volume  of  acid  to  twenty  of  water,  is  introduced 
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into  £he-glo!)e,  either  before  bendiilg-  the  .tube,  by  means  of  a  funnel, 
with  a  fine  long  stem,  or,  after  the  binding,  by  warming  the  apparatus, 
and.  plunging  the  tube  into  the  acid.  Gare  must  be  taken  that  the 
acid  is  dilute,  and  that  the  battery  is  not  too  strong,  in  order  to  avoid 
the  formation  of  ozone,  which  would  attack  the  mercury,  causing  the 
sides  of  the  eudiometer  to  be  soiled,  at  the  same  time  producing  a  gas 
too  rich  in  hydrogen. 

The  spark  necessary  to 
effect'  the  explosion  may 
be  obtained  from  several 
sources.  .  An  ordinary 
electrical  machine  or  electro- 
phorus  may  be  used,  but 
these  are,  liable  to  get  out 
of  order  by  damp. 
Bunsen  uses  a  porcelain 
tube,  which  is  rubbed  with 
a  silk  rubber,  coated  with 
electrical  amalgam  ;  by 
means  of  this  a  small 
Leyden  jar  is  charged. 
A  still  more  convenient 
apparatus  is  an  induction 
coil  large  enough  to  produce 
a  spark  of  half  an  inch  in 
length. 

After  the  explosion,  the 
eudiometer  is  slightly  raised 
from  the  caoutchouc  plate 
to  allow  the  entrance  of 
mercury.  When  no  more 
mercury  rushes  in,  the  tube 
is  removed  from  the 
caoutchouc  plate,  placed  in 
a  perpendicular  position,: 
and  allowed  to  remain  for  at  least  an  hour  before  reading.  After 
measuring  the  contraction,  it  is  generally  necessary  'to'  ^absorb 
the  carbonic  anhydride  formed  by  the  combustion  by  means  of 
a  potash  ball,  in  the  way  previously  described.  In  some  rare 
instances  the  amount  of  water  'produced  in  the  explosion  with 
oxygen  must  be  measured.  If  this  has  to  be  done,  the  eudio- 
meter, the  mercury,  the  original  gas,  and  the  oxygen  must  all  be  care- 
fully dried.  After  the  explosion,  the  eudiometer  is  transferred  to  a 
circular  glass  vessel  containing  mercury,  and  attached  to  an  iron- wire 
support,  by  which  the  entire  arrangement  can  be.  suspended  in  a  glass 
tube  adapted  to  the  top  of  an ,  iron  boiler,  from  which  a  rapid  current 
of  steam  may  be  passed  through  the  glass  tube,  so  as  to  heat  the 
eudiometer  and  mercury  to  an  uniform  temperature  of  100°.  From 
the  measurements  obtained  at  this  temperature  the  amount  of  water 
produced  may  be  cakulated.     If  three  combustible  gases  are  present,- 
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tiie  only  data  required  for  calculation  are,  the  original  voluiiie  of  the 
gas,  the  contraction  on  explosion,  and  the  amount  of  carbonic 
■  anhydride  generated.  When  the  original  gas  contains  nitrogen,  the 
residue  after  explosion  with  excess  of  oxygen  consists  of  a  mixture  of 
oxygen  and  nitrogen.  To  this  an  excess  of  hydrogen  is  added,  and 
the  mixture  exploded;  the  contraction  thus  produced  divided  by 
3  gives  the  amount  of  oxygen  in  the  residual  gas,  and  the  nitrogen  is 
found  by  difference. 

It  is  obvious  that,  by  subtracting  the  quantity  of  residual  oxygen, 
thus  determined  by  explosion  with  hydrogen,  from  the  amount  added, 
in  the  first  instance,  to  the  combustible  gas,  the  volume  of  oxygen 
consumed  in  the  explosion  may  be  obtained.  Some  chemists  prefer 
to  employ  this  number  instead  of  the  contraction  as  one  of  the  data 
for  the  calculation. 

We  must  now  glance  at  the  mode  of  calculation  to  be  employed  for 
obtaining  the  percentage  composition  of  a  gas  from  the  numbers 
arrived  at  by  the  experimental  observations. 

The  following  table  shows  the  relations  existing  between  the 
volume  of  the  more  important  combustible  gases  and  the  products  of 
the  explosion : — 


' 

■H-       • 

*t-l        r^ 

a      . 

4H          <D      ■ 

°5 

.9      8 

0  q-S'a 

Name  of  Gas. 

If 

III 
f»    0 

Contract] 

after 

Ezplosic 

Volume 
Carboni 
Anhydri 
produce 

Hydrogen,  H           ... 

0-5 

1-5 

0 

Carbonic  Oxide,  CO 

0-5 

0-5 

1 

Methylic  Hydride,  CH3H 

2 

2 

1 

Acetylene,  CgHj 

2-5 

1-5 

2 

defiant  Gas,  CjH^ 

3 

2 

2 

Methyl,  CH„  CH, 

3-5 

2-5 

2 

Ethylic  Hydride,  C2H5H 

3-5 

2-5 

2 

Propylene,  C3Hg 

4-5 

2-5 

3 

.    Propylic  Hydride,  C3H7H 

5 

3 

3 

Butylene,  C4Hg 

6 

3 

4 

Ethyl,  C2H5,  C2H5 

6-5 

3-5 

4 

Butylic  Hydride,  C^H^H 

6-5 

3-5 

4 

As  an  example,  we  may  take  a  mixture  of  hydrogen,  carbonic  oxide, 
and  marsh  gas,  which  gases  may  be  designated  by  x,  y,  and  z 
respectively.  The  original  volume  of  gas  may  be  represented  by  A, 
the  contraction  by  C,  and  the  amount  of  carbonic  anhydride  by  D, 

A  wiU  of  course  be  made  up  of  the  three  components,  or 

A  =  x  +  y  +  z. 

C  will  be  composed  as  follows  : — When  a  mixture  of  hydrogen  and 
oxygen  is  exploded,  the  gas  entirely  disappears.  One  volume  of 
hydrogen  combining  with  half  a  volume  of  oxygen,  the  contraction 
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tyill  1)6  1^'  times  the  quantity  of  hydrogen  present,  or  l^x.  In  the 
case  of  carbonic  oxide,  1  volume  of  this  gas  uniting  with  half  its 
volume  of  oxygen  produces  1  volume  of  carbonic  anhydride,  so  the 
contraction  due  to  the  carbonic  oxide  ■will  be  half  its  volume,  or  ^y. 
Lastly,  1  volume  of  marsh  gas  combining  with  2  volumes  of  oxygen 
generates  1  volume  of  carbonic  anhydride,  so  the  contraction  in  this 
case  wiU  be  twice  its  volume,  or  28!.     Thus  we  have — 

Since  carbonic  oxide  on  combustion  forms  its  own  yolume  of 
carbonic  anhydride,  the  amount  produced  by  the  quantity  present  in 
the  mixture  will  be  y.  Marsh  gas  also  generates  its  own  volume  of 
carbonic  anhydride,  so  the  quantity  corresponding  to  the  marsh  gas  in 
the  mixture  will  be  z.     Therefore 

It  now  remains  to  calculate  the  values  of  z,  y,  and  z  from  the 
experimental  numbers  A,  C,  and  D,  which  is  done  by  the  help  of  the 
following  equations : — 

A=.a;+2/  +  3,       C  =  l\x  +  y  +  '2.z.       'D  =  y  +  z. 

To  find  »— 

a;  +  2/  +  «  =  A, 

X  =A-D. 

For  y  we  have —  -  4y  +  4?  =  4D  , 

3a;+   ij  +  iz=z2G, 
~3x+3y         =4D-2C, 

3x =3A-3D, 

3y       "=3A-2C  +  D,or 
3A-2C  +  D 
2/  = Q 


The  value  of  z  is  thus  found — 

D=zy  +  z  ,: 

3A-2C  +  D 

3 
2C-3A  +  2I), 


By  replacing  the.  letters  A,  C,  and  D  by  the  numbers  obtained  by 
experiment,  the  quantities  of  the  three  constituents  in  the  volume  A 
may  easily  be  calculated  by  the  three  formulae — 
a;  =  A-D  =  hydrogen, 

y  =  3A^2C  +  D  ^  carbonic  oxide , 
o 

:^C-g^  +  ^P  =  marshgas, 


»  = 
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The  percentage  composition  is,  of  course,  obtained  .by', the  sijnpje- 
proportions —  '         '.  :  \  > 

A  :  X  ;  :  100  :  per-cent  of  hydrogen , 

A  :  y  :  :  100  :  per-cent.  of  carbonic  oxide,'  - 

A  :  z  :  :  100  ;  per-cent.  of  marsh  gas . 

If  the  gas  had  contained  nitrogen,  it  would  have  beea  determined 
by  exploding  the  residual  gas,  after  the  removal  of  the  carbonic 
anhydride,  with  excess  of  hydrogen.  The  contraction  observed, 
divided  by  3,  would  give  the  volume  of  oxygen  in  the  residue,  and 
this  deducted  from  the  residue,  would  give  the  amount  of  nitrogen. 
If  A  agaiti  represents  the  original  gas,  and  n  the  amount  of  nitrogen 
it  contains,  the  expression  A  —  n  would  have  to  be  substituted  for  A  in 
the  above  equations. 

It  may  be  as  well  to  develop,  the  formula  for  obtaining  the  same 
results  by  observing  the  volume  of  oxygen  consumed  instead  of  the 
contraction.     If  B  represents  the  quantity  of  oxygen,  we  shall  have 

the  values  of  A  and  D  remaining  as,  before,  x  =  A  r-  D.  - 
z  is  thus  found — 

a;  +  y  +  4z  =  3B,, 

x  +  y+   z  =  A, 


32  =  2B,-A,     or 
2B-A 


For  y- 


Bz^y  +  z 
y=i)-z  = 
2B-A 


Thus  we  have- 


D- 


3D-2B  +  A 

y  "3       • 


a;  =  A-D 

3I>-2B-)-A 

y- 3 

.      2B-A 


or 


.  Having  thus  shown  the  mode  of  calculation  of  the  formulae,  it  will 
be  well  to  give  some  examples  of  the  formulae  employed  in  some  of 
the  cases  which  most  frequently  present  themselves  in  gas  analysis. 
In  all  cases — •  '      ■  .  -  -    ,     . 


A  =  original  mixture  , 

C  =  contraction , 

D  =  carbonic  anhydride  produced. 
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;..  ,,;    -'I       1.       Hydrogen  aid' Nitrogen. 

K=a:;  'N  =y. 

Excess   of    oxygen   is   added,  ^and   the   contraction   on   explosion 
■observed : — 

_2C 
•^  —   3  » 

3A-2C 

y  = 5 ,  or  A  -  K. 

■    2.       Carbonic  Oxide  and  Nitrogen. 

CO  —  x;  N  =  y. 

The  gas  is  exploded  with  excess  of   oxygen,  and  the  amount  of 
■carbonic  anhydride  produced  is  estimated j 

a;  =  D, 
2/  =  A-D, 

3.       Hydrogen,  Carbonic  Oxide,  and  Nitrogen. 

H  =  a;-j  CO  =2/;  N  =  z. 

In  this  case  the  ccJntraction  and  the  quantity  of  carbonic  anhydride 
are  measured : — 

2C-D 

3A-2C-2D 

-'~;.^ — ■    . 

4.       Hydrogen,  Marsh  Gas,  and  Nitrogen. 

k^x;  CB.^  =  y;  N  =  z. 

2C  -  4D 

y  =  T>, 

3A-2C  +  D 

■  "  =  - 3 ■ 

5.       Carbonic  Oxide,  Marsh  .Gas,  and"  Nitrogen. 

:CO=:.x;GH^  =  y;  ^  =  z. 
■:4D-2C 

.X     Q  , 

■  2C-D 
2/=^— • 

=  A-D. 
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6.       Hydrogen,  Methyl  (or  Ethylic  Hydride),  and 

Nitrogen. 

K-x;  C2Hg  =  j^;  ]Sr  =  «. 

4C-5D 

D       _ 

3A  -  2C  +  D 
•         z= 3 -.. 

7.       Carbonic  Oxide,  Methyl  (or   Ethylic  Hydride), 
and  Nitrogen. 
CO=a;;  G^-E^^y;  N  =  z. 
_  5D  -  4C 

X    g  j 

2C-D 

3A  -  4D  +  20 

.= 3 -•  ■     ■ 

8,       Hydrogen,  Oarljonic    Oxide,  and  Marsh  Gas. 
H  =  x;  00=2/;  CH^  =  «. 
x  =  A--D, 

3A-2C  +  D 
y  =  - 3—, 

2C-3AH-2D 


3 

9.       H-ydrogen,  Carbonic  Oxide,  and   Ethylic  Hydridfe 
(or  Methyl). 
B.=x;  CO  =  y;  C^Bi,  =  z. 
_  3A  +  2C-^4D 
^—  6 

3A-2C  +  D 

y  = 3 , 

20  -  3A  +  2D 
..=  -^ ■ 

10.       Carbonic  Oxide,  Marsh  Gas,  and  Ethylic  Hydrid 
(or  Methyl). 

00=  a;;  GB.,  =  y;  C^He  =  .. 

_3A-2C  +  D 
X —  3  , 

3A  +  2C-4D 
y  = 3 , 

2  =  D-A. 
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11.       Hydrogen,  Marsh  Gas,  and  Acetylene. 

5A-2C-D 

X  —  2  ) 

2/  =  20  -  3A , 
D  -  20  +  3A 

^=^^ • 

12i       Hydrogen,  Marsh  Gas,  and  Ethylic  Hydride 
(or  Methyl). 

B.  =  x;  0H,  =  2/;  C^'E,  =  z. 

This  mixture  cannot,  be  analyzed  by  indirect  determination,  since 
a  mixture  of  two  volumes  of  hydrogen  with  two  volumes  of  ethylic 
hydride  (or  methyl)  has  the  same  comiposition  as  four  volumes  of 
marsh  gas — 

OjHg  +  Hg  =  2CH4 ; 

and,  consequently,  would  give  rise  to  the  same  products  on  combustion 
with  oxygen  as  pure  marsh  gas — ■ 

O^Hb  +  Ha  +  Og  =  2OO2  +  4OH2 ; 
20H^  +  08  =  2002  +  40H2; 

In  this  case  it  is  necessary  to  estimate  by  direct  determination  the 
ethylic  hydride  (or  methyl)  in  a  separate  portion  of  the  gas  by 
absorption  with  alcohol,  another  quantity  of  the  mixture  being 
exploded  with  oxygen,  and  the  amount  of  carbonic  anhydride  pro- 
duced measured.     If  the  quantity  absorbed  by  alcohol  :=  E,  then 

a;  =  A-D+E, 
2/  =  D-2E, 
z  =  E. 

13.      Hydrogen,  Oarbonic  Oxide,  Propylic  Hydride. 

B.  =  x;  00  =  2/;  €^3^  =  ^^ 

__3A  +  40-5D 

X    Q  , 

3A-20  +  D 
y^ 3 ' 

2C-3A+2D 
z  =  -^-Q 

14.      Carbonic  Oxide,  Marsh  Gas,  and  Propylic  Hydride. 
C0  =  »;  GB.i  =  y;  0^^^  =  !!. 
3A-20  +  D 

X  =  g , 

3A  +  40-5D 

y  = 6 — ' 

D-A 
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15.      Carbonic  Oxide,,  Ethylic  Hydride  (or  Methyl),  and 
Propylic  Hydride. 

3A-2C  +  D 
3A  +  4C-5D 

y  =  ^—3 > 

4D  -  3A  -  2C 
.  = 3 

16.      Marsh  Gas,  Ethylic  Hydride  (or  Methyl),  and 
Propylic  Hydride. 

CH^  =  X ;  CjHg  =  y ;  CjHg  =  z. 

As  a  mixture  of  two  volumes  of  marsh  gas  and  two  of  propylic 
hydride  has  the  same  composition  as  four  of  ethylic  hydride  (or 
methyl) — ■ 

CH^  +  CgHg  =  2C2Hg, 

the  volume  absorbed  by  alcohol,  and  which  consists  of  ethylic  hydride 
(or  methyl)  and  propylic  hydride,  must  be  determined,  and  another 
portion  of  the  gas  exploded,  and  the  contraction  measured.  If  E 
represents  the  volume  absorbed — -  J  r  '. 

a;  =  A-E,  " 

2/  =  4A-2C  +  2E,  . 
z=2C  +  4A-E.     '^    - 

17.      Hydrogen,  Carbonic  Oxide,  and  Ethyl  (or  Butylio 

Hydride). 

H  =  x;  C0=2/;  C,Hio  =  2.       '  .-;\       . 
A  +  2C-2D 

3A-2C  +  D 


3 
2C  +  2D-3A 


''-  12 

18.      Nitrogen,  Hydrogen,  Carbonic  Oxide,  Ethylic 
.    Hydride  (or  Methyl),  and  Butylic  Hydride  (or  Ethyl).' 

N  =  «;  H  =  .o;  CO  =  a;;  C,H,  =  y ;  C,H,„  =  .. 

In  one  portion  of  the  gas  the"  ethylic  hydride  (or  methyl)  and 
the  butylic  hydride  (or  ethyl)  a,re  absorbed  by  alcohol ;  the  amount 
absorbed  ^  E. 

A  second  portion  of  the  original  gas'  is  mixed  with  oxygen  and 
exploded,  the  amount  of  contraction  and  of  carbonic  anhydride  being 
measured. 
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We  have  now  all  the  data  necessary  for  the  calculation  of  the 
composition  of  the  coal  gas.  It  is  first  requisite  to  calculate  the 
proportion  of  the  combustible  gas  present  in  the  coal  gas,  which  is 
done  by  deducting  the  sum  of  the  percentages  of  gas  determined  by 
absorption  frorp.  100. 

Percentage  of  carbonic  anhydride.         .         .         .  1'772 

„  oxygen  ......  0'142 

CnHgn  .         .         .         .      "  .  .  4-966 

CO2.  0.  CnH^n  6-880 

Original  gas 100000 

CO2.  O.  CnHgn 6-880 

H.  CO.  CH^.  N  "  93-120 

The  formulae  for  the  calculation  of  the  analysis  of  a  mixture  of 
hydrogen,  carbonic  oxide,  and  marsh  gas,  are  (see  page  539) — 

Hydrogen  ^  as  =  A  -  D 

n    X.     ■        -A  3A-2C  +  D 

Carbonic  oxide  =  y  =  - 


Marsh  sas  ^  z  = 


3 
2C-3A  +  2D 


3 

A  =35-5 -0-9  =  34-6 
C  =  57-0 
D  =  16-7 
A=    34-6 
D=    16-7 

17  9  =  a;  =  Hydrogen  in  35-5  of  the  gas  exploded 
with  oxygen. 
A=    34-6  C=       57-0 

3  2 


3A  =  103-8  2C=     114-0 

D=    16-7 
3A  +  D  =  120-5 
20  =  114-0 

3)     6-5   =  3A  +  D-2C 

3A  +  D-2C^j^:Y67  =j?  =  Carbonic  oxide  in  355  of  the  gas. 


2D +  20=    147-4 
3A=    103-8 

3)  43-6  ^  2D  +  20  -  3A 
2D  +  2C-3A  ^     14-533-=  s^  =  Marsh  gas  in  35-5  of  the  gas. 

o  o 
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These  numbers  are  readily  transformed  into  percentages,  thus  : — 

46-952  per  cent,  of  Hydrogen. 

5-684  per  cent,  of  Carbonic  oxide. 
38-122  per  cent,  of  Marsh  gas. 

2 '361  per  cent,  of  Nitrogen. 

the    calculations,    the   results   of   which    are   as 


35-5 

17-9       : 

:  93-12  : 

35-5 

2-167  : 

:  93-12  : 

35-5 

14-533  : 

:  93-12  : 

35-5 

0-9       : 

:  93-12  : 

This    completes 
follows ; — • 


Hydrogen 
Marsh  gas 
CnHsU    . 
Carbonic  oxide 
Carbonic  anhydride 
Oxygen  . 
Nitrogen 


46-952 
38-122 
4-966 
5-684 
1-772 
0-142 
2-361 
99-999 


It  is  obvious  that  this  analysis  is  not  quite  complete,  since  it  does 
not  give  any  notion  of  the  composition  of  the  hydrocarbons  absorbed 
by  the  Nordhausen  acid.  To  determine  this,  some  of  the  original 
gas,  after  the  removal  of  carbonic  anhydride  and  oxygen,  is  exploded 
with  oxygen,  and  the  contraction  and  carbonic  anhydride  produced 
are  measured.  The  foregoing  experiments  have  shown  the  effect  due 
to  the  hydrogen,  carbonic  oxide,  and  marsh  gas,  the  excess  obtained 
in  the  last  explosion  being  obviously  caused  by  the  hydrocarbons 
dissolved  by  the  sulphuric  acid,  and  from  these  data  the  composition 
of  the  gas  may  be  calculated. 

It  may  be  remarked  that  analyses  of  this  kind  were  performed 
with  the  apparatus  at  the  rate  of  two  a  day  when  working  for 
seven  hours. 

It  may  be  useful  to  show  how  this  analysis  appears  in  the 
laboratory  note-book ; 

Analysis  of  Goal  Gas. 


989-0- 
706-8 

)  (16-6°) 
-  original 

)     gas 

Aft.  absorb.  CO2 

Aft.  absorb.  0 
Eemeasured 

Aft.  absorb.  CnHjii 

9890              984-0 
984-0               983-6 

282-2. 
984-0 

5-0=COj        0-4=0 

282-2  :  5-0  :  ;  100  :  1-772  CO3 
282-2  :  0-4  :  :  100  :  0142  0 

983-6 
983-3 

1-914 
100-000 

1-914  CO2.  0 

969-3 

98-086  CnH^n.  H.  CO.  CH...  N 
983-3        983-3 
706-8        969-3 

276-5          140  CnHjii 
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642-2  ^ 

606-7  f  Portion  of 

276-5  :  14-0  :  :  98086  :  4-966  CnHaii 

35-5; 

YS9-5    Tfitli  0 

002=1-772 

35-5 =H.  CO.  CH4.  N                    0=0142 

0-9  =  N                                CiiHjN= 4-966 

732-5    Aft.  expl. 

34-6  =  H.  CO.  CH4=A                          6-880 

715-8  Aft.  absorb.  CO^ 

789-5                                732-5 

732-5                               Y15-8 

1031-3    -withH 
706-7    Aft.  expl. 

57-0=oontraction  =  C    16-7=C02  =  D 
1031-3                715-8 

706-7               606-7 

3)324-6                109-l  =  N  +  O 
108-2  =  0         108-2  =  0 

0-9 =N 


H=a^=A-D         =17-9 

3A-2C  +  D 

C0=y= — —^ 2-167 


CH4=«= 


2C-3A  +  2D 


=  14-533 


34-600 


34-6= A 
ld-7=D 


34-6     =A 
3 


16-7     -D 
2 


17-9=a!=H 


103-8     =3A 
16-7     =D 


33-4     =2D 
1140     =2C 


57-0=C 
2 


120-5     =3A  +  D 
114-0     =2C 


147-4     =2C  +  2D 
103-8     =3A 


114-0=2C 


3)     6-5     =3A  +  D-2C         3)43-6     =2D  +  20-3A 


2167=.v=C0 


14-533  =  «  =  CH4 


100000 


6-880  CO.  O.  CnHjn 


35-5  :  17-9      :  :  9312     46952  H 


1-120  H.  CO.CH4.  N 
H 

CH4 
CnHsU 
CO 
COj 
O 
N 


35-5 
35-5 
35-5 


2-167  : 

14-533 

0-9       : 

46-952 

38-122 

4-966 

5-684 

1-772 

0-142 

2-361 

99-999 


:  93-12 
■  93-12 
:  93-12 


5-684  CO 

38-122  CH4 

2-361  N 


It  is  assumed  in  the  above  example,  that  the  temperature  of  the 
"water  in  the  cylinder  remained  constant  throughout  the  period 
occupied  in  performing  the  analysis.  As  this  very  rarely  happens, 
the  temperature  should  be  carefully  read  oif  after  every  measurement 
of  the  gas  and  noted,  in  order  that  due  correction  be  made  for  any 
increase  or  decrease  of  volume  -which  may  result  in  consequence. 

0  0  2 
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THOMAS'S    MODIFIED     GAS     APPARATUS. 

In  the  Chemical  Society's  Jcmrnal  for  May,  1879,  Thomas 
described  an  apparatus  for  gas  analysis  (fig.  102)  which  has  the 
closed  pressure  tube  of  Frankland  and  Ward,  and  is  supplied^with 
mercury  by  means  of  the  flexible  rubber  tube  arrangement  of 
Mc  Leod.  The  manner  in  which  this  apparatus  is  filled  with 
mercury  and  got  into  order  for  working  is  so  similar  to  that  already 
described,  that  no  further  reference  need  be  made  thereto. 

The  eudiometer  is  only  450  m.m.  long  from  shoulder  to  shoulder,, 
and  the  laboratory  tube  and  mercury  trough  are  under  the  command 
of  the  operator  from  the  floor  level.  The  eudiometer  has  divisions 
20  m.m.  apart,  excepting  the  uppermost,  which  is  placed  as  close 
beneath  the  platinum  wires  as  is  convenient  to  obtain  a  reading.  The 
method  explained  in  sequel  of.  exploding  combustible  gases  under 
reduced  pressure,  without  adding  excess  of  gas  to  modify  the  force 
of  the  explosion,  permits  the  shortening  of  the  eudiometer,  as  above, 
and  enables  the  apparatus  to  be  so  erected,  that  a  long  column  of  the 
barometer  tube  shall  stand  above  the  summit  of  the  eudiometer.  By 
means  of  such  an  arrangement  a  volume  of  gas  may  be  measured 
under  nearly  atmospheric  pressure,  and  as  this  pressure  is  equal  to- 
more  than  700  m.m ,  plus  aqueous  tension,  the  sensitiveness  of  the 
apparatus  is  considerably  augmented.  The  barometer  tube  is  1000  m.m. 
in  length,  having  about  700  m.m.  lines  above  Division  2  on  the 
eudiometer.  The  steel  clamp  and  facets  forming  the  connections- 
between  the  eudiometer  and  detachable  laboratory  tube  of  the 
apparatus  previously  described  are  dispensed  with,  as  in  this  form  the 
eudiometer  and  laboratory  vessels  are  united  by  a  continuous  capillary 
tube,  12  m.m.  (outside)  diameter,  and  one .  three-way  glass  tap  ia 
employed  in  lieu  of  the  two  stop-cocks.  The  arrangement  is  simple. 
The  glass  tap  is  hollow  in  the  centre,  and  through  this  hollow  a. 
communication  is  made  with  the  capillary,  by  means  of  which  either 
the  laboratory  tube  or  the  eudiometer  can  be  washed  out.  As  the 
laboratory  vessel  is  not  disconnected  for  the  removal  of  the  reagent 
used  in  an  absorption,  it  is  supported  by  a  clamp,  as  shown  in  the 
drawing ;  and  when  -it  requires  washing  out  the  mercury  trough  is 
turned  aside  in  order  that  an  enema  syringe  may  be  used  for  injecting, 
a  stream  of  water.  A  few  drops  of  water  are  let  fall  into  the  hoUow 
of  the  tap,  and  blown  through  the  capillary  tube  three  times  in 
succession,  so  as  to  get  rid  of  the  absorbent  remaining  in  the  capiUa-ry^ 
then  the  syringe  is  brought  into  play  once  more,  the  excess  of  water 
removed  by  wiping,  and  the  trough  turned  back  into  position.  The 
laboratory  tube  may  be  refilled  with  mercury,  as  described  on 
page  553 ;  but  it  wiU  be  found  much  more  serviceable  if  a  double- 
acting  syringe,  connected  to  a  bulb  apparatus  (to  catch  any  mercury 
that  may  come  over),  and  then  to  the  orifice  of  the  hollow  in  the  tap- 
by  a  ground  perforated  stopper,  be  used,  as  this  will  obviate  the 
destructive  effect  of  heavy  suction  upon  the  gums  and  teeth.  The 
mercury  trough, is  supported  upon  a  guide  which  travels  over  the 
upright  U,  and  is  turned  aside  for  the  purpose  of  washing  out  th& 
laboratory   vessel   in   the  following   manner :— The  spiral  spring  is- 
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■depressed  by  means  of  tHe  tension  jods  until  the  slot  is  brouglit  below 
the  stud  fixed  in  the  upright  U ;  and  the  top  ferrule  holding  the 
guide  rods  being  movable,  the  trough  can  be  turned  round  out  of  the 


Fig.  102. 

■way,  but  is  prevented  from  coming  in  contact  with  the  glass  water- 
cylinder  by  an  arrangement  in  the  top  of  the  guide,  w;hich  comes 
against  the  stud  in  the  upright.     The  height  of  the  trough  car  be 
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accurately  adjusted  by  the  screw  in  the  top  of  the  lever  guide.  When 
the  trough  is  in  position,  the  clamp  holding  the  laboratory  vessel  may 
be  loosed  when  necessary. 

The  eudiometer  and  barometer  tubes  pass  through  an  india-rubber 
cork,  as  in  Mc  Leod's  apparatus,  but  are  not  supported  by  the 
clamp  C,  which  here  simply  bears  the  water-cylinder.  No  glass  stop- 
cocks are  used,  or  glass  work  of  any  kind  employed  in  the  construction 
of  the  lower  portion  of  the  apparatus.  '  The  lower  end  of  the 
eudiometer  has  a  neck  of  the  same  outside  diameter  as  the  barometer 
tube  (9'5  m.m.),  and  both  tubes  are  fixed  into  the  steel  block  X, 
without  rigidity,  by  the  usual  steam  cylinder  gland  arrangement, 
small  india-rubber  rings  being  used  to  form  the  packing.  The  steel 
block  is  fixed  to  the  table  by  a  nut  screwed  upon  the  f-inch  hydraulic 
iron  tube,  which  runs  to  the  bottom  of  the  table.  The  tap  in  the  steel 
block  is  so  devised  that  it  first  cuts  ofi'  connection  with  the  barometer 
tube,  in  order  that  the  .gas  may  be  drawn  over,  from  the  laboratory 
vessel  into  the  eudiometer  without  risking  the  fracture  of  the  upper 
end  of  the  barometer  tube  by  any  sudden  action  of  the  mercury.  This 
precaution  is  necessary,  as  during  the  transferring  of  the  gas  the 
mercury  in  the  barometer  tube  is  on  the  point  of  lowering,  to  leave 
a  vacuous  space  in  the  summit  of  the  tube.  By  moving  the  handle 
a  little  further  on  the  quadrant  a  communication  is  made  with  both 
tubes  and  the  reservoir  for  the  purpose  of  bringing  the  gas  into 
position,  so  as  to  take  a  reading ;  then  the  handle .  is  drawn  a  little 
further  to  cut  off  the  reservoir  supply,  whilst  there  is  a  way  still  left 
between  the  eudiometer  and  barometer  tubes,  and  if  the  handle  be 
drawn  forward  a  little  more,  all  communication  is  cut  off  for  the 
purpose  of  exploding. 

The  windlass  P,  ior  raising  and  lowering  the  mercury  reservoir  L,  is 
placed  beneath  the  table,  in  order  that  it  may  be  under  command 
from  a  position  opposite  the  laboratory  vessel,  and  it  is  furnished  with 
a  spring  ratchet  motion,  so  as  to  be  worked  by  one  hand.  The  water- 
cylinder  should  be  four  inches  in  diameter,  and  the  casing  tube  of  the 
barometer  as  wide  as  practicable,  so  that  the  temperature  of  -  the 
apparatus  may  be  maintained  as  constant  as  possible.  To  attain  an 
accurate  result  it  is  as  essential  to  keep  the  barometer  tube  of  uniform 
temperature  as  the  eudiometer,  since  the  tension  of  aqueous  vapour 
varies  proportionately.  The  stream  of  water  from  the  service  main  is 
run  into  the  casing  tube  at  the  upper  end  of  the  barometer,  and, 
whilst  the  water-cylinder  is  filling,  the  tap  at  the  bottom  is  opened 
slightly,  so  that  water  may  run  out  very  slowly.  When  the  water- 
cylinder  is  full,  the  upright  tube  G  acts  as  a  syphon,  and  sucks  out  the 
excess  of  water  from  the  top  of  the  cylinder,  thus  keeping  up  the 
circulation  at  the  point  where  it  is  most  required.  For  a  further 
detailed  description  of  the  apparatus  see  J.  C.  S.,  May,  1879. 

There  are  only  two  working  taps  upon  this  apparatus — the  three- 
way  glass  tap  between  the  eudiometer  and  laboratory  tube,  and  the 
steel  cap  at  the  lower  ends  of  the  barometer  and  eudiometer.  The 
steel  tap  is  greased  with  a  little  beef-tallow  (made  from  clean  beef- 
suet),  or  with  real  Eussian  tallow;  it  will  last   for  twelve   months 
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without  further  attention.  A  moderately  thick  washer  of  india-rubber, 
placed  between  the  steel  washer  and  the  nut  at  the  end  of  the  steel  tap, 
adds  greatly  to  the  steady  working  of  the  needle  on  the  quadrant. 
Moderately  soft  resin  cerate  is  best  for  the  glass  tap. 

^hen   filling   the   laboratory    vessel    with    mercury,    suction    is 

maintained  until  the  mercury  has  reached  some  height  in  the  hollow 

of   the   three-way   tap.     The    remainder    of    the    hollow    space    is 

replenished  by  pouritig  the  mercury  from  a  small  crucible ;  any  water 

that  may  be  present  is  then  removed,  and  the  small  stopper  inserted. 

When  the  laboratory  vessel  has  to  be  washed  out  after  an  absorption, 

the  gas  is  transferred  to  the  eudiometer  until  the  absorbent  ge^s  within 

a  quarter  of  an  inch  of  the  stop-cock.     The  mechanical  arrangement 

should   be   so   manageable   that   this   nicety  of   adjustment   can  be 

accomplished  with  ease.     Much  depends,   of  course,  upon  the  care 

bestowed  in  cerating  the  tap,  so  that  the  capillary  is  not  carelessly 

blocked   up.     As   soon  as   the   gas  has   passed  over  to  the  extent 

required,  turn  the  three-way  tap  until  the  through-way  is  at  right 

angles  to  the  capillary,  and  the  way  to  the  hollow  of  the  tap  is  in 

communication  with  the  laboratory  vessel,  then  take  out  the  little 

stopper  from  the  hollow,  so  that  the  mercury  shall  flow  out,  and  allow 

the  laboratory  vessel  to  become  emptied  whilst  the  reading  of  the 

volume  of  the  gas  is  being  taken.     The  best  arrangement  for  washing 

out    the    laboratory    tube    is    a    "syphon    enema,"   fig.    103    (Dr. 

Higg  in  son's  principle,  which  may   be   obtained  of  any   druggist), 

adapting  in  the  place  of  the  usual  nozzle  a  bent  glass  tube.     This 

syringe  is  constant  in  its  action,  as  it  fills  itself  when  the  pressure  is 

released,  if  the  tube  at  the  lower  end  is  placed  in  a  vessel  of  water. 

The  laboratory  vessel  can  be  washed  out  and  refilled  in  a  very  little 

time,  as  it  is  already  connected,  and  for  all 

ordinary  absorptions  it  is  sufficient  to  wipe 

the   vessel  out   once  by  passing  up  a  fine 

towel  twisted  on   a   round   stick.      When 

CnHjU  gases  are  to  be  absorbed  by  fuming 

sulphuric  acid,  the  water  should  be  carefully 

blown   out  of  the  capillary  tube  into  the 

laboratory  vessel,  which  must  be  repeatedly 

dried.     A   few   drops    of   strong  sulphuric 

acid  were  at  first  run  into  the  hollow  of  the 

tap  and  then  through  the  capillary  whilst 

the  laboratory  vessel  was  full  6f  mercury,  in 

order  to  remove  any  moisture  remaining,  but 

it  has  since  been  found  unnecessary,  as  the 

drying  can  be  performed  thoroughly  without. 

To  calibrate  the  eudiometer  with  water, 

introduce  the  quantity  required  through  the 

hollow   in   the   stopper,    then   remove  the 

latter,  and  collect  the  water  in  a  light  flask 

from  the  bottom  of  the  tap-socket. 

In  the  same  paper  (/.  C.  S.,  May,  1879), 
Thomas    pointed    out    that    it   was   not 
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essential  to  add  excess  of  either  oxygen  or  hydrogen  for  the 
purpose  of  modifying  the  force ,  of  the  explosion  when  com- 
bustible gases  were  under  analysis,  and  it  is  necessary  to  -take' 
advantage  of  this  when  working  with  so  short  an  eudiometer. 
The  method  is,  however,  applicable  to  all  gas  apparatus  having 
a  -  reasonable  length  of  barometer  column  above  the  eudiometer; 
in  fact,  the  exploding  pressures  were  first  worked  out'  and-' 
employed  in  an  apparatus  on  McLeod's  model.  "When  the 
percentage  of  oxygen  in  a  sample  of  air  bas  to  be  determined  by 
explosion,  only  one-half  its  volume  of  hydrogen  is  required,  and  the 
pressure  need  not  be  reduced  below  400  m.m.  If  much  more  than 
one-half  volume  of  hydrogen  has  been  added  by  accident,  explode 
under  atmospheric  pressure.  "When  the  excess  of  oxygen  used  in  an 
analysis  has  to  be  determined,  add  2-5  times  its  volume  of  hydrogen, 
and  reduce  the  pressure  to  180  m.m.  of  mercury  before  exploding. 
After  adding  the  hydrogen  and  the  reading  has  been  taken,  the  gas  is 
expanded  by  lowering  the  mercurial  reservoir  until  a  column  of 
mercury,  measuring  the  number  of  m.m.'s  in  length  just  referred  to 
and  in  the  following  table,  stands  above  the  meniscus  of  the  mercury 
in  the  eudiometer.  This  column  can  be  read  ofif  quite  near  enough  by 
the  eye,  as  there  is  no  risk  of  breaking  the  apparatus  by  the  force  of 
the  explosion  if  the  pressure  is  20  m.m.  greater  than  that  given; 
but  if  the  gas  under  analysis  is  all  combustible,  it  is  better  to 
explode  at  a  slightly  less  pressure  than  to  exceed  that  recommended.- 


■si 

°„    ^ 

OJ-g     • 

Oi-t^'6 

g  S  £;3  ' 

Name  of  Gas. 

if 

i  S'° 

Pressu 

raixt 

Defo 

ejcploc 

Hydrogen 

1 

200  m.m. 

Carbonic  Oxide 

1 

200  m.m. 

Marsh  Gas 

2-5 

170  m.m. 

Acetylene 

3 

150  m.m. 

Olefiant  Gas 

3-5 

145  m.m. 

Methyl  and  Hydride  of  Ethyl  - 

4 

140  m.m. 

Propyl 

5 

135  m.m. 

Hydride  of  Propyl  - 

5-5 

130  m.m. 

Butyl 

6 

125  m.m. 

Ethyl  and  Hydride  of  Butyl 

7 

120  m.m. 

It  follows,  naturally,  that  the  exploding  pressure  will  depend  upon 
the  proportion  of  combustible  gas  introduced ;  and  experience  alone 
can  enable  one  to  determine  with  any  degree  of  exactness  what  that 
pressure  must  be,  as  no  general  law  can  be  laid  down.  For  instance, 
if  more  than  three  volumes  of  hydrogen  were  added  to  one  of  oxygen, 
the  exploding  pressure  should  exceed  200  m.m. ;  and  if  much  nitrogen 
or  other  gas  were  present  that  did  not  take  a  part  in  the.  reaction,  the 
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pressure  should  be  still  more  increased.  As  a  consequence,  the  same 
experience  is  necessary  when  dealing  witli  explosive  gases  by  the  other 
method,  because  the  addition  of  too  much  inert  gas,  with  a  view  to 
modify  the  force  of  the  explosion,  may  lead  to  imperfect  combustion, 
inasmuch  as  the  cooling  effect  of  the  tube  and  gas  can  reduce  the 
temperature  below  that  required.  In  all  instances,  when  the 
approximate  composition  of  the  gas  is  known,  it  is  not  difficult  to 
determine  the  quantity  of  oxygen  or  hydrogen,  as  the  case  may  be, 
which  is  required  for  explosion,  or  the  pressure  under  which  the  gas 
should  be  exploded.  In  order  to  do  this  systematically,  it  is  always 
well  to  remember  certain  points  observed  during  the  stages  of  the 
analysis.  The  gas  in  the  laboratory  vessel,  before  being  transferred  to 
the  eudiometer,  occupies  a  certain  volume  in  a  position  between  (or 
otherwise)  the  caUbration  divisions.  After  transferring  and  reading 
off,  bear  in  mind  the  number  of  m.m.'s  which  the  volume  represents ; 
and  calculate,  as  the  gas  is  being  re-transferred  to  the  laboratory 
vessel  to  be  mixed  with  that  employed  in  the  explosion,  the  height  at 
which  the  mercury  should  stand  in  the  barometer  tube  when 
measuring  the  mixed  gases,  and  how  much  of  the  laboratory  vessel 
was  occupied'  on  a  previous  occasion  when  a  similar  reading  was 
obtained.  If  this  is  done,  one  can  realize  at  once,  after  reading  off  the 
volume  of  the  mixed  gases,  the  proportion  of  combustible  gas  added, 
and  the  pressure  under  which  the  gas  has  been  measured.  Another 
glance  at  the  volume  which  the  gas  occupies  in  the  eudiometer,  with 
a  comparison  of  the  pressure,  recorded  upon  the  barometer  tube, 
enables  one,  after  a  little  practice,  to  at  once  expand  the  mixture  to 
the  point  at  which  it  wiU  explode  with  satisfactory  results.  It  is  not 
expedient  to  place  too  much  reliance  upon  the  marks  showing  equal 
volumes  upon  the  laboratory  vessel,  especially  when  dealing  with 
small  quantities  of  gas  ;  anda  comparison  of  the  volumes  obtained  in 
reading  before  and  after  the  addition  of  oxygen  or  hydrogen  is  always 
prudent,  in  order  to  see  that  sufficient  gas  has  been  added,  as  well  as 
to  enable  one  to  judge  the  pressure  under  which  the  gas  should  be 
exploded. 

Note.— Meyer  and  Seubert  (Z.  a.  C.  xxiT.  414)  have  designed  a  gas  apparatus  similar 
in  many  respects  to  tliat  of  Mc  Leod  and  Tliomas,  but  of  simpler  construction,  and 
especially  adapted  for  explosions  under  diminished  pressure. 

S  ODE  ATI'S     GAS    APPARATUS. 

This  form  of  instrument  is  shown  in  fig.  104,  and  is  described  in 
a  paper  read  by  W.  H.  Sodeau  before  the- Newcastle  Section  of  the 
Society  of  Chemical  Industry,  and  is  printed  in  full  in' the  journal  of 
that  Society  (xxii.  187).  It  is  an  improved  form  of  an  instrument 
previously  devised  by  Macf arlane  and  Caldwell,  and  in  its  present 
state  is  adapted  for  gas  analysis  of  the  highest  accuracy.  *  In  addition 
to  this,  its  cost  is  much  less  than  most  of  those  which  have  been 
previously  described. 

Desceipiion  of  the  Apparatus. — The  measuring  parts  are  fitted 
into  a  glass  water  jacket,  which  is  held  in  position  by  means  of  a  cork 

•Brady  and  Martin  of  Newcastle-on-Tyne  are  the  original  makers. 
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at  A  and  a  band-clip  at  B.  The  measuring  tube  M  is  of  50  c.c. 
capacity  graduated  in  yV  c-c  Its  upper  eiid  terminates  m  a  capillary- 
bearing  a  three-way  stop-cock.  When  examining  samples  which 
leave  a  large  residue  after  absorption,  etc.,  it  is  convenient  to  replace 
the  usual  tube  of  uniform  diameter  by  one  having  a  bulb  at  its  upper 


Fig.  104.     ■ 

end.  The  zero-point  is  at  the  outer  side  of  the  three-way  stop-cock  N, 
which  is  placed  horizontally.  The  bent  tube  U,  partly  fiUed  with 
water,  can  be  connected  with  the  capillary  K  through  the  stop-stock. 
The  level  tube  L  is  straight,  with  stop-cock  at  top,  and  communicates 
with  the  measuring  tube  by  a  branch  so  bent  as  to  prevent  any 
bubbles  rising  from  below  from'  passing  into  the  measuring  tube.  The 
lower  end  is  connected  to  a  T  piece,  one  end  of  which  has  a  stop-cock 
and  leads  to  the  mercury  reservoir,  and  the  other  is  prolonged  across 
the  table  to  a  point  near  the  reading  telescope,  where  it  terminates  in 
a  thick  piece  of  rubber  tubing  compressed  by  a  screw  clip  having 
a  broad  bearing  surface.  This  is  used  as  a  fuie  adjustment  when 
levelling  the  mercury.     The  graduations  are  on  the  side  next  the 
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telescope,  and  the  stop-cocks  are  worked  from  the  opposite  side.  This 
arrangement  renders  it  possible  to  have  the  reading  telescope  on  the 
gas  analysis  table  instead  of  on  a  separate  support,  and  so  adds  to  the 
compactness  and  convenience  of  the  apparatus.  The  graduations  can 
be  illuminated  by  an  electric  lamp  behind  a  ground  glass  screen, 
having  its  upper  portions  rendered  opaque  in  order  to  prevent 
troublesome  reflection  of  light  from  the  surface  of  the  mercury. 

Correction  for  variation  of  temperature  and  pressure  is  simplified  by 
the  use  of  the  "  Kew  principle  "  correction  tube  C.  This  consists  of  a 
cylindrical  bulb  provided  with  a  stopcock  and  attached  to  a  U  tube 
graduated  on  the  narrow  limb  and  partially  fiUed  with  water.  The 
volume  of  air  contained  in  the  bulb  is  such  that  the  water  is  displaced 
to  the  extent  of  one  small  division  by  a  change  of  temperature  and 
atmospheric  pressure,  which  will  cause  a  gas  to  experience  an  alteration 
of  volume  amounting  to  O'l  per  cent.*  The  scale  is  observed  by 
means  of  a  mounted  lens  and  the  small  divisions  are  further  sub- 
divided into  tenths  by  eye  estimation.  The  water  is  brought 
approximately  to  the  zero  mark  at  the  beginning  of  an  analysis  by 
momentarily  opening  the  stop-cock,  and  the  corrections  are  read 
directly  in  percentages  as  easily  as  the  temperatures  would  be  read  by 
means  of  a  thermometer. 

Method  of  Peoceditrb  :  Introduce  the  gas  into  the  measuring  tube  M  by 
lowering  the  reservoir.  Eoughly  level  the  mercury  and  turn  the  stopcock  N  so 
as  to  connect  K  with  the  tube  U.  Place  the  absorption  pipette  in  position  and 
connect  it  to  the  measuring  apparatus  by  thick  walled  rubber  tubing,  the  glass 
ends  being  made  to  meet. 

Suck  a  little  water  from  U  into  ¥,  and  allow  mercury  to  run  back  and  fill  the 
capillaries. 

Let  the  capacity  of  the  bulb;  together  with  that  of  the  portion  of  the  tube 
which  is  above  the  zero  point =X  c.c ,  and  assume  the  atmospheric  pressure  to  be 
760  m.m.  Then  if  a  change  which  would  lead  to  a  1  per  cent,  increase  of 
volume  is  to  give  0'5  c.c.  displacement  of  water,  and  this  results  in  a  disturbance 
of  level  amounting  to  N  m.m.,  it  follows  that 

1-m  T     CYj-n-M/'i  N        \     ^     10-260 +  N 

101  X  =  (X  +  0  5)  ^i  +  TgoTlFs)  •■•  ^=205-2 -2N 

No  appreciable  error  is  likely  to  be  introduced  by  the  atmospheric  pressure 
markedly  deviating  from  the  valve  assumed  in  this  calculation. 

If-  the  internal  diameters  of  the  two  limbs  of  the  IT  tube  are  d,  m.m.  and 
dj  m.m.  respectively,  then 

636-6     636-6  50di^  d^^  +  B-l  (di^  +  d,^) 

N=  di^    +   d^^     andX-    di-^d2^-6-2(di2  +  d/) 

Example.— If  di  =  6-9  m.m.  and  d2=15-5  m.m.,  then  N  =  13-35 +  2-65  =  16-0 
and  X = 59-4  cc. 

Next  close  the  stop-cock  leading  to  the  large  mercury  reservoir,  make  sure 
that  the  level  tube  is  in  free  comijiunication  with  the  atmosphere,  and  level 
accurately  by  means  of  the  screw  clip  which  acts  as  a  fine  adjustment  and  which 

*  The  Absorption  Pipette  differs  from  that  of  Macf  arlane  and  Caldwell  in  two 
important  points.  Pirst,  the  lower  bulb  E,  of  about  80  c.c.  capacity,  is  inclined  so  that 
the  imabsorbed  gas  may  readily  be  returned  to  the  measuring  vessel  without  tilting  the 
whole  apparatus.  Second,  the  connection  is  made  by  means  of  a  three-way  stop-cock  so 
that  the  capUlary  G  may  be  connected  either  with  E  containing  the  absorbent  over 
mercury  or  with  F  containing  clean  mercury.  The  ends  of  the  capillaries  G  and  K  must  be 
free  from  appreciable  unevenness.  It  is  important  that  the  bore  of  these  tubes  should 
neither  exceed  1-5  m.m.  nor  be  less  than  1  m.m.,  and  their  external  diameter  should  be 
about  6  m.m. 
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should  be  alongside  the  reading  telescope.    Pinally,  read  the  correction  tube.    It 
is  convenient  to  enter  the  readings  thus  :— 

Correction.  Beading.  Corrected  Beading. 

+  0-04  per  cent.  49-97  c.c.  49-99  c.o. 

The  gas  is  next  sent  over  into  the  absorption  pipette,  followed  by  sufficient 
mercury  to  clear  the  capillaries,  and  the  pipette  shaken  with  the  stop-cock  closed, 
until  absorption  is  complete.  Euu  over  a  little  more  mercury  in  order  to  clear 
absorbent  from  the  capillary  between  E  and  H.  Send  the  soiled  mercury  m  the 
capillaries  into  IT.  When  the  gas  reaches  N  turn  the  stopcock  and  run  it  into 
the  measuring  tube,  controlling  the  rate  by  H.  The  absorbent  is  readily  stopped 
when  it  reaches  H  and  the  capillary  is  cleared  of  gas  by  means  of  clean  mercury 
from  P,  this  being  stopped  as  soon  as  it  reaches  N.  It  is  advisable  to  turn  the 
stopcock  N  so  as  to  place  K  in  communication  with  U  whilst  removing  a  pipette. 
By  means  of  a  retort  stand  a  small  evaporating  basin  may  be  supported  about 
2  inches  below  G  in  order  to  catch  drops  of  mercury. 

If,  as  in  the  estimation  of  carbon  monoxide,  it  is  necessary  to  subject  the  gas 
to  more  than  one  treatment  with  an  absorbent,  the  first  pipette  is  brought  into 
direct  connection  with  the  second  and  ihe  gas  transferred.  "With  fuming 
sulphuric  acid  as  an  absorbent,  no  mercury  is  used  in  B,  a  U  tube  with  pumice 
and  strong  sulphuric  acid  is  attached  to  D  to  prevent  access  of  moisture,  and  the 
mercury  from  the  capillaries  is  driven  into  F.  The  explosion  pipette  is  similar 
to  Bittmar's,  but  with  the  special  stop-cook  and  mercury  bulb  as  in  the 
absorption  pipettes. 

The  phosphorus  pipette  consists  of  an  ordinary  Orsat's  phosphorus  pipette 
fitted  with  a  horizontal  stop-cock  and  fixed  in  a  tin  water  vessel  vrith  aperture  for 
thermometer. 

The  advantages  of  the  apparatus  as  compared  with  that  .of 
Macfarlane  and  Caldwell's  are — 

An  accurate  correction  tube,  which  really  saves  time  and  trouble. 

A  means  of  accurately  adjusting  the  level  of  the  inercury  without  taking 

one's  eye  from  the  reading  telescope. 
Greater  cleanliness  of  the  mercury  in  the  measuring  tube  towards  the  end  of 

an  analysis. 
The  possibility  of  washing  out  the  measuring  tube,  in  case  of  accident,  at 

any  stage  whilst  the  gas  is  in  one  of  the  pipettes. 
Direct  transference  from  pipette  to  pipette  when  desired. 
The  measuring  tube  constant  in  position. 

A  good  illumination  for  reading  always  obtainable  without  trouble. 
Explosion  in  a  separate  pipette.     ' 

Advantages,  as  compared  with  the  Dittmar  or  similar  apparatus^- 

Transference  direct  from  measuring  tube  to  pipette,  instead  of  to  and  -from 

an  intermediate  tube. 
Easier  manipulation  and  greater  cleanliness,  especially  as  regards  the  fata 

introduction  of  absorbent  into  the  measuring  tube. 
Pipettes  giving  more  surface  and  better  agitation. 
A  considerable  reduction  in  the  amount  of  mercury  required. 

KEISER'S    PORTABLE    GAS    APPARATUS. 

This  apparatus  is  based  on  the  principle  of  determining  the  volume 
of  a  gas  from  the  weight  of  mercury  which  it  may  be  made  to  displace 
at  a  known  temperature  and  pressure.  It  dispenses  entirely  with  the 
long  graduated  tubes  and  other  vessels  common  to  the  apparatus 
previously  described,  without  any  sacrifice  of  accuracy 
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The  following  description  occurs  in  the  A7ne):  Chem.  Journ.,  1886 
(but  is  reproduced  here  from  The  Analyst  xi.  106) : — 

Fig.  105  shows  the  construction  of  the  measuring  apparatus  and  the 
absorption  pipette.  A  is  the  measuring  apparatus,  B  is  the  absorption 
pipette;  a  and  h  are  glass  bulbs  of  about  150  c.c.  capacity.  They  are 
connected  at  the  bottom  by  a  glass  tube  of  1  m.m..  bore,  carrying  the 
three-way  stop-cock  d.  The  construction  of  the  key  of  the  stop-cock 
is  shown  in  the  margin.  One  hole  is  drilled  straight  through  the  key, 
and  by  means  of  this  the  vessels  a  and  h  may  be  made  to  communicate. 
Another  opening  is  drilled  at  right-angles  to  the  first,  which  com- 
municates with  an  opening  extending  through  the  handle,  but  does  not 
communicate  with  the  first  opening.  By  means  of  this,  mercury 
contained  in  either  a.  or  h  may  be  allowed  to  flow  out  through  the 
handle  cl  into  a  cup  placed  beneath.  The  bulb  h  is  contracted  at  the 
top  to  an  opening  20  m.m.  in  diameter.  This  is  closed  by  a  rubber 
stopper  carrying  a  bent  glass  tube,  to  which  is  attached  the  rubber 
pump  e.  To  a  second  glass  tube  passing  through  the  stopper,  a  short 
piece  of  rubber  tubing  with  a  pinch-cock  is  attached.  By  means  of 
the  pump  e  air  may  be  forced  into  or  withdrawn  from  &,  as  one  or  the 
other  end  of  the  pump  is  attached  to  the  glass  tube.  The  bulb  a 
terminates  at  the  top  in  a  narrow  glass  tube,  to  which  is  fused  the 

three-way  stop-cock  c. 
The  construction  of  the 
key  of  this  stop-cock  is 
also  shown  in  the  cut. 
By  means  of  it  the  vessel 
a  may  be  allowed  to 
communicate  with  the 
outside  air,  or  with  the 
tube  passing  to  the 
absorption  pipette,  or 
with  the  gauge  g.  The 
gauge  ^  is  a  glass  tube 
having  a  bore  1  m.m.  in 
diameter  and  bent,  as 
shown  in  the  figure.  By 
pouring  a  few  drops  of 
water  into  the  open  end 
of  this  tube  a  column  of 
water  several  centimeters 
high  in  both  limbs  of  the  tube  is  obtained.  This  serves  as  a 
manometer,  and  enables  the  operator  to  know  when  the  pressure  of 
the  gas  equals  the  atmospheric  pressure.  To  secure  a  uniform 
temperature,  the  bulbs  a  arid  6  are  surrounded  by  water  contained  in 
a  glass  vessel.  This  vessel  for  holding  water  is  merely  an  inverted 
bottle  of  clear  glass  from  which  the  bottom  has  been  removed.  The 
handle  of  the  stop-cock  d  passes  through  a  rubber  stopper  in  theneck 
of  the  bottle.  A  thermometer  graduated  to  |°  is  placed  in  the  water 
near  the  bulb  a.  The  whole  apparatus  is  supported  upon  a  vertical 
wooden  stand. 
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The  absorption  pipette  B  consists  of  two  nearly  spherical  glass 
bulbs  of  about  300  c.c.  capacity.  They  communicate  at  the  bottom 
by  means  of  a  glass  tube,  3  m.m.  inside  diameter,  c '  is  a  two-way 
stop-cock.  The  holes  in  the  key  are  drilled  at  right-angles,  so  that  the 
tube  which  connects  with  the  measuring  apparatus  may  be  put  in  com- 
munication either  with  the  funnel  or  with  the  absorption  bulb.  The 
funnel  is  of  service  in  removing  air  from  the  tube  which  connects  the 
measuring  apparatus  with  the  absorption  pipette.  By  pouring  mercury 
or  water  into  the  funnel  and  turning  the  stop-cocks  c '  and  c  in  the 
proper  directions  all  the  air  is  readily  removed.  /  is  a  rubber  pump 
used  in  transferring  gas  from  B  to  A.  The  lower  part  of  the  pipette 
contains  mercury,  which  protects  the  reagent  from  the  action 
of  the  air. 

To  measure  the  volume  of  a  gas,  the  vessel  a  is  filled  completely 
with  pure  mercury.  This  is  easily  accomplished  by  pouring  the 
mercury  into  h,  and  then,  after  turning  c  until  a  communicates  with 
the  outside  air,  forcing  it  into  a  by  means  of  the  pump  e.  Any 
excess  of  mercury  in  h  is  then  allowed  to  flow  out  through  the  stop^ 
cock  d.  When  a  and  h  are  now  placed  into  communication  the 
mercury  will  flow  from  a  to  h,  and  gas  will  be  drawn  in  through  the 
stop-cock  c.  The  volume  of  mercury  which  flows  into  h  is  equal  to 
the  volume  of  gas  drawn  into  a.  When  the  mercury  no  longer  rises 
in  &,  and  it  is  desired  to  draw  in  still  more  gas  into  a,  then  it  is  only 
necessary  to  exhaust  the  air  in  6  by  means  of  the  pump  e.  After  the 
desired  quantity  of  gas  has  been  drawn  into  «  the  stop-cock  c  is 
closed.  After  standing  a  few  minutes  the  temperature  of  the  gas 
becomes  the  same  as  that  of  the  water  surrounding  a.  The  pressure 
of  the  gas  is  then  made  approximately  equal  to  atmospheric  pressure 
by  allowing  the  mercury  to  flow  out  of  6  into  a  weighed  beaker  placed 
beneath  the  stop-cock  d  until  it  stands  at  nearly -the  same  level  in 
both  a  and  h.  Communication  is  now  established  between  a  and  g, 
and  by  means  of  the  pump  e  the  pressure  can  be  adjusted  with  the 
utmost  delicacy  until  it  is  exactly  equal  to  atmospheric  pressure.  The 
stop-cock  d  is  then  closed,  and  the  remainder  of  the  mercury  in  &  is 
allowed  to  flow  out  into  the  beaker.  The  weight  of  the  mercury 
displaced  by  the  gas  divided  by  the  specific  gravity  of  mercury 
at  the  observed  temperature  gives  the  volume  of  the  gas  in  cubic 
centimeters. 

If  it  is  desired  to  remove  any  constituent  of  the  gas  by  absorption, 
a  i)ipette  B,  containing  the  appropriate  reagent,  is  attached  to  the 
measuring  apparatus.  All  the  air  in  the  connecting  tube  is  expelled 
by  pouring  mercury  into  the  funnel  and  turning  the  stop-cocks  c'  and 
c  so  that  the  mercury  flows- out  through  e.  A- little  more  than  enough 
mercury  to  expel  the  gas  in  the  vessel  a  is  poured  into  6.  The  small 
quantity  of  air  which  is  confined  in  the  tube  connecting  6  with  the 
stop-cock  is  removed  by  allowing  a  few  drops  of  mercury  to  run  out 
through  h.  Then  a  and  6  are  placed  in  communication.  The  stop- 
cocks c'  and  e  are  .turned  so  that  the  gas  may  pass  into  the  pipette, 
the  mercury  which  filled  the  connecting  tube  passes  into  the  absorbing 
reagent  and  unites  with  that  which  is  already  at  the  bottom  of  the 
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pipette.  The  transfer  is  facilitated  by  the  pump  e.  After  absorption 
the  residual  volume  is  measured  in  the  same  way  that  the  original 
volume  was  measured,  a  is  completely  filled  with  mercury  from  the 
upper  to  the  lower  stop-cock,  and  all  the  mercury  in  h  is  allowed  to 
Tun  out ;  the  gas  is  then  drawn  back  into  the  measuring  apparatus, 
the  last  portion  remaining  in  the  connecting  tube  being  displaced 
by  means  of  mercury  from  the  funnel.  The  volume  is  then 
•determined  as  before. 

The  calculation  of  the  results  of  an  analysis  is  very  simple.  If 
the  temperature  and  pressure  remain  the  same  during  an  analysis,  as 
is  frequently  the  case,  then  the  weights  of  mercury  obtained  are  in 
•direct  proportion  to  the  gas  volumes,  and  the  percentage  composition 
is  at  once  obtained  by  a  simple  proportion. 

If  the.  temperature  and  pressure  are  different  when  the  measure- 
ments are  ma,de,  it  is  necessary  to  reduce  the  volumes  to  0°  and 
760  m.m.     The  following  formula  is  then  used  : — 

r-         w{H-h) 

Z>  (1  + 0-00367  X  if)  760' 
in  which 

W  ^  weight  of  mercury  obtained  (in  grams), 
D  =  specific  gravity  of  mercury  at  t°, 

t  ^  temperature  at  which  the  gas  is  measured, 
-H  =  height  of  the  barometer, 
h  =  tension  of  aqueous  vapour, 
V  =  reduced  gas  volume  (in  cubic  centimeters). 
In   all   the   measurements   made   with  the   apparatus   the   gas  is 
.■saturated  with  aqueous  vapour,  because  it  comes  in  contact  with  the 
water  in  the  manometer  g. 

The  following  experiments  were  made  to  test  the  accuracy  of  the 
instrument.  A  quantity  of.  air  was  drawn  into  the  measuring  bulb 
and  its  volume  determined.  The  air  was  then  transferred  to  an 
absorption  pipette  which  contained  only  mercury  and  no  reagent. 
It  was  then  brought  b&ck  again  into  the  measuring  apparatus  and  its 
volume  redetermined.     The  following  results  were  obtained  : — 

I. 

Volume  at  0°— 760  m.m. 
Volume  of  air  taken  ...  ...  ...  57'558  o.o. 

„       after  first  transfer    ...  ...  ...  57'567 

second  transfer  ...  ...  57'5V0 


J)  i> 


IL 

At  0°— 760  m.m. 
Volume  taken         ...  ...  ...  ...  93-216  o.c. 

„       after  transferring     ...  ...  ...  93-229 

III. 

At  0°— 760  m.m. 
Volume  taken         ...  ...  ...  ...  133-473  o.c. 

„       after  transferring     ...  ...  ...  133-490 

IV. 

At  0°— 760  m.m. 
Volume  taken         ...  ...  ...  ...  92-275  o.c. 

„       after  transferring     ...  ...  ...  92'260 
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Volume  taken 

„       after  transferring 


Volume  taken 

„       after  first  transfer    .. . 
„  ,,     second  transfer 


V. 


VI. 


AtO°-7eOm.in. 
109-025  CO. 
109-020 


At  0°— 760  m.m. 
103-970  0.0. 
103-955 
103-980 


The  apparatus  was  also  tested  by  making  analyses  of  atmospheric 
air.  It  has  been  sho-wn  both  by  Winkler  and  Hempel  that  the 
composition  of  the  air  varies  from  day  to  day.  This  variation  is 
sometimes  as  much  as  0-5  per  cent.  The  causes  -which  produce 
these  fluctuations  in  the  composition  of  the  atmosphere  are  at 
present  but  imperfectly  understood.  It  is  therefore  desirable  to  have 
some  simple  instrument  by  means  of  -which  the  composition  of  the  air 
may  be  determined  rapidly  and  yet  -with  great  accuracy. 

The  foUo-wing  analyses  sho-w  that  the  apparatus  here  described  is 
■well  adapted  to  this  purpose.  The  reagent  used  to  absorb  the  oxygen 
and  carbon  dioxide  -was  an  alkaline  solution  of  pyrogallol,  prepared  by- 
mixing  one  volume  of  a  25  per  cent,  solution  of  pyrogallol  with  six 
volumes  of  a  60  per  cent,  solution  of  potassium  hydrate. 

Analysis   of  Air   taken,  from    the  Laboratory. 


Per  cent. 

w 

H 

t 

V            O  +  COj. 

Air  taken 

1738-53 

743-37 

15-8 

116-435  0.0.     ... 

Vol.  of  nitrogen 

1377-62 

743-37 

15-8 

92-264         20-760 

'J                                3> 

1376-40 

743-55 

15-75 

92-255        20-771 

Per  cent,  of  0  and  CO2,  20-765. 

II. 

tPer  cent. 
W  H  t  V  O  +  CO2. 

Vol.  of  air  1708-01        748-08        15-0,       115-546  o.c.     ... 

nitrogen         1356-04        747-33        15-2  91-564        20-755 

Per  cent,  of  O  and  CO2  found,  20755. 

The  following  analyses  were  made  with  a  sample  of  atmosplierio  air  ooUeoted 
on  a,  subsequent  day. 

I. 


■Per  cent. 

w 

H 

t 

v 

O  +  CO2. 

Vol.  of  air 

1704-81 

754-92 

12-2 

117-814 

0.0.       ... 

„        nitrogen 

1348-33 

754-78 

12-08 

93-216 

20-877 

S5                        »3 

1344-71 

755-92 

11-7 

93-229 

20-868 

Per  cent. 

of  0  and  CO 
II. 

2,  20-872. 

Per  cent. 

W 

H 

t 

V 

0  +  CO2. 

Vol.  of  air 

1669-39 

756-30 

10-15 

116-584 

O.C.       ... 

„        nitrogen 

1323-24 

755-49 

10-15 

92-260 

20863 

»J                        33 

1322-38 

755-30 

10-00 

92252 

20-870 

Per  cent,  of  O  and  OO2,  20-866. 
The  apparatus  described  in  the  preceding  pages  was  made  for  the  author  in 
most  excellent  manner,  by  Mr.  Emil  Griener,  79  Nassau  Street,  New  York. 
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SIMPLER  METHODS  OP  GAS  ANALYSIS. 

§  108.  All  the  sets  of  apparatus  previously  described  are  adapted 
to  secure  the  greatest  amount  of  accuracy,  regardless  of  speed  or  the 
time  occupied  in  carrying  out  the  various  intricate  processes  involved. 

For_  industrial  and  technical  purposes  the  demand  for  something 
requiring  less  time  and  care,  even  at  the  sacrifice  of  some  accuracy,  has 
been  met  by  a  large  number  of  designs  for  apparatus  of  a  simpler  class, 
among  which  may  be  mentioned  those  of  Orsat,  Bunte,  Winkel, 
Hempel,  Stead,  Lunge,  etc.  Many  of  these  are  arranged  to  suit 
the  convenience  of  special  industries,  and  will  not  be  described  here. 

The  most  useful  apparatus  for 
general  purposes  is  either  that  of 
Hempel  or  Lunge,  bobh  of  which 
will  be  shortly  described.  Fuller 
details  as  to  these  and  other 
special  kinds  of  apparatus  are 
contained  in  Winkler's  Hand- 
booh  of  Technical  Gas  Analysis, 
translated  by  Lunge.* 

The  general  principles  upon 
which  these  various  sets  of 
apparatus  are  based,  and  the 
calculation  of  results,  are  the 
same  as  have  been  described  in 
preceding  pages;  and  of  course 
due  regard  must  be  had  to 
tolerable  equality  of  temperature 
and  pressure,  and  the  effects  of 
cold  or  warm  draughts  of  air  upon 
the  apparatus  whilst  the  manipu- 
lations are  carried  on.  If  the 
operator   is   not  already  familiar 
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with  methods  of  gas  analysis,  a  study  of  the  foregoing  sections  will  be  of 
great  assistance  in  manipulating  the  apparatus  now  to  be  described. 

Orsat — Lunge  G-as  Apparatus. — Fig.  106  shows  the  outline  of 
this  instrument.  The  modification  of  the  original  Orsat  instrument, 
by  Lunge,  is  a  contrivance  for  burning  hydrogen  and  other  gases  by 
heated  palladium  asbestos.  It  is  so  well  known  and  so  constant  in 
use  that  no  detailed  description  is  needed  here,  but  another  form  of 
the  apparatus  has  been  devised  by  "W.  H.  Sodeau,  which  is  intended 
for  the  estimation  of  unburnt  products  in  chimney  gases,  and  is  shown 
by  fig.  107,  and  the  description  {C.  N.  Ixxxix.  61)  is  as  follows : — 

In  experimental  work  on  the  economic  application  of  fuel,  it  is  very  desirable 
to  know,  whilst  a  trial  is  actually  proceeding,  not  only  what  excess  of  air  is  being 
employed,  but  also  the  amount  of  unburnt  gases.t  Combining  these  data  with 
the  indications  of  a  thermoj  unction  placed  at  the  base  of  the  funnel,  one  can 
*  Grurney  and  Jackson,  2nd  edition,  1902. 
t  When  working  with  Very  limited  furnace  space,  as  in  naval  water-tube  boilers  of  the 
**  Express"  type,  a  reduction  of  the  "excess"  of  air  may  caase  large  amounts  of  com- 
bustible gases  to  escape  unburnt,  and  so  lead  to  decreased,  instead  of  increased,  evaforative 
ffloiency.  •■  . 
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follow  throughout  the  trial  the  total  amount  of  heat  (potential  as  well  as  actual) 
which  is  passing  up  the  chimney.  With  a  given  boiler,  for  example,  if  one  takes 
care  of  the  exit  gases,  the  evaporation  will  practically  take  care  of  itself.  The 
fuel  employed  represents  a  certain  total  amount  of  heat,  and  the  loss  by  radiation 
from  the  boiler  will  be  practically  uniform ;  hence  the  evaporation  per  pound  of 
fuel  may  be  gauged  by  what  remains  after  deducting  the  various  losses  from  the 
calorific  value  of  the  fuel,  or,  in  other  words,  by  working  up  the  chimney  gas 
results  as  in  a  "  heat  balance  sheet." 

This  method  of  checking  the  evaporative  efficiency  is  espeeially  advantageous 
in  short  experimental  runs,  as  feed  water  is  not  always  read  with  much  accuracy, 
and  all  tha,t  passes  through  the  main  stop  valve  may  not  actually  be  steam. 

The  actual  analytical  problem  may  be  reduced  to  the  rapid  determination  of 
carbon  dioxide,  carbon  monoxide,  and  hydrogen  (including  hydrocarbons  if 
present).  It  is,  however,  customary  to  determine  the  oxygen  in  chimney  gases, 
whilst  the  estimation  of  hydrogen  is  usually  omitted.  The  desirability  of 
determining  the  amount  of  hydrogen  is  illustrated  by  the  table  below,  in  which  are 
given  a  few  analyses  of  the  products  of  incomplete  combustion  obtained  in  some 
experiments  with  a  1000  horse-power  water-tube  boiler  of  the  "-Express"  type. 
With  Welsh  coal  the  loss  as  unburnt  hydrogen  usually  amounted  to  nearly  a 
third  of  the  loss  as  carbon  monoxide,  whilst  with  petroleum  the  proportion 
averaged  about  two-thirds.  This  difference  was  no- doubt  mainly  due  to  the 
larger  proportion  of  total  hydrogen  present  when  oil-fuel  was  employed. 
jExamples  of  Incomplete  Combustion. 

Crude  Texas  oil  (ateam 
"Welsh  coal.  sprayed). 

, ^  , ^ — ^ 

Carbon  dioxide,  per  cent.     9-0      11-0      9-9      9-2  G"!      9-5      O'O      79 

Carbon  monoxide,  per  cent.     215      28      1-65     1-3  2-1       IS      I'O      06 

Hydrogen,  per  cent.       ...     0-65      055    0-47    0-4  12      I'O      06      0-4 

Pounds  air  per  pound  fuel  172      14-7    1775  19-5  25-7     19-45  21-35  25-0 

Excess  air  per  cent,  above 

theoretical  .    55-0      32-3     60-0    757  84       39       53       79 

Evaporation     units*    per 

pound   of   fuel   lost   as 

combustible  gases        ...     2-34    226      171     1-51  3-65    2-05     1-45  1-06 

Air  being  practically  constant  in  composition  it  is  unnecessary  to  estimate  the 
oxygen  in  chimney  gases  if  the  approximate  composition  of  the  fuel  is  known, 
for_  it  is  then  easy  to  work  out  simple  formulae  by  means  of  which  those  data 
which  are  of  practical  importance  may  be  calculated  with  fair  accuracy  from  the 
percentages  of  carbon  dioxide,  carbon  monoxide,  and  hydrogen  alone. 

Take,  for  example,  two  analyses  of  fuels : — 

Welsli  coal.  Texas  petroleum. 

Carbon       88-2  85-0 

Sulphur      0-77  1-34 

Hydrogen ■2-6  12-0 

,    Ash,  oxygen,  &c.   ...         8-43  1-66 


100-0  1000 

Theoretical  amount  of  air  for  1  pound  fuel        111  lbs.  13-95  lbs. 

Using  C0.2,  CO,  and  Hj  to  respectively  denote  the  percentages  of  carbon 
dioxide,  carbon  monoxide,  and  hydrogen  in  the  chimney  gases,  the  follovdng 
formuljB  may  be  obtained  by  calculation  from  the  equations  for  combustion :  —  " 
Welsh  coal.  Texas  petroleum. 

1.  Pounds  air  per  pound  of  fuel — 

204- CO  206  -  CO 

COjTCd  +  0  28  ^-^--_  +  o-84 

2.  Excess  air  per  cent,  above  theoretical— 

1837- 9  CO  1476- 7-4  CO 

CDs,  +  CO    -^^  CO2  +  CO      -^^'^ 

^*li?<^'?''J^°*°'*'°°  4'ii*"'^*M™°™'  °f  heat  required  to  convert  one  pound  of  water' 
at  100  C.  into  steam  at  the  same  temperature.  i-uuxiu  ui  waiei 
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3.    Evaporation  units  lost  as  unburnt  gases — 

Welsh  coal.  Texas  petroleum. 


9-33 


CO+H2 
CO2  +  CO 


9-04 


00  + Hi, 
CO2+O6 


These  formulse  will,  of  course,  apply  only  to  fuels  having  the  composition 
given  above.  Por  ordinary  purposes  the  terms  including  CO  may  be  omitted 
from  the  numerators  of  formulae  (1)  and  (2).  Curves  can  then  be  plotted 
having  CO^  -i-  CO  on  one  axis,  and  either  "  pounds  air  per  lb.  of  fuel  "  or 
"  excess  air  per  cent,  above  theoretical "  on  the  other,  so  that  the  meaning  of  an 
analysis  can  be  seen  at  a  glance. 


Fig.  107. 


An  ordinary  Or  sat  apparatus  affords  a  ready  means  of  estimating  the  carbon 
dioxide,  but  the  absorption  of  carbon  monoxide  by  means  of  that  somewhat 
objectionable  re-agent,  cuprous  chloride,  involves  the  previous  removal  of  oxygen 
by  means  of  phosphorus  or  alkaline  pyrogallol,  absorbents  which  act  exceedingly 
slowly  when  too  cold.  This  method  takes  no  account  of  free  hydrogen  (or 
saturated  hydrocarbons).  The  author  decided  to  discard  absorption  by  cuprous 
chloride  in  favour  of  a  combustion  method,  and  not  finding  the  capillary  com- 
bustion tube  of  palladinised  asbestos  (as  fitted  in  the  Orsat-Lunge  apparatus) 
quite  suitable  for  use  in  the  stokehold,  finally  adopted  an  Or  sat  apparatus 
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modified  as  shown  in  the  accompanying  figure,  in  which  the  main  feature  is  an 
adaptation  of  the  "W  inkier  combustion  pipette.* 

A  large  glass  stopcock,  s,  of  4  to  5  m.m.  clear  'bore,  is  attached  to  the  base  of 
the  apparatus,  one  end  being  connected  io  the  measuring  tube  and  the  other  to 
the  reservoir  M  E.  The  pipette,  K,  is  of  the  ordinary  form,  and  contains  caustic 
potasi  solution  (one  part  potash  to  two  of  water).  A-  simila,r  pipette,  p,  con- 
taining phosphorus  or  alkaline  pyrogallol,  may  be  used  if  it  is  desired  to  estimate 
the  oxygen.  The  combustion  pipette,  c,  may  be  made  from  the  commercial  form 
of  "Winkler  pipette  by  simply. cutting  off  the  U-tube  and  sealing  on  a  straight 
piece  of  capillary  tube  of  suitable  length.  An  ordinary  Hemp  el  pipette  for 
solid  absorbents  may  be  altered  in  a  similar  manner,  the  neck  at  the  bottom  being 
closed  by  a  two-holed  rubber  stopper  through  which  passes  a  pair  of  unlaoquered 
brass  electrodes  bridged  across  by  a  platinum  spiral  made  by  coiling  about  4  cm. 
of  platinum  wire  of  about  0'3  m.m.  diameter  around  a  needle  13  m.m.  thick. 

When  the  combustion  pipette  is  employed  with  mixtures  rich  in  combustible 
gases  the  coil  must  be  near  the  top  of  the  bulb  in  order  that  serious  explosions 
may  be  avoided,  but  for  the  analysis  of  any  ordinary  chimney  gases  the  coil  may 
be  placed  much  lower  in  order  to  reduce  the  heating  of  the  glass.  The  gas  may 
then  be  returned  as  soon  as  the  current  is  cut  off,  without  waiting  for  the  glass 
to  cool. 

A  fixed  bulbt  as  in  the  Hempel  (or  Orsat)  pipette,  may  be  employed  to 
receive  the  displaced  water  unless  it  is  desired  to  carry  out  the  rapid  estimation 
of  carbon  monoxide  and  hydrogen  together,  as  described  below,  when  the  bulb,  c, 
should  be  connected  by  means  of  indiarubber  tubing  to  the  reservoir,  c  E,  con- 
sisting of  a  small  aspirator  bottle,  similar  to  that  connected  to  the  measuring 
tube.  When  in  use  the  spiral  is  raised  to  a  white  heat  by  means  of  a  two-cell 
accumulator,  the  current  being  conveniently  adjusted  to  the  right  strength  by 
passing  it  through  a  few  feet  of  the  tinned  iron  wire,  about  -fi '  diameter,  which 
is  commonly  sold  in  penny  skeins. 

In  order  to  eliminate  parallax  the  measuring  tube  is  read  by  means  of  a  lens 
mounted  in  conjunction  vnth  an  eye-cap,  and  sliding  on  a  brass  rod,  as  employed 
in  oonnection__with  the  "Kew  principle"  correction  tube  (J.  S.  C.  I.,  1903, 
xxii.  188,  189).  Before  each  reading  is  taken,  the  water  in  the  measuring  tube 
is  allowed  to  drain  down  for  one  minute,  as  indicated  by  the  sand-glass  used 
for  timing  the  absorptions  and  combustions. 

The  XT-tube  filled  with  glass  wool  ordinarily  supplied  with  the  Orsat 
a,pparatus  being  somewhat  apt  to  clog  if  dense  black  smoke  is  produced,  it  is 
conveniently  replaced  by  a  simple  T  piece  having  a  small  plug  of  glass  wool  in 
the  limb  through  which  the  sample  enters  the  apparatus.  In  this  way  only  the 
actual  samples  are  filtered,  and  the  solid  particles  in  the  main  stream  pass  direct 
to  the  aspirator. 

Method  op  Peocedueb  :  The  measuring  off  of  the  sample  is  effected  in  the 
usual  manner,  except  that  it  is  convenient  to  close  s  instead  of  pinching  the 
india-rubber  tube  when  adjusting  the  water  to  the  zero  mark  prior  to  bringing 
the  gas  to  atmospheric  pressure. 

Carbon  dioxide  is  estimated  by  sending  the  greater  part  of  the  gas  over  into  K 
and  back  again,  then  leaving  it  for  one  minute  to  complete  the  absorption,  and 
measuring  again  as  usual ;  the  decrease  gives  the  percentage  of  carbon  dioxide. 
The  current  is  next  switched  on,  and  the  gas  passed  over'  into  the  combustion 
pipette,  c,  where  it  remains  for  one  minute,  being  then  returned  to  the  measuring 
tube  (after  switching  off  the  current),  and  the  contraction  noted. 

The  carbon  dioxide  produced  is  then  determined  by  a  one-minute  absorption 
in  the  potash  pipette,  K ;  the  decrease  gives  the  percentage  of  carbon  monoxide. 

As  carbon  monoxide  unites  with  half  its  volume  of  oxygen  to  form  its  own 
volume  of  carbon  dioxide,  it  follows  that  half  the  amount  of  the  carbon  monoxide 
found  must  be  deducted  from  the  contraction  during  combustion.  Two-thirds 
of  the  corrected  contraction  equals  the  percentage  of  hydrogen. 
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For  example,  if  the  oontraotion  on  combustion  amounted  to  2'3  o.c.  and  the 
resulting  carbon  dioxide  to  1'6  c.c,  then  the  gas  contained  1'6  per  cent,  of  carbon 

monoxide  and  |  /  2'3  —  =^  )  =f  x  15  =  l-0  per  cent,  of  hydrogen.    It  should  be 

noted  that  the  only  absorbent  employed  is  one  which  is  readily  obtained  and 
seldom  needs  renewing.  The  estimation  of  carbon  dioxide,  carbon  monoxide,  and 
hydrogen  by  the  above  method  can  be  completed  in  fifteen  minutes.  A  ny  traces 
of  hydrocarbons,  if  present,  will  of  course  appear  partly  as  carbon  monoxide  and 
partly  as  hydrogen  in  the  above  method  of  analysis.  Their  heat  value  will  not  be 
fully  represented,  but  this  is  an  unimportant  defect,  and  it  exists  more  markedly 
in  the  old  cuprous  chloride  method. 

It  may  occasionally  be  desirable  to  know  the  percentage  of  oxygen  originally 
present  in  the  gas.  This  may  be  found  by  finally  absorbing  with  phosphorus  or 
pyro  in  the  pipette  p,  and  adding  to  the  result  the  amount  of  oxygen  required  to 
burn  the  combustible  gases. 

Eapid  Joint  Estimation  of  Caebon  Monoxide  and  Htdeogen. — This 
may  be  carried  out  by  omitting  the  measurement  immediately  after  combustion, 
and  transferring  the  gas  direct  from  o  to  K  in  the  following  manner  ; — After  the 
carbon  dioxide  has  been  determined,  open  the  stopcock  attached  to  c,  and  switch 
on  the  current,  raising  the  reservoir,  M  E,  so  as  to  drive  the  gas  into  c.  Close  s 
when  the  water  has  risen  to  the  top  of  the  measuring  tube,  and  about  one  minute 
later  switch  off  "the  current  and  open  the  stop-cock  of  K,  raising  the  reservoir, 
c  E,  so  as  to  drive  the  gas  over  into  the  potash,  and  finally  closing  the  stop-cook 
of  C.  After  allowing  one  minute  for  absorption,  the  stop-cock,  s,  is  opened,  the 
residue  drawn  back  into  the  measuring  tube,  and  the  stop-cook  of  K  then  closed. 
Two-thirds  of  the  contraction  so  produced  equals  the  percentage  of  "  combustible 
gases,"  i.e.,  carbon  monoxide  and  hydrogen,  in  the  sample. 

The  result  so  obtained  is  translated  into  "  evaporation  units "  by  means  of  a 
formula  similar  to  3,  the  denominator  being  replaced  by  COj  +  (i  x  combustible 
gases)  in  the  case  of  "Welsh  coal,  and  by  00^  +  (f  x  combustible  gases)  when 
Texas  oil  is  employed.  The  amount  of  air  is  similarly  found  by  means  of 
formulse  or  curves. 

"W"hen  collecting  samples  of  chimney  gas  for  subsequent  analysis  the  sometimes 
troublesome  process  of  saturating  water  during  the  trial  may  be  avoided  by 
appropriately  diluting  a  saturated  solution  of  carbon^dioxide.  Thus,  if  the  gas  is 
expected  to  contain  about  12  per  cent,  of  carbon  dioxide,  the.  sample  bottles 
should  be  filled  with  a  mixture  of  seven  parts  tap-water  and  one  part  of  water 
saturated  with  carbon  dioxide.  The  flow  of  water  from  the  sample  bottle  may  be 
conveniently  regulated  by  attaching,  say,  a  yard  of  tubing  (in  order  to  give  a 
fairly  uniform  head),  to  the  end  of  which  is  connected  a  "wash-bottle  jet" 
which  has  previously  been  found  to  permit  the  emptying  to  take  place  in  the 
required  time.     The  jet  is  less  likely  to  dog  if  used  in  the  reversed  position. 

Simple  Titration  of  Gases. — Many  instance.?  occur  in  which  an 
absorbable  gas  can  be  passed  through  a  solution  of  known  standard  in 
excess,  and  the  measure  of  the  gas  being  known  either  by  emptying 
an  aspirator  of  water  containing  a  known  volume,  or  by  the  use  of 
a  gas-meter.  The  amount  of  gas  absorbed  may  be  found  by  titration 
of  the  standard  absorbent  residually.  Such  instances  occur  in  the 
exit  gases  of  vitriol  and  chlorine  chambers.  In  the  case  of  vitriol 
exits  the  gases  are  drawn  through  a  standard  solution  of  soda'  or  other 
alkali  contained  in  Todd's  absorption  tubes  or  some  similar  arrange- 
ment, to  which  is  attached  a  vessel  containing  a  known  volume,  say 
exactly  -j^g^  of  a  cubic  foot  of  water. .  A  tap  is  fixed  at  the  bottom  of 
this  vessel,  so  that  when  all  is  tightly  fitted  and  the  tap  partially 
opened,  a  small  flow  of  water  is  induced,  which  draws  the  gases 
through  the  absorbent.     When  the  aspirator  is  empty  the  flow  of 
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gases  ceases,  and  of  course  the  volume  of  water  so  run  out  represents 
that  of  the  gases  passed. 

Another  way  of  measuring  the  gases  is  to  use  an  india-rubber 
vessel,  which  can  be  compressed  by  the  hand,  known  as  a  finger- 
pump.  The  volume  contents  being  known  by  measurement  with 
water  or  air,  the  aspirations  made  by  it  may  be  calculated ;  the 
aspirated  gases  are  then  drawn  slowly  through  the  absorbent  liquid. 
In  the  case  of  chlorine  exits  the  gases  are  passed  through  a  solution  of 
potassium  iodide  in  excess,  and  the  amount  of  liberated  iodine 
subsequently  found  by  titration  with  standard  sodium  arsenite.  A 
most  convenient  vessel  is  the  revolving  double  glass  aspirator,  known 
as  Dancer's  or  Muencke's. 

The  standard  solutions  used  in  these  cases  are  generally  so  arranged 
as  to  avoid  calculations,  and  the  result  found  for  legal  purposes  in 
England  is  given  in  grains  per  cubic  foot,  in  order  to  comply  with  the 
conditions  of  the  Noxious  Vapours  Act,  which  enjoins  that  not  more 
than  4  grains  of  SO3  or  2|  grains  of  CI,  in  one  cubic  foot  shall  be 
allowed  to  pass  into  the  atmosphere. 

Sometimes  a  gas  may  be  estimated  by  the  reaction  which  takes 
place  when  brought  in  contact  with  a  chemical  absorbent,  such  as  the 
formation  of  a  precipitate,  or  the  change  of  colour  which  it  produces 
in  an  indicator.  The  gas  in  this  case  can  be  measured  by  a  graduated 
aspirator,  the  flow  of  which  is  stopped  when  the  peculiar  reaction 
ceases  or  is  manifested. 

Noianal  Solutions  for  G-as  Analysis.— In  the  titration  of  gases 
by  these  methods,  particularly  on  the  Continent,  the  custom  is  to  use 
special  normal  solutions,  1  c.c.  of  which  represents  1  c.c.  of  the 
absorbable  gas  in  a  dry  condition,  and  at  760  m.m.  pressure  and  0°C 
temperature.  These  solutions  must  not  be  confounded  with  the  usual 
normal  solutions  used  in  volumetric  analysis  of  liquids  or  solids.  For 
instance,  a  Jiormal  gas  solution  for  chlorine  would  be  made  by 
dissolving  4-4288  gm.  of  As^Og,  with  a  few  grams  of  sodium  carbonate 
to  the  liter,  and  a  corresponding  solution  of  iodine  containing 
11-3396  gm.  per  liter,  in  order  that  1  c.c.  of  either  should  correspond 
to  1  c.c.  of  chlorine  gas.  1  c.c.  of  the  same  iodine  solution  would  also 
represent  1  c.c.  of  dry  SOg,  and  so  on. 

A  very  convenient  bottle  for  the  titration  of  certain  gases  is  adopted 
by  Hesse.  It  is  made  in  a  conical  form,  like  an  Erlenmey^r's  flask, 
and  has  a  mark  in  the  short  neck,  down  to  which  is  exactly  fitted 
a  caoutchouc  stopper  having  two  holes,  which  will  either  admit  the 
spit  of  a  burette  or  pipette,  or  may  be  securely  closed  by  solid  glass 
rods.  The  exact  contents  of  the  vessel  up  to  the  stopper  is  ascertained, 
and  a  convenient  size  is  about  500  or  600  c.c.  The  exact  volume  is 
marked  upon  the  vessel. 

In  the  case  of  gases  not  affected  by  water,  the  bottle  is  fiUed  with 
that  liquid  and  a  portion  displaced  by  the  gas,  and  the  stopper  with 
its  closed  holes  inserted.  If  water  cannot  be  used,  the  gas  is  drawn 
mto  the  empty  bottle  by  means  of  tubes  with  an  elastic  pump.  The 
absorbable  constituent  of  the  gas  is  then  estimated  with  an  excess  of 
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the  standard  solution  run  in  from  a  pipette  or  burette.  During  this 
a  volume  of  the  gas  escapes  equal  to  the  volume  of  standard  solution 
added,  which  must  of  course  be  deducted  from  the  contents  of  the 
absorbing  vessel.  The  gas  and  liquid  are  left  to  react  with  gentle 
shaking  until  complete.  The  excess  of  standard  solution  is  then 
found  residually  by  another  corresponding  standard  solution ;  and  in 
the  case  of  using  gas  normal  solutions,  the  difference  found  corres- 
ponds to  the  volume  of  the  absorbed  constituent  of  the  gas  in  c.c.  ; 
and  from  this,  and  from  the  total  volume 
of  gas  employed,  may  be  calculated  the 
percentage,  allowing  for  the  correction 
mentioned.  This  arrangement  may  be 
used  for  CO^  in  air,  using  normal  gas 
barium  hydrate  and  a  corresponding  normal 
gas  oxalic  acid  with  phenolphthalein.  The 
normal  oxalic  acid  should  contain  5-6314 
gm.  per  liter,  in  order  that  1  c.c.  may 
represent  1  c.c.  of  COg.  The  baryta 
solution  must  correspond,  or  its  relation 
thereto  found  by  blank  experiment  at  the 
time.  The  arrangement  is  also  available 
for  HCl  in  gases,  using  a  normal  gas  silver 
solution  containing  4-8233  gm.  Ag  per  liter, 
as  absorbent,  with  a  corresponding  solution 
of  thiocyanate  (§  43)  and  ferric  indicator  j 
or  the  HCl  may  be  absorbed  by  potash, 
then  acidified  with  HNOg,  and  the  titration 
carried  out  by  the  same  process ;  or  again, 
an  alkaline  carbonate  may  be  used,  and  the 
titration  made  with  a  normal  gas  silver 
solution     using     the     chromate    indicator 

(§  41,  %h). 

^^      '      '  Fig.  108. 

Hemp  el's    Gas  Burette. — This  con- 
sists of  two  tubes  of  glass  on  feet,  one  of  which  is  graduated  to 
100  c.c.  in  \  c.c.  (the  burette  proper),  and  the  other  plain  (the  level 
tube).     They  are  connected  at  the  feet  by  an  elastic  tube,  much  in  the 
same  way  as  Lunge's  nitrometer.  The  arrangement  is  shown  in  fig.  108. 

The  illustration  shows  the  burette  with  three-way  stop-cock  at 
bottom,  which  is  necessary  in  the  case  of  gases  soluble  in  water, 
or  where  any  of  the  constituents  are  affected  thereby.  If  this  is  not 
the  case,  a  burette  without  such  stop-cock  is  substituted  (fig.  109). 
The  elastic  tube  should  not  be  in  one  piece,  but  connected  in  the  middle 
by  a  short  length  of  glass  tube  to  admit  of  ready  disconnection. 

Fig.  109  will  illustrate  not  only  the  original  Hemp  el  burette  with 
level  tube,  but  also  the  method  of  connection  with  the  gas  pipette, 
and  also  the  way  in  which  the  elastic  tube  is  joined  by  the  intervening, 
glass  tub^.* 

*  The  same  chemist  has  since  designed  a  gas  burette  which  has  the  advantage  of  being 
unaffected  by  the  fluctuating  temperature  and  pressure  of  the  atmosphejfe.    This  is  effected 
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Hempel,  with  great  ingenuity,  has- devised  special  pipettes  to  be 
used  in  connection  with  the  burette,. and  which  render  the  instrument 
very   serviceable   for   general   gas   analysis.     The  pipette  shown   in 


t-; 


Kg.  109. 

fig.  109  is  known  as  the  simple  absorption  pipette,  and  serves  for 
submitting  the  gas  originally  in  the  burette  to  the  action  of  some 
special  absorbent.  With  a  series  of  these  pipettes  the  gas  is  submitted 
to  the  action  of  special  absorbents,  one  after  another,  until  the  entire 
composition  is  ascertained.  The  connections  must  in  all  cases  be 
made  of  best  stout  rubber,  and  bound  with  wire. 

by  connecting  tlie  measimng  apparatus  with  a  space  free  from  air,  but  saturated  "with 
a(iueous  vapoui.  A  figure  showing  the  arrangement  is  given  ia  C.  N.  Iri.  254.  These 
simpler  forms  of  gas  apparatus  in  great  variety,  including  various  forms  of  the  nitro- 
meter, are  kept  in  stock  by  Measrs,  Townson  and  Mercer,  89  Bishopsgate  Street  Withinj 
London,  E  C,  and  probably  by  most  of  the  dealers  in  apparatus  in  the  kingdom. 
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Collection  and  measurement  of  the  Gas  over  Water. — Both 
tubes  are  filled  completely  with  water  (preferably  already  saturated 
laechanieally  with  the  gas),  care  being  taken  that  all  air  is  driven  out 
of  the  elastic  tube.  The  clip  is  then  closed  at  the  top  of  the  burette, 
and  the  bulk  of  the  water  poured  out  of  the  level  tube,  the  elastic 
tube  being  pinched  meanwhile  with  the  finger  and  thumb  to  prevent 
air  entering  the  burette.  The  latter  is  then  connected  by  a  small 
glass  tube  with  the  source  of  the  gas  to  be  examined,  when,  by 
lowering  the  level  tube,  the  gas  flows  in  and  displaces  the  water  from 
the  burette  into  the  level  tube.  The  pressure  is  then  regulated 
by  raising  or  lowering  either  of  the  tubes  until  both  are  level,  when 
the  volume  of  gas  is  read  off.  It  is  convenient  of  course  to  take 
exactly  100  c.c.  of  gas  to  save  calculation. 

Collection  and  measurement  of  the  Gas  without  Water.  — 

In  this  case  the  three-way  tap  burette  (fig.  108)  is  dried  thoroughly 
by  first  washing  with  alcohol,  then  ether,  and  drawing  air  through  it. 
The  three-way  tap  is  then  closed,  the  upper  tube  connected  with  the 
gas  supply,  and  the  burette  filled  either  by  the  pressure  of  the  gas,!  or 
by  using  a  smaU  pump  attached  to  the  three-way  cock  to  draw  out  the 
air  and  fill  the  burette  with  the  gas.  When  full  the  taps  are  turned 
off,  and  connection  made  with  the  level  tube,  which  is  then  fiUed 
with  water,  the  tap  opened  so  that  the  water  may  flow  into  the  burette 
and  absorb  the  soluble  gases  present.  As  the  burette  holds  exactly 
100  c.c.  between  the  three-way  tap  and  the  upper  clip,  the  percentage 
of  soluble  gas  is  shown  directly  on  the  graduation. 

The  method  of  Absorption.^ 

In  the  case  of  the  simple  pipette 
fig.  109,  a  is  filled  with  the  absorb- 
ing liquid,  which  reaches  into  the 
syphon  bend  of  the  capillary  tube  ; 
the  bulb  ■  h  remains  nearly  empty. 
In  order  to  fiU.  the  instrument,  the 
liquid  is  poured  into  6,  and  the  air 
sucked  out  of  a  by  the  capillary 
tube.  It  is  convenient  to  keep  a 
number  of  these  pipettes  filled  with 
various  absorbents,  well  corked,  and 
labelled. 

Another  pipette  of  similar  char- 
acter is  shown  in  fig.  110,  and  is 
adapted  for  solid  reagents,  such  as 
5'ig  110.  stick    phosphorus   in  water.      The 

instrument  has  an  opening  at  the  bottom,  which  can  be  closed  with 
a  caoutchouc  stopper.  This  pipette  is  a,lso  used  for  absorbing  CO2 
by  filling  it  with  plugs  of  wire  gauze  and  caustic  potash  solution,  so 
as  to  expose  a  large  active  surface  when  the  liquid  is  displaced- by 
the  gas. 

To  make  an  absorption,  the  capillary  U-tube  is  connected  with  the 
burette -containing    the    measured    gas   by   a    small    capillary    tube 
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(fig.  140),  the  pinchcock  of  course  being  open,  then  by  raising  the 
level  tube,  the  gas  is  driven  over  into  the  cylindrical  bulb,  where  it 
displaces  a  portion  of  the  liquid  into  the  globular  bulb.  When  the 
vi^hole  of  the  gas  is  transferred,  the  pinch-cock  is  closed,  and  the 
absorption  promoted  by  shaking  the  gas  with  the  reagent.  When  the 
action  is  ended,  communication  with  the  burette  is  restored,  and  the 
gas  syphoned  back  with  the  level  tube  into  the  burette  to  be  measured. 

The  double  absorption  Pipette  shown  in  fig.  Ill  is  of  great 
utility  in  preserving  absorbents  which  would  be  acted  on  by  the  air, 
such  for  instance  as  alkaline  pyrogallol,  cuprous  chloride,  etc.  The 
bulb  next  the  syphon  tube  is  filled  with  the  absorbent,  the  next  is 
empty,  the  third  contains  water,  and  the  fourth  is  empty.  When  the 
gas  is  passed  in,  the  intermediate  water  passes  on  to  the  last  bulb  to 
.make  room  for  the  gas,  thus  shutting  ofi'  all  contact  with  the 
■atmosphere,  except  the  small  amount  in  the  second  bulb.  An 
.  arrangement  is  also  made  for  the  use  of  solid  reagents,  by  substituting 
for  the  globe  next  the  U  capillary  tube  a  cylindrical  bulb  as  in  fig.  110. 

Hydrogen  Pipette.— The  hydrogen  gas  necessary  for  explosions 
"or  combustions  is  produced  from  a  hollow  rod  of  zinc  fixed  over  a  glass 
rod  passed  through  the  rubber  stopper  (fig.  110).  The  bulb  being 
filled  with  dilute  acid,  gas  is  generated,  and  as  it  accumulates  the  acid 
is  driven  into  the  next  bulb  and  the  action  ceases. 

Explosion  Pipette. — Another  arrangement  provides  for  explosions 
by  the  introduction  into  a  thicker  bulb,  measured  volumes  of  the  gas, 
of  air,  and  of  hydrogen.  The  bulb  being  shut  off  with  a  stop-cock,  a 
spark  is  passed  through  wires  sealed  into  the  upper  portion  of  the  bulb. 

Pipette  with  Capillary  Combustion  Tube.— This  simple 
arrangement  consists  of  a  short  glass  capillary  tube  bent  at  .each  end 
in  a  right  angle,  into  which  an  asbestos  fibre  impregnated  with  finely 
divided  palladium  is  placed,  so  as  to  allow  of  the  passage  of  the  gas.* 
The  gas  being  mixed  with  a  definite  volume  of  air  in  the  burette,  and 
the  measure  ascertained  (not  more  than  25  c.c.  of  gas  and  60  or  70  c.c. 
of  air),  the  asbestos  tube  is  heated  gently  with  a  small  gas  flame  or 
spirit  lamp,  and  the  pinchcocks  being  opened,  the  mixture  is  slowly 
passed  through  the  asbestos  and  back  again,  the  operation  being 
repeated  so  long  as  any  combustible  gas  remains.  No  explosion  need 
be  feared.     The  residue  of  gas  ultimately  obtained  is  then  measured, 

*  To  prepare  paUadimn  asbestos,  dissolve  about  1  gm.  palladium  in  aqua  regia,  evaporate 
to  dryness  on  water  batli  to  expel  all  acid.  Dissolve  in  a  very  small  quantity  of  water,  and 
add  5  or  6  c.c.  of  saturated  solution  of  sodium  formate,  then  sodium  carbonate  until 
strongly  alkaline.  Introduce  into  the  liquid  about  1  gm.  soft,  long-£bred  asbestos,  whicli 
should  absorb  the  whole  liquid.  The  fibre  is  then  dried  at  a  gentle  heat,  and  finally  In  the 
water  bath  till  perfectly  dry ;  it  is  then  soaked  in  a  little  warm  water,  put  into  a  glass 
framel,  and  all  adhering  salts  washed  out  carefully  without  disturbing  the  paHadium 
deposit.  The  asbestos  so  prepared  contains  about  60  per  cent.  Pd,  and  in  a  perfectly  dry 
state  is  capable  of  causing  the  combination  of  H  and  0  at  ordinary  temperature,  but  when 
used  in  the  capillary  tube  it  is  preferable  to  use  heat  as  mentioned.  The  capillary 
combustion  tubes  are  about  1  m.m,  bore  afid  5  m.'m,  outside  diameter,  with  a  length  of 
about  15  cm.  The  fibre  is  placed  into  them  before  bending  the  angles,  as  follows  :— Lay 
a  few  loose  fibres,  about  4  c.m.  long,  side  by  side  on  smooth  filter  paper,  moisten  with  a  drop 
or  two  of  water,  then  by  sliding  the  finger  over  them  twisted  into  a  kind  of  thread  about 
the  thickness  of  darning  cot'ton.  The  thread  is  taken  carefully  up  with  pincers  and 
dropped  into  the  tube  held  vertically,  then  by  aid  of  water  and  gentle  shaking  moved  into 
position  in  the  middle  of  the  tube.  The  tube  is  then  dried  in  a  warm  place,  arid  finally  the 
ends  bent  at  right-angle  for  a  length  of  3^  to  4  c.m.  Platinum  asbestos  may  be  prepared  in 
the  same  way,  using,  however,  only  from  half  to  one-fourth  the  quantity  of  metal. 
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and  the  contraction  found;  from-  this  the  volume  of  gas  burned  is 
ascertained  either  directly,  or  by  the  previous  removal  of  COj  formed 
by  the  combustion  with  the  potash  pipette.  H  is  very  easily  burned, 
CO  less  easily.  Ethylene,  benzine,  and  acetylene  require  a  greater 
heat  and  longer  time,  CH^  is  not  aifeoted  by  the  method,  even 
though  mixed  with  a  large  excess  of  combustible  gases. 

In  order  to  illustrate  the  working  of  the  whole  set  of  apparatus,  the  analysis 
of  a  mixture  containing  most  or  all  of  the  gases  likely  to  he  met  with  in  actual 
testing  is  given  from  a  paper  contributed  by  Dr.  W.  Bott  {J.  8.  C.  I.  iv,  163). 
The  mixture  of  gases  consists  of  CO2,  O,  CO,  C2H4,  CH4,  H  and  N.  A  sample 
of  this  gas— say  100  c.c. — is  collected  and  measured  in  the  gas  burette.  The  COj 
is  next  absorbed  by  passing  the  gas  into  a  pipette  (fig.  109)  containing  a  solution 
of  1  part  of  KHO  in  2  parts  of  water.  To  ensure  a  more  rapid  absorption,  the 
bulb  shown  in  fig.  110  containing  the  caustic  potash  may  be  partly  filled  with 
plugs  of  wire  gauze.  The  absorption  of  the  CO2  is  almost  instantaneous.  It  is 
only  necessary  to  pass  the  gas  into  the  apparatus  and  syphon  it  back  again  to  be 
measured.    The  contraction  produced  gives  directly  the  percentage  of  OO2  since 


Fig.  111. 
100  0.0.  were  used  at  starting.  The  remaining  gas  contains  O,  00,  H,  C2H4, 
CH4,  N.  The  oxygen  is  next  absorbed,  This  may  be  effected  in  two  ways— by 
means  of  moist  phosphorus  or  by  'an  alkaline  solution  of  pyrogallic  acid.  The 
former  method  is  by  far  the  more  elegant  of  the  two,  but  riot  universally 
applicable.  The  absorption  is  done  in  apipette  (fig.  110),  the  cork  bulb  of  which 
is  filled  with  thin  sticks  of  yellow  phosphorus  surrounded  by  water.  The  gas  to 
be  tested  is  introduced  in  the  usual  manner,  and  by  displacing  the  water  comes 
into  contact  with  the  moist  surface  of  the  phosphorus,  which  speedily  absorbs  all 
the  oxygen  from  it.  The  absorption  proceeds  best  at  about  15-20°  0.,  and  is 
complete  in  ten  minutes.  The  small  quantity  of  P2O3  formed  by  the  absorption 
dissolves  in  the  water  present,  and  thus  the  surface  of  the  phosphorus  always 
remains  bright  and  active.  This  neat  and  accurate  method  is  not  however 
universally  applicable ;  the  following  are  the  conditions  under  which  it  can  be 
used  : — The  oxygen  in  the  gas  must  not  be  more  than  50  per  cent.,  and  the  gas 
must  be  free  from  ammonia,  C2H4  and  other  hydrocarbons,  vapour  of  alcohol, 
ether  and  essential  oils.  In  the  instance  chosen,  the  phosphorus  method  would 
hence  not  be  applicable,  as  the  mixture  contains  OaHi ;  therefore  pyrogallol  must 
be  used.  The  absorption  is  carried  out  in  the  compound  absorption  pipette 
(fig.  Ill),  the  bulb  of  which  is  completely  filled  with  an  alkaline  solution  of 
pyrogallol  made  by  dissolving  1  part  (by  volume)  of  a  25  per  cent,  pyrogallol 
solution  in  6  parts  of  a  60  per  cent,  solution  of  caustic  potash.    The  absorption  is 
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complete  in  about  five  minutes,  but  maybe  hastened  by  shaking.  The  remainder 
of  the  gas  now  contains  C2H4,  CO,  CH4,  H,  N,  and  the  next  step  is  to  absorb  the 
C2H4  by  means  of  fuming  SO3,  the  CH4  being  subsequently  determined  by 
explosion.  In  choosing  the  latter  method  a  portion,  say  half,  of  the  residual  gas 
is  taken  for  the  estimation  of  hydrogen.  The  absorption  of  the  hydrogen  is 
based  on  the  fact  that  palladium  black  is  capable  of  completely  burning  hydrogen 
when  mixed  with  excess  of  air,  and  slowly  passed  over  the  metal  at  the  ordinary 
temperature.  About  li  gm.  of  palladium  black  are  placed  in  a  small  TJ-tube 
plunged  into  a  small  beaker  of  cold  water,  and  the  gas,  mixed  with  an  excess  of 
air  (which,  of  course,  must  be  accurately  measured),  is  passed  slowly  through  the 
tube  two  or  three  times,*  the  tube  at  the  time  being  connected  with  an  ordinary 
absorption  pipette  filled  with  water  or  else  with  the  KOH  pipette,  which  in  this 
case,  of  course,  simply  serves  as  a  kind  of  receiver.  Mnally  the  gas  is  syphoned 
back  into  the  burette  and  measured — two-thirds  of  the  contraction  correspond  to 
the  amount  of  H  originally  present  in  the  mixture  of  gas  and  air.  The  CH,  is 
not  attacked  by  ordinary  30  per  cent.  SO3  Nordhausen  acid  during  the  absorption 
of  the  C2H4.  The  acid  is  contained  in  an  absorption  pipette  (fig.  110),  the  bulb 
of  which  is  filled  with  pieces  of  broken  glass  so  as  to  offer  a  larger  absorbing 
surface  to  the  gas.  The  absorption  is  complete  in  a  few  minutes,  but  the 
remaining  gas  previous  to  measuring  should  be  passed  into  the  KOH  pipette  and 
back  again,  so  as  to  free  it  from  fumes  of  SO3.  Residual  gas :  CO,  CH4, 
H,  'N.  The  CO  is  next  absorbed  by  means  of  an  ammoniacal  solution  of 
cuprous  chloride  in  a  compound  absorption  pipette.  The  gas  has  to  be  shaken 
with  the  absorbent  for  about  three  minutes.  It  must  be  borne  in  mind  that 
CU2CI2  solution  also  absorbs  oxygen,  and,  according  to  Hem  pel,  considerable 
quantities  of  C2H4,  hence  these  gases  must  be  removed  previously.  Residue : 
CH4,  H,  N.  Both  CH4  and  H  may  now  be  estimated  either  by  exploding  with 
an  excess  of  air  in  the  explosion  pipette  and  measuring  (1)  the  contraction 
produced,  and  (2)  the  amount  of  OO2  formed  (by  means  of  the  KOH  pipette) ; 
or,  according  to  Hempel,  absorb  the  hydrogen  first  of  all  as  described  above-^ 
provided  the  U-tube  be  kept  well  cooled  with  water,  inasmuch  as  that  at  about 
200°  C.  a  mixture  of  air  and  CH4  is  also  acted  upon  by  palladium.  The  presence 
of  CO,  vapours  of  alcohol,  benzine  and  hydrochloric  acid  also  interfere  with  the 
absorption  by  palladium. 

The  palladium  may  be  used  for  many  consecutive  experiments,  but  must  be 
kept  as  dry  as  possible.  After  it  has  been  used  for  several  absorptions  it  may  be 
regenerated  by  plunging  the  tube  into  hot  water  and  passing  a  current  of  dry 
air  through  it. 

Having  estimated  the  hydrogen,  the  CH4  in  the  remaining  portion  of  the  gas 
has  to  be  determined.  This  contains  CH4,  N  and  H,  the  amount  of  the  latter 
being  known  from  the  previous  experiment.  The  gas  is  mixed  with  the  requisite 
quantity  of  air  and  hydrogen,  introduced  into  the  explosion  pipette  and  fired  by 
means  of  a  spark.  The  water  resulting  from  the  combustion  condenses  in  the 
bulb  of  the  pipette,  whilst  the  CO2  formed  is  absorbed  by  the  KOH  solution 
present.     Hence^the  total  contraction  produced  corresponds  to ; 

u..  The  hydrogen  present  in  the  original  gas  +  i  its  vol.  of  O  (the  quantity 
requisite  for  complete  combustion). 

h.    The  known  quantity  of  hydrogen  added  +  i  its  vol.  of  O. 

<-■.    The  CH4  present  +  2  vols,  of  0  requisite  for  its  combustion. 
CH4  +  04  =  (CO2  +  2H2O) 

2  4  disappears. 

Since  a  and  i  are  known,  or  can  be  readily  calculated  from  the  previous  data,  by 
subtracting  (a  +  b)  from  the  total  contraction  it  is  possible  to  obtain  C  —  (a  +  bj  =  c 
contraction  due  to  CH4  alone,  and  one-third  of  this  is  equal  to  the  volume  of  CH4, 
present,  as  will  be  readily  seen  from  the  above  equation. 
The  remaining  nitrogen  is  estimated  by  difference. 

*  Instead  of  this  the  H  may  be  burned  in  the  tube  containing  the  palladium  asbestos 
fibre  previously  described. 


§108. 


: ANALYSIS   OF  GASES.-, 


589 


Improved  arrangement  of  Hempel^s  Pipettes  for  storing 
and  using  absorbents. — P.  P.  Bedson  has  designed  an  arrange- 
ment of  pipettes  which  he  uses  in  connection  "with  a  Dittmar's 
measuring  apparatus,  but  which  may  of  course  be  used  with  other 
forms  of  gas  apparatus,  by  suitable  connections.  The  pipettes  are 
shown  in  fig.  112,  and  their  use  may  be  described  as  follows  : — A 
capillary  tube  with  a  three-way  cock  A  is  soldered  to  the  Hemp  el 
pipette — the  capillary  is  drawn  out  and  bent  so  as  to  pass  into  the 
mercury  trough.  The  tap  A  can  be  placed  in  connection  with  C,  to 
which  is  attached  a  movable  mercury  reservoir  D.  In  working;  e.g., 
transferring  gas  to  E,  the  absorbent  fills  E  and  the  capillary  of  tap  A 
By  raising  1)  the  vessel  C  and  capillary  B  are  entirely  filled  with 
mercury.  B,  of  course,  is  immersed  in  tlie  mercury  trough.  Having 
filled  B-  with  mercury,  the  test  tube  containing  the  gas  to  be  examined 
is  brought  over  the  end  of  B  and  some  gas  drawn  into  C  by  depressing 
D.  The  tap  is  then  turned  to  put  the  tube  in  connection  with  E,  and 
the  gas  forced  into  E  by  depressing  the  tube  in  trough.  By  raising 
and  lowering  thef  tube  the  gas  can  be  brought  into  intimate  contact 

with  the  absorbent  and  absorption 
IS  promoted.  To  bring  all  the 
3  into  E,  D  is  again  used  and 
3  remainder  of  gas  drawn  into 
by  depressing  D  ;  then  by  turn^ 
y  the  tap  round  the  gas  from  C 
1  be  forced  into  E ;  the'  tap  is 
3n  turned  so  as  to  put  the 
Dillary  and  E  in  connection, 
d  the  gas  flows  into  E  with  a 
lall  'portion  in  capillary  B, 
;ained  by  the  column  of  mercury 
ing  the  bent  limb. 
The  gas  may  be  left  thus  for 
ne  hours  ;  and  to  transfer  it  to 
6  tube,  C  and  E  are  placed  in 
nnection  by  suitably  turning 
e  tap;  then  by  depressing  D 
me  _gas  is  drawn  into  C  and  the 
p  turned  so  as  to  put  C  and  the 
tube  in  connection. 

By  carefully  raising  D,  the 
mercury  is  washed-out  of  B  and  some  of  the  gas  passes  into  the  tube. 
With  B  clear  of  mercury  and  filled  with  gas,  the  tube  and  E  are 
placed  in  connection-  and  the  gas  flows  out  of  E  into  the  tube.  When 
the  liquid  from  E  has  risen  so  as  to  fill  the  vessel  up  to  the  tap  (the- 
capillary  of  the  tap  being  also  filled),  the  tap  is  turned  to  put  C  and 
B  in  connection ;  then  by  raising  D  all  gas  is  washed  out  of  G  and 
capillary  into  the  tube  used  for.  its  collection  and  transferred  to  the 
measuring  tube.  ■  .  _    , 

Bedson  also  attaches  to  the  measuring  apparatus  a  vessel  containing 
a  known  volume  of  air  at  known  temperature  and  pressure,  as  recom- 
mended by  innge,  so  as  to  dispense  with  the  otherwise  necessary' 
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corrections.     Further  details  as  to  the  various  uses  to  which  Hempel  s 
gas  pipettes  and  other  simple  forms  of 
gas  apparatus  may  be  adapted,  will  be 
found    in     Hempel's     Gas    Analysis 
(Macmillan,  1892). 

THE   NITBOMETER  AND 
GASVOLTJMETER. 

§  109.  The  nitrometer  has  been 
incidentally  alluded  to  in  §  71  (page  273) 
as  being  useful  for  the  estimation  of 
nitric  acid  in  the  form  of  nitric  oxide. 
It  was  indeed  for  this  purpose  that  the 
instrument  was  originally  contrived,  more 
especially  for  ascertaining  the  proportion 
of  nitrogen  acids  in  vitriol. 

The  instrument  has  been  found 
extremely  useful  also  for  general 
technical  gas  analysis,  and  for  the  rapid 
testing  of  such  substances  as  manganese 
peroxide,  hydrogen  peroxide,  bleaching 
powder,  urea,  etc.  The  apparatus  in  its 
simplest  form  is  shown  in  fig.  113,  and 
consists  of  a  graduated  measuring  tube 
fitted  at  the  top  with  a  three-way  stop- 
cock, and  a  glass  cup  or  funnel  ;  the 
graduation  extends  from  the  tap  down- 
wards to  50  c.c.  usually,  and  is  divided 
into  y^  c.c.  The  plain  tube  known  as 
the  pressure  or  level  tube,  is  about  the 
same  size  as  the  burette,  and  is  connected 
with  the  latter  by  means  of.  stout  elastic 
tubing  bound  securely  with  wire.  Both 
tubes  are  held  in  clamps  on  a  stand,  and 
it  is  advisable  to  fix  the  burette  itself 
into  a  strong  spring  clamp,  so  that  it 
may  be  removed  and  replaced  quickly. 

One  great  advantage  over  many  other 
kinds  of  technical  gas  apparatus  which 
pertains  to  this  instrument  is,  that  it  is 
adapted  for  the  use  of  mercury,  thus 
insuring  more  accurate  measurements,  and  enabling  gases  soluble  in 
water,  etc.,  to  be  examined. 

Another  form  of  the  same  instrument  is  designed  by  Lunge  for  the 
estimation  of  the  nitric  acid  in  saltpetre  and  nitrate  of  soda,  where 
a  larger  volume  of  nitric  oxide  is  dealt  vnth  than  occurs  in  many 
other  cases.  In  this  instrument  a  bulb  is  blown  on  the  burette 
just  below  the  tap,  and  the  volume  contents  of  this  bulb  being  found, 
the  graduation  showing  its  contents  begins  on  the  tube  at  the  point 
where  the  bulb  ends,  and  thence  to  the  bottom ;  the  level  tube  also 
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has  a  bulb  at  bottom  to  contain  the  mercury  displaced  from  the  burette. 
Illustrations  of  this  form  of   nitrometer  will  be  found  further  on. 

The  following  description  of  the  manipulation  required  for  the 
estimation  of  nitrogen  acids  in  vitriol  applies  to  the  ordinary  nitro- 
meter, and  applies  equally  to  the  estimation  of  nitrates  in  water 
residues  and  the  like  (see  page  268)  : — 

The  burette  a  is  filled  with  mercury  in  such  quantity  that,  on  raising  h  and 
keeping  the  tap  open  to  the  burette,  the  mercury  stands  quite  in  the  taphole, 
and  about  two  i  inches  up  the  tube  "i.  The  tap  is  now  closed  completely, 
and  from  0'5  to  5  c.o.  of  the  nitrous  vitriol  (according  to  strength)  poured 
into  the  cup.  b  is  then  lowered  and  the  tap  cautiously  opened  to  the 
burette,  and  shut  quickly  when  all  the  acid  except  a  mere  drop  has  run  in, 
carefully  avoiding  the  passage  of  any  air.  3  c.o.  of  strong  pure  H2SO4  are 
then  placed  in  the  cup  and  drawn  in  as  before,  then  a  further  2  or  3  c.c.  of  the 
acid  to  rinse  all  traces  of  the  sample  out  of  the  cup.  a  is  then  taken  out  of 
its  clamp,  and  the  evolijtion  of  gas  started  by  inclining  it  several  times  almost  to 
a  horizontal  position  and  suddenly  righting  it  again,  so  that  the  mercury  and  acid 
are  well  mixed  and  shaken  for  a  minute  or  two,  until  no  further  gas  is  evolved. 
The  tubes  are  so  placed  that  the  mercury  in  S  is  as  much  higher  than  that 
in  a  as  is  required  to  balance  the  acid  in  a  ;  this  takes  about  one 
measure  of  mercury  for  6'5  measures  of  acid.  When  the  gas  has  assumed  the 
temperature  of  the  room,  and  all  froth  subsided,  the  volume  is  read  off,  and 
also  the  temperature  and  pressure  from  a  thermometer  and  barometer  near  the 
place  of  operation.  The  level  should  be  checked  by  opening  the  tap,  when 
the  mercury  level  ought  not  to  change.  If  it  rises,  too  much  pressure  has 
been  given,  and  the  reading  must  be  increased  a  trifle.  If  it  sinks,  the  reverse. 
A  good  plan  is  to  put  a  little  acid  into  the  cup  before  opening  the  tap ;  this 
will'  be  drawn  in  if  pressure  is  too  low,  or  blown  up  if  too  high.  These  indications 
will  serve  for  a  correct  repetition  of  the  experiment. 

To  empty  the  apparatus  ready  for  another  trial,  lower  a  and  open  the  tap, 
then  raise  b  so  as  to  force  both  gas  and  acid  into  the  cup ;  by  opening  the  tap 
then  outwards,  the  bulk  of  the  acid  can  be  collected  in  a  beaker,  the  last  drops 
being  wiped  out  with  blotting-paper.  It  is  hardly  necessary  to  say  that  the  tap 
must  be  thoroughly  tight,  and  kept  so  by  the  use  of  a  little  vaseline,  taking  care 
that  none  gets  into  the  bore-hole. 

The  calculations  for  nitrogen  are  given  on  page  268. 

It  is  evident  that  the  nitrometer  can  be  made  to  replace  Hempel's 
burette  if  so  required,  by  attaching  to  the  side  opening  of  the  three- 
way  tap  the  various  pipettes  previously  described,  or  smaller  pipettes 
of  the  same  kind  to  be  used  with  mercury,  as  described  by  Lunge 
(Berichte,  xiv.  14,  92). 

The  instrument  may  also  be  very  well  employed  for  collecting, 
measuring,  and  aiiialyzing  the  gases  dissolved  in  water  or  other  liquids. 
An  illustration  of  this  method  is  given  by  Lunge  and  Schmidt 
(Z.  a.  C.  XXV.  309)  in  the  examination  of  a  sample-  of  water  from 
the  hot  spring  at  Leuk  in  Switzerland. 

The .  determination  of  the  dissolved  gases  was  made  in  the  nitro- 
meter, arranged  as  shown  in  figs.  114  and  115  ; — ■ 

The  flask  A  is  completely  filled  with  the  water ;  an  india-rubber  plug  with  a 
capillary  tube  (a)  passing  through  it  is  then  inserted  in  the  flask,  and  the  tube  is 
thereby  completely  filled  with  water.  The  whole  is  then  weighed,  and  the, 
difference  between  this  and  the  weight  of  the  empty  flask  and  tube  gives  the- 
amount  of  water  taken.  The  end  of  the  capillary  tube  is  then  connected  to  the 
side  tube  of  the  nitrometer  by  the  tube  b.  The  nitrometer  is  then  completely 
411ed  with  mercury,  and  when  the  tubes  are  quiet,  the  flask  and  measuring  tube 
of  the  nitrometer  are  quickly  placed  in  connection,  without  the  introduction  of 
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the  slightest  trace  of  air.  The  water  in  the  flask  is  then  slowly  heated  to  boiling. 
Some  water  as  well  as  the  dissolved  gases  collect  in  the  measuring  tuhe  of  the 
nitrometer.  The  tube  N  of  the  nitrometer  should  be  lowered  in  order  that  the 
boiling  may  take  place  under  reduced  pressure.  After  boiling  for  fire  to  ten 
minutes,  the  stop-cock  is  quickly  turned  through  180°,  so  that  the  flask  is  placed 
in  combination  with  the  cup  B  containing  mercury,  and  the  flame  removed. 
Since  the  mercury  stands  lower  in  N  than  in  M,  it  is  not  possible  for  any  loss 
of  gas  to  take  place  at  the  moment  of  turning  the  tap.  It  is  also  impossible  for 
any  gas  or  steam  to  escape  through  the  mercury  cup,  since  the  pressure  is 
inward.  A  small  bubble  of  gas  always  remains  under  the  stopper  ;  this  is 
brought  into  M  by  lowering  the  tube  N  as  much  as  possible,  and  then  turning  the 
stop-cock  so  that  the  flask  and  measuring  tube  are  again  placed  in  connection, 
and  when  the  bubble  has  passed  over,  quickly  reversing  the  tap  again. 


Pig.  114. 

"When  the  whole  of  the  gas  is  collected  in  the  nitrometer,  it  is  connected  with 
a  second  instrument,  O  P,  quite  full  of  mercury.  The' gas  is  then  transferred  by 
placing  the  tap  in  such  a  position  that  it  is  closed  in  all  directions,  and  the 
tube  M  is  heated  by  passing  steam  through  the  tube  E.  "When  it  is  quite  hot 
the  tube  N  is  lowered,  causing  the  water  in  M  to  boil,  in  order  to  expel  every 
trace  of  dissolved  gas.  The  taps  are  then  placed  in  connection  and  the  gas 
passes  over.  It  can  then  be  cooled,  measured,  and  submitted  to  analysis.  Two 
experiments  gave  505  gm.  water  taken,  gas  evolved  5'06  c.c.,  =  10'02  per  1000  gm. ; 
502  gm.  water  taken,  gas  evolved  4'94  o.c.,=9'84  per  1000  gm. 

Lunge's  Improved  Nitrometer  for  the  Gas-V"olum.etric 
Analysis  of  Permanganate4  Chloride  of  Iiime,  Manganese 
Peroxide,  etc. — Lunge  in  describing  this  instrument  (/.  S.  C.  1. 
ix..  21)  says  : — 

"  In  a  paper  published  in  the  Chemische  Industrie,  1885,  161,  I  described  the 
manifold  uses  to  which  the  nitrometer  can  be  put  as  an  apparatus  for  gas 
analysis  proper,  as  an  absorptiometer,  and  especially  for  gas-volumetric  analyses. 
To  fit  it  for  the  last-mentioned  object,  I  added  to  it  a  flask,  provided  with  an 
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inner  tube  fused  on  to  its  bottom,  and  suspended  from  the  side  tube  of 'the 
nitrometer,  as  shown  in  fig.  116,  which  at  the  same  time  exhibits  the  Greiner 
and  Priedrioh's  patent  tap.  This  shows  how  any  ordinary  nitrometer,  such  as 
are  now  found  in  most  chemical  laboratories,  can  be  applied  to  the  before- 
mentioned  uses.  "Where,  however,  the  methods  concerned  are  to  be  employed 
not  merely  occasionally,  but  regularly,  it  will  be  preferable  to  get  a  nitrometer 
specially  adapted  to  this  use,  of  which  figs.  117  and  118  show  various  forms. 


Pig.  117. 


Fig.  116.  Kg-  118. 

They  have  no  cup  at  the  top,  which  is  quite  unnecessary  for  this  purpose,  but 
merely  a  short  outlet  tube  for  aii-.  Pig.  117  shows  an  instrument  provided  with 
one  of  the  new  patent  taps,  which  are  certainly  very  handy,  and  cause  a  much 
smaller  number  of  spoiled  tests  than  the  ordinary  three-way  tap,  a*  shown,  in 
fig.  118,  which  at  the  same  time  exhibits  the  form  of  nitrometer  intended  for 
large  quantities  of  gas,  the  upper  part  being  widened  into  a  bulb,  below  which 
the  graduation  begins  with  either  60  or  100  o.c,  ending  at  100  or  140  co. 
respectively.    There  are  also  various  shapes  of  flasks  shown  in  these  instruments, 
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but  it  is  unnecessary  to  say  that  these,  as  well  as  the  hulb  arrangements,  can  he 
applied  to  any  other  form  Of  the  instrument.  The  nitrometers  used  for  gas- 
volumetrio  analyses  are  best  graduated  in  such  manner  that  the  zero  point  is 
about  a  centimeter  below  the  tap,  whilst  ordinary  nitrometers  have  their  zero 
point  at  the  tap  itself.  I  will  say  at  once  that  for  all  estimations  of  oxygen  in 
permanganate,  bleach  or  manganese,  it  is  quite  unnecessary  to  employ  mercury 
for  iilliug  the  instruments,  since  identical  results  are  obtained  with  ordinary 
tap  water ;'  but  it  is  decidedly  advisable  to  place  this  instrument,  like  any 
ordinary  nitrometer  or  any  other  apparatus  in  which  gases  are  to  he  measured,  in 
a  room  where  there  are  as  few  changes  of  temperature  by  cold  draughts  or  gas- 
burners,  and  so  forth,  as  possible. 

"  It  may  he  as  well  to  give  here  a  general  description  of  the  mode  of  procedure 
for  manipulating  gas-volumetric  analysis  wiT,h  the  nitrometer,  common  to  all 
analyses  according  to  this  method.  Eill  the  nitrometer  with  water  or  mercury  by 
raising  the  level  tube  till  the  level  of  the  liquid  in  the  graduated  tube  is  at  zero 
(in  the  case  of  instruments  bearing  the  zero-mark  a  little  below  the-  tap,  as  in 
figs.  IIV  and  118),  or  at  I'O  c.o.  (in  the  case  of  ordinai-y  nitrometers  beginning 
their  graduatton  at  the  tap  itself).  It  is  unnecessary  to  say  that  in  the  latter 
case  all  readings  must  be  diminished  by  1  c.c.  Close  the  glass  tap.  Put  the 
substance  to  be  tested  into  the  outer  space  of  the  flask,  together  with  any  other 
reagent  apart  from  the  H2O2  (in  the  case  of  bleaching-powder  nothing  but  the 
bleach  liquor,  in  that  of  permanganate  the  30  c.o.  of  sulphuric  acid,  etc.) .  Now 
put  the  H2O2  into  the  inner  tube  of  the  flask,  after  having,  in  the  case  of  testing 
for  chlorine,  made  it  alkaline  in  the  previously  described  way.  Put  the  india- 
rubber  cork,  still  hanging  from  the  tap,  on  to  the  flask,  without  warming  the 
latter,  as  above  described.  As  this  produces  a  compression  of  the  air  within  the 
flask,  remove  this  by  taking  out  the  key  of  the  tap  in  figs.  116,  117,  or  118, 
turning  it  for  a  moment  so  as  to  communicate  with  the  short  outlet  tube.  Now 
turn  the  tap  back,  mix  the  liquids  by  inclining  the  flask,  shake  up  and  allow  the 
action  to  proceed.  As  the  gas  passes  over  into  the  graduated  tube,  lower  the 
level  tube,  so  as  to  produce  no  undue  pressure ;  at  last  bring  the  liquid  in  both 
tubes  to  an  exact  level  and  read  off. 

"  In  the  case  of  bleach  analysis  all  the  oxygen  of  the  chloride  of  lime  is  given 
off,  together  with  exactly  as  much  oxygen  of  the  H2O2.  The  total  is  just  equal 
to  the  volume  of  chlorine  gas  which  would  be  given  off  by  the  chloride  of  lime, 
and  thus  immediately  represents  the  French  or  Gay-Lussac  chlorometric 
degrees,  of  course  after  reducing  the  .volume  to  0°  and  760  m.m.  pressure.  (The 
reading  of  the  barometer  must  be  corrected  by  deducting  the  tension  of  aqueous 
vapour  for  the  temperature  observed  as  well  as  the  expansion  of  mercury, 
according  to  the  tables  found  everywhere.)  These  reductions  can  easily  be 
performed  by  the  tables  contained  in  the  "Alkali-Makers'  Pocket-book"  (pages 
34  to  45),  which  I  had  calculated  a  number  of  years  ago,  just  in  order  to  facilitate 
the  use  of  the  nitrometer." 

Lunge's  G-asvolumeter  is  an  apparatus  for  dispensing  with 
reduction  calculations  in  measuring  gas  volumes  (described  by  Lunge 
in  Zeitschrift  f.  angew.  Oliem.  1890,  139-144,  and  here  quoted  from 
/.  S.  G.  I.  ix.  547). 

In  technical  gas  analysis  a  considerable  amount  of  time  is  taken  up 
by  calculations  for  reducing  gas  volumes  to  standard  temperature  and 
pressure.  In  pure  gas  analysis  the  inconvenience  is  not  so  great ;  for 
technical  purposes  the  initial  and  end  temperature  and  pressure  may 
be  taken  as  the  same,  ovi^ing  to  the  short  duration  of  the  experiment, 
and  for  more  accurate  purpose  "  compensators  "  have  been  devised'. 
Where,  however,  the  gas  to  be  measured  is  evolved  from  a  wei<Thed 
quantity  of  a  liquid,  or  solid  (so  that  volume  and  weight  have  finaUy 
to  be  connected)  the  matter  is  different,  and  readings  of  thermometer 
and  barometer  have  to  be  made,  and  then  the  necessary  calculations 
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are  to  be  gone  through.     Tables  of  reduction  have  certainly  been 

compiled    for    reduction    of     gases    at    various    temperatures    and 

pressures, ,  but   still    readings   of  thermometer   and   barometer  have 

to  be  made,  and  part  of  the  time 

only  is  saved.     To  further  reduce 

the  time  occupied  and  to  render 

the    technical    chemist    in    this 

department    to    a    great    extent 

independent  of   temperature  and 

atmospheric  pressure  the  present 

apparatus  has  been,  constructed. 

By  means  of  a  T-tube  D  (fig.  119), 
and  thiok-walled  rubber  tubing,  are 
connected  the  three  tubes  A,  B,  C.  A 
is  for  measuring  the  gas ;  it  may  be  any 
form  of  nitrometer,  a  B  u  n  t  e '  s  burette 
or  other  convenient  burette.  B  is  the 
"reduction  tube,"  which  has  at  its 
upper  end  a  spherical  or  cylindrical 
bulb.  The  volume  to  the  first  mark  is 
100  CO.,  the  remaining  narrow  portion 
of  the  tube  being  calibrated  up  to 
130-140  0.0.  in  divisions  representing 
tir  0.0.  This  "reduction  tube"  is 
set  once  for  all  at  the  beginning  of 
work  by  observing  thermometer  and 
barometer,  calculating  the  volume 
which  100  0.0.  of  perfectly  dry  air, 
measured  at  0°  C.  and  760  m.m., 
would  occupy  under  the  existing  con- 
ditions. This  quantity  of  air  is  then 
introduced,  and  the  tube  closed  by 
means  of  the  stop-cock  shown,  or  by 
fusing  up  the  inlet  (having  in 
place  of  the  inlet  tube  shown  in  the 
figure  a  tube  of  capillary  bore).  If  it 
be  necessary  to  measure  the  gas  moist 
a  drop  of  water  is  introduced  into  this 
tube,  and  of  course  iu  the  calculation 
necessary  the  barometric  pressure  must 
be  reduced  by  the  vapour  tension  of 
water ;  if  the  gases  are  to  be  measured 
perfectly  dry  (as,  for  instance,  when 
using  the  nitrometer  with  sulphuric 
acid),  a  drop  of  sulphuric  acid  takes 
the  place  of  the  water. 

C  is  the  pressure  or  levelling  tube. 

If  necessary  for  the  purpose  of  regulating  the  temperature  A  and  B 
may  be  surrounded  with  water-jackets.  A,  B,  and  C  are  supported  by  spring 
clamps.  It  is  easily  seen  that  when  by  raising  C  the  level  of  the  mercury  in 
B  has  been  forced  up  to  the  mark  100,  exactly  the  amount  of  pressure  is 
exerted  by  C  as  will  compress  the  gas  in  B  to  its  volume  under  standard 
conditions. 

In  taking  a  reading  A  and  B  must  be  levelled  and  the  mercury  level  in  B 
must  have  been  brought  up  to  100.  The  volume  shown  on  A  is  then  the 
volume  reduced  to  standard  temperature  and  pressure.  In  cases  where  the  gas 
is  generated  in  A  itself,  or  where  the  gas  is  transferred  to  A,  this  is  all  that 
need  be  done.    If,  however,  the  gas  is  generated  in  a  side  apparatus,  as  shown 
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in  fig.  119,  A' and  C  must  first  be  levelled  and  the  stop-oook  of  A  then, 
closed  so  that  the  gas  in  A  ia  collected  at  atmospheric  pressure.  After  this, 
reduction  may  he  effected  as  already  explained. 

In  nitrogen  determinations  by  Dumas'  method,  A  contains  caustic  potash  as 
well  as  mercury ;  this  is  compensated  hy  having  on  the  reduction  tube,  B,  a  mark 
at  a  distance  below  the  100  mark  equal  to  one-tenth  of  the  height  of  the  caustic 
potash  column  (sp.  gr.  of  the  caustic  potash  equals  one-tenth  sp.  gr.  of  mercury) ; 
when  taking  a  reading  the  mercury  in  B  must  be  at  100,  and  that  in  A  must  be 
on  a  level  with  this  new  lower  mark  of  B.    Similar  allowance  may  be  made  in 
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Mg.  120. 
nitrometrio  determinations,  but  the  case  is  here  more  difficult  owing  to  the 
variations  in  the  quality  and  specific  gravity  of  the  sulphuric  acid  used.  It  is- 
better  in  such  cases  to  liberate  the  gas  in  a  separate  vessel  and  transfer  subse- 
quently to  the  burette  for  reduction  and  measurement.  Kg.  120  shows  a 
convenient  form  of  apparatus.  Of  course  the  working  part  E,  P  need  not  be 
graduated.  Before  beginning  the  operation  the  mercury  is  made  to  fill  B  with^ 
the  side  tube  «,  which  side  tube  is  then  capped  with  a  caoutchouc  stopper  to 
prevent  escape  of  the  mercury  during  subsequent  shaking.     A,  with  its  side 
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tube  e,  is  also  completely  filled  with  mercury.  The  substance  under  examination, 
and  subsequently  the  acid,  are  added  through  0  as  usual.  To  trahsfer  the  gas 
from  B  to  A,  the  cap  b  is  removed  and  u,  is  fitted  to  e  by  means  of  the  rubber 
connection, rf.  E  is  then  raised  and  C  lowered,  the  taps  are  carefully  opened,  and 
transference  effected  until  the  acid  in  E  just  fills  e. 

A  further  saving  of  time  may  be  effected  in  works,  where  the 
instrument  is  to  be  used,  for  always  one  and  the  same  object,  by 
marking  on  the  gas  burette  or  nitrometer  the  weight  in  milHgrams 
corresponding  to  certain  volumes ;  this  may  be  done  either  instead  of 
or  alongside  the  c.c.  divisions ;  or  by  using  a  fixed  quantity  of 
substance,  percentages  may  be  marked  off  directly.  For  nitrogen 
determinations  by  Dumas'  method  1  c.c.  of  nitrogen  under  normal 
conditions  weighs  1'254  m.gm.  In  the  case  of  azotometric  determina- 
tions of  ammoniacal  nitrogen  (by  sodium  hypobromite)  the  graduations 
may  be  made  to  represent  ammonia.  Correction  must  be  made  in 
graduating,  however,  for  the  incompleteness  of  the  reaction.  Tables 
giving  the  corrections ,  have  been  introduced,  but  the  author  has 
shown  (Ghem.  Ind.  1885,  165)  that  these  may  be  dispensed  with,  and 
that  it  is  sufficient  to  make  a  correction  of  2'5  per  cent.  IJ'or  urea, 
however,  the  correction  is  9  per  cent. 

The  following  table  shows  substances  for  which  gasometric  methods 
are  used : — 


Substances. 


Organic  substances 
Ammonia  salts    . . . 

J)          '' 
Urine  

Bone-charcoal,  etc. 

Pyrolusite    

Bleaching  powder 
Potassium  perman- 
ganate   

Chili  saltpetre 

Nitrous  bodies    ... 


Nitroglycerol,   dy- 
namite, etc 

Nitrocellulose,  py- 
roxylin   


Basis  to  whicli 

Percentages  are 

Calculated, 


Nitrogen 

)j 

Ammonia 

Urea 

Carbon  dioxide 

Calcium  carbonate 

Manganese  dioxide 

Chlorine 

Oxygen 

Sodium  nitrate 

N2O3 

HNO3 

Nitric  acid  36"  B. 

Sodium  nitrate 

Trinitroglycerol 

Nitrogen 


Method 

G-as 

Employed. 

Evolved. 

Duma,s' 

N 

Hjrpobrmte. 

N 

» 

N 

N 

Decomposed 

CO2 

with  HCl 

OO2 

By  H2O2 

0 

i> 

0 

jj 

0 

Nitrometer 

NO 

NO 

NO 

NO 

„ 

NO 

i) 

NO 

a 

NO 

iJ 

NO 

1  c.c.  of  G-as 

=m.gm.  of  Basis, 

(Col.  II.) 


l-25i 
1-285* 
1-561* 
2-952* 

1-966 

4-468 
3-882 
1-5835 

0-715 

3-805 
1-701 
2-820 
5-330 
3-805 

3-387 

0-6267 

0-6267 


*  The  corrections  above  referred  to  have  here  abfeady  been  inade. 

Japp  (/.  C.  S.  lix.  894)  describes  a  modification  of  Lunge's 
gas  volumeter,  by  means  of  which  .with  accurately  graduated  ordinary 
50  c.e.  gas  burettes  any  required  single  gas  may  without  observation 
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of  temperature  or  pressure,  and  ■without  calculation,  he  mfiasured 
under  such  conditions  that  each  c.c.  represents  a  milligram  of  the  gas. 
The  name  "  gravivolumeter  "  is  appropriately  given  to  this  instrument, 
and  it  undoubtedly  possesses  this  advantage  over  Lunge's  instrument 
that  it  obviates  the  necessity  of  having  a  number  of  different  gas- 
volumeters  for  different  substances,  and  moreover  its  manufacture 
involves  no  large  amount  of  skill,  as  the  ordinary  graduation  in  c.c.  in 
■j\j-  or  -jV  is  all  that  is  required. 

The  apparatus  is  represented  in  fig.  121.  It  consists  of  two  gas  burettes,  of 
50  c.c.  capacity  each,  hoth  furnished  with  ohliquely  hored  taps.  One  of  these 
burettes.  A,  which  has  a  three-way  tap,  is  the  gas  measuring  tube ;  the  other,  B, 
which  need  only  have  a  single  tap,  performs  the  function  of  the  regulator  in 


Tig  121. 

Lunger's  gasvolumeter,  and  may  be  termed  the  "regulator  tube."  As  in 
Lunge's  instrument,  both  tubes  are  moistened  internally  with  a  drop  of  water, 
in  order  that  the  gases  they  contain  may  be  saturated  with  aqueous  vapour,  and 
both  are  connected,  by  means  of  stout,  flexible  tubing  and  a  T-piece,  with  the 
same  movable  reservoir  of  mercury,  C.  And  since,  in  certain  determinations, 
the  level  ot  the  mercury  reservoir  is  considerably  below  the  lower  end  of  the  two 
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burettes,  and  an  inward  leakage  of  air  might  thus  occur  at  the  junctions  of  the 
burettes  with  the  india-rubber  tubing,  these  junctions  are  surrounded  with 
pieces  of  wider  india-rubber  tubing,  U,  D,  tied  round  the  bottom  and  open  at 
the  top,  and  filled  with  water,  so  as  to  form  a  water  joint. 

The  25  c.c.  division  of  the  regulator  tube  is  taken  as  the  starting  point  in 
calculating  what  may  be  termed  the  "  gravivolumetric  values "  of  the  different 
gases  to  be  measured.  Thus  in  the  case  of  nitrogen  it  is  necessary  to  calculate  to 
what  volume  25  c.c.  of  standard  dry  nitrogen  must  be  brought  in  order  that 
1  c.c.  may  correspond  with  1  m.gm.  of  the  gas ;  that  is  to  say,  25  c.c.  of  standard 
dry  nitrogen  weigh  0-001256  x  25  =  0'0314  gm. ;  and,  therefore,  these  31'4  m.gm. 
must  be  brought  to  the  volume  of  31'4  o.c.  The  division  31'4  on  the  regulator 
tube  is  marked  N2.  Corresponding  points  are  in  like  manner  determined  for  the 
various  other  gases  which  it  is  desired  to  measure,  and  these  points  are  marked 
O2,  CO2,  etc.,  as  the  case  may  be,  on  the  regulator  tube.  Finally,  the 
thermometer  and  barometer  are  read  (a  process  only  necessary  once  for  all  in 
setting  the  regulator),  the  volume  which  25  o.c.  of  standard  dry  air  would  occupy 
if  measured  moist  at  the  observed  temperature  and  pressure  is  calculated,  and 
this  calculated  volume  of  air  is  admitted  at  atmospheric  temperature  and 
pressure  into  the  regulator  tube  and  the  tap  closed.  The  instrument  is  now 
ready  for  use. 

Suppose  it  is  desired  to  ascertain  the  weight  of  a  quantity  of  nitrogen 
contained  in  the  measuring  tube.  The  mercury  reservoir  is  raised  or  lowered 
until  the  mercury  in  the  regulator  tube  stand  at  the  nitrogen  mark,  31-4,  at  the 
same  time  adjusting  the  regulator  tube  itself  by  raising  or  lowering  it  bodily,  so 
that  the  mercury  level  in  the  measuring  tube  and  the  regulator  tube  may  be  the 
same.  Under  these  circumstances  each  cubic  centimeter  of  gas  in  the  measwring 
tube  represents  1  m.gm.  of  nitrogen.  For  since  in  the  regulator  tube  25  c.c.  of 
standard  dry  air  have  been  made  to  occupy  the  volume  of  31'4  o.c,  and  since  the 
gases  in  the  two  tubes  are  under  the  same  conditions  as  regards  temperature, 
pressure,  and  saturation  with  aqueous  vapour,  therefore,  in  the  measuring  tube, 
every  25  c.c.  of  standard  dry  nitrogen  have  also  been  made  to  occupy  the  volume 
of  31-4  CO.  But  25  c.c.  of  standard  dry  nitrogen  weigh,  as  we  have  seen, 
31'4  m.gm. ;  so  that  the  problem  is  solved,  and  the  cubic  centimeters  and 
tenths  of  cubic  centimeters  give  dirfectly  the  weight  of  the  gas  in  milligrams 
and  tenths  of  milligrams. 

The  various  other  single  (i.e.,  unmixed)  gases  may  be  weighed  in  like  manner 
by  bringing  the  mercury  in  the  regulator  tube  to  the  "gravivolumetric  mark" 
of  the  gas  in  question,  and  adjusting  the  levels  as  before.  An  exception  would 
be  made  in  the  case  of  hydrogen,  which  would  be  brought  to  such  a  volume  that 
the  cubic  centimeter  would  contain  a  tenth  of  a  milligram. 

Mixtures  of  gases  may  also  be  weighed,  provided  that  the  density  of  the 
mixture  is  known. 

Lastly,  if  the  mercury  in  the  regulator  tube  be  brought  to  the  mark  25  and 
the  levels  adjusted,  a  gas  or  mixture  of  gases  in  the  measuring  tube  will  have  the 
volume  which  it  would  occupy  in  the  standard  dry  state.  In  this  form  the 
instrument  is  merely  a  gasvolumeter,  as  described  by  Lunge,  and  may  be  used 
for  ordinary  gas  analysis. 

The  experiments  made  by  Japp  with  the  vievi^  of  ascertaining  the 
degree  of  accuracy  of  which  the  apparatus  is  capable  were  very 
satisfactory,  details  being  given  in  the  paper  mentioned.  The 
substances  experimented  on  were  Methane,  with  a  gravivolumetric 
value  of  17-9  j  Nitrogen,  31-4;  Air,  32-35  ;  and  Carbon  dioxide,  49-3. 

The  measuring  tube  and  regulator  tube  were  held  by  a  double  clamp,  the  arms 
of  which  could  be  moved  horizontally,  so  as  to  admit  of  bringing  the  tubes  close 
together  when  necessary.  The  two  tubes  were  so  arranged  that,  after  adjusting 
the  levels  and  ascertaining  that  the  mercury  in  the  regulator  tube  was  at  the 
gravivolumetric  mark,  it  was  possible  to  read  both  levels  without  moving  the 
position  of  the  eye.  The  object  of  this  was  that  any  possible  error  of  parallax 
might  occur  equally  and  in  the  same  direction  in  both  tubes,  in  which  case  the 
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two  errors  would  tend  to  neutralize  one  another  in  the  final  result.*  The.meroury 
reservoir  was  held  by  a  clamp  attached  to  a  separate  stand,  so  that  in  the  case  of 
extreme  differences  of  pressure  the  entire  stand  could  be  placed  on  a  different 
level  from  the  rest  of  the  apparatus. 

Assuming  the  graduation  of  a  gravivolumeter  to  be  correct,  or  the  defects  of 
graduation  to  be  eliminated  by  calibration,  the  sources  of  error  in  such  an 
instrument  are,  broadly  speaking,  four  in  number,  and  are  to  be  found  in 
imperfections  (1)  in  filling  the  regulator,  (2)  in  adjusting  the  levels,  (3)  in 
reading  the  regulator,  and  (4)  in  reading  the  measuring  tube.  The  first  of 
-these  operations,  that  of  filling  the  regulator,  is  performed  once  for  all  with 
very  great  care,  and  may,  for  all  practical  purposes,  be  disregarded  as  a  source  of 
error.  Again,  in  adjusting  the  levels,  the  two  tubes  can  be  brought,  by  means  of 
the  double  clamp,  within  such  a  short  distance  of  one  another  that  the  adjust- 
ment is  also  practically  accurate.  The  real  sources  of  error  lie  in  the  two  last 
operations.  The  burettes  are  divided  into  tenths  of  cubic  centimeters,  and  can 
be  read  with  the  eye  alone  accurately  to  ^  c.c.  Calculating  this  error  on  25  Co. 
as  the  average  volume  of  gas  contained  in  the  regulator  tube  and  measuring  the 
tube  respectively,  we  have  1/  (20  x  25)  =3^,^  as  the  error  for  each  tube.  But  as 
the  error  in  the  regulator  jepeats  itself  in  exact  proportion  in  the  altered  volume 
of  gas  in  the  measuring  tube,  we  must  add  the  error  of  the  regulator  to  the 
independent  error  of  the  measuring  tube,  in  order  to  ascertain  the  maximum 
error,  which  would  thus  be  ^  ;  and  this,  calculated,  as  assumed,  upon  25  c.c.  of 
gas,  would  be  equal  to  an  error  of  reading  O'l  c.c.  in  the  final  result.  An 
inspection  of  the  foregoing  experimental  results,  however,  discloses  the  fact  that 
the  maximum  error  is  only  half  this  amount,  or  0'05  c.c. ;  and  this  the  author 
attributes  to  the  fact  that,  owing  to  the  method  of  reading  employed,  the  errors 
of  reading  in  the  regulator  and  measuring  tube  are  not,  as  assumed  in  the 
foregoing  calculation,  independent,  but  tend  to  neutralize  one  another. 

This  error  of  0'05  c.c.  is,  however,,  the  error  of  reading  of  any  gas  burette 
which  is  read  with  the  eye  alone;  and  the  gravivolumeter  may,  therefore, 
claim  to  possess  the  same  degree  of  accuracy  as  instruments  of  this  class 
generally. 

*  Suppose  the  eye  in  reading  to  be  too  Mgli,  tlie  mercury  in  the  regulator  would  stand 
below  the  sravivolumetric  mart,  and  the  gas  in  the  measuring  tube  would  consequently  be 
expanded  beyond  its  proper  volume.  But  owing  to  the  eye  being  too  hiffh,  this  too  great 
volume  in  the  measuring  tube  would  be  read  off.as  smaller  than  it  actually  is.  In  the  case 
of  equal  volumes  of  gas  in  regulator  and  measuring  tube,  there  would  thus  be  a  total 
correction  of  the  error  committed  (since  the  two  tubes  are  of  equal  bore),  and  in  every  case 
a  diminution. 
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TABLE  for  Correction  of  Voliunes  of  Gases  for  Temperature, 

according  to  the  Formula  V^=  76o^(i+St) 

1  +  St  from  0°  to  30°.     «  =  0-003665. 


t 

1  +  St 

Log.(l+.St) 

t 

l  +  St 

Log.  (1  + St) 

t 

l-i-St 

Log.  (l  +  St) 

6-0 
•1 

•2 
■8 

•4 

1-0000000 
1-0003665 
10007330 
1-0010995 
1-0014660 

0-000  0000 
1591 
3182 
4772 
6362 

5-0 
-1 
-2 
-3 

■4 

1-0183250 
1-0186915 
1-0190580 
1-0194245 
1-0197910 

0-007  8864 

0-008  0427 

1989 

4551 

5112 

10-0 

-1 

-2 
■8 

-4 

1-0366500 
1-0370165 
1-0373830 
1-0877495 
1-0381160 

0-015  6321 
7857 
9391 

0-016  0925 
2459 

0-5 

•6 
■I 
■8 
■9 

1-0018325 
1-0021990 
1-0025655 
1-0029320 
1-0032985 

7951 
9540 
0-001  1128 
2^15 
4302 

5-5 
-6 
•7 
-8 

5-9 

1-0201575 
1-0205240 
1-0208905 
10212570 
1-0216285 

6672 
8282 
9791 
0009  1350 
2909 

10-5 
-6 
-7 
-8 

10-9 

1-0384825 
1-0388490 
1-0892155 
10395820 
1-0399485 

8992 
5524 
7056 
8588 
0-017  0118 

10 
•1 
•2 
•3 

•4 

1-0036650 
1-0040315 
1-0043980 
1-0047645 
1-0051310 

0-001  5888 
7473 
9058 

0-002  0648 
2227 

60 
-1 
-2 
-3 

-4 

1-0219900 
10228565 
10227230 
10230895 
1-0234560 

0-009  4466 
6024 
7580 
9186 

0-010  0692 

11*0 
■1 
•2 
-3 
■4 

1-0403150 
1-0406815 
1-0410480 
1-0414145 
1-0417810 

0-017  1648 
8178 
4708 
6236 

7764 

1-5 
•6 
•7 
•8 

1-9 

1-0054975 
1-0058640 
1-0062305 
1-0065970 
1-0069635 

3810 
5893 
6974 
8556 
0-008  0137 

6-5 
-6 
-7 
■8 

6-9 

1-0288225 
1-0241890 
1-0245555 
1-0249220 
1-0252885 

2247 
3801 
5355 
6908 
8461 

11-5 
-6 
-7 
•8 

11-9 

1-0421475 
1-0425140 
1-0428805 
1-0432470 
1-0436135 

9292 
0-018  0819 
2346 
3871 
5397 

2-0 
■1 
•2 
■3 

•4 

1-0073300 
1-0076965 
1-0080630 
1-0084295 
1-0087960 

0-003  1718 
3298 
4877 
6455 
8033 

7-0 
-1 
-2 

■I 

1-0256550 
1-0260215 
1-0268880 
1-0267545 
1-0271210 

0-011  0013 
1565 
8116 
4666 
6216 

12-0 
-1 
-2 
•3 

-4 

1-0439800 
1-0443465 
1-0447130 
1-0450795 
1-0454460 

0-018  6922 
8446 
9970 

0019  1493 
3016 

2-5 
■6 
•7 
•8 

2-9 

1-0091625 
1-0095290 
1-0098955 
1-0102620 
1-0106285 

9611 
0-004  1188 
2764 
4840 
5916 

7;5 

-8 
7-9 

1-0274875 
1-0278540 
1-0282205 
1-0285870 
1-0289535 

7765 
9314 
0-012  0863 
2410 
3957 

12  5 
-6 
-7 
-8 

12-9 

1-0458125 
1-0461790 
1-0465455 
1-0469120 
1-0472785 

4538 
6060 
7581 
9102 
0-020  0622 

8-0 
•1 
■2 
•3 

•4 

1-0109950 
1-0113615 
1-0117280 
1-0120945 
1-0124610 

0-004  7490 
9064 

0-005  0638 
2211 
3788 

8-0 
•1 
-2 
-8 

-4 

1-0298200 
1-0296865 
1-03C0530 
1-0804195 
1-0307860 

0-012  5504 
,  7050 

8596 
0-013  0141 

1685 

13-0 
•1 
•2 
-3 

■4 

1-0476450 
1-0480115 
1-0483780 
1-0487445 
10491110 

0-020  2141 
3660 
5179 
6697 
8214 

3-5 

■6 

■i 

•8 
3-9 

1-0128275 
1-0181940 
1-0135605 
1-0139270 
1-0142935 

5855 
6926 
8497 
0-006  0067 
1636 

8-5 
-6 
-7 
-8 

8-9 

1-0811525 
1-0315190 
1-0318855 
1-0322520 
1-0326185 

3229 

4772 
6315 
7857 
9399 

18-5 
-6 

•7 

-8 

18-9 

1-0494775 
1-0498440 
1-0502105 
l'O565770 
1-0509435 

9731 
0-021  1248 
2764 
4279 
5'?94 

4-0 
•1 
•2 
•3 

■4 

1-0146600 
1-0150265 
1-0153980 
1-0157595 
1-0161260 

0-006  3205 

4774 
6342 
7909 
9476 

9-0 
-1 
-2 
•3 

-4 

1-0329850 
10833515 
10337180 
1-0840845 
10344510 

0014  0940 
2481 
4021 
5560 
7099 

14-0 
•1 
•2 
-3 

-4 

10513100 
1-0516765 
1-0520430 
1-0524095 
1-0527760 

0-021  7308 
8822 

0-022  0835 

1848 

'3360 

4-5 
•6 
•7 
•8 

4-9 

1-0164925 
1-0168590 
1-0172255 
1-0175920 
1-0179585 

0-007  1042 
2607 
4172 
5737 
7301 

9-5 
•6 
•7 
-8 

9-9 

1-0348175 
1-0851840 
1-0355505 
10359170 
1-0362835 

8638; 

0:015  0175 
1713 
3250 

-    4786 

14-5 
-6 
■7 
•8 

14-fl 

1-0531425 
10585090 
1-0538755 
1-0542420 
1=0546085 

,4871 
6382 
7893 
9408 
0-028  0193 

602 


VOLUMETRIC   ANALYSIS. 


§  109. 


TABLE  for  Correction  of  Volumes  of  Gases— oo»iw"ei. 


t 

1+  St 

Log.  a+st) 

t 

■1  +St 

Log.  (1  +  50 

t 

1  +  SJ 

Log.  (1+ St) 

15-0 
•1 
•2 
•3 
■4 

1-054975C 
1055341E 
1-055708C 
1056074E 
1-056441C 

0-023  2422 

3930 

-5438 

6946 

8452 

26-C 
-1 

■4 

1-073000C 
1-0736665 
1-074038C 
1-0743995 
1-0747661. 

0030  7211 
8694 

0031  0176 
1658 
3139 

2S-0 
-1 
-2 
-3 
-4 

1-0916250 
10919915 
1-0923580 
1-0927245 
1-0930910 

0-038  0734 
2192 
3650 
5107 
6563 

15-5 

•6 

■7 

•8 

15-9 

1056807E 
1-057174C 
1-057540E 
1-057907C 
1-058273E 

9959 
0-024  1465 
2970 
4475 
5979 

20-£ 

-6 

-7 

-8 

20-9 

1-0751325 
1-0754990 
1-0758655 
1-0762320 
1-0765985 

4620 
6100 
7580 
9059 
0-032  0538 

25-5 
-6 
-7 
-8 
-9 

1-0934575 
1-0938240 
1-0941905 
1-0945570 
1-0949235 

8020 
9474 
0-039  0929 
2384 
3838 

16-0 
•1 
■2 
■3 

•4 

1-058640C 
1-059006E 
1-059873C 
1-0597395 
10601060 

0-024  7483 
8986 

0-025  0489 
1991 
3493 

21-C 
-1 
-2 
-3 
-4 

1-0769650 
1-0773315 
10776980 
1-0780645 
1-0784310 

0-032  2016 
3493 
4971 
6447 
7924 

26-0 
-1 
-2 
-3 

•4 

1-0952900 
1-0956565 
1-0960230 
1-0963895 
1-0967560 

0-039  5291 
6745 
8197 
9649 

0040  1101 

16-5 
■6 
•7 
■8 

16-9 

1-0604725 
1-0608390 
1-0612055 
1-0615720 
1-0619385 

4994 
6495 
7995 
9495 
0-026  0994 

21-5 
-6 
-7 
-8 

21-9 

1-0787975 
1-0791640 
1-0795305 
1-0798970 
1-0802635 

9399 
0033  0874 
2349 
3823 
5298 

26-5 
-6 
-7 
-8 
-9 

1-0971225 
1-0974890 
1-0978555 
1-0982220 
1-0985885 

2551 
4002 
5452 
6901 
8351 

17-0 
•1 
•2 
•3 

•4 

1-0623050 
1-0626715 
1-0630380 
1-0634045 
1-0637710 

0-026  2492 
3990 

5488 
6985 
8482 

22-0 
•1 
-2 
-3 
-4 

1-0806300 
1-0809965 
10813630 
1-0817295 
1-0820960 

0-033  6771 
8243 
9715 

0-034  1186 
2658 

27-0 
•1 
-2 
-3 

-4 

1-0989550 
1-0993215 
1-0996880 
1-1000545 
1-1004210 

0040  9800 

0-041  1247 

2695 

4143 

5589 

17-5 
•6 
•7 
•8 

17-9 

1-0640375 
1-0645040 
1-0648705 
1-0652370 
1-0656035 

9978 
0-027  1473 
2968 
4462 
5956 

22-5 
-6 
•7 
-8 

22-9 

1-0824625 
1-0828290 
1-0831955 
1-0835620 
1-0839285 

4129 
5598 
7069 
8538 
0-035  0006 

27-5 
-6 
•7 
-8 
-9 

1-1007875 
1-1011540 
1-1015205 
1-1018870 
1-1022535 

7036 
8481 
9926 
0042  1371 
2815 

180 
•1 
•2 
■3 

•4 

1-0659700 
1-0663365 
1-0667030 
1-0670695 
1-0674360 

0-027  7450 
8943 

0-028  0435 
1927 
3418 

23-0 
•1 
•2 
-3 

-4 

1-0842950 
1-0846615 
1-0850280 
1-0853945 
1-0857610 

0-035  1475 
2942 
4409 
5876 
7342 

28-0 
^1 
-2 
-3 
•4 

1-1026200 
1-1029865 
1-1033530 
1-1037195 
1-1040860 

0042  4259 
5703 
7145 
8587 

0043  0029 

18.5 
•6 
•7 
■8 

18-9 

1-0678025 
1.0681690 
1-0685355 
1-0689020 
1-0692685 

4909 
6400 
7889 
9379 
0-029  0868 

23-5 
-6 

-7 

-8 

23-9 

1-0861275 
1-0864940 
1-0868605 
1  0872270 
1-0875935 

8808 
0-036  0273 
1738 
3202 
4666 

28-5 
-6 
-7 
-8 
-9 

1-1044525 
1-1048190 
1-1051855 
1-1055520 
1-1059185 

1471 
2911 
4352 
5792 
7231 

190 
•1 
•2 
■3 
•4 

1 -0696350 
1-0700015 
1-0703680 
1-0707345 
1-071101U 

0-029  2356 
3844 
5331 
6818 
8304 

24-0 
•1 
-2 
•3 

•4 

1-0879600 
1-0883265 
1-0886930 
1-0890595 
1-0894260 

0-036  6129 
7592 
9054 

0-037  0517 
1978 

29-0 
-1 
•2 
-3 
-4 

1-1062850 
1-1066515 
1-1070180 
1-1073845 
1-1077510 

0-043  8671 

0-044  0109 

1546 

2985 

4422 

19-5 
•6 
•7 
•8 

19-9 

L-0714675 
L-0718340 
1-0722005 
1-0725670 
1-0729335 

9790 
0-030  1275 
2760 
4244 
5728 

24-5 
-6 
-7 
-8 
-9 

1-0897925 
1-0901590 
1-0905255 
1-0908920 
1-0912585 

3438 
4899 
6359 
7817 
9277 

29-5 
-6 

•7 
-8 
-9 

1-1081175 
1-1084840 
1-1088505 
1-1092170 
11095835 

5858 
7295 
8730 
0-045  0165 
1600 

1 

30-0 

1-1099500 

0-045  3035 
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TABLS  for  Correction  of  Volumes  of  Gases  for 
Temperature,  giving   the   Divisor   for   the   Formula 


V  X  B 


760  X  (1  +  So. 


f 

760  X 

Log.  [760  X 

t 

760  X 

Log.  [760  X 

t 

760x 

Log.  [760  X 

c 

(1  +  5t). 

(1  +  St1]. 

(l  +  Si). 

(1+St)]. 

(1+5  . 

(1+SOl. 

0-0 

760-0000 

2-880  8136 

4-0 

771-1416 

2-887  1341 

8-0 

782-2832 

2-893  3640 

•1 

760-2785 

9727 

-1 

771-4201 

2910 

•1 

782-5617 

5186 

•2 

760-5571 

2-881 1319 

-2 

771-6987 

4478 

•2 

782-8403 

6732 

■3 

760-8356 

2908 

-3 

771-9772 

6044 

-3 

783-1188 

8276 

•4 

761-1142 

4498 

-4 

772-2558 

7611 

-4 

783-3974 

9821 

0-5 

761-3927 

6087 

4-5 

772-5343 

9178 

8-5 

783-6759 

2-894  1365 

•6 

761-6712 

7676 

-6 

772-8128 

2-888  0743 

-6 

783-9544 

2908 

■1 

761-9498 

9264 

•1 

773-0914 

2309 

■7 

784-2330 

4452 

•8 

762-2283 

2-882  0851 

-8 

773-3699 

3872 

-8 

784-5115 

5994 

■9 

762-5069 

2437 

■9 

773-6485 

5437 

-9 

784-7901 

7536 

1-0 

762-7854 

2-882  4024 

5-0 

773-9270 

2-888  7000 

90 

785-0686 

2-894  9076 

•1 

763-0639 

5610 

-1 

774-2055 

8563 

-1 

785-3471 

2-895  0617 

■2 

763-3425 

7194 

•2 

774-4841 

2-889  01^5 

-2 

785-6257 

2157 

■3 

763-6210 

8779 

-3 

774-7626 

1686 

-3 

785-9042 

3696 

•4 

763-8996 

2-883  0362 

-4 

775-0412 

3248 

-4 

786-1828 

5235 

1-5 

764-1781 

1947 

5-5 

775-3197 

4808 

9-5 

786-4613 

6774 

•6 

764-4566 

3528 

•6 

775-5982 

6368 

•6 

786-7398 

8311 

■7 

764-7352 

5111 

-7 

775-8768 

7927 

-7 

787-0184 

9849 

•8 

765-0137 

6692 

-8 

776-1553 

9487 

-8 

787-2969 

2-896  1385 

•9 

765-2923 

8273 

-9 

776-4339 

2-890  1044 

-9 

787-5755 

2923 

2-0 

765-5708 

2-883  9854 

6-0 

776-7124 

2-890  2602 

10-0 

787-8540 

2-896  4457 

•1 

765-8493 

2-884 1433 

-1 

776-9909 

4159 

-1 

788-1325 

5993 

•2 

766-1279 

3013 

-2 

777-2695 

-5716 

-2 

788-4111 

7528 

■3 

766-4064 

4591 

-3 

777-5480 

7272 

•3 

788-6896 

9061 

•4 

766-6850 

6170 

-4 

777-8266 

8828 

•4 

788-9682 

2-8970595 

2-5 

766-9635 

7747 

6-5 

778-1051 

2-891  0383 

10-5 

789-2467 

2128 

■6 

767-2420 

9323 

-6 

778-3836 

1937 

-6 

789-5252 

3660 

■1 

767-5206 

2-885  0900 

•7 

778-6622 

3491 

•7 

789-8038 

5192 

■8 

767-7991 

2476 

-8 

778-9407 

5044 

•8 

790-0823 

6724 

■9 

768-0777 

4052 

-9 

779-2193 

6597 

■9 

790-3609 

8255 

30 

768-3562 

2-885  5626 

7-0 

779-4978 

2-891  8149 

11-0 

790-6394 

2-897  9785 

•1 

768-6347 

7200 

■1 

779-7763 

9701 

-1 

790-9179 

2-898 1315 

•2 

768-9133 

8772 

•2 

780-0549 

2-892  1251 

-2 

791-1965 

2844, 

•3 

769-1918 

2-886  0347 

-3 

780-3334 

2802 

■3 

791-4750 

4373 

•4 

769-4704 

1919 

-4 

780-6120 

4352 

■4 

791-7536 

5901 

3-5 

769-7489 

3491 

7-5 

780-8905 

5901 

11-5 

7920321 

7428 

•6 

770-0274 

5061 

-6 

781-1690 

7450 

•6 

792-3106 

8954 

■7 

770-3060 

6633 

-7 

781-4476 

8998 

■7 

792  5892 

2-899  0482 

■8 

770-5845 

8203 

-8 

781-7261 

2-893  0547 

-8i792-S677 

2008 

•9 

770-8631 

9773 

-9 

782-0047 

2094 

-9793-1463 

3534 
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t 

760  X 
(1  +  5t). 

Log.  [760  X 
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t 

760  X 

a  +  5y. 

log.  [760  X 
(1  +  St)]. 

120 
■1 
•2 
■3 
•4 

793-4248 
793-7033 
793-9819 
794-2604 
794-5390 

2  899  5057 
6583 
8106 
9629 

2-900  1153 

16-5 
•6 

-7 

•8 
-9 

805-9591 
806-2376 
806-5162 
8L6-7947 
807-0733 

2-906  3131 
4630 
6131 
7631 
9130 

21-0 
-1 
-2 
-3 
-4 

818-4934 
818-7719 
819-0505 
819-3290 
819-6076 

2-913  0152 
1629 
3107 
4584 
6059 

12-5 
■6 
•7 
•8 
•9 

794  8175 
795-0960 
795-3746 
795-6531 
795-9317 

2674 
4196 
5717 
7238 
8758 

17-0 
-1 
-2 
-3 
-4 

807-3518 
807-6303 
807-9089 
808-1874 
808-4660 

2-907  0627 
2126 
3624 
5121 
6617 

21-5 
-6 
-7 
•8 

21-9 

819-8861 
820-1646 
820-4432 
820-7217 
821-0003 

7535 
9010 
2-914  0485 
1959 
3434 

13-0 
•1 
■2 
•3 

■4 

796-2102 
796-4887 
796-7673 
7970458 
797-324>4 

2-901  0277 

■  1796 

3316 

4833 

6351 

17-5 

■6 

•7 

■8 

.-9 

808-7445 
809-0230 
809-3016 
809-5801 
809-8587 

8114 
9609 
2-908  1103 
2599 
4092 

220 
•1 
-2 
-3 

-4 

821-2788 
821-5573 
821-8359 
822-1144 
822-3930 

2-9144906 
6379 
7852 
9322 

2-915  0794 

13-5 
•6 
•7 
■8 
■9 

797-6029 
797-8814 
7981600 
798-4385 
798-7171 

7867 
9383 
2-902  0900 
2415 
3931 

180 
■1 
-2 
-3 

-4 

810-1372 
810-4157 
810-6943 
810-9728 
811-2514 

2-908  5586 
7079 
8572 

2-909  0063 
1554 

22-5 
-6 
■7 
-8 
-9 

822-6715 
822-9500 
823-2286 
823-5071 

823-7857 

2265 
3734 
5204 
6674 
8143 

140 
■1 
•2 
•3 

■4 

798-9956 
799-2741 
799-5527 
799-8312 
800-1098 

2-902  5444 
6958 
8471 
9983 

2-903  1496 

18-5 
-6 

•7 

•8 
-9 

811-5299 
811-8084 
812-0870 
812-3655 
812-6441 

3046 
4535 
6026 
7515 
9004 

230 
■1 
-2 
-3 

-4 

824-0642 
824-3427 
824-6213 
824-8998 
825-1784 

2-915  9610 

2-916  1078 

2546 

4012 

5478 

14-5 
■6 

•7 
•8 
•9 

800-3883 
800-6668 
800-9454 
801-2289 
801-5025 

3008 
4518 
6029 
7539 
9049 

190 
•1 
•2 
-3 

•4 

812-9226 
813-2011 
813-4797 
813-7582 
814-0368 

2-910  0492 
1980 
3468 
4953 
6440 

23-5 
-6 
-7 
-8 
-9 

825-4569 
825-7354 
826-0140 
826-2925 
826-5711 

6944 

8409 

9874 

2-917  1339 

28U2 

15-0 
•1 
•2 
•3 

•4 

801-7810 
802-0595 
802-3381 
802-6166 
802  8952 

2-904  0557 
2067 
8574 
5081 
6589 

19-5 
•6 
-7 
-8 
-9 

814-3153 
814-5938 
814-8724 
8151500 
815-4295 

7927 
9411 
2-911  0896 
2380 
3865 

24-0 
-1 
-2 
•3 
-4 

826-8496 
827-1281 
827-4067 
827-6852 
827-9638 

2-917  4265 
5728 
7191 
8652 

2-918  0114 

15-5 
■6 
•7 
•8 
•9 

803-1737 
803-4522 
803-7308 
804-0093 
804-2879 

8095 
9601 
2-905  1106 
2612 
4116 

20-0 
■1 
•2 
-3 

•4 

815-7080 
815-9865 
816-2651 
816-5436 
816-8222 

2-911  5347 
6830 
8313 
9794 

2-912  1276 

24-5 
-6 
-7 
-8 

24-9 

828-i2423 
828-5208 
828-7994 
829-0779 
829-3565 

1574 
3034 
4495 
5953 
7413 

16-0 
•1 
•2 
•8 
■4 

804-5664 
804-8449 
805-1235 
805-4020 
805-6806 

2-905  5618 
7122 
8625 

2-906  0127 
1629 

20-5 
•6 
-7 
-8 
-9 

817-1007 
817-3792 
817-6578 
817-9363 
818-2149 

2756 
4236 
5716 
7195 
8-174 

25-0 
-1 
■2 
-3 
•4 

829-6350 
829-9135 
830-1921 
830-4706 
830-7492 

2-918  8871 

2-9190329 

1786 

3242 

4699 
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t 

760  X 

a-fSt). 

log.  [760  X 
(1  +  St)]. 

i 

760  X 
(1+St) 

Log.  [760  X 

.  (i  +  «q. 

t 

760  X 
(1+St). 

Log.  [760  X 
(1  +  St)]. 

25-5 
■6 

-7 

-8 

25-9 

831-0277 
831-3062 
831-5848 
831-8633 
8321419 

2-919  6155 
7610 
9065 

2-920  0520 
1974 

27-0 
-1 
-2 
-3 
-4 

835-2058 
835-4843 
835-7629 
836-0414 
836-3200 

2-921 7935 
9384 

2-922  0831 
2279 
8725 

28-5839-38392-923  9607 
•6839-66242-9241047 
-7839-9410           2488 
-8840-2195           3928 

28  9840-4981           5368 

26-0 
-1 
-2 
-3 

•4 

832-4204 
832-6989 
832-9775 
833-2560 
833-534« 

2-920  3427 
4880 
6333 
7784 
9236 

27-5 
-6 

-7 
;8 

27-9 

836-5985 
836-8770 
837-1556 
837-4341 
837-7127 

.     51>2 

6616 

8062 

9507 

2-923  09,51 

29-0 
-1 
-2 
■3 

-4 

840-7766 
841-0551 
841-3337 
841-6122 
841-8908 

2-924  6806 
8245 
9683 

2-925  1120 
2558. 

26-5 

.     -8 
26-9 

833-8131 
834-0916 
834-3702 
834-6487 
834-9273 

2-921  0688 
2137 
3588 
5038 
6487 

28-0 
•1 
•2 
•3 

.■4 

837-9912 
838-2697 
838^5483 
838-8268 
839-1054 

2-923  2394 
3838 
5281 
6723 
8165 

29-5842-1693 
-6842-4478 
-7842-7264 
•8843-0049 

29-9843-2835 

3995 
5431 
6866 
8301 
9737 

30-0 

843-5620 

2-9261170 
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Pressure  of  Aqueous  Vapour  in  Millimeters  of  Mercury, 
from -9-9°  to  +  35°  C. 


ni.m. 

m.m. 

m.m. 

m.m. 

m.m. 

m.m. 

-9-9 

2-096 

-5^4 

3034 

-0-9 

4^299 

35 

5^889 

80 

8-017 

12^5 

10^804 

•8 

•114 

•3 

■058 

■8 

■331 

■6 

■930 

•1 

■072 

■6 

■875 

•7 

■132 

■2 

■082 

•7 

■364 

■7 

■972 

•2 

■126 

■7 

■947 

•6 

•150 

•1 

■106 

■6 

■397 

■8 

6^014 

•3 

■181 

•8 

11^019 

■5 

•168 

-5^0 

■131 

■5 

■430 

39 

•055 

•4 

■236 

12^9 

•090 

-9-4 

•186 

-4-9 

3^156 

-0^4 

■463 

4^0 

6097 

8^5 

■291 

13^0 

11^162 

•3 

•204 

•8 

■181 

■3 

■497 

■1 

■140 

■6 

■347 

■1 

•235 

•2 

•223 

•7 

■206 

■2 

■531 

■2 

■183 

■7 

■404 

■2 

•309 

■1 

•242 

•6 

•231 

•1 

■565 

■3 

■226 

■8 

■461 

■3 

•383 

-90 

•261 

•5 

•257 

-0^0 

4^600 

•4 

■270 

8-9 

■517 

■4 

•456 

-8-9 

2^280 

-4-4 

•283 

+  00 

4^600 

4.5 

■313 

90 

8^574 

135 

•530 

■8 

■299 

•3 

•309 

■1 

■633 

•6 

■357 

•1 

■632 

■6 

•605 

■1 

•318 

•2 

•335 

■2 

■667 

■7 

■401 

•2 

■690 

■7 

•681 

•6 

•337 

■1 

•361 

■3 

■700 

■8 

■445 

•3 

■748 

■8 

•757 

•5 

•356 

-*0 

•387 

■4 

■733 

4-9 

■490 

•4 

■807 

139 

•832 

-8-4 

■376 

-8^9 

3^414 

0-5 

■767 

5-0 

6-534 

9-5 

■865 

14^0 

ir908 

.   -3 

■396 

■8 

•441 

■6 

■801 

■1 

■580 

•6 

■925 

■1 

•986 

•2 

•416 

•7 

•468 

■7 

■836 

■2 

■625 

•7 

■985 

•2 

12^064 

■1 

•436 

•6 

•495 

■8 

■871 

■3 

■671 

•8 

9^045 

■3 

•142 

-80 

•456 

■5 

•522 

09 

■905 

■4 

717 

9-9 

■105 

■4 

•220 

-7'9 

2^477 

-3^4 

•550 

1^0 

4^940 

55 

■763 

10-0 

9165 

14^5 

•298 

•8 

•498 

■3 

•578 

■1 

■975 

■6 

■810 

•1 

■227 

■6 

•378 

■1 

•519 

■2 

•606 

■2 

5011 

■7 

■857 

•2 

■288 

■7 

•458 

•6 

•540 

■1 

•634 

■3 

■047 

■8 

■904 

•3 

■350 

■8 

•538 

•5 

•561 

-30 

•662 

■4 

■082 

59 

■951 

•4 

■412 

149 

•619 

-7-4 

•582 

-2^9 

3-691 

r5 

■118 

60 

6^998 

10-5 

■474 

150 

12699 

•3 

•603 

■8 

•720 

■6 

■155 

•1 

7-047 

•6 

■537 

■1 

•781 

•2 

•624 

•7 

•749 

■7 

•191 

•2 

■095 

•7 

■601 

■2 

■864 

■1 

•645 

•6 

•778 

■8 

•228 

■3 

•144 

•8 

■665 

■3 

•947 

-7-0 

•666 

•5 

•807 

1^9 

•265 

•4 

■193 

10-9 

■728 

■4 

13^029 

-6-9 

2-688 

-2^4 

•836 

2^0 

5302 

6^5 

■242 

11^0 

9^792 

15^5 

•112 

■8 

•710 

•3 

•865 

■] 

■340 

■6 

■292 

•1 

■857 

■6 

■197 

•7 

•732 

•2 

•895 

•2 

■378 

■7 

■342 

•2 

■923 

■7 

■281 

■6 

•754 

•1 

•925 

■3 

■416 

■8 

■392 

•3 

■989 

■8 

■366 

•5 

•776 

-2^0 

•955 

■4 

■454 

69 

■442 

•4 

10^054 

159 

■451 

-6-4 

•798 

-1^9 

3-985 

2-5 

•491 

7^0 

7^492 

11-5 

■120 

16^0 

18536 

•3 

•821 

•8 

4-016 

■6 

■530 

■1 

■544 

•6 

■187 

■1 

■623 

•2 

•844 

•7 

•047 

■7 

■569 

■2 

■595 

•7 

■255 

■2 

■710 

•1 

■867 

•6 

•078 

•8 

■608 

■3 

■647 

•8 

■322 

■3 

•797 

-6-0 

•890 

•5 

•109 

2.9 

■647 

■4 

•699 

11^9 

■389 

•4 

•885 

-5-9 

2^914 

-r4 

•140 

30 

5^687 

7^5 

■75] 

12^0 

10^457 

16-5 

•972 

•8 

•988 

•3 

•171 

■1 

■727 

■6 

■804 

•1 

■526 

■6 

14^062 

•7 

■962 

•2 

•203 

■2 

■767 

•7 

■857 

•2 

■596 

•7 

■151 

•6 

•986 

•1 

-235 

■3 

■807 

•8 

■910 

•3 

■665 

•8 

■241 

•5 

3010 

10 

-267 

■4 

■848 

7^9 

■964 

•4 

■734 

16-9 

■331 
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607 


m.m. 

• 

m.m. 

m.m. 

m.m. 

m.m. 

m.m. 

170 

14-421 

200 

17-391 

23-0 

20-888 

26-0 

24-988 

29-0 

29^782 

32-0 

35-359 

•1 

■513 

•1 

-500 

•1 

21-016 

•1 

25-138 

-1 

•956 

•1 

•559 

■2 

■605 

'   -2 

•608 

•2 

-144 

•2 

•288 

-2 

30-131 

■2 

•760 

•3 

■697 

•3 

•717 

-3 

-272 

•3 

•438 

-3 

-305 

•3 

■962 

•4 

•790 

•4 

•826 

•4 

-400 

•4 

•588 

■4 

•479 

•4 

36^165 

17-5 

■882 

20-5 

•935 

23-5 

•528 

26^5 

•738 

29^5 

•654 

S2;5 

•370 

■6 

•977 

-6 

18-047 

•6 

■659 

•6 

•891 

•6 

•833 

•6 

•576 

■7 

15072 

-7 

-159 

•7 

■790 

•7 

26-045 

•7 

31^011 

•7 

■783 

■8 

•167 

■8 

-271 

•8 

•921 

•8 

-198 

•8 

•190 

•8 

•991 

17-9 

•262 

20-9 

-383 

23^9 

22053 

26^9 

•351 

29^9 

•369 

32^9 

37^200 

ISO 

15-357 

21-0 

18-495 

24-0 

22-184 

27-0 

26-505 

300 

31^548 

33^0 

37^410 

•1 

•454 

-1 

-610 

•1 

-319 

-1 

•663 

•1 

•729 

•1 

•621 

■2 

•552 

-2 

•724 

•2 

-453 

•2 

■820 

•2 

•911 

•2 

•832 

•3 

•650 

-3 

•839 

•3 

•588 

-3 

•978 

•3 

32-094 

•3 

38^045 

•4 

■747 

-4 

•954 

•4 

•723 

•4 

27136 

•4 

•278 

•4 

•258 

18-5 

•845 

21-5 

19-069 

24^5 

•858 

27-5 

•294 

30^5 

•463 

33^5 

•473 

•6 

•945 

-6 

-187 

•6 

•996 

•6 

•455 

•6 

•650 

•6 

•689 

•7 

16^045 

-7 

-305 

•7 

23135 

•7 

•617 

•7 

•837 

•7 

•906 

•8 

■145 

•8 

•423 

•8 

•273 

•8 

•778 

•8 

33-026 

•8 

39-124 

18-9 

■246 

21-9 

•541 

24-9 

•411 

27-9 

•939 

30^S 

-215 

33-9 

•344 

190 

16-346 

22-0 

19-659 

25  0 

23-550 

28-0 

28-101 

31^0 

33-405 

34-0 

39-565 

■1 

■449 

•1 

•780 

•1 

•692 

•1 

-267 

•1 

-596 

•1 

■786 

•2 

■552 

•2 

•901 

•2 

•834 

■2 

•433 

•2 

-787 

•2 

40-007 

•3 

•655 

•3 

20022 

•3 

•976 

•3 

•599 

•3 

-980 

•3 

■230 

•4 

■758 

•4 

■143 

•4 

24^119 

•4 

•765 

•4 

34-174 

•4 

•455 

19-5 

■861 

22-5 

■265 

25^5 

•261 

28^5 

•931 

31^5 

•368 

34^5 

•680 

•6 

•967 

-6 

■389 

•6 

•406 

•6 

29^101 

•6 

•564 

•6 

•907 

•7 

17-073 

•7 

•514 

•7 

•552 

•7 

•271 

•7 

•761 

•7 

41^135 

•8 

■179 

•8 

•639 

•8 

•697 

•8 

•441 

•8 

•959 

•8 

•364 

19-9 

■285 

22-9 

•763 

25-9 

•842 

28-9 

•612 

31-9 

35159 

34-9 
35-0 

•595 

827 
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.Alkaline  earths,  precipitation  as  carbonates                       .                     -      70 

.Alkaline  salts,  titration  of      -                     .           ^  54 

Alkaline  salts,  mixed  caustic  and  carbonated,  titration  of  55 

Alkaline  permanganate  solution,  preparation  of  472 

Alumina,  estimation  of  (Baeyer)  147 

Ammonia,  estimation  of  combined        -  71 

Ammonia,  estimation  of  combined,  indirectly  74 

Ammonia  in  urine,  estimation  of           -                -  414 

Ammonia  free  and  saline,  in  waters,  estimation  of  475 

Ammonia  semi-normal  48 

Ammoniacal  gas  liquor,  analysis  of        -                -  74 

Ammoniacal  gas  liquor,  distribution  of  sulphur  in  82 

Ammoniacal  gas  liquor,  hydrocyanic  acid  in  502 

Ammoniacal  gas  liquor,  spent  76 

Ammoniacal  gas  liquor,  sulphite  in  79 

Ammoniacal  gas  liquor,  table  for           -  77 

Ammoniacal  gas  liquor,  total  sulphur  in  82 

Ammoniacal  gas  liquor,  various  compounds  in  77 

Ammonium  chloride,  standard  solution  for  water  analysis  418 

Ammonium  sulphate,  technical  analysis  of  74 

Aniline,  estimation  of  3g4 

Antimony,  estimation  of        -                -  j5q 

Antimony,  oxidation  of  by  bichromate  or  permanganate  151 

Antimony,  sulphide,  distillation  with  hydrochloric  acid  -  152 
Aqueous  vapour,  Eegnault' stable  of  tensions  of                             -    491 
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-A-rgols,  treatment  of           "-',-:  -                "     ^-"-S 

-Arsenic,  estimation  of  as  arsenate    ■    "  -  ,  -           '     -                ■     1^ ' 

Arsenic,  estimation  of  in  arsenates       -   '  -            -    -'                    1^^ 

Arsenic,  estimation  of  in  presence, of  tUi    •  -             '    -.                    ^^^ 

Arsenic,  estimation  of  in  iron  and  steel  -             '  •'--               •     159 

Arsenic,  indirect  estimation  of               -  '    -                -     155 

Arsenic,  oxidation  of  "by  bichromate "    -  -                -     155 

Arsenic,  oxidation  of  "by  iodine-    '         -  -     152 

Arsenic,  precipitation  of  as  uranium  arsenate  -                -     156 

Arsenic  in  waters,  estimation  of      ,      -  -    455 

A  rsenious  acid  and  iodine      -        -     ,-  -                    139 

Arsenious  sulphide,  estimation  of  by  iodine  -     158- 

Arsenite,  deoinorlnal  sodium  -               -  -    139 

Aspirator,  Dancer's  revolving  glass..  -  -  ■  582'' 

Aurine                                          '         .  .                               -35 

Azo  dy-es,  titration  of                           .   -  -                                      366 

Balance,  the                                              -  -               --                         5 

Barium,  estimation  of            -                -         ;  -                -                     -'-^-'■ 

Barium,  estimation  of  in  neutral  soluble  salts  -       -                                 69 

Barium  hydroxide,  deoinormal            • .      •  .               -                      49 

Barium  in  waters,  estimation  of  -    454 

Bichromate  solution,  decinormal,  preparation  of  130 

Bifluorides,  titration  of                          -  -    m 

Bismuth,  estimation  of  -                -     162 

Black  ash,  analysis  66 

Bleaching  pgwder,  valuation  of  .     -                    173 

Boric  acid  and  borates            -             -  -  -                 -      93 

Boric  acid  in  milk,  butter,  etc.,  estimation  of  ,  ■       -               -      94 

Boric  acid  in  meat,  estimation  of    .        -  ...','                -      95 

Bromine,  estimation  of  . .         ■                    -'-^^ 

Bromine  value  of-  fats  and  waxes           -  '  -       i   .                       -     386 

Burette,  the                           -     '          ,-  -.-:.-                  7-13 

Burette,  Binks's  -                       .           -  12 

Burette,  Gay  Lussac's                         -  ^^'^t 

Burette,  Mohr's                    -                -  .      -                "      .  ' 

Burette,  Mohr's,  pinchoock  for  -                       13 

Burette,  Mohr's,  stand  for  -,                       9 

Burette,  Mohr's,  foot  10- 

Burette  for  holi  solutions                       -  .      ■  ,     ,                           11 

Burettes,  calibration  of           ■       '  .     .     -               -      19 

Butter-fat,  Kotts tor fer's process  for,  -                -                -     379; 

Butter-fat,  Reiohert  process  for  ■    381 

Butter-fat,  Eeichert-Wollny  process  for  ':      -                    392 

Cadmium,  estimation  of                        -  ■         '                           ^^' 

Calcimeter,  Scheibler;s                      :.           :  -                                    ^^* 

Calcium,  estimation  of                         ,^      i^  "                                     rq 

Calcium,  estimation  of  in  neutral  soluble,  salts  -   .  '                                   o» 

Calcium  in  waters,  estimation  of           -  '      "  [                            S^ 

Calcium  and  magnesium  carbonates  m  waters  '    ';     "                        '^ 

Calibration  of  burettes           -  "                                        In 

Calibration  of  cylinders  ^^ 

Calibration  of  flasks  1° 

Calibration  of  pipettes  19 

Cane-sugar  and  milk-sugar,  estimation  ot  d.^^ 

Carbon  disulphide,  estimation  of  368 

Carbon  in  steel.  Stead's  colorime trio  method  for        •  230 

Carbonic  acid  and  carbonates,  estimation  of       '  -     ^       ■                            96 
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Carbonic  acid  gas,  estimation  of  by  volume  (Soheibler)  104 

"Carbonic  acid  gas  in  waters,  estimation  of  98 

Carbonic  acid  in  aerated  waters,  estimation  of  100 

Carbonic  acid  in  air,  estimation  of  101 

Caustic  and  carbonated  alkalis,  titration  of           -  55 

Caustic  soda  or  potash,  estimation  of  by  bichromate  58 

Cerium,  estimation  of             -                -                -  169 

Chlorates,  iodates  and  bromates,  estimation  of  179 

Chloric  acid,  iodometric  estimation  of  -                               ■  -    176 

Chlorides,  hypochlorites  and  chlorite^,  estimation  of  in  mixtures  174 

Chlorides,  chlorates  and  perchlorates,  estimation  of  in  mixtures  -     175 

Chlorine,  combined,  in  waters,  estimation  of  451,  473 

Chlorine,  Combined,  in  waters,  remarks  on            -                -  460 

Chlorine,  combined,  in  mossy  or  peaty  waters,  estimation  of  479 

Chlorine,  direct  precipitation  of  with  silver           -  171 

Chlorine,  estimation  of,  by  distillation  172 

Chlorine,  estimation  of,  by  liberation  of  iodine  -     135 

Chlorine  gas  and  bleaching  compounds                  -                -  173-179 

Chromates,  estimation  of  by  distillation  -     179 

Chromates,  reduction  of  by  iron  179 

Chrome  iron  ore,  analysis  of                   -  180 

Chromic  acid,  iodometric  estimation  of  184 

Citrates,  estimation  of                             '  107 

Citric  acid,  estimation  of  107 

Clark's  process  for  softening  water  463 

Coal-gas,  estimation  of  sulphur  in  -     324 

Coal-gas,  example  of  analysis  of           ■  -  557,  562 

Cobalt,  estimation  of  -     185 

Cochineal  solution                                   -                -  32 

Coefncients  and  logarithms  for  volumetric  analysis  498 

Coefficients  for  calculation  of  analyses  29 

Colour  reactions,  Dupre  on  146 

Copper,  estimation  of  as  cuprous  iodide  188 

Copper,  estimation  of  as  sulphide  (Palouze)  192 

Copper,  estimation  of  by  cyanide  (Partes)  190 

Copper,  estimation  of  by  steinnous  chloride  192 

Copper,  estimation  of  by  Volhard's  process  194 

Copper,  estimation  of  colorimetrically  -  I97 

Copper,  estimation  of  in  waters  455 

Copper  ores,  technical  examination  of  194 

Copper,  reduction  of  by  grape-sugar     -  186 

Copper,  reduction  of  by  zinc    -  187 

Copper-zinc  couple  for  reducing  nitrates  446 

Corallin  -  35 

Cresols,  estimation  of              -                -  _    393 

C  rum's  process  fornitrates  in  water  443  474 

C rum's  process  for  nitrates  in  water,  reagents  for  '  422 

Cubic  centimeter,  the  true     -                -                -  22 

Cyanides  used  in.gold  extraction,  technical  examination  of  202 

Cyanogen,  estimation  of  by  iodine         -  202 

Cyanogen,  estimation  of  by  mercuric,  chloride  -    20I 

Cyanogen,  estimation  of  by  silver  solution  200  202 

Cylinders,  graduated,  calibration  of  '    20 

Decem,  the  25 

Decimillem,  the                                     -  25 

Deposits  from  water,  microscopic  examination  of  -  480 

Dihydroxytartaric  acid,  preparation  of  gO 

Direct  processes  of  analysis                                     .                .  29 
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Eggertz's  oolorimetrio  estimation  of  carbon  in  steel  231 

Ether  value  of  fats  and  waxes  380 

Eudiometer,  method  of  filling  the          ^  520 

Factors  for  calculation  of  analyses  29,  498 

Pats,  technical  examination  of  '  378 

Fehling's  solution,  preparation  of  311 

Perrio  indicator  forVolhard's  process  145 

Ferric  sulphate,  pure,  preparation  of  361 

Perricyanide,  potassium,  estimation  of  -  210 

Ferrioyanide,  reduction  to  ferrooyanide  211 

Ferrochrome,  estimation  of  chromium  in              -  182 

Ferrocyanides,  potassium,  oxidation  of  by  permanganate  209 

Ferrocyanides  in  alkali  waste                                 -  210 

Fi;lter,  Beale's      -               -  18 

Flasks,  graduated   -  15 

Flasks,  graduated,  calibration  of  18 

Float,  Erdmann's  17 

Fluorides,  estimation  of  109 

Formaldehyde,  estimation  of  368 

Formic  acid,  estimation  of  108 

Forschammeror  oxygen  process  for  waters       -  464 

Prankland  and  Ward's  gas  apparatus                                -  548 

Free  acid  in  alum  cake,  estimation  of  148 

Free  acid  in  urine,  estimation  of           -  416 

Gas  analysis,  examples  of  calculation  of  results  540 

Gfas  analysis,  normal  solutions  for  582 

Gas  apparatus.  Lunge's  577 

Gas  apparatus,  Orsat-Lunge's  577 

Gas  burette.  Hemp  el's        -                                 -  583 

Gas  pipette,  He mpel's         -  584 

Gas  pipette,  Hempel's,  Bedson's  improved  form  of  -     589 

Gas  pipette,  Winkler's       -            .    -  -    580 

Gases  estimated  directly  and  indirectly,  lists  of  524 

Gases,  indirect  determinations  of  531 

Gases,  reduction  of  .volumes  to  normal  pressure  522 

Gases,  simple  titration  of        -  -     581 

Gases,  volumetric  analysis  of  511 
Gas  liquor  (see  ammoniacal  gas  liquor) 

Gasvolumeter,  Lunge's                         -                -  594 

Gasvolumeter,  Lunge's,  Japp's  modification  of  597 

Giles's  measuring  flask        -  15 

Glucose,  estimation  of  byFehling's  solution    -               -  311 

Glucose,  estimation  of  by  Fehling's  solution  (Caven  and  Hill)  314 

Glucose,  estimation  of  by  Gerrard's  cyano  ciiprio  process  -    321 

Glucose,  estimation  of  by  mercury       -               -               -  -    316 

Glucose,  estimation  of  by  Pa vy's  modified  Fehling  process  -    319 

Glucose,  Sidersky's  method                -  -    318 

Glucose,  cane  sugar  and  dextrin,  estimation  of  321 

Glycerine,  determination  of   -               -  372 

Glycerine,  use  of  in  titrating  boric  acid  40 

Gold,  estimation  of                 -               -  -    212 

Graduated  instruments,  the  correct  reading  of  16 

Graduated  instruments,  instructions  for  preparing,  etching,  etc.  511 

Griess's  process  for  estimation  of  nitrites          -  448 

Hardness  of  water,  before  and  after  boiling,  estimation  of  478 

Hardness  of  water,  Clark's  process  for  estimation  of          -  -    451 

Hardness  of  water,  Hehner's  process  for  estimation  of  70,  503 
Hardness  of  water,  reagents  for                                                             423,  472 

Hardness  of  water,  remarks  on  the  461 
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Hardness  of  water,  table  of  -  .              -    495 

Hem  pel's  gas  apparatus  -                -    .577 

Hiibl's  solution,  preparation  of            .                -  -                -     888 
Hydrochloric,  hydrobromic  and   hydriodic  acids,   direct  gasometric 

estimation  of  -                -  .          ■    ,  .    525 

Hydrofluoric  acid,  estimation  of  -    109 

Hydrogen,  Bunsen's  electrolytic  apparatus  for  preparing  ;  -     532 

Hydrogen  peroxide,  estimation  of           ■                -  -                     290 

Indicators,  choice  of                                -                -  38 

Indicators,  extra  sensitive      -  36 

Indicators,  general  characteristics  of  -   , '  38" 

Indicators,  Glaser's  classification  of                    ■-  -     "Al 

Indicators,  summary  of  Thomson's  results  with  37 

Indigo,  valuation  of                                                 -  375 

Indirect  processes  of  analysis                                 -  -      30 

Indirect  estimation  of  potash  and  soda                  -  -     143 

Inorganic  nitrogen,  total,  in  waters  -                     459 

Instruments  graduated  on  the  grain  system          .  -                       25 

Instruments  graduated,  the  correct  reading  of      -  -      16 

Iodides,-bromides  and  chlorides,  estimation  of  in  mixtures  -    216 

Iodine  and  sodium  thiosulphate,  principle  of  use  of  131 

Iodine,  combined,  oxidation  of  by  chlorine           -  «■    218 

Iodine,  combined,  oxidation  of  by  permanganate  ■  219 

Iodine,  decinormal  solution,  preparation  of            -  -     132 

Iodine,  estimation  of  by  decinormal  silver            -  -             220,  302 

Iodine,  estimation  of  by  distillation                       -  -    214 

Iodine,  estimation  of  by  nitrous  acid  and  carbon  disulphide  -    219 

Iodine,  titration  of                                                   -  "-  217 

Iodine  value,  of  oils  and  fats  388 

Iron,  estimation  of  by- bichromate  (Penny)  129 

Iron  (ferrous),  estimation  of  -    220 

Iron  (ferrous),  reduction  from,  ferric              .    .  -  .-                     221 

Iron  (ferric),  estimation  of  with  iodine  and 'thiosulphate      -  -    225 

Iron  (ferric),  estimation  of  colorimetrically  '        -  226,  227 

Iron  (ferric),  titration  of  by  sodium  thiosulphate              ■   -  -    224 

Iron  (ferric),  titration  of  by  stannous  chloride' ,  -  129 

Iron  (ferric),  titration-of  by  titanous  chloride      -  223 

Iron  in  silicates,  estimation  of                -  -    230 

Iron  iii  waters,  estimation"  of              .  -  -    454 

IrOn  ores,  analysis  of                               - '  -    227 

Keisejr's  portable  gas  apparatus           -  572 

K  i el dahl's  method  for  nitrogen         -  82 

Kjeldahl-Gunning  process                               -  86 

Kjeldahl-Gunning,  Jodlba,uer  process        -  87, 

Knapp's  standard  mercuric  cyanide  for  sugar  316 

Lacmoid                                                   -  -      36 

I/acmoid  paper                        -                -  36 

Lactose  and  sucrose,  estimation  of  322 

Lead,  estimation  of                 -                -                -  232 

Lead  in  citric  and  tartaric  acids,  estimation  of  234 

Lead  in  waters,  colorimetric  estimation  of             -  235, 454 

Lemon  juice,  estimation  of  citric  acid  in  108 

Lime  juice,  estimation  of  citric  acid'  in  108 

Lime  and  magnesia  in  urine,  estimation  of  413 

Litmus  paper  32 

Litmus  solution  .      31 
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Magnesium,  estimation  of  in  neutral  soluble  salts  69 

Magnesium,  estimation  of  (Meade)  235 

Magnesium  in  waters,  estimation  of  454 

Manganese,  estimation  of  by  conversion  into  permanganic  acid  241 

Manganese,  estimation  of  in  small  quantities  -    243 

Manganese  ores,  technical  examination  of  244-247 

Manganese,  permanganate  method  (Volhard)  240 

Manganese,  precipitation  process  (Pattinson)  237 

McLeod's  gas  apparatus  550 

Meniscus,  error  of  -                                               '  -    519 

Mercury,  estimation  as  mercuric  iodide  249 

Mercury,  estimation  as  mercurous  chloride  247 

Mercury,  table  of  density  and  volume  of  523 

Methyl  orange                                                          -  -      34 

Methyl  salicylate,  estimation  of                              -                -  398 

Metric  system         _            .    .  22 

Microsoopio  examination  of  deposits  from  waters  480 

Millon's  base,  use  of            -  48 

Milk  and  caue  sugar,  estimation  of  -    322 

Nessler's  solution,  preparation  of  417,  471 

Nickel,  estimation  of  251 

Nitrates,  estimation  of  as  ammonia  by  copper-zinc  couple  446 

Nitric  acid,  iodometrio  estimation  of  176 

Nitrites,  estimation  by  Griess' 8  process               -  448 

Nitrites,  estimation  by  Griess  -Ilosvay  method  449 

Nitrites,  estimation  by  iodometric' method            -  270 

Nitrites,  estimation  by  potassium  iodide  and  starch  449 

Nitrites,  alkali,  estimation  of  -  273 
Nitrites,  mixtures    of    with    alkaline    sulphites    and   thiosulphates, 

estimation  of  274 

Nitro  and  nitroso  compounds,  titration  of  366 

N itrogen  including  nitrates,  Kjeldahl-Jodlbauer  process  for  87 

Nitrogen  in  organic  substances,  Kjeldahl  process  for  82 

Nitrogen  as  ammonia  in  waters,  estimation  of  425,  458 

Nitrogen,  loss  of  by  evaporation  of  ammonia  493,  494 
Nitrogen,  reduction  of  c.c.  to  grams.                      ...    492 

Nitrogen  as  nitrates,  colorimetric  estimation  of  (Sprengel)  268 

Nitrogen  as  nitrates,  estimation  by  conversion  into  ammonia  254 

Nitrogen     as    nitrates,    estimation    by    oxidation    of    ferrous  sails 

(Pelouze)                     -               -  256 

Nitrogen  as  nitrates,  estimation  bySohl6sing's  method  260 

Nitrogen  as  nitrates,  estimation  by  Ulsch's  method  266 

Nitrogen  as  nitrates  in  fertilizers,  estimation  of  -  266 
Nitrogen  as  nitrates  in  fertilizers,  technical  estimation  in  presence  of 

ammonia  ....    267 

Nitrogen  as  nitrates  in  waters,  aluminium  method  for^  474 

Nitrogen  as  nitrates  in  waters,  indigo  method  for                -  475 

Nitrogen  as  nitrates  in  mossy  or  peaty  waters,  estimation  of  -  479 
Nitrogen  as  nitrates  and  nitrites,  gasometric  estimation  as  nitric 

oxide  (Crum)                 ...  267 

Nitrogen  as  nitrates  and  nitrites  in  waters,  estimation  of  443 
Nitrometer                                            ....    590 

Nitrometer,  Lunge's  improved  592 

Normal  solutions,  meaning  of  term  26 

Normal  solutions,  list  of  -      28 

Normal  solutions,  preparation  of  -      42 

Normal  ammonium-copper  solution,  preparation  of^  49 

Normal  caustic  potash,  preparation  of   -  48 

Normal  caustic  soda,  preparation  of  48 
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Nonnal  hydrochloric  acid,  preparation  of              -          .       -  -  47 

Normal  nitric  acid,  preparation  of         -                -  -  -  47 

Normal  oxalic  acid,  preparation  of         -       ■         -  -  -  47 

Normal  potassium  carbonate,  preparation  of         -  -  -  44 

Normal  sodium  carbonate,  preparation  of              -  -  -  44 

Normal  sulphuric  acid,  preparation  of                    -  -  -  44 

Noxious  Vapours  Act,  provisions  of       -             -  -  -  -  582 

Oils,  technical  examination  of                -                -  -  -  378 

Organic  carbon  and  nitrogen  in  waters,  estimation  of  -  -  427 

Organic  carbon  and. nitrogen  in  waters,  reagents  required    -  -  419 

Organic  carbon  and  nitrogen  in  waters,  limits  recommended  -  457 

Organic  carbon  and  nitrogen  in  waters,  value  of  ratio  -  -  458 

Organic  impurities  in  water,  estimation  of  without  gas  apparatus        -  464 

Organic  nitrogen  in  water,  Kj  el dahl  process  for  -  -  481 

Orsat-Lunge'gas  apparatus               -                .  .  .  577 

Oxalic  acid,  titration  of          -                .                .  .  .  112 

Oxidizing  agents,  list  of         -                -                -  -  -  124 

Oxygen  absorbed  by  waters,  estimation  of             -  -  465,  477 

Oxygen  absorbed  by  waters,  reagents  for               -  -  -  472 

Oxygen  dissolved  iji  waters,  estimation  of             -  -  -  482 

Oxygen  dissolved  in  waters,  Eoscoe  and  Lunt's  process   -  -  276 

Oxygen  dissolved  in  waters,  Schutzenberger's  process   -  -  275 

Oxygen  dissolved  in  waters,  Thresh's  process     -  -  .  282 

Oxygen  dissolved  in  waters,  Winkler's  process  -  -         '       -  287 

Palladium  asbestos  for  gases  -                -  _  .           -  -  -  577 

Palladium  asbestos,  preparation  of         -  '             -  -  .  586 

Perchlorate,  estimation  of  in  Chili  saltpetre          -  -  -  175 

Persulphalts,  titration  of       -                -                -  -  .  334 

Phenacetolin  as  an  indicator                   -                -  -  -  34 

Phenol-phthalein  as  an  indicator           -                -  -  -  35 

Phenol- phthalein  and  methyl  orange,  mixture  of  -  -  35 

Phenol-phthalein,  use  with  normal  potash  solution  -  -  38 

Phenols,  estimation  of            -                -                -  -  .  .393 

Phenolsulphonio  acid,  preparation  of     -                -  -  .  268 

Phosphoric  acid,  in  bones,  etc.,  estimation  of        -  -  .  295 

Phosphoric  acid  in  minerals,  estimation  of            -  -  .  298 

I'hosphoric  acid  in  urine,  estimation  of                  -  -  .  408 

Phosphoric  acid  in  waters,  estimation  of                -  -  453^  474 

Phsophoric  acid,  titration  of  -                -                -  -  .  113 

Phosphoric  acid,  precipitation  as  uranium  phosphate  -  -  292 

Phosphoric  acid,  estimation  of,  Pemberton's  method  -  -  300 

I'hosphorus,  estimation  in  iron  and  steel               -  .  .  232 

Pipette,  the             -                -                -                -  _  -  13 

Fipette,  calibration  of  the      -                -                -  -  -  19 

Potash  and  soda?  indirect  estimation  of                  -  -  -  143 

Potassium  and  sodium  in  waters,  estimation  of     -  -            -    .  454 

Potassium,  estimation  by  sodium  cobalti-nitrite  and  permanganate      -  61 
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Beichert  process  of  estimating  butter  fat  381 
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earths,  etc.       -  143 

Soap,  analysis  of                                       -  67 

Soap,  standard  solution,  preparation  of  423 

Soda  ash,  analysis  of  65 

Soda  lyes,  criide  analysis  of       ,  65 
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Volumetric  analysis  without  weights  5 
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Water  analysis,  collection  of  samples  for  473  424 
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